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SECRETARIES  OF  THE  NAVY. 


Name. 


*GEORGE  CABOT.. 
BENJ.  STODDERT. 


ROBERT  SMITH. 


PAUL  HAMILTON 

WILLIAM  JONES 

R.  W.  CROWNINSHIELD. . 

SMITH  THOMPSON 

SAMUEL  L.  SOUTHARD.. 

JOHN  BRANCH 

LEVI  WOODBURY 

MAHLON  DICKERSON 

JAMES  K.  PAULDING 

GEORGE  E.  BADGER 


ABEL  P.  UPSHUR 

tDAVID  IIENSHAW 

{THOMAS  W.  GILMER.. 
LEWIS  WARRINGTON. 
JOHN  Y.  MASON 


GEORGE  BANCROFT, 
JOHN  Y.  MASON 


WILLIAM  B.  PRESTON. 

WILLIAM  A.  GRAHAM . 
JOHN  P.  KENNEDY.... 


JAMES  C.  DOBBIN....  ... 
ISAAC  TOUCEY 


GIDEON  WELLES. 


ADOLPH  E.  BORIS... . 
GEORGE  M.  ROBESON.... 

RICHARD  W.  THOMPSON.* 1 
ALEXANDER  RAMSEY....! 
NATHAN  GOFF,  Jr 

WILLIAM  H.  HUNT... 


State, 

Date  of 
Appointment. 

By  whom  Appointed. 

S' 

Mass. " 
Md. 

3 May,  1798. 
21  May,  1798. 

| John  Adams. 

Md. 

26  January,  1802. 

Thomas  Jefferson. 

S.  C.  * 
Penn.  ^ 
Mass. 

7 January,  1809. 
12  January,  1813. 
19  December,  1814. 

| James  Madison. 

X.  Y. 
N.  J.  'i 

30  November,  1818. 
9 December,  1823. 

| James  Monroe. 

N.  C.  \ 

X.  H.  i 
N.  J. 

7 March,  1829. 
23  May,  1831. 
30  June,  1834. 

| Andrew  Jackson. 

N.  Y. 
N.  C. 

1 July,  1838. 

5 March,  1841. 

Martin  Van  Buren. 
W.  LI.  Harrison. 

Va.  ^ 
Mass. 

Va. 

U.  S.  N.  * 
Va. 

13  September,  1841. 
24  July,  1843. 

15  February,  1844. 
ad  interim. 

14  March,  1844. 

1 

1 

\ John  Tyler. 

i 

J 

Mass. 

Va. 

11  March,  1845. 

10  September,  1846. 

| James  K.  Polk. 

Va. 

8 March,  1849. 

Zachary  Taylor. 

N.  C. 
Md. 

1 August,  1850. 
26  July,  1852. 

| Millard  Fillmore. 

X.  C. 
Conn.  ^ 

8 March,  1853. 
7 March,  1857. 

Franklin  Pierce. 
James  Buchanan. 

Conn. 

7 March,  1861. 

( Abraham  Lincoln. 
\ Andrew  Johnson. 

Penn. 
N.  J. 

9 March,  1869. 
26  June,  1869. 

| Ulysses  S.  Grant. 

Ind.  ' 
Minn.  * j 
W.  Va.  \ ( 

13  March,  1877. 

Acting  Secretary, 
20  December,  1880. 
7 January,  1881. 

1 

^ Rutherford  B.  Hayes 

j 

La.  \ 

7 March,  1881. 

las.  A.  Garfield. 

* Declined.  f Not  confirmed  by 

1 


Senate.  Killed  on  board  Princeton , 28  February,  1844. 


ASSISTANT  SECRETARIES  OF  THE  NAYY. 


Name. 

State. 

Date  of 
Appointment. 

By  whom  Appointed. 

Gustavus  Y.  Fox 

Mass. 

1 August,  1861. 
1 June,  1866. 

Abraham  Lincoln. 

William  Faxon 

Conn. 

Andrew  Johnson. 

SOLICITORS  AND  JUDGE  ADVOCATES. 


Name. 

State. 

Date  of 
Appointment. 

By  whom  Appointed. 

William 
John  A. 

E.  Chandler 

Bolles 

N.  H. 

Mass. 

9 March,  1865. 
10  June,  1865. 

Abraham  Lincoln. 
Andrew  Johnson. 

BOARD  OF  MYT  COMMISSIONERS. 


Created  by  the  Act  of  February  7,  1815,  and  abolished  by  the  Act  of  August  31,  1842. 


Rank  and  Name. 


Dates  of  Service. 


Commodore  John  Rodgers 

Commodore  Isaac  Hull 

Commodore  David  Porter 

Commodore  Stephen  Decatur.  . . . 

Commodore  Isaac  Chauncey 

Commodore  Charles  Morris 

Commodore  William  Bainbridge, 
Commodore  Jacob  Jones 

Commodore  Lewis  Warrington..  . 

Commodore  Thomas  Tingey 

Commodore  D.  T.  Patterson 

Commodore  Charles  Stewart  — 

Commodore  A.  S.  Wadsworth 

Commodore  J.  B.  Nicolson 

Commodore  William  M.  Crane  . . 
Commodore  David  Conner 


j 25  April,  1815,  to  15  December,  1824. 

\ 8 October,  1827,  to  1 May,  1887. 

25  April,  1815,  to  80  November,  1815. 
25  April,  1815,  to  31  December,  1822. 
30  November,  1815,  to  22  March,  1820. 
( 31  Dec.,  1822,  to  15  Dec.,  1824. 

I 29  July,  1833,  to  27  January,  1840. 

3 March,  1823,  to  1 September,  1825. 
15  May,  1826,  to  1 June,  1827. 

14  July,  1832,  to  1 June,  1841. 

15  December,  1824,  to  20  June,  1827. 

15  December,  1824,  to  7 August,  1826. 

5 January,  1827,  to  20  June,  1830. 

4 November,  1840,  to  31  August,  1842 
8 October,  1827,  to  27  October,  1827. 

13  October,  1828,  to  1 July,  1832. 

3 November,  1830,  to  5 June,  1833. 

29  May,  1.837,  to  9 September,  1840. 

8 June,  1840,  to  1 March,  1841. 

6 May,  1841,  to  31  August,  1842. 

29  July,  1841,  to  31  August,  1842. 


SECRETARIES  OF  NAVY  BOARD. 


James  K.  Paulding ; . . . 7 February,  1815,  to  9 November,  1823. 

Charles  W.  Goldsborough 10  November,  1823,  to  31  August,  1842. 
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CHANGE  OF  OKGANIZATION. 


The  Act  of  Congress,  apjDroved  31  August,  1842,  abolished  the  Board  of  Navy 
Commissioners  and  established  in  lieu  thereof,  the  following  Bureaus,  viz : 

1st. — Bureau  Navy  Yards  and  Docks. 

2d. — Bureau  Construction , Equipment  and  Repair. 

3d. — Bureau  Provisions  and  Clothing. 

4zth. — Bureau  Ordnance  and  Hydrography. 

5th.- — Bureau  Medicine  and  Surgery. 

A subsequent  Act  of  Congress,  approved  5 July,  1862,  established  the  present 
organization,  viz : 

1st. — A Bureau  of  Yards  and  Docks. 

2d. — A Bureau  of  Equipment  and  Recruiting. 

3d. — A Bureau  of  Navigation. 

Ath. — A Bureau  of  Ordnance. 

5th.— A Bureau  of  Construction  and  Repair. 

3th. — A Bureau  of  Steam  Engineering. 

7th. — A Bureau  of  Provisions  and  Clothing. 

8th. — A Bureau  of*  Medicine  and  Surgery. 


iURPLU 


A,  ' 


CHIEFS  OF  BUREAUS. 

v'  v ‘ 


F^PUC^TE 


Chief. 


Dates  of  Service. 


Yards  and  Docks, 


Commodore  Lewis  Warrington. 
Rear-Admiral  Joseph  Smith. 
Rear-Admiral  Daniel  Ammen. 
Rea r- Admiral  C.  R.  P.  Rodgers. 
Rear-Admiral  J ohn  C.  Howell. 
Captain  Richard  L.  Law. 


1 Sept.,  ’42,  to  24  May,  ’46 
25  May,  ’40,  to  30  April,  ’69 
1 May,  ’69,  to  30  Sept.,  ’71. 
1 Oct.,  ’71,  to  21  Sept.,  ’74. 
22  Sept.,  ’74,  to  30  June,  ’78. 
1 July,  ’78. 


Ordnance  and 

Hydrography. 

(In  the  year  1862 
“ Hydrography  ” was 
transferred  to  the 
Bureau  of  Naviga- 
tion.) 


Commodore  William  M.  Crane. 
Commodore  Lewis  Warrington. 
Commodore  Charles  Morris. 
Captain  Duncan  N.  Ingraham. 
Captain  G.  A.  Magruder. 
Captain  A.  A.  Harwood. 
Rear-Admiral  John  A.  Dahlgren. 
Commander  Henry  A.  Wise. 
Rear-Admiral  John  A.  Dahlgren. 
Rear-Admiral  A.  Ludlow  Case. 
Commodore  William  N.  Jeffers. 


1 Sept.,  ’42,  to  18  Mar.,  ’46. 
25  May,  ’46,  to  12  Oct.,  ’51. 
13  Oct.,  ’51,  to  21  Jan.,  ’56. 
10  Mar.,  ’56,  to  23  Sept.,  ’60. 
24  Sept.,  ’60,  to  23  April,  ’61. 

24  April,  ’61,  to  22  July,  ’62. 
22  July,  ’62,  to  24  June,  ’63. 

25  June,  ’63,  to  1 June,  ’68. 
22  July,  ’68,  to  23  July,  ’69. 
10  Aug.,  ’69,  to  9 April,  ’73. 
10  April,  ’73. 


Navigation, 

(Office  of 
attached  28 
1865.) 


Rear-Admiral  C.  H.  Davis. 
Captain  Percival  Drayton. 
Detail  Admiral  David  D.  Porter. 
April,  Rear-Admiral  T.  A.  Jenkins. 
Rear-Admiral  James  Alden. 
Rear-Admiral  Daniel  Ammen. 
Captain  Wm.  D.  Whiting. 


17  July,  ’62,  to  27  April,  ’65. 
28  April,  ’65,  to  4 Aug.,  ’65. 
Ad  interim. 

24  Aug.,  ’65,  to  11  April,  69. 
12  April, ’69,  to  30  Sept., ’71. 
1 Oct.,  ’71,  to  4 June,  ’78. 
11  June,  78. 


Equipment  and 

Recruiting, 


Rear-Admiral  Andrew  B.  Foote. 
Commander  Albert  N.-$mith. 
Rear-Admiral  MelanOt^n  Smith. 
Rear-Admiral  W illiam  Reynolds. 
Commodore  Robert  W.  Shufeldt. 
Commodore  Earl^  English. 


17  July,  ’62,  to  3 June,  ’63. 
4 June,  ’63,  to  8 Sept.,  ’66. 

17  Sept.,  ’66,  to  17  July, ’70. 

18  July,  ’70,  to  31  Jan.,  ’75. 
1 Feb.,  ’75,  to  19  Nov., ’78. 

20  Nov.,  ’78. 
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CHIEFS  OF  BUREAUS. — Continued. 
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Bureau. 


Chief. 


Dates  of  Service. 


Construction,  Equip- 
ment, and  Repair. 

(Afterwards  changed 
to  Construction  and 
Repair.) 

(For  Equipment,  see 
Bureau  Equipment 
and  Recruiting.) 


Commodore  David  Conner. 
Captain  Beverly  Kennon. 
Commodore  Charles  Morris. 
Commodore  Charles  W.  Skinner. 
Commodore  William  B.  Shubrick 
Chief  Naval  Con’r  Samuel  Hartt. 
Chief  Naval  Con’r  John  Lenthall. 
Chief  Con’r  Isaiah  Hanscom. 
Chief  Con’r  James  W.  Easly. 


1 Sept.,  ’42,  to  1 Mar.,  ’43, 

2 Mar.,  ’43,  to  9 April,  ’44. 
10  April,  ’44,  to  31  May,  ’47. 

1 June,  ’47,  to  28  Febv ’52. 
1 Mar.,  ’52,  to  30  June,  ’53. 
1 July,  ’53,  to  16  Nov.,  ’53. 
17  Nov.,  ’53,  to  22  Jan.,  ’71. 
23  Jan.,  ’71,  to  27  April,  ’77. 
28  April,  ’77. 


Provision  and 

Clothing. 


Charles  W.  Goldsborough. 
Commodore  William  B.  Shubrick 
Gideon  Welles. 

Purser  William  Sinclair. 

Pay  Director  Horatio  Bridge. 
Paym’r-Gen.  Edward  T.  Dunn. 
Paym’r-Gen.  John  O.  Bradford. 
Paym’r-Gen.  James  H.  Watmougii 
Paym’r-Gen.  Geo.  F.  Cutter. 


1 Sept.,  ’42,  to  30  Jan.,  ’44 
31  Jan.,  ’44,  to  14  April,  ’46 
15  April,  ’46,  to  8 July,  ’49 
9 July,  ’49,  to  30  Sept.,  ’54 
1 Oct.,  ’54,  to  11  July,  ’69 
12  July,  ’69,  to  17  Feb.,  ’73 
18  Feb.,  ’73,  to  22  Feb.,  ’77 
23  Feb., ’77,  to  17  Nov., ’77 
18  Nov.,  ’77. 


Medicine  and 

Surgery. 


Surgeon  William  P.  C.  Barton. 
Surgeon  Thomas  Harris. 

Surgeon  William  Whelan. 
Surgeon  Phineas  J.  Horwitz. 
Surgeon-Gen.  William  M.  Wood. 
Surgeon-Gen.  Jonathan  M.  Foltz. 
Surgeon-Gen.  James  C.  Palmer. 
Surgeon -Gen.  Joseph  Beale. 
Surgeon -Gen.  Wm.  Grier. 
Surgeon-Gen.  J.Wintiirop  Taylor 
Surgeon-Gen.  Philip  S.  Wales. 


1 Sept.,  ’42,  to  31  Mar., ’44. 
1 April,  ’44,  to  30  Sept.,  ’53. 
1 Oct.,  ’53,  to  11  June,  ’65. 
12  June,  ’65,  to  30  June,  ’69. 

1 July,  ’69,  to  24  Oct.,  ’71. 

25  Oct.,  ’71,  to  9 June,  ’72. 
10  June,  ’72,  to  4 July,  ’73. 

5 July,  ’73,  to  30  Dec.,  ’76. 

2 Feb.,  ’77,  to  5 Oct.,  ’78. 
21  Oct,  ’78,  to  19  Aug.,  ’79. 

26  Jan.,  ’80. 


Steam  Engineering, 


Eng’r  in  Chief  Benj.  F.  Isherwood 

Eng’r  in  Chief  James  W.  King. 
Eng’r  in  Chief  W.  W.  W.  Wood. 
Eng’r  in  Chief  Wm.  H.  Shock. 


j 26  Mar., ’69,  to  30  Mar.  ’62. 
I 25  Mar., ’61,  to  16  July, ’69. 
15  July, ’62,  to  14  Mar.,  ’73. 
31  Mar.,  ’73,  to  3 Mar.,  ’77. 
4 Mar.,  ’77. 


THE  NAYT  FROM  1775  TO  1798 


For  the  facts  connected  with  the  events  of  our  Revolutionary  war  we  are  indebted 
to  the  United  States  Naval  Chronicle  by  Charles  W.  Goldsborough.  We  give  simply 
the  essential  facts  of  the  chronologist. 

During  the  Revolutionary  war  the  superintending  direction  of  the  Navy  was  com- 
mitted, in  the  first  instance,  to  a Committee  of  three  members  of  Congress,  viz  : Messrs. 
Deane,  Langdon  and  Gadsden,  who  were,  in  October,  1775,  required  to  fit  out  two  swift 
sailing  vessels,  the  one  of  10,  the  other  of  14  guns,  and  a proportionate  number  of 
swivels  and  men,  to  cruise  44  eastward for  the  purpose  of  intercepting  such  transports 
as  might  be  laden  with  munitions  of  war,  and  other  supplies  for  the  British,  then  in 
possession  of  the  town  of  Boston,  and  for  such  other  purposes  as  Congress  might  direct. 
Having  resolved  to  fit  out  two  more  vessels  (30  October)  viz.,  one  of  20,  the  other  of 
36  guns,  four  members — Messrs.  Hopkins,  Hewes,  R.  H.  Lee  and  J.  Adams — were  added 
to  the  Committee;  and  when  Congress,  by  resolution  of  13  December,  1775,  deter- 
mined to  build  thirteen  additional  vessels  of  war,  they  increased  the  number  of  the 
Naval  Committee,  so  as  to  make  it  consist  of  one  member  from  each  colony,  to  be  ap- 
pointed by  ballot;  and  on  the  14  December  the  following  gentlemen  were  accordingly 
thus  appointed,  viz : Messrs.  Bartlett,  Hancock,  Hopkins,  Deane,  Lewis,  Crane,  R. 
Morris,  Read,  Chase,  R.  H.  Lee,  Hewes,  Gadsden  and  Houston. 

To  this  Committee  Naval  subjects  were  generally  referred,  with  an  instruction  to  ex- 
amine and  report  thereon,  for  the  final  decision  of  the  House.  Congress  reserved  to 
themselves  the  right  to  appoint  all  commission  officers,  as  low  as  and  including  Third 
Lieutenants,  and  gave  to  the  Committee  the  power  of  appointing  all  officers  of  subor- 
dinate rank.  The  Committee  were  authorized  to  give  such  instructions  for  the  employ- 
ment of  the  ships  as  might  appear  to  them  “most  conducive  to  the  defence  of  the 
United  Colonies,  and  to  the  distress  of  the  enemy’s  naval  forces  and  vessels  bringing 
supplies  to  their  fleets  and  armies.” 

In  performing  the  duties  assigned  to  them,  the  Committee  experienced  great  incon- 
venience for  want  of  professional  practical  information,  and  upon  the  subject  being 
brought  before  Congress  they  resolved  (6  November,  1776,)  “that  three  persons,  well 
skilled  in  maritime  affairs,  should  be  immediately  appointed  to  execute  the  business. of 
the  Navy,  under  the  direction  of  the  Marine  Committee,  and  allowed  to  each  a salary 
of  $1,500  per  annum;  and  on  13  November,  John  Nixon,  John  Wharton  and  F. 
Hopkinson,  Esqrs.,  were  appointed.  They  were  styled  in  the  resolutions  of  Congress 
“ The  Continental  Navy  Board,  or  Board  of  Assistants  of  the  4 Marine  Committee,’  ” 
and  sometimes  “Board  of  the  Middle  District.”  There  was  also  an  “Eastern  Board,” 
consisting  of  three  persons,  who  executed  the  instructions  of  the  Committee  in  their 
district. 

This  system  of  administering  the  civil  department  of  the  Navy  continued,  it  is  be- 
lieved, till  October,  1779,  when  Congress,  by  resolution,  (28)  decided  that  a Board  of 
Admiralty  should  be  established,  “to  consist  of  three  Commissioners  not  members  of 
Congress,  and  two  members  of  Congress,  any  three  to  form  a Board,  for  the  despatch  of 
business,”  Early  in  1781  (11  January)  we  find  that  James  Reed,  Esqr.,  was,  by  resolu- 
tion of  Congress,  invested  with  full  power  to  conduct  the  business  of  the  Navy  Board 
in  the  “ Middle  Department,”  and  soon  after  this,  (27  February)  Major  General  Alex- 
ander M’Dougall  was  elected.  Secretary  of  Marine.  In  the  same  year,  (29  August)  it 
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was  resolved  that  an  “ Agent  of  Marine  ” should  be  appointed  “ with  authority  to  di- 
rect, fit  out,  equip  and  employ,  the  ships  and  vessels  of  war  belonging  to  the  United 
States,  according  to  such  instructions  as  he  shall  from  time  to  time  receive  from  Con- 
gress ; ” and  “ that  as  soon  as  the  said  Agent  shall  enter  into  the  execution  of  his  office 
the  functions  and  appointments  of  the  Board  of  Admiralty,  the  several  Navy  Boards 
and  all  civil  officers  appointed  under  them  ” should  cease. 

In  September  (6)  a resolution  was  passed,  by  which  the  duties  prescribed  to  the 
“ Agent  of  Marine,”  until  he  should  be  appointed,  devolved  on  the  Superintendent  of 
Finance,  Robert  Morris,  who,  indeed,  appears  to  have  had  the  chief  agency  in  the  Civil 
Administration  of  the  Navy  during  the  greater  part  of  the  Revolutionary  war.  In  the 
earliest  periods  we  find  that  the  orders  of  the  commanders  generally,  bear  his  signa- 
ture, and  continued  to  be  most  frequently  signed  by  him,  until  a Board  of  Admiralty 
was  established,  when  the  correspondence  was  directed  under  the  superintending  di- 
rection of  the  Board  by  Mr.  John  Brown,  their  Secretary.  After  the  Board  of  Ad- 
miralty was  abolished,  we  again  find  the  chief  duties  of  the  Department  devolving 
upon  Mr.  Morris.  It  would  seem  that  the  nation  could  not  conveniently  have  con- 
ducted either  its  naval  or  its  fiscal  operations,  without  the  agency  of  this  distinguished 
patriot. 

The  lists  of  officers,  appointed  during  the  Revolutionary  war,  are  obviously  imper- 
fect ; they  are,  however,  as  complete  as  the  information  in  our  possession  will  enable  us 
to  make  them.  The  frequent  changes  in  the  administration  of  the  Civil  Department  of 
the  Navy,  the  occasional  resolutions  of  Congress  conferring  sometimes  upon  one  of  the 
Boards  the  power  of  appointing;  at  others  given  to  individual  members,  in  conjunction 
with  commanders,  authority  to  appoint  subalterns,  the  destruction  of  papers  by  fires 
and  other  causes,  have  involved  this  branch  of  the  subject  in  great  uncertainty,  and  it 
is  impossible,  at  this  day,  to  present  a perfect  list  of  the  officers.  Were  the  in- 
formation attainable,  it  would  be  particularly  gratifying  to  show,  not  only  the 
names  of  those  who  served  in  the  Continental  Navy,  but  of  those  also  who  served  on 
board  the  ships  fitted  out  at  the  expense  of  the  respective  colonies  and  on  board 
privateers. 

From  the  Journals  of  Congress  and  other  sources,  we  find  the  following  Commission 
Officers  were  appointed  by  them  during  the  war. 


Captains  and  Commanders. 


When  appointed:  Names.  f 


1775,  Dec.  22. 

44  44  44 

u u a 

a u a 

P a a 

1776,  April  17. 

u a u 

“ June  6. 

u u u 

44  a u 

u u a 

u 44  44 

u u a 

u u u 

“ “ 15. 

a a u 

“ Aug.  13. 

u u 22 

a u u 

“ Oct.  10. 

44  u u 

u u a 

a u u 

a u a 


Ezekiel  Hopkins. 
Dudley  Saltonstall. 
Abraham  W hippie. 
Nicholas  Biddle. 
John  B.  Hopkins. 
William  Manly. 
Isaac  Cozneau. 
Thomas  Thompson. 
Samuel  Tompkins. 
Christopher  Miller. 
John  Barry. 

Thomas  Read. 
Charles  Alexander. 
James  Nicholson. 
Hector  McNiel. 
Thos.  Grennall.  - 
Elisha  Hinman. 
John  Hodge. 

John  Manly. 
Lambert  Wickes. 
William  Hallock. 
Hoysted  Hacker. 
Isaiah  Robinson. 
John  Paul  Jones. 


Captains,  &c. — Continued. 


When  appointed. 
1776,  Oct.  10. 

u u u 

44  d 44 

44  44  u 

44  14  4'4 

U 4t  U 


44  4.4  44 

1777,  Feb.  5. 

“ March  15. 

U U U 

1778,  May  1. 

“ June  18. 

“ Sept.  25. 

1779,  u 17. 


Names. 

James  Josiah. 

Joseph  Olney. 

James  Robinson. 

John  Young. 

Elisha  W arner. 
Lieutenant  Commandant 
J.  Baldwin. 

Thos.  Albertson. 

Henry  Johnson. 

Daniel  Waters. 

Samuel  Tucker. 

William  Burke. 

Peter  Landais. 

Seth  Harding. 

Silas  Talbot.  ‘ 

Samuel  Nicholson. 

John  Nicholson. 

Henry  Skinner. 
Benjamin  Dunn. 

Samuel  Chew. 


Lieutenants. 


1775,  Dec,  22.  John  Paul  Jones,  1st. 

“ “ “ Rhodes  Arnold  “ 
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Lieutenants,  &c. — Continued. 

IF  hen  appointed.  Names. 

1775,  Dec.  22  Stansbury,  “ 

“ “ “ Hoysted  Hacker,  “ 

“ “ “ Jonathan  Pitcher,  “ 

“ “ “ Benjamin  Seabury,  2nd 

“ “ “ Joseph  Olney,  “ 

“ “ “ Elisha  Warner,  “ 

“ “ “ Thomas  Weaver,  “ 

“ “ “ McDougall,  “ 

“ “ “ John  Fanning,  3rd. 

“ “ “ Ezekiel  Burroughs,  “ 

“ “ “ Daniel  Vaughan,  “ 

1776,  June  6 Israel  Turner,  1st. 

“ “ “ Joseph  Doble,  2nd. 

“ “ “ Mark  Dennet,  3rd. 

“ July  22  Peter  Shores,  “ 

“ “ “ John  Wheelwright,  “ 

“ “ “ Josiah  Shackford,  “ 


Lieutenants,  &c. — Continued. 
When  appointed.  Names. 

1776,  Aug.  17.  William  Barnes,  1st. 

“ “ “ Thomas  Vaughan,  3rd. 

“ “ 22.  Jonathan  Maltby,  1st. 

“ “ “ David  Phipps,  2nd. 

“ “ “ Wilson,  1st. 

“ “ “ John  Nicholson,  2nd. 

1777,  Feb.  5.  Elijah  Bowen,  1st. 

“ Aug.  6.  John  Rodeg,  2nd. 

“ “ 12.  William  Molleston,  3rd. 

1781,  July  20.  Richard  Dale,  “ 

“ “ “ Alexander  Murray,  “ 

“ “ w Plunkett,  “ 

“ “ “ Joshua  Barney,  “ 

Isaac  Buck. 

John  Stevens. 

Aquilla  Johns. 


With  respect  to  the  relative  rank  of  the  Officers,  Congress  by  resolution  of  17 
April,  1776,  decided  that  the  nominations  or  appointments  of  Captain  or  Commander 
should  not  “ establish  rank.”  It  was  to  be  settled  by  Congress  before  the  Commissions 
should  be  granted,  and  we  find  that  by  a resolution  of  10  October,  1776,  Congress 
established  the  rank  and  command  of  Captains,  as  follows  : 


1.  James  Nicholson Virginia 

2.  John  Manly Hancock 

3.  Hector  McNiel Boston 

4.  Dudley  Saltonstall Trumbull  .... 

5.  Nicholas  Biddle Randolph 

6.  Thomas  Thompson ..Raleigh 

7.  John  Barry Effingham  . . . . 

8.  Thomas  Reed Washington  .. 

9.  Thomas  Grennall Congress 

10.  Charles  Alexander Delaware 

11.  Lambert  Wicks Reprisal 

12.  Abraham  Whipple Providence  . . , 

13.  John  B.  Hopkins Warren.. 

14.  John  Hodge Montgomery.. 

15.  William  Hallock Lexington. . . . 

16.  Hoysted  Hacker Hamden 

17.  Isaiah  Robinson Andrew  Doria 

18.  John  Paul  Jones Providence.. . 

19.  James  Josiah 

20.  Elisha  Hinman Alfred 

21.  Joseph  Olney Cabot 

22.  James  Robinson Sachem 

23.  John  Young Independence 

24.  Elisha  Warner Fly 

Lieutenant  John  Baldwin Wasp 

“ Thosr  Albertson Musqueto 


28  Guns. 
.32  “ 

.24  “ 

.28  “ 
,32  “ 

.32  “ 

.28  “ 
.32  “ 

.28  “ 
.24  “ 

.16  “ 
.28  “ 

. 32  “ 

.24 

.16  “ 


14  “ 

12  “ 


28  “ 
,16  “ 
,10  “ 
,10  “ 


8 “ 
4 “ 


The  Marine  Committee  were  empowered  to  regulate  the  rank  of  Lieutenants. 
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MARINES. 


When  appointed. 

Major. 

i Lieutenants.  — Continued. 

When  appointed .- 

1776,  June  25. 

Samuel  Nichols. 
Captains. 

1776,  June  25. 

U i.  u 

a a 

Franklin  Reed, 
Peregrine  Brown. 
James  McClure, 

u 

u 

2nd. 

u u • a 

Andrew  Porter. 

Ci  a u 

William  Gilmore, 

a 

u a a 

Joseph  Hardy. 

a a a 

Abel  Morgan, 

u 

u u a 

Samuel  Shaw. 

il  u u 

Hugh  Montgomery, 

u 

u u u 

Benjamin  Deane. 

{•  u u 

Thomas  Pownal, 

1st. 

u u u 

Robert  Mullin. 

<;  a u 

Richard  Harrison, 

2nd. 

u u ll 

John  Stewart. 

“ July  22. 

Stephen  Meade, 

1st. 

, July  22. 

George  J.  Osborne. 

u U a 

Nathaniel  Thwing, 
Benjamin  Thompson. 

2nd. 

a u u 

Richard  Palmer. 

a a a 

u 

1781,  Sept.  6. 

William  Nicholson. 

Aug.  24. 

1779,  July  24. 
1787,  “ 17. 

Alpheus  Rice, 
Abraham  Vandyke, 

1st. 

U 

Lieutenants. 

William  Nicholson, 

u 

1776,  June  25. 

DanfehJIenderson,  1st. 
David  Love,  “ 

, Sept.  6. 

Louis  de  la  Valette, 

u 

On  referring  to  the  list  of  Captains  and  Commanders,  and  comparing  it  with  the 
list  established  by  resolution  of  10  October,  1776,  it  will  be  seen,  that  Congress,  in 
arranging  the  rank  did  not  include  the  names  of  Ezra  Hopkins,  William  Manly,  Isaac 
Cozneau,  Samuel  Tompkins  or  Christopher  Miller. 

It  is  presumed  that  the  Commanders  appointed  after  10  October,  1776,  ranked 
according  to  the  dates  of  their  respective  appointments. 

Having  established  the  relative  rank  of  Commanders  in  the  Navy — with  each 
other,  Congress,  on  15  November  following,  resolved,  that  the  rank  of  Naval  Officers 
to  the  rank  of  Officers  in  the  land  service,  should  be 


Admiral 

Vice-Admiral 

Rear-Admiral 

Commodore.. 

Captain  of  a ship  of  40  guns  and  upwards 

“ “ 20  to  40  guns 

“ “ 10toto20gurs 

Lieutenant  “ “ “ “ 


as  a General, 
as  a Lieutenant-General, 
.as  a Major-General, 
as  a Brigadier-General, 
as  a Colonel, 
as  a Lieutenant-Colonel, 
as  a Major, 
as  a Captain. 


And  at  the  same  date  the  following  was  fixed  as  the  pay  of  the  Officers  of  the 

Navy : — 

Ships' of  20  guns  and  upwards.  Ships  of  10  to  20  guns. 


Captains  per  month . . . 
Lieutenants  “ 

Master  “ 

Surgeon  “ . . , 

Midshipman  “ 

Gunner  “ 

Chaplain  “ . . . . 

Seaman  “ 


$60 

* $48 

30 

24 

30 

24 

25 

21-2-3 

12 

12 

15 

13 

20 

And  that  vessels  under  10  guns,  should  be  commanded  by  Lieutenants,  and  that 
the  pay  in  such  vessels  should  be  Lieutenants,  $30 ; Mate,  $15.;  Boatswain,  Gunner, 
&c.,  $12  ; and  the  following  allowances  were,  on  25  July,  1777,  established,  viz : Com- 
manders of  vessels  of  10  guns  and  upwards,  $5.38  per  week  for  subsistence  ; under  10 
guns,  $4.00.  Cabin  expenses— Commanders  of  10  guns  and  upwards,  $2.66  per  week 
whilst  at  sea. 
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Lieutenants,  Surgeons,  Captains  of  Marines  and  Chaplains  $4  per  week  subsistence 
in  domestic  ports  when  the  shijos  should  not  be  in  a condition  to  receive  them. 

The  pay  of  Commander-in-Chief  was  fixed  (22  December,  1775,)  at  $125  per  month 
and  the  pay  of  Surgeons  was  increased  (16  July,  1777,)  so  as  to  be  equal  to  that  of 
Lieutenant. 

On  80  September,  1776,  Congress  “ Resolved , That  it  be  recommended  to  the 
Legislatures  of  theUnited  States  to  appoint  gentlemen  in  their  respective  States  skill- 
ful in  physic  and  surgery,  to  examine  those  who  offer  to  serve  as  Surgeons  or  Sur- 
geons’ Mates,  in  the  Army  or  Navy ; and  that  no  Surgeon  shall  hereafter  receive  a com- 
mission or  warrant  to  act  as  such  in  the  Army  or  Navy,  who  shall  not  produce  a cer- 
tificate from  some  one  of  the  examiners,  so  to  be  appointed,  to  prove  that  he  is  qualified 
to  execute  his  office.” 

On  29  October  it  was  “ Resolved , That  no  private  ship  or  vessel  of  war,  mer- 
cant  ship  or  other  vessels  belonging  to  the  subjects  of  these  States,  be  permitted  to 
wear  pendants,  when  in  company  with  Continental  ships  or  vessels  of  war  without 
leave  from  the  commanding  vessel  thereof.” 

During  the  war  Congress  authorized  the  purchasing,  or  building  and  equipping,  as 
cruisers,  the  following  description  of  vessels: 

1775.  Oct.  18,  2 vessels  of  10  and  14  guns. 

“ “ 80,  2 “ “ 20  “ 36  “ 

“ Dec.  13,  13  “ 5 of  32  guns,  5 of  28  guns,  and  3 of  24  guns. 

1776.  Oct.  3,  3,  viz.,  1 frigate  and  2 cutters. 

“ Nov.  9,  10,  3 of  74  guns,  5 of  36  guns,  1 of  18  guns,  and  1 packet. 

1777.  Jan.  23,  2,  viz.,  1 of  36  guns  and  1 of  18  guns. 

Eight  prize  vessels  were,  during  the  years  1776  and  1777,  directed  to  be  purchased 
and  fitted  out,  and  in  the  course  of  the  war  a number  of  cutters,  dispatch  boats,  galleys, 
and  fire-ships  were,  from  time  to  time,  authorized.  The  cutters  and  dispatch  boats 
were  generally  under  the  direction  of  a Secret  Committee,  one  of  whose  duties  was  to 
procure  munitions  of  war,  and  who,  for  that  purpose,  were  authorized  to  export  certain 
articles  of  provisions  to  the  "West  Indies.  The  galleys  and  fire-ships  were  for  the 
defence  of  our  waters,  within  land-locked  navigation  and  the  lakes. 

The  thirteen  ships  authorized  on  13  December,  1775,  were  directed  to  be  built — 
one  m New  Hampshire,  two  in  Massachusetts  Bay,  one  in  Connecticut,  two  in  Rhode 
Island,  two  in  New  York,  four  in  Pennsylvania,  and  one  in  Maryland,  and,  by  resolu- 
tion of  6 June,  1776,  they  were  named  as  follows:  The  Congress,  Randolph, 

Hancock,  Washington,  Trumbull,  Raleigh,  Effingham,  Montgomery,  Warren,  Boston, 
Virginia,  Providence  and  Delaware. 

Among  those  authorized,  subsequent  to  13  December,  1775,  and  not  herein- 
before mentioned  by  name,  we  find  the  Columbus,  28;  the  Queen  of  France,  28  ; the 
Ranger,  18;  the  Alliance,  32,  built  at  Salisbury,  Mass.;  the  Hornet,  brig,  General- 
Gates,  frigates  Confederacy,  Deane  (afterwards  changed  to  Hague),  and  Ariel,  sloop 
Saratoga,  Due  De  Lauzun,  and  the  America,  74. 

General  letters  of  reprisal  were  authorized  on  23  March,  1776,  and  thenceforth 
the  public  and  private  cruisers  of  the  United  Colonies  were  at  liberty  to  capture  all 
vessels,  armed  or  unarmed,  belonging  to  the  Crown,  or  to  the  inhabitants  of  Great 
Britain. 

Late  in  the  month  of  December,  1775,  a small  squadron,  consisting  of  the.  Alfred, 
Commodore  Ezekiel  Hopkins,  of  28  guns,  the  Columbus,  Captain  A..  Whipple,  of  14 
guns,  the  Andrew  Doria,  Captain  Nicholas  Biddle,  of  14  guns,  the  Sebastian  Cabot, 

Captain  John  D.  Hopkins,  of  16  guns,  and  the  Providence, -Hazard,  of  12  guns, 

with  the  Falcon,  Scorpion  and  Cruiser,  which  were  to  join  them  at  Cape  Fear,  were 
ordered  to  New  Providence,  for  the  purpose  of  seizing  and  transporting  to  the  colo- 
nies a large  quantity  of  ammunition,  which,  it  was  understood,  was  deposited  in  the 
Royal  Magazine  on  that  island.  After  landing  there  was  some  unaccountable  delay, 
and  the  Governor  heard  of  Commodore  Hopkins’  approach,  in  time  to  remove  the 
powder,  before  he  reached  the  town.  Thus  the  expedition  failed  as  to  the  principal 
object.  The  Governor  and  Lieutenant-Governor,  with  about  40  cannon,  a quantity  of 
shot  and  shell  and  a few  brass  mortars  were  captured.  A bomb-brig  of  8 guns  and  a 
schooner  of  6 guns  were  taken  by  the  squadron  on  its  return. 
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Commodore  Hopkins’  conduct  was  inquired  into  by  Congress,  and  it  was  found 
that  he  had  not  paid  due  regard  to  the  tenor  of  his  instructions,  which  “ directed  him 
to  annoy  the  enemy’s  ships  upon  the  coast  of  the  Southern  States.”  The  reasons  he 
assigned  for  not  going  from  Providence  to  the  Carolinas  were  not  satisfactory,  and  on 
16  August,  1776,  Congress  passed  a vote  of  censure  upon  him.  Three  days  afterward 
he  was  ordered  to  Newport,  to  take  “command  of  the  fleet  formerly  under  his  care.” 
It  is  found,  however,  that  Congress,  in  arranging  the  rank  of  the  officers  on  10  October 
following,  omitted  his  name. 

Although  in  the  earlier  periods  of  the  revolutionary  war  great  embarrassments 
were  experienced  for  want  of  an  efficient  marine  force,  still  much  was  done  by  the 
vessels  of  war  we  then  possessed,  and  by  privateers,  whose  energy,  enterprise  and  suc- 
cess were  astonishingly  great,  considering  the  overwhelming  force  by  which  they  were 
opposed.  The  number  of  captures  in  the  course  of  the  war  has  been  stated  at  803, 
of  which  there  were  either  retaken,  burnt,  ransomed,  sunk,  restored  orlost  153, leaving 
a gain  to  the  nation  of  650.  If  we  estimate  these  as  averaging  250  tons,  and  compute 
their  value  at  $30  per  ton,  and  their  cargoes  at  $10,000  each,  the  amount  of  captures 
would  be  $1 1,375,000.  Some  English  authors  have  estimated  the  value  of  the  prizes 
taken  in  the  year  1776  by  the  American  cruisers  at  one  million  sterling. 

That  our  vessels  captured  property  worth  millions  of  dollars  is  unquestionably 
true,  but  it  appears  impossible  to  form  any  precise  estimate  as  to  their  value. 

It  is  not  in  our  power,  nor  is  it  the  purpose  of  this  paper,  to  afford  particular  infor- 
mation as  to  the  movements  of  our  national  ships  during  the  revolutionary  war,  and 
we  are  obliged  to  omit  giving  a description  of  any  of  those  brilliant  achievements 
that  occurred  during  that  eventful  period. 

Of  the  ships  of  the  line  authorized  during  the  revolutionary  war  only  one,  the 
America,  was  built,  and  she  was  presented  (3  September,  1782,)  to  his  Most  Christian 
Majesty,  the  King  of  France,  in  testimony  of  the  sense  entertained  by  Congress 
of  his  generous  exertions  in  behalf  of  the  United  States,  and  to  replace  in  his  service 
the  Magnifique,  which,  by  accident,  was  lost  in  the  harbor  of  Boston.  Of  the  other 
ships  built  and  purchased  during  the  Revolutionary  war,  the  whole  were  either  cap- 
tured or  destroyed  by  the  enemy  or  sold  by  the  United  States.  We  find  (21  April, 
1783,)  that  the  ship  Due  de  Lauzun  was  loaned  to  the  Minister  of  France  for  the 
transportation  of  troops  from  the  United  States;  and  that,  after  performing  this 
service,  she  was  to  be  , sold.  The  Alliance  was  ordered  (5  September,  1783^)  to  be 
surveyed,  with  a view  to  her  being  repaired;  but  on  3 June,  1785,  she  was  ordered  to 
be  sold ; and  when  she  was  sold  the  United  States  did  not,  it  is  believed,  own  a single 
vessel  of  war. 

The  “Agent  of  Marine,”  to  whom  was  referred  a resolution  of  the  House  of  Del- 
egates of  the  State  of  Virginia,  of  26  June,  1783,  reported  (5  August,  1783  :) 

“ That,  although  it  is  an  object  highly  desirable,  to  establish  a respectable  marine  ; 
yet,  the  situation  of  the  public  treasury,  renders  it  not  advisable  to  purchase  ships  for 
the  present,  nor  until  the  several  States  shall  grant  such  funds  for  the  constructions  of 
ships,  docks  and  naval  arsenals , and  for  the  support  of  the  naval  service,  as  shall  enable 
the  United  States  to  establish  their  marine  upon  a permanent  and  respectable  footing .” 
In  this  report  Congress  concurred. 

Upon  the  application  of  the  Delegates  of  Virginia,  Congress,  by  resolution,  (3 
October,  1783,)  authorized  that  State  to  keep,  at  its  own  expense,  two  armed  vessels 
“ for  the  defence  of  the  trade  of  that  State,”  confining  the  force  of  each  to  fourteen  six 
pounders  and  seventy- five  men. 

The  United  States  had  but  recently  achieved  their  independence  and  assumed  a 
rank  among  the  nations  of  the  earth — they  were  still  greatly  embarrassed  with  the  ex- 
penses of  a long,  bloody,  yet  glorious  war;  when  the  Dey  of  Algiers,  tempted  by  a 
spirit  of  cupidity,  seized  some  of  their  merchant  vessels,  and  conducted  their  crews  to 
slavery.  This  perfidious  conduct  produced  the  strongest  indignation ; but  it  was  not 
in  the  power  of  the  nation  to  avenge  the  insult,  as  promptly  as  the  feelings  it  excited, 
or  as  sound  national  policy  dictated.  Negotiations  were  of  necessity,  resorted  to,  but 
such  were  the  difficulties  which  the  policy  of  the  Dey  imposed,  and  such  was  our  feeble 
condition,  with  respect  to  arms,  that  years  elapsed  before  any  favorable  result  was  pro- 
duced. 

In  this  state  of  things  wTe  find  the  origin  of  the  Act  of  Congress  of  27  March, 
1794,  authorizing  six  frigates  to  be  provided — which,  however,  were  to  be  suspended 
in  the  event  of  peace  with  Algiers. 
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The  resolution  of  the  House  of  Representatives  (of  2 January,  1794,)  “that  a 
naval  force  adequate  to  the  protection  of  the  commerce  of  the  United  States  against 
the  Algerine  corsairs  ought  to  be  provided,”  was  passed  by  a majority  of  two  votes 
only,  and  the  bill  founded  upon  this  resolution  (27  March,  1794)  was  passed  by 
a majority  of  eleven,  but  it  is  understood  that  it  could  not  have  been  passed  if  the  p <>- 
vision  suspending  all  proceedings  in  the  event  of  peace  -with  Algiers,  had  been 
omitted.  Under  these  circumstances  the  President,  General  Washington,  determined 
to  build  the  vessels  contemplated  in  the  first  section  of  the  Act,  viz  : Four  44  guns 

and  two  36  gun  frigates,  and  that  they  should  be  built  in  the  following  ports,  viz  : 

At  Boston One 44 

At  New  York One 44 

At  Philadelphia One 44 

At  Portsmouth,  Ya One 44 

At  Baltimore One 36 

At  Portsmouth,  N.  II One 36 


No  time  was  lost  in  making  every  preparatory  arrangement  for  the  building  of 
these  vessels.  Mr.  Joshua  Humphreys,  of  Philadelphia,  a distinguisheed  ship  builder 
of  very  extensive  practical  knowledge  in  his  profession;  Mr.  John  Hackett,  of  Salis- 
bury, Mass.,  who  had  constructed  and  built  the  Alliance  frigate,  and  others  were  con- 
sulted “ upon  the  best  properties  to  be  adopted  as  a general  plan  for  the  vessels  now  to 
be  built,”  and  upon  the  most  advisable  means  of  procuring  the  frames  and  the  materials 
of  which  the  vessels  ought  to  be  built.  The  models  submitted  by  Mr.  Humphreys 
were,  after  much  consultation  and  consideration,  adojited;  and  that  gentleman  was  on 
28  June,  1794,  appointed  the  constructor  and  master  builder  of  the  44  gun  ship,  to  be 
built  at  Philadelphia,  with  a salary  of  $2,000  per  annum,  commencing  on  1 May. 

The  President,  with  the  advice  and  consent  of  the  Senate,  appointed  the  following 
gentlemen  Captains  of  the  Navy  : 


1.  John  Barky,  3.  Silas  Talbot,  5.  Richard  Dale, 

2.  Samuel  Nicholson,  4.  Joshua  Barney,  6.  Thomas  Truxtun. 


Ranking  in  the  order  in  which  their  names  are  stated,  and  their  appointments 
were  communicated  to  them  5 June,  1794. 

Captain  Barney  declined  accepting,  not  from  any  disinclination  to  serve  his  coun- 
try, but  in  consequence  of  the  arrangement  as  to  rank.  This  produced  a vacancy, 
which  was  filled  on  18  July,  1794,  by  the  appointment  of  James  Sever,  to  take  rank  af- 
ter Captain  Truxtun. 

The  following  shows  the  distribution  of  the  officers  thus  appointed,  and  the  con- 
structors and  agents,  for  building  the  several  ships. 


Captain  and  Superintendent.  Naval  Constructors. 


Navy  Agents. 


For  Ships  to  he  Built  at 


JonN  Barry,  Joshua  Humphreys,  Isaiah  Coxe,  Philadelphia, 

Samuel  Nicholson,  George  Cleghorn,  Henry  Jackson,  Boston, 

Silas  Talbot,  Forman  Cheeseman, John  Blagge,  New  York, 

Richard  Dale,  John  Morgan,  W.  Pennock,  Norfolk, 

Thomas  Truxtun,  David  Stodder,  Jeremiah  Yellott,  Baltimore, 

James  Sever.  James  Hackett,  Jacob  Sheaffe,  Portsmouth,  N.  II. 


On  21  December,  1795,  President  Washington  communicated  to  the  Senate  a letter 
from  the  Emperor  of  Morocco,  recognizing  the  treaty  of  peace  and  friendship  between 
the  United  States. 

Peace  with  Algiers  having  been  concluded,  no  farther  progress  could  be  made  in 
building  the  frigates  ; for,  as  we  have  before  seen,  the  law  directed  that  in  such  event 
all  proceedings  should  be  suspended. 

. The  President  called  the  attention  of  Congress  to  this  subject,  and  stated  that 
serious  losses  would  result  from  a sudden  suspension  of  the  work  and  the  discharge  of 
the  valuable  corps  of  artificers  and  men  employed  in  completing  it. 

In  January,  1796,  the  Chairman  of  the  Committee  of  the  House  of  Representatives, 
to  whom  the  subject  of  frigates  had  been  referred,  called  upon  the  Secretary  of  War, 
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(then  charged  with  the  superintendence  of  the  Navy)  for  information  as  to  the  progress 
made  in  building  them,  the  expenses  incurred,  &c. 

The  information  was  communicated  to  Congress,  and  on  20  April  following  “ An 
Act  supplementary  to  an  Act,  entitled  an  Act  to  provide  a Naval  Armament”  passed, 
authorizing  the  President  to  continue  the  construction  and  equipment  of  the  frigates 
of  44  guns  and  one  frigate  of  36  guns,  appropriating  for  this  purpose  the  unexpended 
balance  of  the  $688,888.82  (which  had  been  appropriated  for  the  six  frigates  by  Act 
of  9 June,  1794,)  and  the  sum  of  $80,000,  which  by  the  Act  of  9 June,  was  appropri- 
ated for  a provisional  equipment  of  galleys,  but  no  part  of  which  had  been  expended 
on  that  object. 

This  Act  continued  the  construction  and  equipment  of  three  of  the  six  frigates 
and  discontinued  the  remaining  three,  notwithstanding  such  progress  had  been  made 
that  the  whole  six  might  have  been  built,  launched  and  completely  equipped  within  the 
year. 

President  Washington,  in  his  speech  to  both  Houses  of  Congress,  7 December, 
1796,  after  referring  to  the  many  delays  and  disappointments  arising  out  of  the  Euro- 
pean war  and  the  final  arrangements  made  to  the  Dey  and  regency  of  Algiers,  observes 
among  other  things,  the  following  : 

“To  an  active  external  commerce  the  protection  of  a naval  force  is  indispensable.” 
“ To  secure  respect,  to  a neutral  flag  requires  a naval  force,  organized,  and  ready  to  vin- 
dicate it  from  insult  and  aggression  ; ” and  asks,  “Will  it  not,  then,  be  advisable  to 
begin  without  delay  to  provide  and  lay  up  the  materials  for  the  building  and  equip- 
ping of  ships  of  war,  and  to  proceed  in  the  work  by  degrees,  in  proportion,  as  our 
resources  shall  render  it  practicable,  without  inconvenience;  so  that  a future  war  of 
Europe,  may  not  find  our  commerce  in  the  same  unprotected  state  in  which  it  was  found 
by  the  present.” 

The  depredations  committed  upon  our  commerce  by  th&xruisers  of  European 
powers,  particularly  those  of  Great  Britain  and  France,  and  the  suffering  which  ensued 
therefrom  to  our  seafaring  citizens,  were  the  causes  of  our  maritime  war  with  the  latter 
nation,  and  the  consequent  extension  of  our  naval  establishment. 

-4-  On  9 April,  1798,  the  Secretary  of  War,  who  was  charged  with  the  duty  of  super- 
1 intending  the  concerns  of  the  Navy,  as  well  as  those  of  the  Army,  addressed  to  the 
Chairman  of  the  Committee  of  the  House  of  Representatives,  for  the  protection  of  com- 
merce and  the  defence  of  the  country,  a letter  recommending  building  or  purchasing 
vessels,  with  estimates  for  building,  rigging  and  equipping,  three  ships  of  war,  to  carry 
22,  20  and  1 6 guns,  together  with  the  cost  of  manning  and  victualing  the  same  for  twelve 
months.  Said  letter  and  estimates  were  submitted  to  Congress  early  in  April,  1798, 
and  on  the  27th  of  that  month  an  Act  passed,  entitled  “An  Act  to  provide  an  addi- 
tional armament  for  the  protection  of  the  trade  of  the  United  States  and  for  other  pur- 
poses,” authorizing  the  President  to  cause  to  be  built,  purchased  or  hired,  a number 
of  vessels,  not  exceeding  twelve,  to  carry  not  more  than  22  guns  each,  to  be  armed, 
fitted  out  and  manned,  under  his  direction  ; and  appropriating  $950,000  to  carry  these 
provisions  into  effect. 

tOn  30  April,  1798,  the  office  of  Secretary  of  the  Navy  was  established  by  law. 

On  3 May,  1798,  Hon.  George  Cabot,  of  Massachusetts,  was  nominated  and  con- 
firmed as  Secretary  of  the  Navy,  but  declined  the  appointment. 

On  4 May,  1798,  another  Act  was  passed  authorizing  the  building  or  purchasing 
of  a number  of  small  vessels,  to  be  equipped  as  galleys  or  otherwise,  and  stationed  in 
such  ports  of  the  United  States  as  the  President  might  direct.  Eighty  thousand  dol- 
lars was  appropriated  tor  this  object. 

On  21  May,  1798,  Benjamin  Stoddert,  Esq.,  of  Georgetown,  in  the  District  of  Co- 
lumbia, was  appointed  to  the  office  of  Secretary  of  the  Navy,  and  in  June,  1798,  en- 
tered upon  the  duties  of  his  office  as  Secretary  of  the  Navy. 

From  this  date  we  commence  the  compilation  of  the  General  Register  of  the 
Navy. 
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CHANGE  OF  TITLES. 

Admiral— Created  by  Act  of  Congress  25  July,  1866. 

Vice-Admiral — Created  by  Act  of  Congress  21  December,  1864. 

Rear  Admiral — do.  .do.  do.  16  July,  1862. 

Medical  Directors  and  Medical  Inspectors,  ) — Created  by  Act  of  Congress  3 
Pay  Directors  and  Pay  Inspectors,  f March,  1871. 

Purser  to  Paymaster — Act  of  Congress  22  June,  1860. 

1st  Assistant  Engineer  to  Passed  Assistant  Engineer,  ) Act  of  Congress 

2d  do.  do.  do.  Assistant  Engineer,  > 24  February, 

3d  do.  do.  (Abolished  Act  of  Congress  15  July,  1870.)  ) 1874. 

Acting  Master’s  Mates  to  Mates— Act  of  Congress  3 March,  1865. 

Cadet  Midshipman — Act  of  Congress  15  July,  1870. 


OEEICERS  OE  THE  LINE. 


Admiral. 

Vice-Admiral. 

Rear  Admiral. 
Commodore. 

Captain. 

Commandei. 

Lieutenant-Commander. 


Lieutenant. 

Master. 

Ensign. 

Passed  Midshipman. 
Midshipman. 

Acting  Midshipman. 
Cadet  Midshipman, 


MEDICAL  CORPS. 


Medical  Director. 

Medical  Inspector. 
Surgeon. 

Passed  Assistant  Surgeon. 


Assistant  Surgeon. 

Acting  Passed  Assistant  Surgeon. 
Acting  Assistant  Surgeon. 


PAT  CORPS. 


Pay  Director. 
Pay  Inspector. 
Paymaster. 


Passed  Assistant  Paymaster. 
Assistant  Paymaster. 


ENGINEER  CORPS. 


Engineer-in-Chief, 

Chief  Engineer. 

Passed  Assistant  Engineer. 


Assistant  Engineer. 
Cadet  Engineer. 


NATAL  CONSTRUCTION,  ETC. 


Naval  Constructor. 

Assistant  Naval  Constructor. 


OEEICERS  NOT  IN  LINE 


Chaplain. 

Professor  of  Mathematics. 

OE  PROMOTION. 


Master’s  Mate  and  Acting  Master’s  Mate. 


WARRANT  OEEICERS. 


Carpenter. 

Sailmaker. 


Boatswain. 

Gunner. 
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Abbot,  Charles  W. 

Purser,  2 September,  1S56.  Pay  Inspector,  3 March,  1871.  Pay  Director,  3 July,  1871. 

A Mm*!,  Francis  O. 

Acting  Ensign,  11  May,  1864.  Resigned  5 May,  1865. 

Abbot,  Joel. 

Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Commander,  8 December, 
1838.  Captain,  3 October,  1850.  Died  14  December,  1855. 

Abbot,  Trevett. 

Midshipman,  13  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  16 
September,  1855.  Lieutenant,  7 January,  1856.  Lieutenant-Commander,  16 
July,  1862.  Commander,  12  December,  1867.  Died  27  October,  1869. 

Abbot,  Waiter. 

Midshipman,  2 December,  1859.  Ensign,  25  November,  1862.  Lieutenant,  22  Feb- 
ruary, 1864.  Lieutenant-Commander,  25  July,  1866.  Died  3 February,  1873. 

Abbott,  diaries. 

Acting  Second  Assistant  Engineer,  14  August,  1864.  Resigned  5 June,  1865. 

Abbott,  Charles  F. 

Acting  Assistant  Paymaster  24  April,  1865.  Discharged  10  December,  1865. 

Abbott,  DavM  M. 

Acting  Ensign  and  Pilot,  3 May,  1864.  Acting  Master  and  Pilot,  9 November, 
1864.  Honorably  discharged  20  June,  1865. 

Abbott,  Creorge  C. 

Boatswain,  31  January,  862.  Resigned  3 April,  1866. 

Abbott,  George  P. 

Mate,  17  December,  1863.  Honorably  discharged  12  August,  1865. 

Abbott,  Isaac  A. 

Mate,  2 February,  1863.  Acting  Ensign,  19  January  1864.  Honorably  discharged 
25  December,  1865. 

Abbott,  Isaac  II. 

Midshipman,  10  May,  1820.  Dropped  since  1824. 

Abbott,  James  W. 

Midshipman,  1 May,  1822.  Resigned  23  May,  1826. 

Abbott,  Jo  Francis. 

Midshipman,  27  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  14 
October,  1850.  Lieutenant,  22  April,  1851.  Reserved  List,  13  September,  1855. 
Commander  Reserved  List,  4 April,  1867.  Died  1870. 

Abbott,  J.  Gurley. 

Mate,  3 December,  1863.  Honorably  discharged  7 December,  1865. 

Abbott,  John  P. 

Purser,  1 October,  1852.  Resigned  1 September,  1856. 
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Ahhott,  John  S. 

Midshipman,  23  September,  18G4.  Graduated  June,  1870.  Ensign,  13  July,  1871. 
Master,  8 November,  1874. 

Abbott,  Samuel  W. 

Assistant  Surgeon,  24  January,  1862.  Resigned  27  May,  1874. 

Abbott,  Stephen  A. 

Mate,  18  April,  1864.  Honorably  discharged  25  July,  1865. 

Abbott.  Thomas  C. 

Midshipman,  6 December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  September,  1815. 

Abbott,  Walter. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Died  12  July,  1825. 

Abbott,  William  A. 

Midshipman  13  October,  1848.  Resigned  27  October,  1852. 

Abbott,  William  A.  N 

Mate.  Acting  Ensign,  13  October,  1862.  Honorably  discharged  30  October,  1865. 

Abell,  John  II. 

Acting  Assistant  Paymaster,  5 April,  1865.  Honorably  discharged  24  September, 
1865. 

Abell,  Walter  B. 

Mate,  2 February,  1865.  Honorably  discharged  10  November,  1865. 

Abercrombie,  Alexander  R. 

Midshipman,  19  October,  1841.  Dismissed  28  August,  1849. 

Abercrombie*  J.  II. 

Midshipman,  1 January,  1817.  Died  2 March,  1819. 

Abernethy,  Augustus  If. 

Acting  Assistant  Surgeon,  28  January,  1865.  Honorably  discharged  10  October, 
1865. 

Abernethy,  John  J. 

Assistant  Surgeon,  9 February,  1837.  Passed  Assistant  Surgeon,  11  March,  1843. 
Surgeon,  7 November,  1850.  Retired  List,  29  October,  1868.  Medical  Director 
Retired  List,  3 March,  1871.  Died,  28  October,  1879. 

Abernithe,*  John. 

Midshipman,  1 September,  1811.  Resigned  20  May,  1814. 

Abj  or  Bison,  August. 

Acting  Third  Assistant  Engineer,  14  October,  1864.  Honorably  discharged  23  Octo- 
ber, 1867. 

Able,  Augustus  II. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  1 December,  1864.  Chief  Engineer,  20  Novem- 
ber, 1874. 

Abrahams,  Benjamin. 

Acting  Assistant  Paymaster,  14  December,  1864.  Discharged  24  September,  1865. 

Ahrames,  Isaac  S. 

Acting  Third  Assistant  Engineer,  15  November,  1861.  Resigned  11  February,  1862. 

Abrams,  James. 

Acting  Second  Assistant  Engineer,  11  August,  1864.  Resigned  6 June,  1865. 

Aby,  Charles  W. 

Midshipman,  8 February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  23 
September,  1854.  Lieutenant,  24  May,  1855.  Died  16  October,  1856. 

Acker,  Edward  O. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Ackerman,  Thomas  F. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Resigned  3 June,  1864. 
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Ackley?  Charles. 

JMate,  22  November,  1862.  Acting  Ensign,  31  October,  1863.  Acting  Master,  16 
July,  1864.  Honorably  discharged  27  June,  1868. 

Ackley,  Henry. 

Assistant  Surgeon,  30  July,  1861.  Retired  List,  20  June,  1864.  Died  1 Decem- 
ber, 1865. 

Ackley,  Isaac. 

Acting  Second  Assistant  Engineer,  12  May,  1864.  Resigned  19  June,  1865. 

Ackley,  Joins  B. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5 March,  1866. 
Surgeon,  8 June,  1873.  Died  11  September,  1874. 

Ackley,  Seth  M. 

Midshipman,  4 October,  1862..  Graduated,  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Ackworth,  William  F. 

Mate,  14  November,  1862.  Acting  Ensign,  5 February,  1863.  Dismissed  27  June, 
1863. 

Adair,  Ii©feert» 

Acting  Ensign,  1 November,  1864.  Honorably  discharged  23  September,  1865. 

Adair,  William  I>® 

Acting  Second  Assistant  Engineer,  26  December,  1861.  Acting  First  Assistant  Engi- 
neer, 19  November,  1863.  Died  11  October,  1864. 

Adams,  Alexander. 

Carpenter,  18  March,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Adams,  Alfred  13. 

Acting  Assistant  Paymaster,  2 July,  1863.  Resigned  28  June,  1864.  - 

Adams,  Aikins. 

Master,  18  January,  1809.  Last  appearance  on  Records  of  Navy  Department. 

Adams,  Cassilly. 

Mate,  24  January,  1863.  Acting  Ensign,  3 October,  1863.  Honorably  discharged 
15  September,  1865. 

Adams,  diaries  A. 

Acting  Midshipman,  23  July,  1863.  Graduated  June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  8 November,  1873. 

Adams,  Charles  C. 

Acting  Assistant  Paymaster,  6 May,  1861.  Honorably  discharged  7 October,  1865. 

Adams,  Charles  F. 

Mate,  27  Januarv,  1863.  Acting  Gunner,  25  June,  1864.  Honorably  discharged  5 
May,  1865. 

Adams,  Charles  M. 

Acting  Third  Assistant  Engineer,  4 June,  1864.  Honorably  discharged  20  March, 
1866. 

Adams,  Charles  W. 

Mate.  Acting  Ensign,  25  September,  1862.  Acting  Master,  20.  July,  1864.  Hon- 
orably discharged,  6 June,  1868. 

Adams,  Cyrus  13. 

Acting  Second  Assistant  Engineer,  4 J anuary,  1864.  Acting  First  Assistant  Engi- 
neer, 12  June,  1865.  Honorably  discharged  29  October,  1865. 

Actassts,  l>avi<l  I®. 

Chaplain,  10  May,  1811.  Died  September,  1823. 

Adams,  JEisos  ©. 

Mate.  Acting  Ensign,  21  January,  1863.  Acting  Master,  18  July,  1863.  Dismissed 
18  January,  1865. 

Adams,  Frank  ©. 

Mate.  Acting  Ensign,  30  May,  1863.  Died  23  May,  1865. 
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Adams,  George. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  6 April, 
1849.  Reserved  List,  13  September,  1855.  Died  19  April,  1856. 

Adams,  George  K. 

Midshipman,  1 August,  1864.  Graduated,  2 June,  1868.  Lost  on  board  Oneida , 24 
January,  1870. 

Adams,  George  W. 

Acting  Ensign,  28  January,  1863.  Acting  Master,  14  January,  1865.  Honorably 
discharged  24  February,  1866.  Acting  Master,  11  September,  1866.  Mustered 
out  November  10,  1868. 

Adams,  Henry  A. 

Midshipman,  14  March,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore,  Retired  List,  16 
July,  1862.  Died  11  May,  1869. 

Adams,  Henry  A.,  Jr. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  11  May,  1856.  Lieutenant  Commander,  16  July, 
1862.  Commander,-  25  July,  1866.  Captain,  28  March,  1877.  Died  1 February, 
1878. 

Adams,  James. 

Midshipman,  16  January,  1809.  Dropped  1815. 

Adams,  James  D. 

Midshipman,  27  September,  1864.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  15  September,  1873. 

Adams,  James  If. 

Master,  10  July,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Adams,  James  IS. 

Midshipman,  11  December,  1799.  Discharged  20  May,  1801,  under  Peace  Es- 
tablishment Act. 

Adams,  Janies  M. 

Third  Assistant  Engineer,  14  May,  1847.  Second  Assistant  Engineer,  26  February, 
1851.  First  Assistant  Engineer,  15  December,  1853.  Resigned  2 August,  1862. 
Acting  First  Assistant  Engineer,  12  August,  1862.  Acting  Chief  Engineer, 
19  January,  1863.  Honorably  discharged  27  December,  1867. 

Adams,  Jeffrey  T. 

Acting  Assistant  Surgeon,  30  November,  1861.  Appointment  revoked  26  July, 
1862. 

Adams,  John. 

Boatswain,  21  May,  1803.  Last  appearance  on  Records  of  Navy  Department,  24 
July,  1840. 

Adams,  Joins. 

Midshipman,  5 September,  1845.  Dropped  7 October,  1851. 

Adams,  John. 

Acting  Ensign,  20  July,  1863.  Acting  Master,  9 March,  1864.  Died  22  Febru- 
ary, 1867. 

Adams,  John  Q. 

Midshipman,  3 July,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22 
March,  1848.  Lieutenant,  21  February,  1849.  Lost  in  Albany,  28  September, 
1854. 

Adams,  John 

Gunner,  22  October,  1862.  Resigned  18  February,  1869. 

Adams,  Joseph  Iff. 

Midshipman,  8 December,  1831.  Passed  Midshipman,  23  June,  1838.  Lieu- 
tenant, 15  February,  1843.  Died  4 October,  1853. 

Adams,  J.  I*.  15- 

Midshipman,  2 February,  1829.  Died  28  December,  1835. 


GENERAL  NAVY  REGISTER. 


19 


Adams,  J.  T.  A, 

Acting  Assistant  Surgeon,  2 February,  1868.  Resigned  20  January,  1865. 

Adams,  ,1.  Warren. 

Mate,  22  June,  1868.  Acting  Ensign,  25  June,  1864.  Honorably  discharged  12 
December,  1865. 

Adams,  EaRne  f*. 

Acting  Midshipman,  26  October,  1859.  Ensign,  16  September,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Died  11  January, 
1868. 

Adams,  Napoleon  R. 

Acting  Midshipman,  25  January,  1849.  Dropped  12  July,  1849. 

Adams,  Newton  H. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5 March,  1866. 
Surgeon,  6 June,  1868.  Died  17  November,  1869. 

Adams,  Peter. 

Boatswain,  25  August,  1809.  Killed  in  action  1 June,  1818. 

Adams,  Richard. 

Acting  Master,  6 September,  1861,  without  pay.  Appointment  revoked  25  Feb- 
ruary, 1863. 

Adams,  Robert. 

Midshipman,  18  May,  1809.  Last  appearance  on  Records  of  Navy  Department, 
18  September,  1809. 

Adams,  Robert. 

Acting  Master,  24  December,  1861.  Dismissed  27  June,  1862. 

Adams,  Roderick  R. 

Midshipman,  2 May,  1815.  Drowned  August,  1819. 

Adaitag,  Samuel  JL. 

Acting  Assistant  Surgeon.  Resigned  31  May,  1864. 

Adams,  Samuel  W. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Commander,  11 
March,  1829.  Died  1 January,  1831. 

Adams,  Samuel  W. 

Master,  3 July,  1813.  Last  appearance  on  Records  of  Navy  Department. 

Adams,  IS.  Warden. 

Midshipman,  18  June,  1812.  Resigned  18  July,  1815.  Midshipman,  16  May, 
1816.  Died  1820. 

Adams,  Sherman  W. 

Acting  Assistant  Paymaster,  10  March,  1862.  Resigned  11  October,  1864. 

Adams,  Silas. 

Acting  Third  Assistant  Engineer,  13  June,  1863.  Died  2 February,  1864. 

Adams,  W.  H. 

Midshipman,  27  April,  1832.  Passed  Midshipman,  8 July,  1839.  Died  8 No- 
vember, 1842. 

Adams,  William. 

Sailmaker,  13  July,  1836.  Last  appearance  on  Records  of  Navy  Department. 

Adana s,  William  Henry. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  26  July, 
1865. 

Adams,  W.  M.  E. 

Midshipman,  7 June,  1831.  Passed  Midshipman,  23  June,  1838.  Dismissed  9 
July,  1841. 

Adamson,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  17  December, 
1862.  First  Assistant  Engineer,  1 January,  1865.  Chief  Engineer,  19  May, 
1879. 
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Adamson,  Samuel  E. 

Mate,  10  Ju'ly,  1863.  Honorably  discharged  30  November,  1865. 

Addicks,  Joseph  T, 

Assistant  Paymaster,  23  October,  1869.  Past  Assistant  Paymaster,  4 March, 
1875. 

Addison  John. 

Chaplain,  3 March,  1825.  Resigned  25  February,  1828. 

Addison,  Joseph. 

Acting  Gunner,  7 April,  1863.  Honorably  discharged  29  November,  1865. 

Addison,  S.  Hidout. 

Assistant  Surgeon,  20  June,  1838.  Passed  Assistant  Surgeon,  25  November,  1844.. 
Surgeon,  22  September,  1854.  Died  28  August,  1860. 

xldee,  Aug. 

Surgeon’s  Mate,  15  July,  1§24.  Surgeon,  3 January,  1828.  Died  23  February, 
1844. 

Adkins,  John. 

Acting  Third  Assistant  Engineer,  26  November,  1862.  Appointment  revoked  18 
September,  1863.  Acting  Second  Assistant  Engineer,  10  December,  1863. 
Honorably  discharged  13  July,  1865. 

Adkins,  William  E. 

Mate,  1 August,  1864.  Resigned  17  February,  1865. 

Adler,  August. 

Mate.  Acting  Ensign,  3 July,  1863.  Honorably  discharged  2 May,  1868. 

Adlington,  Francis. 

Mate,  9 June,  1862.  Died  12  November,  1862. 

Agnew, John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discharged  26 
August,  1865. 

Agnew,  John  F. 

Acting  Assistant  Surgeon,  19  March,  1864.  Resigned  12  May,  186*4. 

Agnew,  Kicliard. 

Carpenter,  12  January,  1874. 

Ahrens,  A.  II. 

Mate,  17  November,  1864.  Resigned  17  Juue,  1865. 

Aiken,  Edmund  €. 

Mate,  28  July,  1863.  Resigned  22  June,  1864.  Mate,  5 April,  1865.  Appointment 
revoked  8 August,  1866. 

Aiken,  George  W. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  3 Decern 
ber,  1865. 

Aiken,  Josiali  15. 

Acting  Boatswain,  1 September,  1863.  Appointment  revoked  10  August,  1864. 
Acting  Boatswain,  6 September,  1864.  Boatswain,  24  March,  1866. 

Aiken,  W.  Appleton. 

Acting  Assistant  Paymaster,  10  August,  1861.  Resigned  12  December,  1861. 

Aimee,  Jaeoh. 

Gunner,  5 December,  1861.  Killed  on  Mercedita , 31  January,  1863. 

Ainsworth,  Charles. 

Acting  Ensign,  3 August,  1863.  Honorably  discharged  14  July,  1866. 

A liken,  Hugh. 

Surgeon’s- Mate,  15  July,  1800.  Died  17  September,  1806. 

Albert,  Charles. 

Mate,  11  January,  1862.  Dismissed  3 December,  1862. 

Albert,  John  S. 

Third  Assistant  Engineer,  8 September,  1855.  Second  Assistant  Engineer,  21 
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July,  1858.  First  Assistant  Engineer,  80  August,  1859.  Chief  Engineer,  29 
October,  1861.  Died  3 July,  1880. 

Albert,  Sidney. 

Third  Assistant  Engineer,  11  April,  1859.  Second  Assistant  Engineer,  17  Decem- 
ber, 1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  21  March, 
1870.  Resigned  31  December,  1872. 

Albro,  Gardner  i>. 

Acting  Second  Assistant  Engineer,  20  December,  1862.  Honorably  discharged  19 
August,  1865. 

Albro,  George  E. 

Gunner,  14  June,  1862. 

A 1 bury,  William  If. 

Acting  Master  and  Pilot,  21  November,  1864.  Honorably  discharged  14  Decem- 
ber, 1865. 

Alby,  Seth  IS. 

Midshipman,  18  June,  1812.  Resigned  4 March,  1814. 

Alcorn,  James. 

Master,  29  June,  1812.  Discharged  18  April,  1814. 

Alcorn,  James  F® 

Acting  Master,  28  April,  1862.  Honorably  discharged  14  May,  1867.  Acting 
Master,  29  July,  1867.  Mustered  out  1 July,  1868. 

AMesi,  diaries  If. 

Chaplain,  23  April,  1841.  Died  24  September,  1846. 

Alden,  Humphrey. 

Master,  3 October,  1811.  Resigned  8 June,  1812. 

Alden,  Jaimes. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  14  September,  1855.  Captain,  2 January,  1863. 
Commodore,  25  July,  1866.  Rear-Admiral,  19  June,  1871.  Retired  list,  31 
March,  1872.  Died  6 February,  1877. 

Alden,  James  M. 

Acting  Ensign,  26  August,  1863.  Acting  Master,  9 January,  1865.  Honorably 
discharged  31  December,  1865.  Secretary  to  Admiral  Porter,  26  July,  1866. 

Alden,  Robert  W. 

Midshipman,  1 May,  1822.  Dismissed  14  November,  1831. 

Aldrich,  Arthur  F. 

Mate,  11  October,  1864.  Acting  Ensign,  28  June,  1865.  Honorably  discharged 
25  October,  1867. 

Aldrich,  R.  G. 

Mate,  28  August,  1862.  Resigned  24  September,  1862. 

Aldrich,  Samuel. 

Midshipman,  7 July,  1800.  Discharged  30  April,  1801. 

Aldridge,  Edmund  W. 

Acting  Second  Assistant  Engineer,  19  April,  1862.  Appointment  revoked  1 July, 
1862. 

Aldridge,  John  H. 

Acting  Assistant  Surgeon,  4 December,  1863.  Dismissed  28  December,  1863. 

Aldridge,  Richard.  v 

Acting  Third  Assistant  Engineer,  28  July.  Discharged  16  October,  1865. 

Alexander,  A.  A. 

Midshipman,  1 September,  1811.  Resigned  19  June,  1824. 

Alexander,  Adam  €. 

Acting  Midshipman,  23  November,  1859.  Ensign,  16  September,  1862.  Died  24 
February,  1864. 
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Alexander,  Alexander. 

Midshipman,  2 March,  1799.  Resigned  6 February,  1800. 

Alexander,  CJheriah  II. 

Acting  Carpenter,  2 June,  1864.  Honorably  discharged  9 November,  1865. 
Alexander,  Francis. 

Midshipman,  27  May,  1825.  Passed  Midshipman,  22  June,  1841.  Lieutenant,  7 
March,  1849.  Died  11  May,  1849. 

Alexander,  George  W. 

Third  Assistant  Engineer,  81  October,  1848.  Second  Assistant  Engineer,  16  Feb- 
ruary, 1852.  First  Assistant  Engineer,  27  June,  1855.  Resigned  5 April,  1861. 

Alexander,  Gerard. 

Assistant  Surgeon,  1 May,  1850.  Resigned  8 March,  1856. 

Alexander,  Horace  E. 

Acting  Ensign,  9 June,  1863.  Appointment  revoked  24  December,  1863. 

Alexander,  John. 

First  Assistant  Engineer,  4 March,  1842.  Disrated  to  Second  Assistant  Engineer, 
28  July,  1845.  First  Assistant  Engineer,  26  February,  1851.  Died  26  January, 
1863. 

Alexander,  Joseph  B. 

Third  Assistant  Engineer,  13  March,  1847.  Resigned  25  August,  1847. 

Alexander,  Joseph  W. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  11  March, 
1861.  Dismissed  5 July,  1861. 

Alexander,  Nathaniel. 

Midshipman,  30  November,  1814.  Resigned  1 June,  1821. 

Alexander,  Neil. 

Mate,  28  October,  1861.  Deserted  20  August,  1862. 

Alexander,  Kichard  II. 

Acting  Third  Assistant  Engineer,  20  August,  1863.  Resigned  17  November,  1864. 
Alexander,  Samuel. 

Master,  26  November,  1814.  Resigned  15  March,  1815. 

Alexander,  William  H. 

Midshipman,  1 March,  1825.  Resigned  10  November,  1827. 

Alexis,  liouis. 

Midshipman,  15  July,  1798.  Lieutenant,  4 March,  1807.  Commander,  10  Decem- 
ber, 1814.  Resigned  17  September,  1827. 

Alford,  Edward. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  15  June,  1864.  Honorably  dis- 
charged 9 April,  1866. 

Alger,  William  II. 

Mate,  18  August,  1863.  Honorably  discharged  30  September,  1865. 

Allan,  John  W. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged  5 
July,  1865. 

Allderdice,  William  H. 

Cadet  Engineer,  14  SejAember,  1876.  Graduated  10  June,  1880. 

Allderdice,  Winslow. 

Cadet  Midshipman,  17  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 
Resigned  31  August,  1880. 

Alice,  Presley. 

Midshipman,  18  May,  1809.  Resigned  5 November,  1810. 

Allen,  Abraham. 

Acting  Master,  29  October,  1861.  Honorably  discharged  20  September,  1865. 
Allen,  Alfred  W. 

Mate,  4 March,  1870.  Resigned  11  March,  1873. 
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Allen,  Aleck. 

Acting  Master,  17  October,  1861.  Dismissed  22  May,  1862. 

Allen,  Alexander  B. 

Mate,  4 April,  1864.  Discharged  12  September,  1865. 

Allen,  Amos  IK 

Acting  Assistant  Paymaster,  21  October,  1864.  Honorably  discharged  3 Septem- 
ber, 1865. 

Allen,  Mart.  G. 

Acting  Ensign,  6 December,  1864.  Honorably  discharged  17  September,  1865. 

Allen,  Bowen. 

Acting  Master,  11  November,  1861.  Honorably  discharged  25  November,  1865. 

Allen,  Burgess  I*. 

Gunner,  21  November,  1851.  Retired  list  2 December,  1876. 

Allen,  Caleb. 

Midshipman,  13  November,  1799.  Discharged  20  May,  1801,  under  Peace  Estab- 
lishment Act. 

Allen,  Charles  W. 

Acting  Third  Assistant  Engineer,  7 September,  1864.  Honorably  discharged  5 
July,  1865. 

Allen,  Drury  N. 

Midshipman,  11  May,  1802.  Resigned  17  September,  1803. 

Allen,  Ebenezer. 

Carpenter,  27  June,  1810.  Resigned  1 May,  1811. 

Allen,  Edward. 

Midshipman,  22  January,  1838.  Dismissed  9 August,  1845. 

Allen,  Edward. 

Acting  Third  Assistant  Engineer,  5 July,  1862.  Acting  Second  Assistant  Engineer, 
10  October,  1863.  Appointment  revoked  23  November,  1865. 

Allen,  Edward  ©ray. 

Acting  Third  Assistant  Engineer,  21  February,  1865.  Honorably  discharged  8 
February,  1870.  Second  Assistant  Engineer,  1 December,  1870.  Dropped  14 
January,  1879. 

Allen,  Edwin  J. 

Mate.  Acting  Ensign,  30  July,  1862.  Dismissed  30  September,  1862. 

Allen,  Edwin  J. 

Boatswain,  3 May,  1876. 

Allen,  Francis  II. 

Third  Assistant  Engineer,  1 March,  1862.  Second  Assistant  Engineer,  15  October, 
1863.  Resigned  18  February,  1868. 

Allen,  Francis  I®. 

Acting  Master,  12  October,  1861.  Died  24  May,  1863. 

Allen,  Frederick  B. 

Acting  Ensign,  18  May,  1864.  Honorably  discharged  13  August,  1865. 

Allen,  George  E. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Acting  Second  Assistant 
Engineer,  4 March,  1864.  Honorably  discharged  14  August,  1865. 

Allen,  George  11. 

Assistant  Paymaster,  3 March,  1879. 

Allen,  George  O. 

Acting  Assistant  Surgeon,  9 December,  1863.  Honorably  discharged  21  October, 
1865.  Assistant  Surgeon,  3 March,  1868.  Resigned  17  March,  1873. 

Allen,  George  W. 

Acting  Gunner,  9 May,  1862.  Appointment  revoked  30  October,  1865. 

Allen,  George  W. 

Acting  Assistant  Paymaster,  22  January,  1864.  Discharged  25  August,  1865. 
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Allen,  Henry- 

Acting  Master,  15  October,  1861.  Dismissed  13  January,  1863. 

Allen,  Henry  F. 

Acting  Third  Assistant  Engineer,  14  November,  1864.  Honorably  discharged  26 
February,  1868. 

Allen,  Henry  S. 

Mate,  29  October,  1868.  Honorably  discharged  27  August,  1865. 

Allen,  Howard 

Master,  24  April,  1812.  Discharged  27  July,  1815. 

Allen,  H. 

Acting  Third  Assistant  Engineer,  20  July,  1863.  Honorably  discharged  8 August, 
1865. 

Allen,  Isaac. 

Mate.  Died  24  May,  1865. 

Allen,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Acting  Second  Assistant  En- 
gineer, 19  April,  1864.  Honorably  discharged  22  September,  1865. 

Allen,  James  N. 

Acting  Assistant  Surgeon,  10  June,  1861.  Resigned  21  October,  1861. 

Allen,  John. 

Boatswain,  12  November,  1798.  Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 

Allen,  John. 

Master,  1 July,  1805.  Dismissed  12  December,  1805. 

Allen,  John. 

Acting  Third  Assistant  Engineer,  2 December,  1864.  Honorably  discharged  9 
February,  1868. 

Allen,  John  B.  A. 

Acting  Third  Assistant  Engineer,  3 December,  1861.  Acting  Second  Assistant 
Engineer,  14  November,  1862.  Honorably  discharged  5 October,  1865. 

Allen,  John  H. 

Acting  Ensign,  12  December,  1862.  Acting  Master,  16  February,  1864.  Honor- 
ably discharged  12  December,  1865. 

Allen,  John  J. 

Mate,  18  May,  1863.  Resigned  22  August,  1864. 

Allen,  John  M. 

Midshipman,  1 February,  1823.  Resigned  13  February,  1824. 

Allen,  John  S. 

Acting  Assistant  Paymaster,  17  December,  1861.  Discharged  28  December,  1865. 

Allen,  lonis  J. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  6 January, 
1862.  First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  4 March, 
1871. 

Allen,  Merwin. 

Acting  Ensign,  5 June,  1863.  Honorably  discharged  28  November,  1865. 

Allen,  Moses. 

Purser,  15  May,  1799.  Discharged  18  November,  1801,  under  Peace  Establishment 
Act. 

Allen,  Nathaniel  I5. 

Mate,  26  December,  1862.  Appointment  revoked  1 April,  1863. 

Allen,  Oliver  I*. 

Midshipman,  28  September,  1846.  Dismissed  17  June,  1851. 

Allen,  Robert  W. 

Acting  Assistant  Paymaster,  20  January,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  1 February,  1868. 
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Allen  9 Samuel. 

Midshipman,  11  December,  1799.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Alien,  Samuel. 

Midshipman,  13  December,  1800.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Alien,  Samuel. 

Gunner,  9 May,  1836.  Resigned  1 March,  1839.  Gunner,  3 December,  1841.  Died 
22  January,  1854. 

Allen,  Slier  man. 

Mate,  21  March,  1862.  Appointment  revoked  6 October,  1862. 

Allen,  Theodore. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  13  June,  1865. 

Allen,  Thomas. 

Acting  Assistant  Surgeon,  19  September,  1863.  Died  10  February,  1865. 

Allen,  Weld  N. 

Acting  Midshipman,  24  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  24  February, 
1861.  Lieutenant-Commander,  2 January,  1863.  Commander,  25  July,  1871. 
Died  7 February,  1875. 

Allen,  William. 

Mate,  18  September,  1862.  Acting  Boatswain,  11  March,  1863.  Boatswain,  13 
March,  1866.  Dismissed  24  February,  1868. 

Allen,  William. 

Gunner,  20  December,  1858.  Dismissed  3 March,- 1860. 

Allen,  William  A.  II. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  25  July, 
1864.  First  Assistant  Engineer,  22  November,  1872. 

Allen,  William  B. 

Third  Assistant  Engineer,  1 March,  1862. 

Allen,  William  B. 

Acting  Third  Assistant  Engineer,  5 February,  1864.  Appointment  revoked  10 
March,  1865. 

Allen,  William  €. 

Midshipman,  2 February,  1819.  Died  1831. 

Allen,  William  II. 

Midshipman,  28  April,  1800.  Lieutenant,  17  February,  1807.  Commander,  24 
July,  1813.  Killed  inaction  14  August,  1813. 

Allen,  William  II. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Killed  in  action  with 
Pirates,  November,  1822. 

Allen,  William  Henry. 

Acting  Third  Assistant  Engineer,  3 September,  1864.  Honorably  discharged  10 
January,  1867. 

Allen,  William  II. 

Cadet  Midshipman,  26  September,  1862.  Graduated  20  June,  1876.  Ensign,  25 
November,  1877. 

Alley,  Frederick  €. 

Acting  Assistant  Paymaster,  26  September,  1863.  Discharged  25  August,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  25  January, 
1870.  Died  26  October,  1879. 

Allyn,  Borden  h. 

'Acting  Master,  24  May,  1861.  Appointment  revoked  29  October,  1862. 

Allyn,  Noah  !L. 

Acting  Master,  14  August,  1861.  Appointment  revoked  5 September,  1862. 
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Allibone,  Charles  O. 

Midshipman,  24  July,  1863.  Graduated,  September,  1867.  Ensign,  18  December,, 
1868.  Master,  21  March,  1870.  Lieutenant,  2 November,  1871. 

Alline,  Benjamin. 

Purser,  28  October,  1798.  Died  22  September,  1804. 

Ailing,  George  B. 

Mate,  1862.  Resigned  28  July,  1862. 

Allingliam,  James  J.  * 

Assistant  Surgeon,  21  December,  1861.  Passed  Assistant  Surgeon,  8 May,  1865.. 
Died  14  October,  1865. 

Allis,  E.  H. 

Acting  Assistant  Surgeon,  25  January,  1862.  Lost  on  Bainbridge , August,  1863. 

Allison,  Burgess. 

Chaplain,  3 March,  1823.  Died  20  February,  1827. 

Allison,  Jacob  8. 

Midshipman,  10  May,  1820.  Resigned  10  March,  1822. 

Allison,  Oscar  W. 

Third  Assistant  Engineer,  1 February,  1862.  Second  Assistant  Engineer,  15  Octo- 
ber, 1863.  Resigned  8 December,  1869. 

Allison,  Bichard. 

Midshipman,  6 June,  1836.  Passed  Midshipman,  1 July,  1842.  Died  5 May,  1847. 

Allison,  Bichard  T. 

Purser,  30  October,  1849.  Dismissed  6 May,  1861. 

Allison,  Thomas. 

Midshipman,  15  November,  1810.  Resigned  19  April,  1813. 

Allison,  William  R. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Allman,  Philip. 

Acting  Second  Assistant  Engineer,  27  November,  1863.  Discharged  23  January, 
1866. 

Allphin,  Henry  Z. 

Mate,  21  March,  1864.  Honorably  discharged  1 November,  1865. 

Allston,  Millegan. 

Midshipman,  27  October,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Allston,  Thomas  P. 

Midshipman,  15  February,  1840.  Resigned  6 October,  1840. 

Almand,  Albert. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  31  May,  1857. 

Almey,  Thomas  A. 

Mate,  1861.  Killed  in  action  20  May,  1862. 

Alms,  Herman. 

Mate,  5 June,  1863.  Resigned  31  December,  1864. 

Almy,  Frederick  €. 

Mate,  21  July,  1863.  Honorably  discharged  11  January,  1866. 

Almy,  George  B. 

Acting  Master,  9 October,  1861.  Appointment  revoked  7 July,  1864. 

Almy,  John  J. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  8' 
March,  1841.  Commander,  24  April,  1861.  Captain,  3 March,  1865.  Commodore, 
31  December,  1869.  Rear-Admiral,  24  August,  1873.  Retired  list,  24  April, 
1877. 

Almy,  John  W. 

Mate,  13  January,  1863.  Acting  Ensign,  24  May,  1864.  Honorably  discharged  15 
December,  1868. 
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Almy,  Thomas  C. 

Master,  26  June,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Alsou,  Robert  W. 

Acting  Ensign,  22  May,  1863.  Honorably  discharged  30  November,  1865. 

Alta  her,  Isaac  M. 

Acting  Assistant  Paymaster,  24  June,  1864.  Honorably  discharged  20  March, 
1866. 

AUhasi,  George. 

Acting  Third  Assistant  Engineer,  19  March,  1864.  Honorably  discharged  13  Oc- 
tober, 1865. 

Alwyn,  John  C. 

Master,  25  May,  1812.  Lieutenant,  24  September,  1812.  Killed  in  action  29  De- 
cember, 1812. 

Ambler,  Edward. 

Midshipman,  2 April,  1804.  Resigned  30  June,  1804. 

Ambler,  James  M. 

Assistant  Surgeon,  1 April,  1874.  Passed  Assistant  Surgeon,  15  June,  1877. 

Amee,  Jacob. 

Gunner,  5 December,  1861.  Killed  on  board  Mercedita,  off  Charleston,  S.  C.,  31 
January,  1863. 

Ameltmg,  Henry. 

Midshipman,  1 February,  1826.  Resigned  21  March,  1828. 

Ames,  Howard  E. 

Assistant  Surgeon,  10  April,  1875.  Passed  Assistant  Surgeon,  7 June,  1878 

Ames,  Hudson  X. 

Acting  Second  Assistant  Engineer,  8 July,  1863.  Appointment  revoked  4 June, 
1864. 

Ames,  John  IS. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  Resigned  30  September,  1865. 

Ames,  Mark  JB. 

Acting  Ensign,  17  May,  1864.  Honorably  discharged  29  July,  1865. 

Ames,  Pelham  W. 

Acting  Assistant  Paymaster,  19  July,  1861.  Discharged  25  April,  1866. 

Ames,  Samuel. 

Midshipman,  23  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Resigned  3 January,  1873. 

Ames,  Sullivan  D. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25 
July,  1866.  Commander,  6 January,  1874.  Died  22  November,  1880. 

Amiss,  Stephen. 

Acting  Ensign,  1 October,  1862.  Dismissed  2 March,  1863. 

Am  men,  Daniel. 

Midshipman,  7 July,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  10  May, 
1849.  Lieutenant,  4 November,  1849.  Commander,  16  July,  1862.  Captain, 
25  July,  1866.  Commodore,!  April,  1872.  Rear-Admiral,  11  December,  1877. 
Retired  list,  4 June,  1878. 

Ammerman,  Charles  H. 

Acting  Ensign,  2 January,  1863.  Acting  Master,  23  July,  1863.  Dismissed  9 
October,  1863. 

Amory,  Edward  L. 

Acting  Midshipman,  1 October,  1862.  Graduated,  September,  1865.  Ensign,  1 
December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Amory,  John  II. 

Midshipman,  19  August,  1823.  Resigned  10  May,  1824. 
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Amsden,  Charles  H. 

Cadet  Midshipman,  21  September,  1871.  Graduated,  June,  1875.  Ensign,  18 
July,  1876. 

Amsden,  George  W. 

Acting  Third  Assistant  Engineer,  5 June,  1863.  Honorably  discharged  8 Novem- 
ber, 1865. 

Anderson,  Addison  B. 

Midshipman,  19  August,  1823.  Resigned  17  January,  1825. 

Anderson,  Antoni. 

Acting  Third  Assistant  Engineer,  17  October,  1864.  Honorably  discharged  18 
October,  1865.  Acting  Third  Assistant  Engineer,  9 March,  1867.  Mustered 
out  6 March,  1868. 

Anderson,  Asa. 

Acting  Third  Assistant  Engineer,  6 January,  1865.  Resigned  6 June,  1865. 

Anderson,  Benjamin  F. 

Midshipman,  3 March,  1831.  Resigned  23  June,  1838. 

Anderson,  Cameron. 

Purser,  29  February,  1848.  Died  25  June,  1852. 

Anderson,  Edward  C. 

Midshipman,  25  November,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  30 
November,  1846.  Lieutenant,  27  February,  1847.  Resigned  25  October,  1849. 

Anderson,  Frank. 

Assistant  Surgeon,  24  May,  1875. 

Anderson,  George. 

Acting  Ensign,  14  August,  1863.  Resigned  17  April,  1865. 

Anderson,  George. 

Acting  Third  Assistant  Engineer.  Lost  on  Narcissus ,4  January,  1866. 

Anderson,  George  C. 

Mate,  27  January,  1862.  Deserted  2 July,  1862. 

Anderson,  George  E. 

Carpenter,  14  June,  1861. 

Antlers©!!,  James. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Died  28  De- 
cember, 1840. 

Anderson,  James. 

Gunner,  19  October,  1799.  Discharged. 

Anderson,  James  F. 

Acting  Master,  10  February,  1862.  Appointment  revoked  21  November,  1803. 

Anderson,  John. 

Midshipman,  22  September,  1859.  Killed  in  action  24  April,  1862. 

Anderson,  John  I>. 

Gunner,  7 August,  1837.  Resigned  10  April,  1840. 

Anderson,  John  W. 

Acting  Second  Assistant  Engineer,  26  October,  1861.  Resigned  25  November 
1862.  Acting  Second  Assistant  Engineer,  4 June,  1864.  Dismissed  5 Novem- 
ber, 1864. 

Anderson,  Joseph. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant  En- 
gineer, 10  August,  1864.  Honorably  discharged  4 December,  1865. 

Anderson,  Justus  I>. 

Acting  Ensign,  6 May,  1864.  Honorably  discharged  28  June,  1865. 

Anderson,  Mark  T. 

Midshipman,  1 January,  1825.  Dismissed  31  December,  1828. 

Anderson,  Nicholas. 

Mate,  7 April,  1865.  Mustered  out  23  July,  1870. 


GENERAL  NAVY  REGISTER. 


29 


Anderson,  Peter. 

Acting  Second  Assistant  Engineer,  28  May,  1863.  Honorably  discharged  7 De- 
cember, 1868. 

Anderson,  Richard. 

Acting  Third  Assistant  Engineer,  16  October,  1861.  Acting  Second  Assistant 
Engineer,  6 February,  1863.  Dismissed  9 March,  1865. 

Anderson,  Robert. 

Mate,  4 August,  1863.  Resigned  5 December,  1864. 

Anderson,  Robert. 

Boatswain,  16  June,  1862. 

Anderson,  Samuel. 

Surgeon’s  Mate,  13  July,  1799.  Surgeon,  25  August,^  1800.  Discharged  23  July, 
1801,  under  Peace  Establishment  Act. 

Anderson,  Samuel. 

Acting  Assistant  Paymaster,  11  August,  1862.  Honorably  discharged  8 July, 
1865. 

Anderson,  J. 

Mate,  3 September,  1863.  Died  27  January,  1864. 

Anderson,  Thomas. 

Midshipman,  14  January,  1818.  Resigned  3 March,  1819. 

Anderson,  Thomas  ®. 

Midshipman,  14  April,  1800.  Lieutenant,  24  March,  1807.  Resigned  21  August, 
1807. 

Anderson,  W.  ©. 

Midshipman,  2 March,  1803.  Lieutenant,  9 December,  1814.  Died  November, 
1822. 

Anderson,  William. 

Midshipman,  18  June,  1812.  Resigned  15  May,  1813. 

Anderson,  William  E. 

Mate.  Resigned  30  June,  1863. 

Anderson  W.  Henry. 

Acting  Assistant  Paymaster,  4 June,  1862.  Assistant  Paymaster,  30  June,  1864. 
Paymaster,  4 May,  1866.  Resigned  16  February,  1869. 

Anderson,  William  H. 

Acting  Ensign,  31  October,  1863.  Honorably  discharged  3 July,  1865. 

Anderson,  William  II. 

Acting  Third  Assistant  Engineer,  27  August,  1862.  Acting  Second  Assistant 
Engineer,  10  June,  1864.  Honorably  discharged  20  September,  1865.  Acting 
Second  Assistant  Engineer,  8 June,  1866.  Mustered  out  20  January,  1868. 

Andrade,  Cipriano. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  13  January,  1865. 

Andress,  William  A. 

Acting  Second  Assistant  Engineer,  3 January,  1863.  Honorably  discharged  15 
October,  1865. 

Andrew,  laclisou. 

Acting  Third  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  12 
August,  1865. 

Andrews,  A.  M. 

Midshipman,  13  April,  1814.  Furloughed  15  August,  1819.  Dead. 

Andrews,  Collin  J. 

Mate,  29'October,  1864.  Honorably  discharged  21  March,  1867. 

Andrews,  Haniel  W. 

Mate,  9 August,  1864.  Acting  Ensign,  19  November,  1864.  Honorably  discharged 
13  May,  1868. 
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Andrews,  Elijah  T. 

Midshipman,  19  October,  1841.  Died  22  January,  1849. 

Andrews*  Francis  S. 

Acting  Third.  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  18  Octo- 
ber, 1865.  Acting  Second  Assistant  Engineer,  19  December,  1866.  Mustered 
out  21  July,  1869. 

Andrews,  John. 

Midshipman,  28  June,  1799.  Discharged  8 June,  1801,  under  Peace  Establishment 
Act. 

Andrews,  Joseph. 

Gunner,  24  November,  1828.  Died  19  October,  1832. 

Andrews,  Moses  E. 

Acting  Third  Assistant  Engineer,  28  February,  1863.  Acting  Second  Assistant 
Engineer,  9 July,  1864.  Honorably  discharged  7 August,  1865. 

Andrews,  IV. 

Chaplain,  16  August,  1816.  Died  1826. 

Andrews,  8.  €. 

Acting  Master,  9 October,  1861.  Resigned  27  November,  1861. 

Andrews,  Thomas. 

Acting  Master,  29  October,  1861.  Appointment  revoked  4 February,  1864. 
Acting  Master,  19  December,  1864.  Died  27  February,  1865. 

Andrews,  William  B. 

Mate,  2 December,  1862.  Resigned  7 August,  1863. 

Angell,  Nathan  S. 

Sailmaker,  1 June,  1822.  Resigned  3 May,  1826. 

Angler,  Charles. 

Midshipman,  3 September,  1800.  Discharged  6 July,  1801. 

Angus,  George  W. 

Mate,  21  November,  1867.  Resigned  21  May,  1869. 

Angus,  Samuel. 

Midshipman,  6 November,  1799.  Lieutenant,  4 February,  1807.  Commander,  24 
July,  1813.  Captain,  27  April,  1816.  Dismissed  21  June,  1824. 

Ankers,  John  H. 

Mate.  Resigned  17  July,  1862.  Acting  Ensign,  27  October,  1862.  Honorably 
discharged  28  October,  1865. 

Annan,  John  W. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Anson,  R.  E. 

Mate,  22  October,  1862.  Acting  Ensign,  31  July,  1863.  Acting  Master,  8 May, 

1865.  Honorably  discharged  30  November,  1865.  Acting  Master,  4 January, 

1866.  Resigned  13  June,  1868. 

A nth  on,  George. 

Midshipman,  20  June,  1806.  Warrant  returned  7 July,  1811. 

Anthony,  Charles  M. 

Acting  Ensign,  18  December,  1863.  Acting  Master,  27  July,  1865.  Master,  12 
March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander,  26 
April,  1878. 

Anthony,  John  G. 

Midshij^man,  1 July,  1830.  Resigned  14  June,  1837. 

Anthony,  Joseph. 

Surgeon,  20  June,  1798.  Discharged  1 May,  1801,  under  Peace  Establishment 
Act. 

Apgar,  Allen  &• 

Acting  Assistant  Paymaster,  1 September,  1863.  Honorably  discharged  19  Octo- 
ber, 1865. 


GENERAL  NAVY  REGISTER. 


31 


Apperby,  William. 

Acting  First  Assistant  Engineer,  17  December,  1862.  Resigned  23  June,  1864. 

Applegate,  Reuben. 

Acting  Gunner.  Resigned  3 June,  1864. 

Appleton,  George  IS. 

Mate,  2 April,  1864.  Resigned  18  January,  1867. 

Appold,  Samuel  A. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En- 
gineer, 14  October,  1864.  Honorably  discharged  1 July,  1868. 

Arbecam,  Henry  P. 

Mate,  2 January,  1864.  Acting  Ensign,  3 November,  1864.  Appointment  re- 
voked 29  July,  1865. 

Arbona,  Jolm  G. 

Mate.  Resigned  6 March,  1863. 

Arbuthnot,  C.  E. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  20 
November,  1865. 

Archbold,  Samuel. 

Third  Assistant  Engineer,  27  May,  1843.  Second  Assistant  Engineer,  28  July, 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  11  March, 
1851.  Engineer-in-chief,  16  October,  1857.  Resigned  25  March,  1861. 

Archer,  Carson. 

Assistant  Surgeon,  23  July,  1850.  Declined  13  August,  1850. 

Archer,  Edward  K. 

Third  Assistant  Engineer,  26  June,  1856.  Resigned  3 November,  1860. 

Archer,  George  W. 

Midshipman,  1 May,  1822.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Archer,  John. 

Lieutenant,  8 November,  1798.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Archer,  Richard  C. 

Purser,  25  April,  1812.  Died  24  June,  1824. 

Archer,  sterling. 

Surgeon’s  Mate,  18  April,  1800.  Surgeon,  11  April,  1803.  Last  appearance  on 
Records  of  Navy  Department,  November,  1805. 

Archer,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En- 
gineer, 29  September,  1864.  Honorably  discharged  7 November,  1865. 

Arey,  Albert  R. 

Mate,  19  June,  1863.  Appointment  revoked  19  November,  1864. 

Arey,  Arthur  B. 

Mate,  13  September,  1864.  Honorably  discharged  23  January,  1867. 

Arey,  David  B. 

Acting  Ensign,  3 May,  1864.  Resigned  29  May,  1865. 

Arey,  Henry. 

Acting  Ensign,  7 July,  1862.  Acting  Master,  9 August,  1864.  Acting  Volunteer 
Lieutenant,  5 September,  1864.  Honorably  discharged  11  October,  1867. 

Arey,  Thomas  JS. 

Acting  Ensign,  3 May,  1864.  Honorably  discharged  29  July,  1865. 

Arey,  William  R. 

Acting  Ensign,  7 September,  1864.  Resigned  21  April,  1865. 

Arkins,  William. 

Mate,  5 August,  1863.  Honorably  discharged  21  December,  1865. 
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Arm  ant,  Terrence. 

Midshipman,.  19  December,  1889.  Resigned  18  July,  1840. 

Armantft,  Paul. 

Mate,  5 March,  1863.  Acting  Ensign,  27  July,  1863.  Honorably  discharged  27 
February,  1866.  Mate,  8 July,  1867.  Mustered  out  12  March,  1868. 

Armberg,  Charles. 

Acting  Second  Assistant  Engineer,  1 September,  1863.  Honorably  discharged  24 
January,  1866. 

Armen! rent,  George  W. 

Acting  Midshipman,  23  November,  1861.  Graduated  22  November,  1864.  En- 
sign, 1 November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March, 
1868.  Lieutenant-Commander,  26  March,  1869.  Died  13  August,  1875. 

Arinistead,  Robert. 

Carpenter,  14  March,  1800.  Discharged  18  July,  1801. 

Arinistead,  Robert. 

Midshipman,  13  July,  1814.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Armour,  Samuel  D. 

Midshipman,  15  November,  1809.  Dismissed  19  November,  1812. 

Arms,  Frank:  H. 

Acting  Assistant  Paymaster,  14  April,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  14  October,  1871. 

Arms,  Lyman. 

Cadet  Midshipman,  24  September,  1870.  Graduated  1 June,  1874.  Ensign,  17 
July,  1875. 

Armstrong,  Aaron  If. 

Acting  First  Assistant  Engineer,  10  December,  1863.  Honorably  discharged  18 
November,  1865. 

Armstrong,  Aeneas. 

Midshipman,  2 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  20  September,  1860.  Resigned  21  November,  1860. 

Armstrong,  Caleb  If. 

Mate,  29  December,  1862.  Acting  Ensign,  9 September,  1863.  Honorably  dis- 
charged 15  December,  1868. 

Armstrong,  Charles  W. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Died  27  February,  1850. 

Armstrong,  €.  W. 

Acting  Assistant  Paymaster,  30  March,  1865.  Discharged  7 October,  1865. 

Armstrong,  Francis. 

Midshipman,  2 May,  1815.  Furloughed  17  July,  1821.  Dead. 

Armstrong,  Oeorge. 

Acting  Second  Assistant  Engineer,  22  June,  1863.  Resigned  7 September,  1863. 

Armstrong,  G-.  A. 

Acting  Ensign,  15  July,  1863.  Appointment  revoked  20  November,  1863. 

Armstrong,  <5.  W. 

Acting  Carpenter,  6 December,  1862.  Resigned  2 October,  1863. 

Armstrong,  Henry. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Acting  Second  Assistant. 
Engineer,  26  November,  1862.  Dismissed  26  May,  1863. 

Armstrong,  James. 

Midshipman,  15  November,  1809.  Lieutenant,  27  April,  1816.  Commander,  3 
March,  1825:  Captain,  8 September,  1841.  Commodore,  Retired  list,  4 April, 
1867.  Died  25  August,  1868. 

Armstrong,  James. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  IS 
September,  1854. 
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Armstrong,  James  F. 

Midshipman,  7 March,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  8 
December,  1842.  Commander,  8 June,  1861.  Captain,  Retired  list,  4 April, 
1867.  Captain,  Active  list,  from  27  September,  1866.  Retired  list,  2 Septem- 
ber, 1872.  Died  19  April,  1873. 

Armstrong,  J.  I>. 

Assistant  Surgeon,  27  May,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.  Dead. 

Armstrong,  Join  si. 

Boatswain,  14  May,  1800.  Resigned  3 December,  1800. 

Armstrong,  Joseplt  IE. 

Acting  Ensign,  30  January,  1865.  Honorably  discharged  7 August,  1865. 

Armstrong,  JL.  If. 

Acting  Assistant  Surgeon,  28  March,  1873. 

Armstrong,  Thomas. 

Carpenter  17  June,  1822.  Died  6 September,  1836. 

Armstrong  Thomas. 

Acting  Third  Assistant  Engineer,  6 July,  1864.  Honorably  discharged  1 March, 
1866 

Armstrong,  'William  C. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  10 
December,  1865. 

Armstrong,  William  M. 

Midshipman,  30  November,  1814.  Lieutenant,  3 March,  1821.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Captain,  Active  list, from 
24  March,  1855.  Died  28  June,  1861. 

Armstrong,  William  JH. 

Acting  Ensign,  23  January,  1864.  Honorably  discharged  17  August,  1865. 

Armstrong,  William  Mel. 

Midshipman,  20  November,  1848.  Resigned  4 October,  1854. 

Arnand,  William  S. 

Mate,  19  November,  1862.  Honorably  discharged  29  August,  1866. 

Arnett,  John  I®. 

Mate,  30  January,  1862.  Resigned  9 September,  1863.  Mate,  16  October,  1863. 
Acting  Ensign,  22  March,  1864.  Honorably  discharged  20  October,  1865. 

Arnold,  A.  C. 

Acting  Third  Assistant  Engineer,  8 December,  1864.  Honorably  discharged  9 
June,  1866. 

Arnold,  Charles  F. 

Midshipman,  14  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Dismissed  19  October, 
1875. 

Arnold,  Conway  If. 

Acting  Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  De- 
cember, 1868.  Master,  21  March,  1870.  Lieutenant,  22  June,  1871. 

Arnold,  Edward  A. 

Acting  Assistant  Surgeon,  5 November,  1862.  Resigned  22  August,  1863. 

Arnold,  Edward  G. 

Mate,  23  December,  1862.  Dismissed  9 June,  1863. 

Arnold,  Edward  R. 

Third  Assistant  Engineer,  1 July,  1861.  Resigned  13  April,  1864. 

Arnold,  Henry  W.  T. 

Midshipman,  13  March,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  6 Feb- 
ruary, 1854.  Lieutenant,  12  September,  1854.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3 March,  1865.  Retired  list,  30  October,  1871. 
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Arnold,  John. 

Master,  3 July,  1813.  Last  appearance  on  Records  of  Navy  Department. 

Arnold,  Joseph. 

Midshipman,  4 March,  1823.  Last  appearance  on  Records  of  Navy  Department, 
October,  1828.  Dead. 

Arnold,  Leroy. 

Third  Assistant  Engineer,  16  February,  1852.  Resigned  18  February,  1856. 

Arnold,  Thomas. 

Midshipman,  11  November,  1850.  Resigned  21  September,  1855. 

Arnold,  William. 

Gunner,  21  April,  1845.  Died  21  March,  1863. 

Arnold,  William. 

Mate,  21  October,  1863.  Honorably  discharged  19  September,  1865. 

Arran  is,  Richard  B. 

Mate,  1861.  Acting  Master,  21  April,  1862.  Resigned  16  August,  1865. 

Arran 4s,  William  1L 

Mate,  4 March,  1861.  Acting  Ensign,  14  September,  1863.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Retired  list,  23  May,  1870. 

Arthur,  Charles  G. 

Mate,  27  December,  1861.  Acting  Volunteer  Lieutenant,  18  May,  1864.  Dis- 
missed 29  Se23tember,  1864. 

Arthur,  Charles  W. 

Acting  Ensign,  3 November,  1862.  Honorably  discharged  23  October,  1865. 
Acting  Ensign,  18  May,  1866.  Discharged  31  December,  1867. 

Arthur,  Elliott  J. 

Midshipman,  27  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  12  December,  1872.  Lieutenant,  1 July,  1876. 

Arthur,  George. 

Assistant  Surgeon,  13  February,  1877. 

Arthur,  Henry  If: 

Acting  Third  Assistant  Engineer,  15  December,  1863.  Acting  Second  Assistant 
Engineer,  18  March,  1865.  Honorably  discharged  24  January,  1868. 

Arthur,  William  A® 

Acting  Master,  25  March,  1862.  Honorably  discharged  1 March,  1866. 

Arthur,  William  N. 

Acting  Third  Assistant  Engineer,  18  March,  1865.  Honorably  discharged  8 Feb- 
ruary, 1870. 

Arundel,  Robert. 

Master,  20  May,  1812.  Died  10  November,  1812. 

Ashbridge,  J.  If. 

Sailing  Master,  14  August,  1813.  Midshipman,  1 February,  1814.  Resigned  6 
November,  1819. 

Ash  bridge,  Richard. 

Assistant  Surgeon,  3 July,  1876. 

Ashbury,  George. 

Acting  Master,  28  August,  1861.  Honorably  discharged  8 December,  1865. 

Ashby,  George  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.  Resigned  28  October,  1864. 

Ashcroft,  Richard. 

Acting  Second  Assistant  Engineer.  Dismissed  22  May,  1862. 

Ashcroft,  Robert  C. 

Acting  Second  Assistant  Engineer,  8 December,  1864.  Honorably  discharged  27 
September,  1865. 

Asher,  Allen. 

Midshipman,  1 April,  1828.  Resigned  1 November,  1828. 
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Ashmead,  James  J. 

Acting  Third  Assistant  Engineer,  18  November,  1863.  Honorably  discharged  3 
July,  1865. 

Ashmead,  L.  P. 

Midshipman,  19  October,  1841.  Resigned  5 November,  1845. 

Ashmead,  Thomas  E. 

Mate,  12  May,  1863.  Acting  Ensign,  25  January,  1865.  Honorably  discharged  21 
October,  1865. 

Ashman,  lewis. 

Purser,  1 February,  1851.  Died  1 March,  1852. 

Ashton,  Francis  M. 

Third  Assistant  Engineer,  20  May,  1863.  Retired  list,  22  January,  1866.  Active 
list,  19  July,  1867.  Second  Assistant,  25  July,  1866.  Resigned  4 January,  1871. 
Second  Assistant  Engineer,  19  April,  1873.  Passed  Assistant  Engineer,  14  De- 
cember, 1878. 

Ashton,  Gnrdon  C. 

Midshipman,  9 December,  1823.  Passed  Midshipman,  23  May,  1829.  Lieutenant, 
21  June,  1832.  Died  11  October,  1840. 

Ashton,  Henry. 

Midshipman,  10  February,  1838.  Died  31  January,  1846. 

Ashworth,  Han i el. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged  20 
December,  1865. 

Ashworth,  John. 

Acting  Third  Assistant  Engineer,  27  April,  1865.  Honorably  discharged  20  De- 
cember, 1865. 

Askins,  William  E. 

Acting  Ensign,  9 November,  1866.  Discharged  20  May,  1867. 

Aspold,  Edward. 

Acting  Third  Assistant  Engineer,  8 December,  1862.  -Acting  Second  Assistant 
Engineer,  18  October,  1864.  Honorably  discharged  5 October,  1865. 

Aspfnwall,  John. 

Mate,  9 June,  1862.  Acting  Ensign,  28  July,  1864.  Honorably  discharged  4 Jan- 
uary, 1866. 

Aspinwall,  John  S. 

Acting  Second  Assistant  Engineer,  16  November,  1861.  Appointment  revoked  1 
April,  1862.  Acting  Second  Assistant  Engineer,  4 February,  1863.  Honorably 
discharged  21  November,  1865. 

Asserson,  Peter  C. 

Mate,  27  May,  1862.  Acting  Ensign,  24  November,  1862.  Honorably  discharged 
28  February,  1869.  Civil  Engineer,  6 March,  1874. 

Aston,  Albert. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  8 De- 
cember, 1862.  First  Assistant  Engineer,  1 December,  1864.  First  Assistant 
Engineer,  25  July,  1866.  Chief  Engineer,  12  June,  1873. 

Aston,  f&alph. 

Third  Assistant  Engineer,  9 December,  1861.  Second  Assistant  Engineer,  8 Sej> 
tember,  1863.  First  Assistant  Engineer,  1 January,  1868. 

Athearn,  Ira. 

Mate,  24  January,  1863.  Honorably  discharged  5 January,  1866. 

Atkins,  Francis  M. 

Acting  Assistaut  Surgeon,  9 March,  1864.  Resigned  28  November,  1864. 

Atkins,  Isaac  F. 

Mate,  2 January,  1864.  Acting  Ensign,  5 October,  1864.  Honorably  discharged 
24  October,  1865. 
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Atkins,  James. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  21  Octo- 
ber, 1861.  First  Assistant  Engineer,  1 October,  1863.  Resigned  1 August, 
1865. 

Atkins,  John  B.  IP. 

Mate,  11  January,  1864.  Acting  Ensign,  19  January,  1865.  Honorably  discharged 
11  November,  1865. 

Atkins,  Thomas  II. 

Acting  Assistant  Surgeon,  10  March,  1863.  Resigned,  28  November,  1864. 

Atkinson,  Arthur  II. 

Acting  Master,  24  August,  1862.  Honorably  discharged  11  May,  1865. 

Atkinson,  CJeorge  II. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  30 
June,  1864.  Honorably  discharged  20  November,  1865. 

Atkinson,  Frith  B.  _ 

Mate,  5 April,  1863.  Honorably  discharged  13  May,  1868. 

Atkinson,  Janies. 

First  Assistant  Engineer,  26  May,  1839.  Disrated  to  Second  Assistant  Engineer, 
28  July,  1845.  Dropped  18  January,  1848. 

Atkinson,  John  W. 

Acting  Master,  10  October,  1862.  Acting  Volunteer  Lieutenant,  7 October,  1864. 
Honorably  discharged  28  October,  1865. 

Atkinson,  Paul. 

Boatswain,  5 January,  1856.  Died  2 December,  1868. 

Atkinson,  William  B. 

Midshipman,  16  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 
23  April,  1799.  Dead. 

Atlee,  Henry  €. 

Mate,  4 March,  1864.  Honorably  discharged  10  June,  1865. 

Attmore,  Charles. 

Mate,  1862.  Resigned  18  March,  1865. 

Atwater,  Charles. 

Mate,  19  March,  1862.  Dismissed  23  May,  1862. 

Atwater,  Norman. 

Acting  Ensign,  12  September,  1862.  Lost  on  “ Monitor ,”  30  December,  1862. 

Atwood,  A.  JP. 

Mate,  1861.  Acting  Ensign,  4 May,  1864.  Resigned  17  May,  1865. 

Atwood,  Benjamin. 

Mate,  21  November,  1862.  Resigned  5 May,  1863.  Mate,  26  May,  1863.  Ap- 
pointment revoked  7 April,  1864.  Mate,  9 May,  1870.  Appointment  revoked 
31  July,  1871. 

Atwood,  Edward. 

Midshipman,  17  May,  1800.  Warrant  returned. 

Atwood,  Joseph  15. 

Acting  Second  Assistant  Engineer,  19  January,  1864.  Honorably  discharged  4 
September,  1865. 

Atwood,  Leonardo 

Acting  Third  Assistant  Engineer,  31  December,  1862.  Appointment  revoked  31 
May,  1864. 

Atwood,  M.  C. 

Midshipman,  17  December,  1810.  Purser,  26  March,  1814.  Died  12  May,  1823. 

Atwood,  Bobert  N. 

Acting  Assistant  Surgeon,  13  August,  1861.  Resigned  24  September,  1863. 

Atwood,  Samuel. 

Acting  Ensign,  12  April,  1865.  Honorably  discharged  3 December,  1865. 
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Auhle,  limes  JL. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Resigned  28  March,  1863. 

Auchinleck,  Alexander. 

Second  Assistant  Engineer,  22  March,  1848.-  Dismissed  28  July,  1848.  Acting 
First  Assistant  Engineer,  13  January,  1862.  Acting  Chief  Engineer,  15  Sep- 
tember, 1863.  Resigned  31  May,  1865. 

Anchmnty,  II.  J. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Died  8 October,  1835. 

Auger,  John  F.  J. 

Midshipman,  25  September,  1866.  Graduated  June,  1870.  Ensign,  13  July,  1871. 
Master,  22  July,  1874. 

Auld9  James. 

Mate,  21  September,  1863.  Acting  Ensign,  16  August,  1864.  Honorably  dis- 
charged 20  October,  1865. 

Aiilick,  Hampton. 

Assistant  Surgeon,  3 February,  1870.  Passed  Assistant  Surgeon,  3 February,  1870. 

Aulick,  John  H. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 
3 March,  1831.  Captain,  8 September,  1841.  Commodore,  Retired  list,  4 April, 
1867.  Died  27  April,  1873. 

Aulick,  Richmond. 

Midshipman,  19  October,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  28 
April,  1854.  Lieutenant,  24  November,  1854.  Lieutenant-Commander,  16  July, 
1862.  Retired  list,  27  January,  1865.  Commander,  3 March,  1865.  Died  8 
June,  1868. 

Awst,  Joseph  C. 

Acting  Second  Assistant  Engineer,  6 January,  1865.  Resigned  27  June,  1865. 

Austin,  Alvin  A. 

Assistant  Surgeon,  6 October,  1874. 

Austin,  JBenjamin. 

Surgeon’s  Mate,  24  July,  1813.  Resigned  22  November,  1824. 

Austin,  Renjamin  R. 

Mate,  4 February,  1862.  Dismissed  28  June,  1862. 

Austin,  Charles  A. 

Acting  Master,  28  October,  1861.  Resigned  4 March,  1862. 

Austin,  Edward  A. 

Acting  Third  Assistant  Engineer,  9 June,  1863.  Dismissed  15  January,  1864. 

Austin,  Edward  S. 

Mate,  14  October,  1862.  Honorably  discharged  22  March,  1866. 

Austin,  Joins. 

Acting  Second  Assistant  Engineer,  13  January,  1864.  Appointment  revoked  19 
March,  1864. 

Austin,  Joint  II. 

Acting  Assistant  Surgeon,  10  March,  1864.  Assistant  Surgeon,  18  May,  1864. 
Resigned  14  January,  1865. 

Austin,  William  I>. 

Midshipman,  3 November,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  21 
June,  1854.  Lieutenant,  5 February,  1855.  Resigned  13  May,  1857. 

Au&e,  Charles  A. 

Midshipman,  13  December,  1831.  Resigned  3 September,  1836. 

Avsuit,  Joseph. 

Mate,  7 January,  1862.  Acting  Ensign,  22  October,  1862.  Acting  Master,  8 May 
1865.  Died  3 November,  1866. 

Averett,  Samuel  W. 

Acting  Midshipman,  3 November,  1855.  Midshipman,  9 June,  1859.  Dismissed 
5 June,  1861. 
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Averill,  James  D. 

Acting  Third  Assistant  Engineer,  11  November,  1863.  Honorably  discharged  21 
August,  1865. 

Avery,  Edward  I>. 

Acting  Assistant  Surgeon,  30  May,  1864.  Honorably  discharged  10  October, 
1865. 

Avery,  George. 

Midshipman,  28  June,  1812.  Last  appearance  on  Records  of  Navy  Department,  7 
December,  1812.  Dead. 

Avery,  George  H. 

Acting  Ensign,  12  September,  1862.  Acting  Master,  27  May,  1864.  Dismissed  14 
November,  1865. 

Avery,  George  R. 

Mate,  21  November,  1863.  Resigned  15  December,  1864. 

Avery,  Gay  If. 

Acting  Master,  14  October,  1861.  Dismissed  7 August,  1862. 

Avery,  Henry. 

Acting  Ensign,  26  December,  1862.  Appointment  revoked  6 July,  1863. 

Avery,  Joseph  E.  ' 

Acting  Master,  1 October,  1862.  Resigned  25  May,  1863. 

Avery,  Eatliam  B. 

Midshipman,  19  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,. 
8 September,  1841.  Dropped  28  September,  1855. 

Avery,  Thomas. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  12  Sep- 
tember, 1865. 

Avery,  William  B. 

Acting  Ensign,  10  June,  1863.  Honorably  discharged  10  August,  1865. 

Axe,  David. 

Mate,  13  December,  1862.  Dismissed  22  February,  1864. 

Axiord,  William. 

Midshipman,  28  February,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  March,  1799. 

Axtell,  A.  B. 

Mate,  1862.  Resigned  2 December,  1862. 

Axtell,  Enos  A. 

Acting  Third  Assistant  Engineer,  *20  September,  1864.  Honorably  discharged  18 
October,  1866. 

Ayers,  Joseph  G. 

Acting  Assistant  Surgeon,  17  December,  1864.  Honorably  discharged  24  Septem- 
ber, 1866.  Assistant  Surgeon,  18  October,  1866.  Passed  Assistant  Surgeon,  12 
October,  1869.  Surgeon,  7 January,  1878. 

Ay  cl  el  ol,  Benjamin. 

Master,  8 May,  1812.  Dismissed  2 April,  1814. 

Ayre,  Samuel. 

Surgeon,  29  December,  1812.  Resigned  17  April,  1817. 

Ayres,  Samuel  E.  P. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January,. 
1861.  First  Assistant  Engineer,  21  April,  1863.  Chief  Engineer,  21  March,  1870. 

Ayres,  Stephen  T. 

Mate,  22  September,  1864.  Honorably  discharged  14  July,  1865. 

Ayres,  William  P. 

Acting  Third  Assistant  Engineer,  3 April,  1862.  Acting  Second  Assistant  Engi- 
neer, 22  October,  1863.  Honorably  discharged  29  December,  1865. 
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Baas,  William. 

Acting  Third  Assistant  Engineer,  8 December,  1863.  Honorably  discharged  2 
September,  1865. 

Babb,  Thomas  1>. 

Mate,  21  November,  1861.  Acting  Master,  11  July,  1862.  Honorably  discharged 
26  October,  1865. 

Babb,  William  T. 

Assistant  Surgeon,  26  April,  1847.  Resigned  15  July,  1850. 

Babbett,  Charles  W7. 

Midshipman,  25  March,  1814.  Resigned  9 June,  1814. 

Babbidge,  J.  I®. 

Midshipman,  30  November,  1814.  Struck  off  24  June,  1819. 

Babbitt,  Charles  W. 

Carpenter,  2 July,  1847.  Died  23  September,  1865. 

Babbitt,  Ebenezer. 

Acting  Third  Assistant  Engineer,  5 November,  1863.  Resigned  27  May,  1865. 

Babbitt,  Edward  B. 

Midshipman,  15  November,  1809.  Lieutenant,  1 May,  1815.  Commander,  3 March, 
1835.  Died  9 September,  1840. 

Babbitt,  Fitz  Henry. 

Midshipman,  2 April,  1804.  Lieutenant,  5 June,  1810.  Killed  in  action  15  Jan- 
uary, 1815. 

Babbitt,  deorge  If.  T. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877. 

Babbitt,  Sylvester  C. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Honorably  discharged  7 Novem- 
ber, 1865. 

Babbitt,  Thomas. 

Surgeon,  21  April,  1804.  Resigned  25  April,  1810. 

Babbitt,  W.  B. 

Surgeon’s  Mate,  28  March,  1820.  Surgeon,  4 May,  1825.  Died  24  May,  1826. 

Babbitt,  W.  If. 

Mate,  11  March,  1865.  Resigned,  8 September,  1865. 

Babcock,  Charles  A. 

Midshipman,  8 April,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22  Jan- 
uary, 1858.  Lieutenant,  2 October,  1859.  Lieutenant-Commander,  16  July, 
1862.  Commander,  28  October,  1869.  Died  29  June,  1876. 

Babcock,  Claude. 

Acting  First  Assistant  Engineer,  9 March,  1863.  Resigned  18  March,  1865. 

Babcock,  Converse  A. 

Acting  Ensign,  18  July,  1864.  Honorably  discharged  23  May,  1865. 

Babcock,  Franklin. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Honorably  discharged  28 
October,  1865. 

Babcock,  Henry. 

Acting  Master,  4 November,  1861.  Resigned  28  June,  1862.  ■ 

Babcock,  Merman. 

Assistant  Surgeon,  24  September,  1862.  Passed  Assistant  Surgeon,  30  October, 
1S65.  Resigned  28  November,  1868. 

Babcock,  James  I>. 

Acting  Ensign,  16  August,  1864.  Honorably  discharged  29  July,  1865. 

Babcock,  William  C. 

Midshipman,  24  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  9 October,  1875. 
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Babcock,  William  Si. 

Mate,  22  January,  1862.  Acting  Master,  10  May,  1862.  Honorably  discharged  18  . 
January,  1866. 

Baber,  George  F.  B. 

Midshipman,  24  April,  1850.  Lost  on  “Porpoise”  last  intelligence  from  ship,  21 
September,  1854. 

Babin,  Hosea  J. 

Acting  Assistant  Surgeon,  10  February,  1865.  Assistant  Surgeon,  18  May,  1865. 
Passed  Assistant  Surgeon,  28  June,  1869.  Surgeon,  17  March,  1876. 

Babsora,  Edwin. 

Mate,  11  November,  1861.  Acting  Master,  14  June,  1862.  Honorably  discharged 
1 November,  1865.  Acting  Master,  11  December,  1866.  Mustered  out  26  March, 
1869. 

Baclie,  Albert  D.* 

Acting  Assistant  Paymaster,  19  November,  1862.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  ll  June,  1868. 

Baclae,  Benjamin  F. 

Midshipman,  1 January,  1817.  Resigned  22  July,  1824. 

Baclie,  Benjamin  F. 

Surgeon’s  Mate,  9 July,  1824.  Surgeon,  8 January,  1828.  Retired  list,  7 February, 
1863.  Medical  Director,  Retired  list,  3 March,  1871. 

Baclie,  George  M. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 

3 May,  1835.  Drowned  8 September,  1846. 

Baclie,  George  M. 

Acting  Midshipman,  19  November,  1857.  Midshipman,  1 June,  1861.  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  5 April, 
1875.  Retired  list,  5 April,  1875. 

Baclie,  J.  Go 

Mate,  6 December,  1862.  Resigned  11  January,' 1865. 

Baeke,  Bichard. 

Midshipman,  3 June,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  25 
February,  1841.  Drowned  27  March,  1850. 

iBachelder,  George  G. 

Mate,  14  November,  1862.  Appointment  revoked  29  August,  1864. 

Back,  William. 

Acting  Gunner,  2 May,  1864.  Resigned  10  May,  1865. 

Backus,  SylTanmg. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  22  August,  1861.  Lieu- 
tenant, 16  July,  1862.  Wholly  retired  31  July,  1866. 

Bacon,  Albert  W. 

Acting  Assistant  Paymaster,  7 November,  1863.  Passed  Assistant  Paymaster,  1 
August,  1866.  Paymaster,  25  October,  1874. 

Bacon,  Francis  H. 

Acting  Ensign,  13  September,  1862.  Honorably  discharged  10  September,  1865. 
Acting  Ensign,  29  March,  1666.  Appointment  revoked  2 December,  1868. 

Bacon,  Frank  A. 

Midshipman,  25  May,  1832.  Passed  Midshipman,  23  June,  1838.  Lost  on  Ex- 
ploring Expedition  1 May,  1839. 

Bacon,  Frederick  A.  G. 

Acting  Ensign,  6 November,  1863.  Honorably  discharged  10  March,  1867. 

Bacon,  George. 

Midshipman,  1 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  26  October,  1858.  Lieutenant-Commander,  16 
July,  1862.  Resigned  6 June.  1865. 
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Bac^n,  Granville. 

Acting  Assistant  Paymaster,  14  December,  1864.  Discharged  15  November,  1865. 

Mae© ia,  Henry. 

Sailmaker,  26  February,  1838.  Appointment  revoked  27  March,  1847. 

Bacon,  Barnes  €5. 

Acting  Assistant  Surgeon,  21  February,  1862.  Resigned  25  November,  1863. 

Bacon,  J.  II. 

Acting  Assistant  Surgeon,  12  March,  1864.  Honorably  discharged  11  October, 
1865. 

Bacon,  William  T. 

Acting  Ensign,  20  January,  1863.  Acting  Master,  10  August,  1864.  Honorably 
discharged  28  October,  1865. 

JSadcack,  George. 

Purser.  Discharged  29  October,  1801. 

Badger,  diaries  JT» 

Midshipman,  22  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  1 November,  1879. 

Badger,  ©scar  C. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  25  November,  1872. 

Badgley,  Morgan. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Resigned  19  November, 
1862. 

Badlam,  William  II. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  8 October, 
1861.  Resigned  10  March,  1866. 

Baer,  W.  II. 

Acting  Assistant  Paymaster,  7 September,  1864.  Honorably  discharged  11  Octo- 
ber, 1665. 

Bagley,  Andrew  M. 

Acting  First  Assistant  Engineer,  22  May,  1863.  Honorably  discharged  4 Novem- 
ber, 1865. 

Bagg,  John  S. 

Assistant  Surgeon,  7 January,  1875.  Passed  Assistant  Surgeon,  29  May,  1878. 

Bagnell,  Benjamin. 

Boatswain,  26  November,  1799.  Discharged  23  May,  1801. 

Bagot,  William. 

Master,  8 June,  1804.  Dismissed  10  November,  1810. 

Bailey,  Alfred. 

Midshipman,  28  January,  1841.  Resigned  7 July,  1845. 

Bailey,  Frederick  ©. 

Mate,  28  November,  1864.  Honorably  discharged  23  August,  1866.  Mate,  29 
August,  1866.  Mustered  out  27  November,  1868. 

Bailey,  Frank  II. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877. 

Bailey,  G.  R. 

Acting  Ensign,  10  September,  1862.  Honorably  discharged  4 November,  1865. 

Bailey,  James. 

Gunner,  1 August,  1803.  Last  appearance  on  Records  of  Navy  Department. 

Bailey,  James. 

Midshipman,  16  January,  1809.  Resigned  25  February,  1810. 

Bailey,  James  II. 

Acting  First  Assistant  Engineer,  22  June,  1863.  Dismissed  8 August,  1863. 
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Bailey,  James  M. 

Acting  Ensign  10  April,  1863.  Honorably  discharged  14  November,  1865 

Bailey,  John  R. 

Mate,  27  July,  1863.  Dismissed  26  July,  1864. 

Bailey,  John  T. 

Sailmaker,  22  December,  1875. 

Bailey,  Joseph  U. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2 A ugust,. 
1859.  First  Assistant  Engineer,  17  March,  1863.  Dropped  11  July,  1873. 

Bailey,  J.ewis  C. 

Midshipman,  23  August,  1798.  Lieutenant,  1 November,  1800.  Discharged  20 
October,  1801,  under  Peace  Establishment  Act. 

Bailey,  Loudon. 

Master,  11  September,  1799.  Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 

Bailey,  Mala  Ion  G. 

Mate,  7 August,  1863.  Acting  Ensign,  18  January,  1864.  Honorably  discharged 
28  October,  1865. 

Bailey,  Theodoras. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  6 March, 
1849.  Captain,  15  December,  1855.  Commodore,  16  July,  1862.  Rear-Admiral, 

‘ 25  July,  1866.  Retired  list,  10  October,  1866.  Died  10  February,  1877. 

Bailey,  William. 

Acting  Master,  12  August,  1861.  Appointment  revoked  2 July,  1863.  Acting 
Ensign,  7 December,  1863.  Acting  Master,  24  May,  1864.  Honorably  dis- 
charged 19  September,  1865. 

Bailie,  William  1L. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.  First  Assistant  Engineer,  31  January,  1874. 

Bain,  Robert  M. 

Carpenter,  3 July,  1849.  Dismissed  4 June,  1861. 

Bainbridge,  Arthur. 

Midshipman,  22  February,  1815.  Last  appearance  on  Records  of  Navy  Depart- 
partment,  30  December,  1822.  Dead. 

Bainbridge,  Joseph. 

Midshipman,  8 April  1799.  Lieutenant,  16  January,  1807.  Commander,  3 March, 
1813.  Captain,  23  November,  1814.  Died  18  November,  1824. 

Bainbridge,  William. 

Lieutenant,  3 August,  1798.  Commander,  29  March,  1799.  Captain,  20  May,  1800. 
Thanks  of  Congress  for  gallantry,  good  conduct  and  services  in  the  capture  of 
British  frigate  Java.  Died  27  July,  1833. 

Baird,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Third  Assistant  Engineer, 

8 September,  1863.  Second  Assistant  Engineer,  25  July,  1866.  First  Assistant 
Engineer,  17  June,  1874. 

Baird,  Marcus. 

Mate,  1 November,  1862.  Resigned  9 July,  1863.  Mate,  31  August,  1863.  Acting 
Ensign,  5 November,  1863.  Resigned  4 January,  1865. 

Baird,  Samuel  P. 

Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Resigned 

9 September,  1873. 

Baird,  William  P. 

Acting  Assistant  Surgeon,  1 October,  1862.  Assistant  Surgeon,  21  April,  1864. 
Resigned  19  June,  1867. 

Bakeman,  George  R. 

Mate,  1 December,  1863.  Resigned  17  October,  1864. 
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Baker,  Abner. 

Midshipman,  17  June,  1833.  Resigned  17  September,  1834. 

Baker,  Anthony  W. 

Midshipman,  1 January,  1825.  Resigned  13  September,  1825. 

Baker,  Asher  C. 

Midshipman,  30  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  6 December,  1876. 

Baker,  Charles. 

Mate.  Dismissed  23  July,  1862. 

Baker,  Benjamin  R. 

Mate,  2 January,  1864.  Died  16  June,  1865. 

Baker,  Charles  H. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3 August,  1859.  Chief  Engineer,  29  October, 
1861. 

Baker.  Charles  T. 

Acting  Ensign,  24  October,  1864.  Honorably  discharged  14  August,  1865. 

Baker,  Baniel  F. 

Midshipman,  28  June,  1868.  Graduated  1 June,  1872.  Died  15  August,  1874. 

Baker,  Edward. 

Acting  Master,  27  May,  1861.  Acting  Volunteer  Lieutenant,  31  May,  1864. 
Honorably  discharged  7 November,  1865. 

Baker,  Edward. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Baker,  Ezra. 

Surgeon,  8 July,  1809.  Resigned  19  May,  1810. 

Baker,  Francis  E. 

Midshipman,  17  July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  11 
April,  1844.  Died  ,16  May,  1844. 

Baker,  Francis  H. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  24  July,  1867.  Captain,  13  November,  1878.  Died  3 
March,  1880. 

Baker,  Frederick  W. 

Acting  Third  Assistant  Engineer,  5 May,  1864.  Resigned  19  July,  1864. 

Baker,  CiSeorge. 

Mate,  10  October,  1862.  Resigned  26  March,  1863. 

Baker,  George  A. 

Third  Assistant  Engineer,  16  January,  1863.  Died  6 June,  1864. 

Baker,  George  H 

Gunner,  8 November,  1851.  Dismissed  16  November,  1855. 

Baker,  George  H. 

Acting  Gunner,  12  November,  1864.  Honorably  discharged  12  October,  1865. 

Baker,  George  M. 

Acting  Second  Assistant  Engineer,  27  July,  1863.  Honorably  discharged  30  No- 
vember, 1865. 

Baker,  George  S. 

Acting  Third  Assistant  Engineer,  6 January,  1862.  Deserted  20  January,  1863. 

Baker,  George  W. 

Acting  Ensign,  23  September,  1862.  Honorably  discharged  15  February,  1868. 

Baker,  George  W. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Appointment  revoked  3 Octo- 
ber, 1863. 

Baker,  Henry. 

Acting  Ensign,  23  December,  1863.  Honorably  discharged  3 November,  1865. 
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Baker,  Henry. 

Mate,  1 October,  1862.  Acting  Ensign,  28  April,  1863.  Acting  Master,  17  July, 
1864.  Honorably  discharged  5 November,  1865. 

’••Balter,  Henry. 

Mate,  20  November,  1862.  Died  from  wounds  received  in  action  23  February, 
1863. 

Salter,  Henry  Rc 

Acting  Ensign,  11  August,  1862.  Acting  Master,  6 July,  1864.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870.  Retired  list, 
2 December,  1876. 

Salter,  Janies. 

Mate,  20  January,  1862.  Dismissed  29  November,  1862. 

Salter,  Jolm. 

Acting  Master,  26  August,  1861.  Honorably  discharged  4 November,  1865. 

Salter,  John. 

Gunner,  16  June,  1814.  Died  31  December,  1819. 

Salter,  John  CL 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 25  June,  1812.  Dead. 

Baker,  Jolm  F. 

Mate,  24  February,  1864.  Resigned  6 June,  1865. 

Salter,  Jolm  II. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Salter,  John  M. 

Mate,  13  May,  1863.  Appointment  revoked  9 July,  1863. 

Salter,  Jolm  O. 

Acting  Carpenter,  24  November,  1863.  Resigned  8 November,  1864. 

Salter,  John  P. 

Midshipman,  11  February,  1847.  Resigned  21  March,  1851. 

Salter,  Jonathan. 

Mate,  15  November,  1861.  Acting  Master,  18  June,  1862.  Honorably  discharged 
24  May,  1868. 

Salter,  JLorenzo. 

Acting  Master  and  Pilot,  1 April,  1865.  Appointment  revoked  9 June,  1865. 

Salter,  JLotlirop. 

Acting  Master,  1 April,  1862.  Resigned  30  March,  1864. 

Salter,  Matthias  W. 

Acting  Third  Assistant  Engineer,  26  November,  1861.  Appointment  revoked  8 
January,  1863. 

Salter,  Nathan. 

Purser,  20  May,  1803.  Resigned  4 May,  1805. 

Salter,  Nehemiala  M. 

Mate,  14  October,  1862.  Resigned  30  May,  1865. 

Saker,  Nelson  R. 

Midshipman,  26  November,  1828.  Died  22  June,  1830, 

Salter,  Philemon. 

Assistant  Surgeon,  7 March,  1838.  Died  22  March,  1839. 

Salter,  Richard  S. 

Midshipman,  15  January,  1801.  Discharged  12  October,  1801. 

Salter,  Roswell  F. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  18  Sep- 
tember, 1868. 

Balter,  Saiimel  II. 

Midshipman,  24  September,  1861.  Graduated  November,  1864.  Ensign,  1 Novem- 
ber, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieutenant- 
Commander,  26  March,  1869 
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Baker,  Tfe©mas. 

Lieutenant,  25  May,  1798.  Captain,  13  July,  1799.  Discharged  13  April,  1801. 

Baker,  Thomas  H. 

Mate,  8 January,  1862.  Acting  Ensign,  28  October,  1862.  Honorably  discharged  22 
November,  1865. 

Baker,  William. 

Surgeon’s  Mate,  2 April,  1804.  Resigned  11  October,  1805. 

Baker,  William  3L. 

Mate,  31  August,  1863.  Acting  Ensign,  15  September,  1864.  Honorably  dis- 
charged 27  November,  1865. 

Baker,  Winfield  S. 

Midshipman,  30  July,  1866.  Graduated  June,  1870.  Resigned  25  August,  1870. 

Baker,  If  ©rick. 

Midshipman,  18  June,  1812.  Cashiered,  30  December,  1819. 

Balch,  Edward. 

Acting  Ensign,  18  June,  1863.  Appointment  revoked  17  November,  1864. 

Balch,  Frank  E. 

Acting  Assistant  Paymaster,  29  March,  1865.  Discharged  17  October,  1866. 

Batch,  Cteorge  IS. 

Midshipman,  30  December,  1837.  Passed  Midshipman,  29  June,  1843.  Lieu- 
tenant, 16  August,  1850.  Commander,  16  July,  1862.  Captain,  25  July,  1866. 
Commodore,  13  August,  1872.  Rear-Admiral,  5 June,  1878. 

Batch,  John  W. 

Acting  Master,  4 September,  1861.  Acting  Volunteer  Lieutenant,  30  July,  1864. 
Honorably  discharged  20  October,  1865. 

Batch,  William. 

Chaplain,  30  October  1799.  Discharged  10  May,  1801. 

Baldwin,  Aug.  S. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  4 June,  1836.  Lieutenant, 
8 September,  1841.,  Reserved  list,  13  September,  1855.  Commander,  24  April, 
1861  Captain,  Retired  list,  4 April,  1867.  Died  1 February,  1876. 
Baldwin,  Charles  E. 

Mate,  15  September,  1862.  Resigned  2 May,  1863. 

Baldwin,  Charles  II. 

Midshipman,  24  April,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  17 
January,  1853.  Lieutenant,  2 December,  1853.  Resigned  28  February,  1854. 
Acting  Lieutenant,  27  December,  1861.  Commander,  18  November,  1862. 
Captain,  12  June,  1869.  Commodore,  8 August,  1876. 

Baldwin,  Charles  II. 

Acting  Master,  22  November,  1861.  Honorably  discharged  10  December,  1865. 
Acting  Master,  23  April,  1867.  Resigned  4 September,  1868. 

Baldwin,  E.  if. 

Mate,  1 October,  1861.  Acting  Master,  24  February,  1862.  Honorably  dis- 
charged 12  March,  1866. 

Baldwin,  Francis  T. 

Mate,  28  July,  1863.  Resigned  25  March,  1865. 

Baldwin,  Frederick  P. 

Midshipman,  30  September,  1841.  Dismissed  6 June,  1845. 

Baldwin,  Henry  D. 

Mate,  11  September,  1862.  Honorably  discharged  29  May,  1865 

Baldwin,  Isaac. 

Surgeon’s  Mate,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department, 
1815. 

Baldwin,  James  F.  P. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant  En- 
gineer, 1 July,  1864.  Honorably  discharged  25  November,  1865. 
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Raldwin,  J.  M. 

Midshipman,  30  November,  1814.  Died  22  July,  1815. 

Rale! win?  Joseph  F. 

Mate.  Resigned  7 July,  1862. 

Baldwin,  Jolin  R. 

Acting  Third  Assistant  Engineer,  2 July,  1863.  Honorably  discharged  16  Novem- 
ber, 1865. 

Raid  win,  Floyd  R. 

Assistant  Surgeon,  1 May,  1875. 

Raldwin,  W.  F. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  7 December,  1865. 

Raldwin,  ©.  P» 

Midshipman,  8 January,  1834.  Resigned  8 August,  1835. 

Raldwin,  Russell. 

Midshipman,  7 May,  1813.  Lieutenant,  13  January,  1825.  Died  25  April,  1832. 
Raldwin,  Thomas. 

Midshipman,  30  May,  1803.  Resigned. 

Raldwin,  Thomas. 

Acting  Master,  1 October,  1862.  Honorably  discharged  8 December,  1865 

Raldwin,  Thomas  JE. 

Mate,  19  June,  1862.  Acting  Ensign,  9 August,  1862.  Acting  Master,  10  July 
1863.  Acting  Volunteer  Lieutenant,  19  July,  1864.  Honorably  discharged  5 
December,  1865. 

Raldwin,  W.  If. 

Midshipman,  1 January,  1812.  Resigned  14  July,  1816. 

Raldwin,  W.  If. 

Sailmaker,  21  May,  1817.  Resigned  21  April,  1826. 

Raldwin,  William. 

Surgeon’s  Mate,  10  March,  1812.  Surgeon,  24  July,  1813.  Died  31  August,  1819 
Raldwin,  William  II. 

Acting  Master,  29  October,  1861.  Appointment  revoked  15  July,  1865. 

Baldwin,  W.  S. 

Mate,  9 July,  1863.  Honorably  discharged  3 August,  1865.  Mate,  12  June,  1866. 
Resigned  18  September,  1871. 

Baldy,  George  A. 

Acting  Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned 
7 April,  1874. 

Ralestier,  R.  8. 

Mate,  22  October,  1863.  Appointment  revoked  6 May,  1865. 

Ralfour,  George. 

Surgeon,  9 March,  1798.  Resigned  12  April,  1804. 

Ralfour,  Gilbert. 

Acting  Assistant  Surgeon,  22  March,  1865.  Honorably  discharged  10  October, 
1865. 

Rail,  Charles  IS. 

Second  Assistant  Engineer,  19  July,  1861.  Resigned  31  August,  1865. 

Rail,  George  W. 

Mate,  30  August,  1864.  Honorably  discharged  21  October,  1865. 

Rail,  John. 

Boatswain,  14  October,  1824.  Resigned  11  November,  1833.  Boatswain,  16  June, 
1837.  Died  8 March,  1839. 

Rail,  John  L. 

Midshipman,  4 December,  1822.  Lieutenant,  27  May,  1830.  Cashiered  17  Janu- 
ary, 1840. 
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Ball,  Lysander  €. 

Mate,  26  October,  1863.  Acting  Ensign,  16  March,  1865.  Honorably  discharged 
1 November,  1865. 

Ball,  liicli sard  T.  M. 

Assistant  Paymaster,  16  Jane,  1880. 

Ball,  William  II. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Died  13  September,  1861. 

Ballantine,  Bavid  W. 

Assistant  Surgeon,  22  May,  1862.  Died  10  September,  1863. 

Ballard,  Edward. 

Master,  28  February,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Ballard,  Edward  J. 

Midshipman,  24  February,  1809.  Lieutenant,  2 June,  1813.  Killed  in  action  1 
June,  1813.  (Commission  issued  before  news  of  the  action  was  received.) 

Ballard,  Henry  E. 

Midshipman,  1 November,  1804.  Lieutenant,  26  April,  1810.  Commander,  27 
April,  1816,  Captain,  3 March,  1825.  Died  23  May,  1855. 

Ballard,  John. 

Lieutenant,  2 October,  1798.  Resigned  15  August,  1801. 

Ballard,  Jonathan  M. 

Master’s  Mate,  14  June,  1842.  Gunner,  23  November,  1847. 

Ballard,  William. 

Midshipman,  2 March,  1803.  Lieutenant,  28  March,  1807.  Last  appearance  on 
Records  of  Navy  Department.  Dead. 

Balleaiij  Thomas. 

Midshipman,  1 January,  1825.  Last  appearance  on  Records  of  Navy  Department, 
30  August,  1825.  Dead. 

Balls,  J ©ins  ©. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Honorably  discharged  14  Feb- 
uary,  1868. 

Battlsis,  Bavid  ¥. 

Mate,  21  October,  1864.  Discharged  5 October,  1865. 

Baltzer,  Botoert  I. 

Assistant  Surgeon,  8 February,  1832.  Passed  Assistant  Surgeon,  8 November, 
1836.  Died  4 January,  1838. 

Bam  lord,  Charles  C. 

Mate,  30  December,  1863.  Resigned  29  May,  1865. 

Hampton,  Benjamin  C. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August,  1859. 
First  Assistant  Engineer,  17  December,  1862.  Retired  list,  6 September,  1873. 

Bancroft,  Kirk  H. 

Acting  Assistant  Surgeon,  27  January,  1864.  Honorably  discharged  9 November 
1865. 

Bancroft,  John. 

Acting  Boatswain,  11  September,  1852.  Resigned  26  January,  1853. 

Bandel9  Beeatnr  A. 

Acting  Third  Assistant  Engineer,  6 May,  1864.  Honorably  discharged  11  Decem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  10  Mav,  1866.  Discharged  31 
August,  1867. 

Bang,  Neils  C. 

Master,  23  August,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Bangs,  Eli  A. 

Mate,  26  September,  1863.  Resigned  19  August,  1864. 
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Bankhead,  J.  M. 

Midshipman,  28  February,  1834.  Resigned  23  May,  1837. 

Bankhead,  John  P. 

Midshipman,  10  August,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  8 
May,  1851.  Lieutenant,  7 April,  1852.  Commander,  16  July,  1862.  Captain, 
25  July,  1866.  Died  27  April,  1867. 

Hanks,  Harrison. 

Acting  Ensign,  24  September,  1863.  Resigned  30  November,  1864. 

Hanks,  James. 

Boatswain,  21  July,  1817.  Died  10  November,  1841. 

.Ban nan,  Bouglas  R. 

Assistant  Surgeon,  22  October,  1861.  Passed  Assistant  Surgeon,  24  April,  1865. 
Surgeon,  7 November,  1869.  Died  13  November,  1871. 

Banning,  Freeborn. 

Midshipman,  30  April,  1798.  Lieutenant,  1 June,  1799.  Resigned  9 February, 
1802. 

Bannister,  John. 

Midshipman,  2 February,  1829.  Died  3 June,  1835. 

Bannister,  It.  15. 

Assistant  Surgeon,  28  June,  1838.  Died  12  July,  1844. 

Bannister,  S.  R. 

Sailmaker,  17  July,  1826.  Resigned  10  July,  1844. 

Bannister 9 W.  CL 

Midshipman,  1 April,  1828.  Resigned  6 June,  1833. 

Ranten,  Clinton. 

Acting  Ensign,  24  January,  1863.  Resigned  7 July,  1863. 

Barber,  Francis  M. 

Acting  Midshipman,  27  December,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  13  January,  1879. 

Barber,  James  E. 

Acting  Assistant  Surgeon,  6 May,  1863.  Resigned  21  March,  1864. 

Barber,  Joel  A. 

Midshipman,  22  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  8 August,  1876. 

Barbol,  Alphonse. 

Midshipman,  26  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  10 
June,  1852.  Lieutenant,  22  March,  1853.  Dismissed  10  June,  1861. 

Barclay,  Alexander  J. 

Midshipman,  14  May,  1846.  Resigned  26  July,  1850. 

Barclay,  Charles  James. 

Acting  Midshipman,  21  September,  1860.  Acting  Ensign,  6 October,  1863. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Barclay,  J.  O. 

Acting  Master,  24  May,  1861.  Resigned  23  April,  1864. 

Barclay,  J.  €>.  C. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  November, 
1844.  Surgeon,  4 April,  1854.  Died  7 December,  1865. 

Barclay,  John  I>. 

Acting  Master,  9 November,  1861.  Resigned  22  August,  1862.  Acting  Ensign, 
18  October,  1862.  Resigned  23  January,  1865. 

Barclay,  Peter. 

Mate,  20  November,  1863.  Honorably  discharged  3 February,  1866. 
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Barclay,  Richard  R. 

Acting  Ensign,  22  September,  1864.  Honorably  discharged  5 October,  1865. 

Barclay,  William  H. 

Acting  Third  Assistant  Engineer,  8 June,  1863.  Honorably  discharged  28  Octo- 
ber, 1865. 

Barden,  .Levi* 

Master,  17  March,  1800.  Relieved  25  April,  1805. 

Barken  hi  !e,  €. 

Carpenter,  18  August,  1819.  Discharged  July,  1820. 

Barker,  A.  ,1.  3L. 

Mate,  12  November,  1861.  Acting  Ensign,  14  April,  1864.  Honorably  dis- 
charged 1 November,  1865. 

Barker,  Albert  S. 

Acting  Midshipman,  25  October,  1859.  Ensign,  25  November,  1862.  Lieutenant, 
27  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  28 
March,  1877. 

Barker,  Edward 

Acting  Assistant  Paymaster,  26  December,  1863.  Discharged  4 February,  1866. 

Barker,  Cteorge  F. 

Acting  Assistant  Paymaster,  14  August,  1863.  Resigned  4 November,  1864. 

Barker,  Henry  S. 

Third  Assistant  Engineer,  26  February,  1851.  Died  25  July,  1855.  - 

Barker,  lames  T. 

Boatswain,  27  April,  1872. 

Barker,  John  I£. 

Acting  Ensign,  15  May,  1863.  Acting  Master,  31  December,  1864.  Honorably 
discharged  18  September,  1865. 

Barker,  John  R. 

Midshipman,  11  February,  1841.  Dropped  17  August,  1847. 

Barker,  Joseph  B. 

Acting  Ensign,  25  February,  1864.  Resigned  22  May,  1865. 

Barker,  Joss  ah. 

Naval  Constructor;  date  not  known.  Dismissed  9 July,  1846. 

Barker,  J.  W. 

Midshipman,  1 July,  1828.  Resigned  20  May,  1829. 

Barker,  Richard. 

Midshipman,  30  May,  1820.  Resigned  14  February,  1821. 

">  Barker,  Stephen  ST. 

Mate,  23  July,  1863.  Acting  Ensign,  1 January,  1865.  Resigned  15  February,  1866. 

Barker,  Theodore. 

Acting  Assistant  Paymaster,  1 April,  1863.  Discharged  7 March,  1866. 

Barker,  William. 

Mate,  12  November,  1861.  Appointment  revoked  25  March,  1863.  Acting  Ensign, 
23  April,  1864.  Honorably  discharged  23  November,  1865. 

Barker,  William  S. 

Mate,  29  January,  1863.  Dismissed  23  November,  1863. 

Barker,  William  W. 

Midshipman,  26  March,  1800.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Barkman,  F.  W. 

Mate,  3 September,  1863.  Acting  Ensign,  13  May,  1865.  Honorably  discharged 
15  December,  1865. 

Barlow,  Charles  B. 

Mate,  31  October,  1861.  Acting  Ensign,  17  July,  1862.  Resigned  11  February, 
1863. 
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Harlow,  Frederick  S. 

Third  Assistant  Engineer,  22  June,  1860.  Second  Assistant  Engineer,  30  July, 
1862.  Lost  on  the  Tecumseh , 5 August,  1864. 

Harlow,  Thomas. 

Midshipman,  9 June,  1811.  Resigned  29  December,  1813. 

Harlow,  Walter  S. 

Acting  Third  Assistant  Engineer,  9 Janugry,  S§63.  Honorably  discharged  2 De- 
cember, 1865. 

Barlow,  Walter  S. 

Acting  Second  Assistant  Engineer,  7 July,  1861%  Honorably  discharged  2 Decem- 
ber, 1865. 

Barnard,  Benjamin  M. 

Mate,  15  July,  1864.  Honorably  discharged  24  October,  1865. 

Barnard,  George  A. 

Acting  Third  Assistant  Engineer,  21  May,  1864*  Honorably  discharged  18 
August,  1865. 

Barnard,  Lemuel. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  21  March,  1866. 

Barnard,  Bober t C. 

Acting  Boatswain,  25  April,  1863.  Appointment  revoked  11  August,  1864. 

Barnard,  Bober t C. 

Acting  Gunner,  23  August,  1851.  Dismissed  4 August,  1852. 

Barnard,  Warren. 

Carpenter,  28  June,  1867. 

Barnes,  Breasted. 

Carpenter  ; date  not  known.  Died  2 November,  1819. 

Barnes,  George  Is* 

Acting  Saiimaker,  9 November,  1874.  Resigned  31  March,  1875.  Acting  Sail- 
maker,  20  February,  1878. 

Barnes  George  W. 

Mq,te,  24  June,  1863.  Resigned  28  November,  1864. 

Barnes,  George  W. 

Acting  Third  Assistant  Engineer,  4 June,  1864.  Appointment  revoked,  (Sick,)  6 
September,  1864. 

Barnes,  Henry  E. 

Boatswain,  4 March,  1863.  Retired  list,  19  December,  1876. 

Barnes,  Isaac  M. 

Mate,  22  January,  1865.  Deserted  30  September,  1865. 

Barnes,  James, 

Acting  Third  Assistant  Engineer,  9 January,  1862.  Resigned  21  March,  1863. 

Barnes,  James  O. 

Mate,  11  February,  1862.  Resigned  9 June,  1862. 

Barnes*  John  S. 

Acting  Midshipman,  1 October,  1851.  Midshipman,  10  June,  1854.  Passed  Mid- 
shipman, 22  November,  1856.  Master,  22  January,  1858.  Resigned  5 October, 
1858.  Lieutenant-Commander,  16  July,  1862.  Resigned  4 February,  1869. 

Barnes,  Bakin. 

Mate,  11  October,  1862.  Acting  Ensign,  23  August,  1863.  Honorably  discharged 
27  October,  1865.  Acting  Ensign,  9 July,  1866.  Mustered  out  2 June,  1868. 

Barnes,  Nathan,  Jr. 

Midshipman,  22  February,  1834.  Resigned  28  August,  1839. 

Barnes,  Nathan  Hale. 

Midshipman,  27  July,  1863.  Graduated,  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  12  December,  1872. 
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Barnes,  Samuel  E. 

Acting  Second  Assistant  Engineer,  6 December,  1861.  Resigned  15  February,  1862. 

Barnes,  Winslow  1$ 

Acting  Ensign,  8 March,  1864.  Resigned  26  April,  1865. 

Barnett,  Albert  E. 

Mate,  26  June,  1862.  Acting  Ensign,  6 July,  1868.  Honorably  discharged  80 
September,  1865. 

Barnet,  Edward  A. 

Midshipman,  24  June,  1837.  Passed  Midshipman,  29  June,  1843.  Acting  Master, 
13  January,  1847.  Lieutenant,  4 August,  1850.  Commander,  16  July,  1862. 
Died  26  May,  1864. 

Barnett,  Jacob. 

Acting  Third  Assistant  Engineer,  15  June,  1864.  Discharged  & February,  1865. 

Barnett,  James. 

Gunner,  27  May,  1800.  Not  in  service,  1 June,  1804 

Barnett,  Washington. 

Acting  Third  Assistant  Engineer,  9 April,  1863.  Honorably  discharged  9 Sep- 
tember, 1865. 

Barnett,  William  C. 

Acting  Third  Assistant  Engineer,  16  September,  1861.  Acting  Second  Assistant 
Engineer,  10  April,  1863.  Appointment  revoked,  (Sick,)  16  March,  1865. 

Barnette,  William  J. 

Midshipman,  27  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  28  December,  1872. 

Ba  rue  well,  Edward. 

Midshipman,  4 July,  1817.  Died  17  September,  1823. 

Barnewell,  Edward. 

Master,  29  January,  1814.  Lieutenant,  22  July,  1814.  Lost  in  Epervier,  1815. 

Barney,  Charles  S. 

Acting  Ensign,  27  January,  1863.  Acting  Master,  27  June,  1864.  Honorably  dis- 
charged 13  October,  1865. 

Barney,  Joseph  KT. 

Midshipman,  30  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22  March, 
1847.  Lieutenant,  5 August,  1847.  Dismissed  4 June,  1861, 

Barney,  Joshua. 

Midshipman,  1 January,  1818.  Died  30  September,  1823. 

Barney,  Joshua. 

Captain,  25  April,  1814.  Flotilla  Service.  Died  1 December,  1818. 

Barney,  Samuel  C. 

Midshipman,  27  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  23  June, 
1847.  Lieutenant,  12  November,  1847,  Reserved  list,  12  November,  1847.  Dis- 
missed 6 March,  1863. 

Barnhouse,  Augustus. 

Midshijmian,  10  May,  1820.  Resigned  12  May,  1825. 

Barnhouse,  W.  E. 

Sailmaker,  2 February,  1814.  Resigned  6 July,  1815. 

Barnieoat,  E.  W. 

Carpenter,  17  December,  1841.  Retired  list,  16  November,  1872. 

Barnieoat,  J.  A. 

Carpenter,  7 June,  1836.  Resigned  14  September,  1836. 

Barmins,  Augustus. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  13  September,  1862.  Acting  First  Assistant  Engineer,  21  July,  1864. 
Honorably  discharged  25  October,  1865. 
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Barmirn,  Daniel. 

Acting  Second  Assistant  Engineer,  4 September,  1863.  Dismissed  20  February, 
1864. 

Barimm,  Ricliard. 

Assistant  Surgeon,  11  March,  1829.  Resigned  23  September,  1829. 

Barnwell,  William  J. 

Surgeon’s  Mate,  28  July,  1810.  Surgeon,  27  April,  1816.  Resigned  15  December, 
1823. 

Bara*,  Jolm. 

Gunner,  4 August,  1841.  Died  20  April,  1846. 

Bari* 9 Jolm  C. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  23  December,  1863.  Resigned  28  September,  1864. 

Barr,  Jolm  ©. 

Mate,  1 October,  1862.  Acting  Ensign,  28  September,  1864.  Honorably  discharged 
28  February,  1866. 

Barr,  William  I, 

Acting  Third  Assistant  Engineer,  19  December,  1861.  Third  Assistant  Engineer, 

17  March,  1863.  Second  Assistant  Engineer,  1 September,  1864.  Resigned  16 
April,  1866. 

BarraMno,  X.  €» 

Assistant  Surgeon,  28  February,  1833.  Passed  Assistant  Surgeon,  1 August,  1837. 
Surgeon,  8 September,  1841.  Died  13  April,  1852. 

Barrand,  Jolm  T. 

Midshipman,  20  September,  1841.  . Passed  Midshipman,  10  August,  1847.  Master, 

18  April,  1855.  Lieutenant,  14  September,  1855.  Died  29  August,  1860. 

Harrell,  CUeorge. 

Midshipman,  17  August,  1799.  Resigned  17  April,  1810. 

Barrett,  Edward. 

Midshipman,  3 November,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  6 February,  1866.  Captain,  7 May,  1871.  Commo- 
dore, 11  June,  1879.  Died  31  March,  1880. 

Barrett,  Cteorge  W. 

Mate,  2 October,  1861.  Acting  Ensign,  9 April,  1863.  Acting  Master,  24  August, 

1864.  Honorably  discharged  28  October,  1865. 

Barrett. 

Mate,  16  August,  1861.  Acting  Ensign,  30  September,  1863.  Honorably  dis- 
charged 18  July,  1868. 

Barrett,  IPeter. 

Gunner,  7 May,  1862.  Died  6 November,  1871. 

Barrett,  Thomas  B. 

Midshipman,  8 May,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  11 
February,  1844.  Died  11  November,  1847. 

Barrett,  T Isom  as  If. 

Acting  Third  Assistant  Engineer,  25  July,  1864.  Honorably  discharged  19  June, 

1865. 

Barrett,  William  If. 

Carpenter,  3 October,  1872. 

Barrett,  William  M. 

Mate,  22  January,  1865.  Honorably  discharged  20  December,  1865. 

Barringer,  Jeremiah. 

Acting  Third  Assistant  Engineer,  18  November,  1864.  Honorably  discharged  17 
September,  1865. 

Barrington,  Samuel. 

Surgeon’s  Mate,  3 January,  1828.  Passed  Assistant  Surgeon,  3 March,  1835.  Sur- 
geon, 9 February,  1837.  Died  4 September,  1862. 
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Barrington,  William  JT. 

Acting  Third  Assistant  Engineer,  13  December,  1862.  Honorably  discharged  27 
March,  1868. 

Barroll,  Henry  If. 

Midshipman,  28  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  20  October,  1875. 

Barron,  Jaeol*. 

Acting  Ensign,  12  March,  1863.  Resigned  9 November,  1863.  Acting  Ensign,  9 
March,  1864.  Acting  Master,  20  April,  1865.  Honorably  discharged  26  De- 
cember, 1865.  Acting  Master,  11  December,  1866.  Mustered  out  31  May,  1868. 

Barron,  James. 

Lieutenant,  9 March,  1798.  Captain,  22  May,  1799.  Died  21  April,  1851. 

Barron,  J'olm. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Acting  Second  Assistant 
Engineer,  22  January,  1864.  Resigned  (Sick,)  2 March,  1865. 

Barron,  Samuel* 

Captain,  13  September,  1798.  Died  29  October,  1810. 

Barron,  Samuel* 

Midshipman,  1 January,  1812.  Lieutenant,  3 March,  1827.  Commander,  15  July, 
1847.  Captain,  14  September,  1855.  Dismissed  22  May,  1861. 

Barron,  William  J. 

Acting  Third  Assistant  Engineer,  19  September,  1864.  Resigned  22  June,  1865. 

Barrongliclougli , Edward. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  26 
December,  1865. 

Barrows,  Henry  C. 

Acting  Third  Assistant  Engineer,  23  March,  1865,  Honorably  discharged  4 Jan- 
uary, 1870. 

Barry,  Edward. 

Master,  28  February,  1809.  Died  2 May,  1830. 

Barry,  Edward  B. 

Midshipman,  20  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  29  January,  1872.  Lieutenant,  6 April,  1875. 

Barry,  Erastus* 

Acting  Third  Assistant  Engineer,  16  October,  1861.  Acting  Second  Assistant 
Engineer,  23  June,  1864.  Honorably  discharged  28  November,  1865. 

Barry,  Francis  E. 

Midshipman,  29  June,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  25 
February,  1841.  Died  19  August,  1844. 

Barry,  Garrett* 

Chaplain,  30  May,  1809.  Last  appearance  on  Records  of  Navy  Department,  3 May, 
1813. 

Barry,  Garrett  R* 

Purser,  3 March,  1825.  Pay  Director  on  Retired  list,  3 March,  1871.  Died  26 
February,  1876. 

Barry,  Gerard  If. 

Acting  Ensign,  14  May,  1863.  Appointment  revoked  (Sick,)  3 October,  1864. 

Barry,  Georg©  .1. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  3 August, 
1859.  First  Assistant  Engineer,  1 July,  1861.  Chief  Engineer,  10  November, 

1863.  Retired  list,  24  March,  1874.  Died  10  Novembar,  1877. 

Barry,  James  H. 

Mate,  15  November,  1861.  Acting  Ensign,  24  January,  1864.  Honorably  dis- 
charged 16  September,  1865. 

Barry,  James  J. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 

1864.  First  Assistant  Engineer,  1 January,  1868. 
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Barry,  James  J. 

Midshipman,  20  December,  1837.  Resigned  20  September,  1842. 

Barry,  Jolm. 

Captain,  6 June,  1794.  Died  18  September,  1803. 

Barry,  John. 

Midshipman,  23  September,  1798.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Barry,  John. 

Master,  3 August,  1831.  Resigned  9 July,  1833. 

Barry,  Jonathan. 

Gunner,  8 July,  1837.  Resigned  5 August,  1837. 

Barry,  Patrick  H. 

Third  Assistant  Engineer,  3 May,  1862.  Died  1 August,  1863. 

Barry,  Robert  T. 

Assistant  Surgeon,  26  March,  1834.  Passed  Assistant  Surgeon,  12  July,  1839. 
Surgeon,  23  February,  1844.  Died  14  August,  1857. 

Barry,  Thomas. 

Gunner,  2 July,  1814.  Resigned  19  November,  1826.  Master,  19  February,  1841. 
Killed  by  accident,  27  June,  1842. 

Barry,  'William. 

Boatswain,  7 May,  1804.  Last  appearance  on  Records  of  Navy  Department,  3 
July,  1807. 

Barry,  William  A. 

Carpenter,  1 May,  1873. 

Barry,  William  W. 

Acting  Assistant  Paymaster,  30  July,  1863.  Discharged  13  September,  1865. 

Barry,  William  W. 

Assistant  Paymaster,  15  March,  1870.  Passed  Assistant  Paymaster,  12  April,  1877. 

Barrymore,  Joseph  H. 

Midshipman,  16  August,  1806.  Resigned  5 December,  1808. 

Barrymore,  William. 

Mate,  4 November,  1861.  Acting  Ensign,  28  January,  1863.  Acting  Master,  23 
July,  1863.  Honorably  discharged  13  December,  1865. 

Bar st on,  Haviland. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 

1862.  First  Assistant  Engineer,  11  October,  1866.  Lost  on  “ Oneida ,”  24  Janu- 
ary, 1870. 

Bar  stow,  Robert. 

Mate,  22  May,  1861.  Acting  Ensign,  1 December,  1862.  Acting  Master,  9 June, 

1863.  Honorably  discharged  18  February,  1867. 

Barstow,  Solomon. 

Mate,  15  March,  1864.  Honorably  discharged  30  September,  1865. 

Barstow,  Sidney. 

Mate,  16  June,  1865.  Appointment  revoked  4 August,  1865. 

Bartholomew,  B. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1819. 

Bartholomew,  Henry  L. 

Acting  Assistant  Surgeon,  6 November,  1863.  Honorably  discharged  28  Novem- 
ber, 1865. 

Bartholomew,  I..  S. 

First  Assistant  Engineer,  1 September,  1845.  Resigned  20  April,  1847. 

Bartholomew,  Byinan. 

Mate,  21  November,  1861.  ActingMaster,  11  April,  1862.  Died  20 December,  1864. 
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Bartlemaii;  Bichard  M. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9 May, 
1857.  First  Assistant  Engineer,  2 August,  1859.  Chief  Engineer,  28  October, 
1861. 

Badlct,  Francis. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  10  June,  1833.  Resigned  5 
December,  1838. 

Bartlett,  Charles  H. 

Assistant  Paymaster,  4 December,  1869.  Passed  Assistant  Paymaster,  25  Septem- 
ber, 1875. 

Bartlett,  Charles  Ward. 

Midshipman,  2 June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  17  March,  1875. 

Bartlett,  Cornelius. 

Acting  Ensign,  23  September,  1862.  Honorably  discharged  22  November,  1865. 

Bartlett,  Elisha  P. 

Acting  Second  Assistant  Engineer,  4 September,  1863.  Acting  First  Assistant 
Engineer,  14  February,  1864.  Honorably  discharged  19  November,  1867. 

Bartlett,  Ezra. 

Mate,  23  January,  1862.  Acting  Ensign,  23  November,  1864.  Honorably  dis- 
charged 21  March,  1866. 

Bartlett,  Frank  W. 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Bartlett,  Henry  E. 

Acting  Master,  23  June,  1863.  Appointment  revoked  8 February,  1868. 

Bartlett,  John  H. 

Boatswain,  4 September,  1858.  Resigned  9 August,  1859.  Re-appointed  5 Octo- 
ber, 1859.  Resigned  21  March,  1873. 

Bartlett,  John  R. 

Acting  Midshipman,  28  November,  1859.  Ensign,  8 September,  1863.  Lieutenant, 
27  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  25 
April,  1877. 

Bartlett,  Joseph  T. 

Midshipman,  9 September,  1841.  Drowned  30  March,  1846. 

Bartlett,  Stephen  €. 

Acting  Assistant  Surgeon,  31  December,  1864.  Honorably  discharged  31  Decem- 
ber 1865. 

Bartlett,  Washington  A. 

Midshipman,  23  January,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
22  November,  1844.  Dropped  28  September,  1855. 

Bartling  Charles  C. 

Sailmaker,  9 October,  1844.  Resigned  18  July,  1845. 

Bartol  John. 

Mate,  January,  1862.  Acting  Ensign,  20  July,  1863.  Honorably  discharged  12 
October,  1865. 

Barton,  Charles  C. 

Midshipman,  1 December,  1824.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Died  28  August,  1851. 

Barton,  Charles  F. 

Acting  Ensign,  15  February,  1865.  Honorably  discharged  28  October,  1865. 

Barton,  Edward  !>. 

Acting  Assistant  Paymaster,  22  July,  1861.  Died  1 September,  1862. 

Barton,  €4.  Be  F. 

Acting  Assistant  Paymaster,  5 December,  1862.  Assistant  Paymaster,  2 July, 
1864.  Paymaster,  4 May,  1866.  Resigned  12  April,  1869. 
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Barton,  George  F. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1858.  Died  4 September,  1858. 

Barton,  lames  A. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  5 March,  1868. 

Barton,  Jeremiah. 

Lieutenant,  8 June,  1798.  Resigned  14  September,  1800. 

Barton,  John  I£. 

Cadet  Engineer,  1 October,  1871.  Graduated  31  May,  1873.  Assistant  Engineer,  23 
January,  1874.  Passed  Assistant  Engineer,  1 November,  1879. 

Barton,  John  T. 

Assistant  Surgeon,  30  May,  1844.  Died  22  August,  1846. 

Barton,  Jon  ala  an  <$. 

Acting  Assistant  Paymaster,  30  January,  1864.  Assistant  Paymaster,  2 March, 
1867.  Passed  Assistant  Paymaster,  10  February,  1870. 

Barton,  Philip  1$. 

Acting  Assistant  Surgeon,  5 April,  1864.  Honorably  discharged  9 October,  1865. 

Barton,  Bober t If. 

Surgeon,  24  July,  1818.  Resigned  24  February,  1824. 

Barton,  Thomas  CL 

Mate,  25  October,  1862.  Resigned  14  April,  1864. 

Barton,  William  Henry. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25 
July,  1866.  Resigned  17  June,  1867. 

Barton,  William  Ho 

Acting  Gunner,  18  April,  1863.  Honorably  discharged  28  November,  1865. 

Barton,  Wo  P.  CL 

Surgeon,  28  June,  1809.  Died  29  February,  1856. 

Bartow,  Theodore  B. 

Chaplain,  8 September,  1841.  Died  18  May,  1869. 

Bartram9  Charles  If. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Appointment  revoked  2 
June,  1865. 

Bartram,  William  H. 

Acting  Third  Assistant  Engineer,  12  July,  1864.  Honorably  discharged  1 Novem- 
ber, 1865. 

Bashford,  Andrew  P. 

Mate,  4 April,  1862.  Acting  Ensign,  10  September,  1863.  Honorably  discharged 
2 June,  1868.  Mate,  4 November,  1869. 

Bass,  E.  C. 

Acting  Ensign,  1 October,  1862.  Resigned  19  February,  1864. 

Bassett,  I>avid  1L. 

Acting  Assistant  Surgeon,  18  December,  1861.  Resigned  24  September,  1863. 

Bassett,  Ezra. 

Acting  Ensign,  1 June,  1864.  Honorably  discharged  28  October,  1865. 

Bassett,  Fletcher  8. 

Midshipman,  21  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  13  April,  1872.  Lieutenant,  16  June,  1875. 

Bassett,  If.  W. 

Assistant  Surgeon,  26  May,  1824.  Surgeon,  25  May,  1826.  Killed  in  a duel,  20 
August,  1830. 

Bassett,  James. 

Master,  18  April,  1814.  Last  appearance  on  Records  of  Navy  Department,  Brig 
“ Enterprise ,”  22  April,  1815. 
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Bassett,  James  C. 

Acting  Assistant  Surgeon,  13  January,  1865.  Honorably  discharged  10  October, 

1865. 

Bassett,  Orville. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Honorably  discharged  9 
August,  1865. 

Bassett,  Simeon  S. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  6 May,  1859. 

Bassett,  Wesley  W. 

Midshipman,  9 March,  1888.  Passed  Midshipman,  2 July,  1845.  Master,  20  Feb- 
ruary, 1854.  Dismissed  22  September,  1854.  Acting  Assistant  Paymaster,  24 
March,  1862.  Resigned  14  January,  1865.  Master  on  Retired  list,  8 June,  1872. 
Lieutenant- Commander,  Retired  list,  22  March,  1875. 

Batchelder,  Andrew  Jo 

Acting  Third  Assistant  Engineer,  24  November,  1862.  Appointment  revoked 
(Sick,)  6 April,  1863. 

Batchelder,  Joseph  C. 

Acting  Third  Assistant  Engineer,  20  December,  1868.  Honorably  discharged  15 
February,  1866. 

BatelieSler,  Oliver  A. 

Acting  Midshipman,  28  November,  1859.  Ensign,  25  November,  1862.  Master,  15 
April,  1863.  Lieutenant,  22  February,  1864.  Lieutenant-Commander,  25  July, 

1866.  Commander,  25  June,  1877. 

Bateman,  Arthur  E, 

Mate,  9 October,  1867.  Resigned  18  September,  1871. 

Bates,  Aelita  A. 

Mate,  31  July,  1863.  Acting  Ensign,  16  August,  1864.  Honorably  discharged  13 
August,  1865. 

Bates,  Alexander  Bo 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.  First  Assistant  Engineer,  1 January,  1874. 

Bates,  Charles  J. 

Assistant  Surgeon,  7 March,  1838.  Passed  Assistant  Surgeon,  22  November,  1843. 
Died  26  August,  1847. 

Bates,  Frank. 

Acting  Ensign,  16  February,  1863.  Appointment  revoked  (Sick,)  28  August,  1863. 
Acting  Ensign,  31  March,  1863.  Resigned  13  April,  1864. 

Bates,  Marry  C. 

Mate,  28  July,  1864.  Honorably  discharged  1 November,  1865. 

Bates,  John. 

Boatswain,  20  October,  1845.  Dismissed  29  July,  1857. 

Bates,  John. 

Boatswain,  5 June,  1861.  Dismissed  28  October,  1864. 

Bates,  John  A. 

Purser,  2 March,  1831.  Retired  21  December,  1861.  Died  26  August,  1871. 
Bates,  John.  A.,  Jr. 

Assistant  Paymaster,  19  March,  1862.  Paymaster,  3 August,  1865.  Died  4 March, 

1867. 

Bates,  Moses  M. 

Midshipman,  9 August,  1799.  Resigned  and  entered  the  Army  in  1800. 

Bates,  Nathan  i>. 

Acting  First  Assistant  Engineer,  3 October,  1861.  Dismissed  16  September,  1863. 

Bates,  Newton  1*. 

Assistant  Surgeon,  24  June,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 16  September,  1865. 
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Bates,  Nicholas  B. 

Acting  Second  Assistant  Engineer,  18  December,  1861.  Resigned  6 August,  1862. 

Bates,  Phineas  R. 

Acting  Master,  12  April,  1862.  Appointment  revoked  18  April,  1862. 

Bates,  Richard. 

Acting  Ensign,  20  December,  1863.  Acting  Master,  20  June,  1865.  Honorably 
discharged  31  October,  1865. 

Bates,  Thomas. 

Acting  Master,  1 October,  1862.  Dismissed  19  March,  1864. 

Bates,  William. 

Acting  Master,  7 December,  1861.  Honorably  discharged  14  November,  1865. 

Bates,  William  H. 

Acting  Assistant  Surgeon,  15  April,  1863.  Honorably  discharged  6 November, 

1865. 

Bath,  John. 

Mate,  3 May,  1862.  Acting  Ensign,  24  January,  1863.  Dismissed  9 October, 
1863. 

Batione,  Bominick  B. 

Acting  Assistant  Paymaster,  15  March,  1865.  Discharged  18  October,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  26  August,  1868. 
Died  5 September,  1878. 

Battelle,  Everett. 

Third  Assistant  Engineer,  27  June,  1862.  Resigned  29  June,  1S65. 

Batten,  James  M. 

Acting  Third  Assistant  Engineer,  22  August,  1862.  Acting  Second  Assistant 
Engineer,  27  July,  1863.  Honorably  discharged  30  December,  1865. 

Battin,  John  M. 

Acting  Assistant  Surgeon,  22  March,  1864.  • Honorably  discharged  20  March, 

1866. 

Battle,  Samuel  W. 

Assistant  Surgeon,  1 October,  1875. 

Bauer,  Henry  C. 

Acting  Second  Assistant  Engineer,  3 August,  1864.  Honorably  discharged  26  De- 
cember, 1865. 

Baugh,  Richard. 

Midshipman,  16  January,  1809.  Resigned  15  September,  1810. 

Baughman^  George  E. 

Assistant  Paymaster,  14  July,  1870.  Passed'  Assistant  Paymaster,  8 March,  1879. 
Died  4 August,  1880. 

Baughman,  Henry  C. 

Assistant  Engineer,  13  October,  1875. 

Raul  sir,  William  J. 

Acting  Master,  27  November,  1861.  Resigned  12  March,  1862. 

Baumgarten,  €4.  M.  E. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  5 May,  1865.  v 

Baury,  Frederick. 

Midshipman,  18  May,  1809.  Lieutenant,  9 December,  1814.  Lost  in  the  Sloop 
“ IFhsp,”  1815. 

Baury,  Frederick  F. 

Mate,  1861.  Acting  Master,  14  May,  1862.  Acting  Volunteer  Lieutenant,  25 
August,  1864.  Honorably  discharged  8 February,  1869. 

Baxter,  Alfred. 

Mate,  21  August,  1862.  Acting  Gunner,  17  December,  1862.  Appointment  re- 
voked 20  June,  1864.  Mate,  26  May,  1866.  Resigned  11  April,  1867. 


y 


GENERAL  NAYY  REGISTER. 


59 


Baxter,  Charles  H. 

Acting  Ensign,  22  October,  1862,  Acting  Master,  29  March,  1864.  Honorably 
discharged  8 November,  1865. 

Baxter,  J.  B. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Honorably  discharged  27  Decem- 
ber, 1865. 

Baxter,  James  W. 

Mate,  19  February,  1864. 

Baxter,  Oscar  F. 

Assistant  Surgeon,  25  January,  1842.  Resigned  17  April,  1848. 

Baxter,  Rodney. 

Acting  Master,  18  May,  1861.  Resigned  3 October,  1861. 

Baxter,  William  T. 

Acting  Third  Assistant  Engineer,  10  July,  1863.  Honorably  discharged  3 Janu- 
ary, 1866. 

Bay,  Nathaniel  G. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  1 
May,  1841.  Cashiered  14  October,  1842. 

Bayard,  A.  W.  W. 

Midshipman,  5 August,  1805.  Dismissed  30  October,  1805. 

Bayard,  Charles  C. 

Midshipman,  9 December,  1841.  Passed  Midshipman,  10  August,  1847.  Died  19 
February,  1850. 

Bayley,  Warner  B. 

Acting  Third  Assistant  Engineer,  4 August,  1864.  Mustered  out  28  April,  1869. 
Second  Assistant  Engineer,  2 September,  1870.  First  Assistant  Engineer,  21 
September,  1877. 

Baylor,  Adam  E. 

Mate,  31  August,  1864.  Honorably  discharged  30  July,  1868.  Mate,  31  December, 
1869.  Resigned  5 September,  1873. 

Raynton,  Edward. 

Midshipman,  18  May,  1809.  Dismissed  24  August,  1810. 

Bays,  Reorge. 

Acting  Second  Assistant  Engineer,  11  March,  1863.  Resigned  25  August,  1865. 

Beaeham,  Elisha  J. 

Gunner,  7 September,  1861. 

Beadel,  Edward  N. 

Midshipman,  19  October,  1841.  Lost  in  the  Grampus,  March,  1843. 

Beale,  Edward  F. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  1 
August,  1849.  Lieutenant,  28  February,  1850.  Resigned  5 March,  1852. 

Beale,  Reorge. 

Purser,  24  July,  1813.  Died  4 April,  1835. 

Beale,  Joseph. 

Midshipman,  1 April,  1799.  Lieutenant,  19  April,  1800.  Last  aj3pearance  on 
Records  of  Navy  Department. 

Beale,  Joseph. 

Assistant  Surgeon,  6 September,  1837.  Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  19  April,  1848.  Medical  Director,  3 March,  1871.  Surgeon-General,  8 
July,  1873.  Retired  list,  30  December,  1876. 

Beale,  Richard  C. 

Lieutenant,  9 March,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Beale,  Robert. 

Midshipman,  1 January,  1818.  'Last  appearance  on  Records  of  Navy  Depart- 
ment. 
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Beale,  Thomas  T. 

Midshipman,  17  February,  1800.  Resigned  2 June,  1803. 

Beal 1 5 Charles. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  27 
September,  1865. 

Beall,  Charles  F. 

Mate,  12  January,  1864.  Honorably  discharged  27  September,  1865. 

Beall,  John  II. 

Surgeon’s  Mate,  28  April,  1804.  Resigned  15  October,  1807. 

Beam,  Peter  M. 

Mate,  23  December,  1864.  Honorably  discharged  14  September,  1865. 

Beaman,  Ezra. 

Acting  Ensign,  9 April,  1863.  Acting  Master,  for  gallant  conduct,  19  March, 
1864.  Honorably  discharged  31  December,  1865. 

Beaman,  George  W. 

Acting  Assistant  Paymaster,  5 March,  1862.  Assistant  Paymaster,  11  June,  1862 
Paymaster,  28  March,  1866. 

Bean,  George  F. 

Mate,  12  February,  1864.  Honorably  discharged  31.0ctober,  1865. 

Bean,  William  S. 

Third  Assistant  Engineer,  15  April,  1847.  Resigned  23  October,  1847. 

Beane,  John.  W. 

Midshipman,  23  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1875 
Resigned  30  June,  1878. 

Beans,  Samuel  S. 

Acting  Ensign,  5 October,  1864.  Honorably  discharged  17  January,  1866. 

Beard,  Alexander. 

Master,  1 March,  1814.  Discharged  15  April,  1815. 

Beard,  George  M. 

Acting  Assistant  Surgeon,  5 March,  1864.  Resigned  18  October,  1865. 

Beard,  George  W. 

Third  Assistant  Engineer,  25  March,  1862.  Retired  list,  1 February,  1866.  As- 
sistant Engineer,  Retired  list,  24  July,  1867. 

Beard,  George  W. 

Acting  Third  Assistant  Engineer,  11  June,  1864.  Honorably  discharged  30  Octo- 
ber, 1865. 

Beard,  Bewis. 

Midshipman,  10  January,  1840.  Resigned  23  July,  1844. 

Beard,  William  CJ. 

Midshipman,  4 July,  1805.  Resigned  15  September,  1810. 

Beardslee,  Pester  A. 

Midshipman,  5 March,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  23  July,  1859.  Lieutenant-Commander,  16  July 
1862.  Commander,  12  June,  1869. 

Beardsley,  Edward  T. 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged  19 
May,  1866.  & 

Beardsley,  Grove  S. 

Assistant  Surgeon,  1 July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 25  July,  1866. 

Beardsley,  Richard. 

Acting  Assistant  Paymaster,  17  December,  1861.  Resigned  27  June,  1864. 

Beardsley,  Bober! . 

Mate,  31  October,  1861.  Acting  Ensign,  3 November,  1863.  Honorably  discharged 
20  January,  1866. 
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Beasley,  George  F. 

Acting  Assistant  Surgeon,  5 March,  1864.  Honorably  discharged  15  September, 
1865. 

Beattie,  Frederick  A. 

Mate,  80  September,  1864.  Honorably  discharged  12  October,  1865.  Mate,  12 
May,  1 866.  Appointment  revoked  20  October,  1866. 

Beattie,  JLneins  II. 

Acting  Master,  1 August,  1861.  Honorably  discharged  7 December,  1865. 

Beattie,  William  A. 

Mate,  5 June,  1862.  Acting  Ensign,  17  October,  1864.  Honorably  discharged  12 
May,  1865. 

Beatty,  F.  S. 

Surgeon’s  Mate,  27  July,  1819.  Resigned  18  December,  1823. 

Beatty,  Francis  G. 

Midshipman,  1 March,  1825.  Dismissed  10  December,  1830. 

Beatty,  Frank  EL 

Midshipman,  21  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July,  1876. 

Beatty,  Horatio. 

Midshipman,  1 January,  1812.  Resigned  6 September,  1822. 

Beatty,  John  T. 

Midshipman,  21  October,  1848.  Resigned  16  September,  1850. 

Beatty,  Thomas  A. 

Midshipman,  16  January,  1819.  Lieutenant,  24  July,  1813.  Resigned  29  Novem- 
ber, 1814. 

Beauchamp,  Hiram. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  7 December,  1864. 

Beats  champ,  Joseph. 

Acting  Ensign,  3 September,  1863.  Resigned  17  November,  1864. 

Beaufort,  Francis. 

Acting  Gunner,  1 October,  1862.  Resigned  5 June,  1863. 

Beanmart,  Horatio  U. 

Assistant  Surgeon,  29  April,  1864.  Passed  Assistant  Surgeon,  26  October,  1868. 
Surgeon,  5 April,  1875. 

Beaumont,  John  C. 

Midshipman,  1 March,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  30 
August,  1851.  Lieutenant,  29  August,  1852.  Commander,  16  July,  1862.  Re- 
tired list,  27  April,  1868.  Captain,  Active  list,  10  June,  1872.  Commodore  14 
June,  1874. 

Beck,  Alfred  M. 

Mate,  4 February,  1863.  Resigned  9 October,  1863.  Mate,  31  December,  1863. 
Honorably  discharged  25  July,  1865. 

Beck,  C.  E. 

Acting  Ensign,  29  June,  1863.  Honorably  discharged  2 December,  1865. 

Beck,  Baniei. 

Midshipman,  24  November,  1800.  Resigned  3 January,  1801. 

.Beck,  Francis  W. 

Mate,  29  April,  1863.  Appointment  revoked  16  January,  1864. 

Beck,  John  II. 

Midshipman,  18  May,  1809.  Resigned  16  September,  1810. 

Beck,  Morris  B« 

Assistant  Surgeon,  2 December,  1841.  Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  10  May,  1861. 

Beck,  Samuel. 

Midshipman,  12  April,  1813.  Last  appearance  on  Records  of  Navy  Department, 
“ Neptune ,”  25  September,  1815. 
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Beck,  Sydney  S. 

Mate.  Acting  Ensign,  28  October,  1862.  Resigned  3 February,  1864. 

Beck,  William  W. 

Mate,  27  May,  1864.  Acting  Ensign,  8 December,  1864.  Honorably  discharged 
7 October,  1868.  Mate,  24  January,  1870. 

Becker,  James. 

Mate,  20  January,  1862.  Dismissed  29  November,  1862. 

Beckett,  B.  F. 

Acting  Second  Assistant  Engineer,  1861.  Appointment  revoked  12  February, 

1862.  Acting  Second  Assistant  Engineer,  20  June,  1862.  Acting  First  Assistant 
Engineer,  25  February,  1863.  Honorably  discharged  17  November,  1867. 

Beckett,  Matthew. 

Mate,  16  September,  1861.  Resigned  17  May,  1864. 

Beckham,  J.  B. 

Midshipman,  1 December,  1824.  Died  11  September,  1825. 

Beckley,  Noah. 

Acting  Third  Assistant  Engineer,  2 J ulv,  1862.  Died  Magnolia , 10  October,  1862. 

Beckwith,  Edward  J. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Beckwith,  Henry  C. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  November, 

1863.  First  Assistant  Engineer,  1 January,  1868.  Retired  list,  2 December,  1876. 

Beckwith,  J.  L.  S. 

Midshipman,  16  January,  1840.  Dismissed  23  September,  1844. 

Beckwith,  S.  M. 

Gunner,  14  March,  1843.  Resigned  30  September,  1853. 

Bedford,  Joseph. 

Midshipman,  1 April,  1804.  Resigned  30  June,  1804. 

Bee,  B.  F. 

Acting  Second  Assistant  Engineer,  12  February,  1862.  Appointment  revoked  21 
July,  1862.  Acting  Second  Assistant  Engineer,  27  October,  1862.  Acting  First 
Assistant  Engineer,  1 March,  1864.  Honorably  discharged  12  September,  1865. 

Bee^  Ephraim  J. 

Assistant  Surgeon,  9 May,  1844.  Died  7 March,  1850. 

Beecher,  Mark  H. 

Professor,  14  June,  1841.  Retired  list,  27  March,  1869. 

Beecher,  William  P. 

Acting  Assistant  Paymaster,  4 November,  1862.  Drowned  24  June,  1863. 

Beehfier,  William  H. 

Midshipman,  28  July,  1864.  Graduated,  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  10  September,  1874. 

Beers,  August  P. 

Surgeon’s  Mate,  16  November,  1824.  Surgeon,  4 December,  1828.  Died  8 June, 
1831. 

Beers,  Frank  If. 

Mate,  21  November,  1861.  Acting  Ensign,  22  December,  1862.  Resigned  10  May, 
1865. 

Beers,  James  II. 

Mate,  14  November,  1861.  Acting  Master,  15  February,  1862.  Acting  Volunteer 
Lieutenant,  24  June,  1863.  Honorably  discharged  19  December,  1865. 

Beetle,  David  S. 

Acting  Ensign,  1 June,  1864.  Honorably  discharged  28  August,  1865. 

Beggs,  John. 

Sailmaker,  20  August,  1835.  Died  27  September,  1840. 
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Bekm,  €.  F.  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  22  December,  1864.  Honorably  discharged  28  November,  1865. 

Belcher,  James  A. 

Mate,  25  April,  1864.  Honorably  discharged  19  November,  1867. 

Belcher,  J.  If. 

Professor  Mathematics,  26  September,  1837.  (See  Henshaw.) 

Belcher,  Jehu  A. 

Midshipman,  1 September,  1811.  Lieutenant,  27  April,  1816.  Last  appearance  on 
Records  of  Navy  Department,  7 December,  1819.  Dead. 

Belcher,  Thomas  E. 

Acting  Third  Assistant  Engineer,  5 November,  1863.  Resigned  3 June,  1865. 

Belden,  Frederick. 

Mate,  19  November,  1862.  Died  30  September,  1863. 

Beldeia,  Samuel. 

Acting  Ensign,  8 September,  1862.  Acting  Master,  19  February,  1864.  Acting 
Volunteer  Lieutenant,  18  May,  1865.  Honorably  discharged  21  March,  1866. 
Acting  Master,  5 April,  1867.  Ensign,  12  March,  1868.  Master,  18  December, 
1868.  Lieutenant,  21  March,  1870. 

Belding,  Nicholas  If. 

Acting  Assistant  Paymaster,  13  April,  1865.  Honorably  discharged  15  October, 
1866. 

Belknap,  Alfred  A. 

Purser,  11  March,  1851.  Dismissed  2 August,  1865.  Dismissal  annulled,  and 
commissioned  Pay  Director,  3 March,  1871.  Retired  list,  27  January,  1873. 

Belknap,  Charles. 

Midshipman,  20  July,  1864.  Ensign,  18  December,  1868.  Master,  21  March,  1870. 
Lieutenant,  21  March,  1871. 

Belknap,  George  E. 

Midshipman,  7 October,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  25  January,  1875. 

Bell,  A.  Nelson. 

Assistant  Surgeon,  5 March,  1847.  Passed  Assistant  Surgeon,  1 May,  1855.  Re- 
signed 30  October,  1855. 

Bell,  Charles  If. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commodore,  10  Sep- 
tember, 1840.  Captain,  12  August,  1854.  Commodore,  Retired  list,  16  July, 
1862.  Rear-Admiral,  25  July,  1866.  Died  19  February,  1875. 

Bell,  Charles  8. 

Midshipman,  9 September,  1841.  Dismissed  28  August,  1849. 

Bell,  Bavid  N. 

Midshipman,  23  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Retired  list,  10  July,  1868.  Lieutenant  on  Retired  list,  26 
March,  1869.  Died  25  March,  1870. 

Bell,  Edward  B. 

Boatswain,  15  December,  1852.  Died  12  January,  1875. 

Bell,  George. 

Gunner,  25  June,  1838.  Died  7 September,  1845. 

Bell,  George  If. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Honorably  dischafged  30  Novem- 
ber, 1865. 

Bell,  Hamilton. 

Acting  Gunner,  22  November,  1851.  Deserted  in  August,  1854. 

Bell,  Henry  If. 

Midshipman,  4 August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
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3 March,  1831.  Commander,  12  August,  1854.  Commodore,  16  July,  1862. 
Rear-Admiral,  25  July,  1866.  Retired  list,  12  April,  1867.  Drowned  11  Jan- 
uary, 1868. 

Bell,  James. 

Master,  16  January,  1809.  Resigned  19  December,  1809. 

Bell,  James. 

Master’s  Mate,  22  July,  1816.  Last  appearance  on  Records  of  Navy  Department. 

Bell,  Jefferson. 

Acting  Second  Assistant  Engineer,  25  November,  1862.  Dismissed  9 September, 

1863. 

Bell,  John. 

Acting  Boatswain,  16  September,  1873.  Resigned  19  August,  1874. 

Bell,  John  IS. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Commander,  3 
March,  1831.  Died  14  August,  1833 

Bell,  John  K. 

Acting  Ensign,  7 January,  1863.  Honorably  discharged  27  October,  1865. 

Bell,  Joseph  €2. 

Acting  Assistant  Surgeon,  5 April,  1864.  Honorably  discharged  19  September, 

1865. 

Bell,  J.  Snowden. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Appointment  revoked, 
(Sick,)  3 December,  1864. 

Bell,  Robert  B. 

Midshipman,  1 August,  1820.  Dismissed  19  July,  1824. 

Bell,  Tf saddens. 

Acting  Assistant  Paymaster,  17  January,  1865.  Discharged  15  October,  1866. 

Bell,  Thomas. 

Acting  Second  Assistant  Engineer,  10  December,  1862.  Resigned  17  March, 

1864. 

Bell,  Thomas  G. 

Boatswain,  18  June,  1838.  Retired  list,  3 July,  1872. 

Bell,  Thomas  W. 

Acting  Ensign,  15  September,  1862.  Honorably  discharged  24  September,  1865. 
Acting  Ensign,  29  January,  1867.  Mustered  out  30  December,  1868. 

Bell,  Walter  D. 

Mate,  5 July,  1862.  Resigned  6 July,  1863. 

Bell,  William. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  16  January,  1865.  Honorably  discharged  25  November,  1865. 

Bell,  Wilson  F. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  17  June,  1862. 

Bcllai&di,  E. 

Acting  Ensign  and  Pilot,  1 October,  1864.  Honorably  discharged  19  February, 

1866. 

Bellows,  Charles  S. 

Mate,  23  January,  1862.  Honorably  discharged  2 August,  1868. 

Bellows,  Edward. 

Assistant  Paymaster,  11  June,  1862.  Paymaster,  20  February,  1866. 

Bellows,  George. 

Acting  Master,  28  December,  1861.  Resigned  21  November,  1863. 

Belrose,  Eouis. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Resigned  30  January,  1867. 


GENERAL  NAVY  REGISTER. 


65 


Belt,  William. 

Surgeon’s  Mate,  23  September,  1811.  Dismissed  7 April,  1829. 

Bel  1,  William  J. 

Midshipman,  1 September,  1811.  Lieutenant,  3 March,  1817.  Commander,  9 Feb- 
ruary, 1837.  Dismissed  2 November,  1842. 

Bel lan,  Solomon  I>. 

Midshipman,  1 January,  1825.  Resigned  16  February,  1827. 

liens  ent,  Oscar  W. 

Mate,  23  October,  1861.  Resigned  20  July,  1864. 

Bemis,  George  F. 

Acting  Assistant  Paymaster,  26  September,  1863.  Discharged  25  October,  1865. 
Assistant  Paymaster,  27  February,  1867.  Passed  Assistant  Paymaster,  2 July, 
1869.  Dismissed  12  May,  1875. 

Renhridge,  Richard  M. 

Midshipman,  20  November,  1823.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Dead. 

Benckert,  James  M. 

Third  Assistant  Engineer,  8 October,  1861.  Died  28  June,  1862. 

Benedict,  George  S. 

Acting  Assistant  Paymaster,  20  August,  1862.  Assistant  Paymaster,  30  June,  1864. 
Resigned  11  August,  1865. 

Benedict,  William  B. 

Professor,  31  May  1841.  Died  20  June,  1853. 

Benbam,  Andrew  E.  K. 

Midshipman,  24  November,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Captain,  12  March,  1875. 

Benham,  Charles  A. 

Mate,  16  April,  1864.  Appointment  revoked  25  January,  1865. 

Benham,  Courtlandt. 

Midshipman,  31  March,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  21 
September,  1850.  Lieutenant,  9 April,  1851.  Died  30  October,  1852. 
Beniiasn,  Timothy  ©. 

Midshipman,  30  November,  1814.  Lieutenant,  3 March,  1827.  Commander,  5 
February,  1848.  Reserved  list,  14  September,  1855.  Died  17  June,  1860. 
JBenlsam,  T.  W. 

Mate,  31  January,  1870.  Resigned  12  February,  1876. 

Benham,  W.  G. 

Midshipman,  26  February,  1833.  Resigned  14  November,  1837. 

Benham,  W.  G. 

Midshipman,  5 May,  1838.  Resigned  23  August,  1838. 

Benjamin,  Everard. 

Midshipman,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Benjamin,  J.  S. 

Mate,  7 June,  1862.  Acting  Ensign,  20  August,  1863.  Resigned  8 November,  1864. 

Benjamin,  Myron  F. 

Mate,  1 October,  1862.  Acting  Ensign,  18  December,  1862.  Resigned  5 June, 
1863. 

Benjamin,  Park,  Jr. 

Midshipman,  23  September,  1863.  Ensign,  18  December,  1868.  Resigned  19 
January,  1869. 

Ren  k hard,  J.  P. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  15  May,  1862. 
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Benneson,  Robert  M. 

Acting  Second  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  4 No- 
vember, 1865. 

Rennet,  Cornelius. 

Master,  9 December,  1812.  Died  18  August,  1840. 

Rennet,  J.  IV.  A. 

Acting  Ensign,  20  February,  1865.  Honorably  discharged  12  October,  1865. 

Rennett,  A.  J. 

Midshipman,  4 July,  1817.  Dismissed  31  December,  1828. 

Bennett,  Cliarles. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Acting  Second  Assistant 
Engineer,  15  February,  1864.  Resigned  5 August,  1865. 

Bennett,  C.  W. 

Midshipman,  29  March,  1839.  Dismissed  6 August,  1839. 

Bennett,  C.  W.  B. 

Midshipman,  5 April,  1837.  Resigned  8 November,  1838. 

Bennett,  Edward. 

Midshipman,  3 January,  1800.  Lieutenant,  5 February,  1807.  Died  20  December, 
1810. 

Bennett,  Francis  M. 

Cadet  Engineer,  1 October,  1874.  Graduated  10  June,  1879. 

Bennett,  C*e©rge. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  6 No- 
vember, 1865. 

Bennett,  Beorge  M. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Acting  First  Assistant 
Engineer,  15  December,  1862.  Honorably  discharged  5 December,  1865. 
Bennett,  Beorge  M* 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Assistant 
Engineer,  8 July,  1862.  Acting  First  Assistant  Engineer,  16  July,  1863.  Hon- 
orably discharged  21  November,  1865. 

Bennett,  J.  A. 

Acting  Ensign,  10  December,  1864.  Honorably  discharged  21  October,  1865. 

Bennett,  Jerenii&li  II. 

Acting  Ensign,  11  October,  1862.  Honorably  discharged  12  August,  1865. 

Bennett,  Jolm  F. 

Mate,  31  July,  1863.  - Appointment  revoked  25  April,  1864. 

Bennett,  Jolm  W. 

Midshipman,  10  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Dismissed  19  April,  1861. 

Bennett,  Jolm  W. 

Acting  Ensign,  12  January,  1863.  Appointment  revoked  4 March,  1864.  Acting 
Ensign,  17  May,  1864.  Honorably  discharged  15  September,  1865. 

Bennett,  Lorey. 

Acting  Third  Assistant  Engineer,  15  August,  1862.  Resigned  23  February,  1865. 

Bennett,  L.  T. 

Midshipman,  7 December,  1825.  Passed  Midshipman,  4 June,  1831.  Resigned  18 
October,  1833. 

Bennett,  Rudolph  T. 

Third  Assistant  Engineer,  25  March,  1862.  Second  Assistant  Engineer,  2 Feb- 
ruary, 1865.  First  Assistant  Engineer,  1 January,  1868.  Retired  list,  21  May. 
1880. 

Bennett,  Tliomas. 

Boatswain,  19  March,  1858. 

Bennett,  Thomas  W. 

Acting  Assistant  Surgeon,  23  September,  1863.  Honorably  discharged  24  Feb- 
ruary, 1869. 
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Bennett,  William. 

Sailmaker,  23  August,  1833.  Resigned  18  April,  1836.  Sailmaker,  5 July,  1839. 
Resigned  15  May,  1861. 

Bennett,  William  C. 

Acting  Ensign,  1 October,  1862.  Resigned  18  February,  1864. 

Ben  si  is,  Spire  V. 

Acting  Master,  26  August,  1861.  Honorably  discharged  10  May,  1865. 

Benson,  Charles. 

Midshipman,  21  February,  1802.  Cashiered  6 June,  1803. 

Benson,  George  If. 

Mate,  27  May,  1862.  Died  9 October,  1863. 

Benson,  John  C. 

Midshipman,  22  August,  1812.  Last  appearance  on  Records  of  Navy  Department, 
(furloughed)  7 June,  1815. 

Benson,  William  S. 

Cadet  Midshipman,  21  September,  1872.  Graduated  18  June,  1879. 

Beni,  Silas. 

Midshipman,  1 July,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  7 January, 

1849.  Lieutenant,  1 August,  1849.  Dismissed  25  April,  1861. 

Bent  hall,  John  I>, 

Gunner,  18  Octobor,  1839.  Appointment  revoked  27  March,  1847. 

Bentley,  John  If. 

Mate,  26  September,  1864.  Honorably  discharged  24  July,  1865. 

Bentley,  .Folm  W. 

Acting  Master,  10  June,  1861.  Died  27  May,  1864. 

Bentley,  Peter  E. 

Midshipman,  12  April,  1800.  Resigned  4 March,  1802. 

Bentley,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1861.  Acting  First  Assistant  En- 
gineer, 6 January,  1865.  Honorably  discharged  5 July,  1866. 

.Bently,  J.  E. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  5 February,  1863. 

Benton,  Josiak  If. 

Acting  Assistant  Paymaster,  11  September,  1862.  Honorably  discharged  25  Sep- 
tember, 1865. 

Benton,  Theodore  M. 

Acting  Gunner,  28  January,  1864.  Honorably  discharged  27  November,  1865. 

Ben  trick,  Charles. 

Mate.  Dismissed  1 May,  1862. 

Bentson,  ft  asm  ns. 

Acting  Ensign,  7 January,  1863.  Lost  at  Sea,  4 April,  1863. 

Bergoer,  A.  M. 

Mate,  17  June,  1864.  Resigned  8 October,  1870. 

Bernard,  Henry,  Jr. 

Assistant  Surgeon,  27  November,  1844.  Passed  Assistant  Surgeon,  12  February, 

1850.  Resigned  11  October,  1850. 

Bernard,  Stephen. 

Master,  7 March,  1811.  Resigned  3 August,  1813. 

Bernard,  Lemuel. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  21  March,  1866. 

Bernhaum,  Ole  If. 

Acting  Ensign,  30  May,  1864.  Acting  Master,  6 April,  1865.  Appointment  re. 
yoked  31  August,  1867. 

Bernice,  George. 

Acting  Third  Assistant  Engineer,  3 December,  1861.  Dismissed  19  July,  1862. 
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Bernard,  Henry- 

Midshipman,  12  November,  1800.  Lieutenant,  28  February,  1807.  Resigned  19 
May,  1812.  Captain,  24  December,  1814.  Last  appearance  on  Records  of  Navy 
Department. 

Berrett,  William  H. 

Acting  Assistant  Surgeon,  17  May,  1884.  Honorably  discharged  10  October,  1865. 

Berrian,  William  L. 

Mate,  22  August,  1864.  Appointment  revoked  15  June,  1865. 

Berrien,  John  Iff. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  9 
February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  26  September,  1866.  Retired  list,  28  December,  1866. 

Berry,  Abraham  Iff. 

Mate,  27  May,  1862.  Acting  Ensign,  14  May,  1863.  Honorably  discharged  6 
July,  1867. 

Berry,  Albert  G, 

Midshipman,  24  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  27  September,  1872.  Lieutenant,  20  October,  1875. 

Berry,  Charles. 

Midshipman;  1 September,  1811.  Furloughed  17  October,  1815.  Last  appearance 
on  Records  of  Navy  Department. 

Berry,  Daniel  D. 

Acting  Second  Assistant  Engineer,  20  December,  1864.  Honorably  discharged  29 
July,  1865. 

Berry,  G.  H. 

Acting  Ensign,  19  January,  1865.  Honorably  discharged  3 May,  1866. 

Berry,  James  E. 

Acting  Ensign,  13  February,  1864.  Honorably  discharged  19  September,  1865. 

Berry,  J.  Appleton. 

Acting  Assistant  Paymaster,  9 September,  1861.  Assistant  Paymaster,  23  July, 
1866.  Appointment  revoked  10  April,  1877. 

Berry,  John  Iff. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Honorably  discharged  8 
October,  1868. 

Berry,  Mark. 

Acting  Third  Assistant  Engineer,  31  March,  1864.  Appointment  revoked  3 
August,  1864. 

Berry,  Iff.  B. 

Carpenter,  12  October,  1833.  Dismissed  8 March,  1836. 

Berry,  Richard. 

Carpenter,  1 July,  1818.  Resigned  16  January,  1824. 

Berry,  Bichard. 

Sailmaker,  4 November,  1852.  Died  10  April,  1861. 

Berry,  Bichard. 

Mate,  2 October,  1861.  Resigned  29  May,  1862. 

Berry,  Robert  M. 

Acting  Midshipman,  31  January,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Berry,  Thomas. 

Carpenter,  18  December,  1816.  Last  appearance  on  Records  of  Navy  Department. 

Berry,  Thomas  €. 

Boatswain,  29  September,  1854.  Dismissed  11  January,  1859. 

Berry,  William. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Died  17  July,  1824. 

Berry,  William. 

Boatswain,  20  February*  1812.  Died  26  March,  1819. 
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Berry,  William  CL 

Acting  Master,  without  pay,  22  November,  1862.  Appointment  revoked  20  Jan- 
uary, 1863. 

Berryman,  E.  CL  v 

Acting  Second  Assistant  Engineer,  13  September,  1861.  Resigned  7 October,  1862. 

Berryman,  Otway  II. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
8 September,  1841.  Died  2 April,  1861. 

Berryman,  Robert. 

Acting  Third  Assistant  Engineer,  25  November,  1863.  Honorably  discharged  27 
July,  1865. 

Bert,  ©ustare  W. 

Acting  Third  Assistant  Engineer  19  April,  1864.  Appointment  revoked  2 Feb- 
ruary, 1865. 

Bertody,  Charles. 

Midshipman,  3 March,  1838.  Resigned  31  July,  1842. 

Ber toilette,  Baniel  W. 

Assistant  Surgeon,  23  June,  1873.  Passed  Assistant  Surgeon,  20  April,  1877. 

Bertolette,  J.  €. 

Assistant  Surgeon,  4 July,  1858.  Surgeon,  22  May,  1862.  Retired  list,  Septem- 
ber 15,  1885.  Died  1 May,  1868. 

Bertram,  George. 

Acting  Third  Assistant  Engineer,  4 February,  1863.  Honorably  discharged  12 
September,  1865. 

Bertseh,  Be©. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  14  Feb- 
ruary, 1868. 

Berwind,  Edward  J. 

Midshipman,  20  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  24  March,  1872.  Retired  list,  14  May,  1875. 

Bess,  John. 

Gunner,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Hesse,  Ansel  B. 

Acting  Third  Assistant  Engineer,  28  July,  1862.  Acting  Second  Assistant  Engi- 
neer, 9 January,  1864.  Honorably  discharged  12  December,  1865. 

Besse,  Clande. 

Master,  16  September,  1813.  Discharged,  15  April,  1815. 

Ressett,  Bussell. 

Master,  24  August,  1812.  Acting  Lieutenant,  1 March,  1814.  Last  appearance  on 
Records  of  Navy  Department.  Dead. 

Best,  Henry. 

Acting  Second  Assistant  Engineer,  14  September,  1861.  Dismissed  10  November, 
1862. 

Best,  William. 

Acting  Ensign  and  Pilot,  21  June,  1865.  Honorably  discharged  4 August,  1866. 

Best,  William  H. 

Acting  Second  Assistant  Engineer,  20  August,  1861.  Acting  First  Assistant  Engi- 
neer, 17  June,  1863.  Honorably  discharged  6 March,  1866. 

Best,  W.  J. 

Mate,  25  August,  1866.  Appointment  revoked  31  March,  1872. 

Bettner,  Henry. 

Midshipman,  14  April,  1800.  Discharged  6 August,  1801. 

Betts,  Barzella  €. 

Acting  Gunner,  9 January,  1863.  Resigned  1 September,  1864. 

Betts,  Charles  !?. 

Mate,  22  June,  1863.  Deserted  4 July,  1863. 
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Betts,  Charles  T. 

Acting  Ensign,  19  August,  1864.  Dismissed  5 May,  1865. 

Betts,  William. 

Mate,  17  September,  1861.  Resigned  8 April,  1862.  Mate,  12  August,  1862. 
Acting  Ensign,  24  September,  1862.  Resigned  11  October,  1864. 

Ben gl  ess,  John  I>. 

Chaplain,  2 July,  1864. 

Beverley,  Wr.  B. 

Midshipman,  9 June,  1882.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  28 
June,  1843.  Died  30  October,  1846. 

Beverly,  C.  B. 

Midshipman,  1 August,  1827.  Dismissed  16  June,  1834. 

Beverly,  George  W. 

Acting  Ensign,  19  January,  1865.  Honorably  discharged  8 November,  1868. 

Beverly,  McKenzie. 

Midshipman,  19  October  1841.  Struck  off  17  March,  1843. 

Bevington,  Martin. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Bevins,  Seth. 

Acting  Third  Assistant  Engineer,  5 April,  1865.  Honorably  discharged  22  Sep- 
tember, 1865. 

Bevins,  S.  If. 

Mate,  31  December,  1861.  Acting  Ensign,  31  July,  1863.  Honorably  discharged 
1 January,  1866. 

Beyer,  Julius  F. 

Acting  Ensign,  9 October,  1862.  Acting  Master,  14  November,  1864.  Honorably 
discharged  26  October,  1865. 

Beyer,  Henry  G. 

Assistant  Surgeon,  19  May,  1876.  Passed  Assistant  Surgeon,  7 August,  1870. 

Bey ersdor if,  L. 

Mate,  31  October,  1861.  Resigned  25  March,  1865.  Mate,  1 February,  1870. 
Died  1877. 

Beyse,  Albert  F. 

Acting  Third  Assistant  Engineer,  6 February,  1864.  Resigned  12  May,  1865, 

Bianchini,  F.  A. 

Teacher,  date  not  known.  Resigned  27  July,  1846. 

Bibb,  Peyton  P. 

Cadet  Midshipman,  12  June,  1874.  Graduated  4 June,  1880. 

Bibber,  Charles  J. 

Mate,  1 March,  1865. 

Bibles,  Frank  P. 

Mate,  5 April,  1862.  Acting  Ensign,  27  January,  1863.  Dismissed  14  November,. 
1865. 

Bicker  staff,  Samuel. 

Acting  Chief  Engineer,  1 October,  1862.  Acting  Fleet  Engineer  Mississippi 
Squadron,  1 June,  1864.  Honorably  discharged  3 September,  1866. 

Bicknell,  George  A. 

Acting  Midshipman,  2 December,  1861.  Graduated  June,  1866,  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

BickshafTt,  C.  If. 

Acting  Ensign,  12  December,  1863.  Honorably  discharged  1 October,  1867. 

Biddle,  Clement. 

Midshipman,  12  February,  1799.  Resigned  30  March,  1804. 

Biddle,  Clement. 

Assistant  Surgeon,  18  June,  1878. 
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Biddle,  Edward. 

Midshipman,  12  February,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Dead. 

Biddle,  James. 

Midshipman,  12  February,  1800.  Lieutenant,  11  February,  1807.  Commander,  5 
March,  1818.  Captain  28  February,  1815.  Died  1 October,  1848. 

Biddle,  James  S. 

Midshipman,  18  October,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
20  August,  1844.  Resigned  25  September,  1856. 

Biddle,  Samuel. 

Surgeon’s  Mate,  10  July,  1824.  Died  14  February,  1826. 

Biddle,  Speiscer  F.  B. 

Cadet  Midshipman,  13  June,  1874.  Graduated  4 June,  1880. 

Biedleman,  Baniel. 

Mate,  7 June,  1862.  Resigned  14  July,  1862. 

Bieg,  Frederick  C. 

Cadet  Engineer,  1 October,  1874.  Graduated.  20  June,  1878. 

Biel  by.  Per  teas  P. 

Assistant  Surgeon,  31  March,  1868.  Retired  list,  8 July,  1873.  Died  1 August, 
1880. 

Bier,  George  M. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Resigned  23  April,  1861. 

Bigelow,  Abraham. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  22  Janu- 
ary, 1841.  Captain,  12  September,  1854.  Resigned  1 March,  1857. 

Bigelow,  Alpliens. 

Acting  Third  Assistant  Engineer,  20  October,  1864.  Honorably  discharged  6 
August,  1866. 

Bigelow,  B.  F. 

Acting  Assistant  Engineer,  12  December,  1863.  Resigned  5 May,  1865. 

Bigelow,  George  A. 

Acting  Midshipman,  26  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  19  December, 
1860.  Lieutenant-Commander,  16  July,  1862.  Resigned  19  March,  1867. 

Bigley,  Joseph  JT. 

Mate,  9 September,  1862.  Dismissed  17  April,  1863. 

Biggs,  James. 

Midshipman,  28  May,  1800.  Resigned  21  June,  1803. 

Biggs,  Joseph  JL. 

Midshipman,  16  January,  1809.  Drowned  15  April,  1813. 

Biker,  Nicholas. 

Master,  3 July,  1813.  Last  appearance  on  Records  of  Navy  Department. 

Bilisoly,  Joseph. 

Third  Assistant  Engineer,  2 August,  1855.  Died  3 September,  1855. 

Billard,  Jules  F. 

Acting  Assistant  Surgeon,  15  October,  1863.  Honorably  discharged  10  October,  1865. 

Biilinger,  F. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
30  September,  1815. 

Billings,  C.  C. 

Midshipman,  18  May,  1809.  Resigned  9 May,  1814. 

Billings,  Henry  It. 

Acting  Master,  26  May,  1862.  Honorably  discharged  21  December,  1865. 
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Billings,  Lnther  G. 

Acting  Assistant  Paymaster,  24  October,  1862.  Assistant  Paymaster,  8 March, 
1865.  Paymaster,  20  October,  1864. 

Bills,  George. 

Boatswain,  7 August,  1801.  Resigned  24  December,  1808. 

Bills,  J.  Howland. 

Acting  Assistant  Paymaster,  19  April,  1861.  Naval  Storekeeper,  1 August,  1863. 
Resigned  6 February,  1865. 

Bills,  John  G. 

Gunner,  20  June,  1862.  Drowned  16  May,  1863. 

Binder,  George. 

Carpenter,  6 July,  1798.  Master,  11  July,  1812.  Dismissed  6 March,  1813.  Mas- 
ter, 12  April,  1813.  Last  appearance  on  Records  of  Navy  Department. 

Bingham,  Edward  15. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1 April,  1864. 
Passed  Assistant  Surgeon,  23  April,  1868.  Died  24  February,  1872. 

Bingham,  Hamilton. 

Acting  Ensign,  13  December,  1862.  Acting  Master,  27  June,  1864.  Honorably 
discharged,  15  August,  1865. 

Bingham,  John  F. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb 
ruary,  1864.  First  Assistant  Engineer,  1 January,  1868. 

Bsngley,  W.  B. 

Sailmaker,  16  November,  1821.  Resigned  11  September,  1824. 

Binnix,  George. 

Acting  Gunner,  25  June,  1863.  Resigned  10  May,  1865. 

Biosidi,  Eugene. 

Mate,  20  November,  1861.  Acting  Ensign,  5 December,  1863.  Acting  Master,  23 
March,  1865.  Honorably  discharged  2 November,  1868.  Mate,  13  July,  1869. 
Resigned  14  August,  1869. 

Bareli,  BeWitt. 

Surgeon’s  Mate,  14  July,  1824.  Died  1 May,  1826. 

Barela,  l¥arren. 

Acting  Ensign,  16  April,  1863.  Appointment  revoked  (sick)  22  June,  1864. 

Bird,  Charles  IS. 

Mate,  19  October,  1861.  Acting  Ensign,  3 September,  1862.  Honorably  dis- 
charged 21  October,  1865. 

Bird,  Edward. 

Mate.  Honorably  discharged  5 October,  1865. 

Bird,  John  IS. 

Midshipman,  17  December,  1810.  Killed  in  action,  23  August,  1812. 

Bird,  John  B. 

Midshipman,  16  April,  1814.  Resigned  15  June,  1814. 

Birehmore,  William. 

Surgeon’s  Mate,  10  January,  1815.  Surgeon,  10  July,  1824.  Lost  in  the  “ Hornet ,” 
10  September,  1829. 

Birdsall,  John  A. 

Sailmaker,  7 March,  1848. 

Birdsall,  W.  A. 

Mate,  7 March,  1867.  Mustered  out  30  April,  1868. 

Birkbeck,  Alexander,  Jr. 

First  Assistant  Engineer,  8 June,  1844.  Chief  Engineer,  2 March,  1847.  Resigned 
23  December,  1847. 

Birkey,  Henry  W. 

Assistant  Surgeon,  10  January,  1863.  Resigned  16  July,  1874. 
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Birney,  Frank  €. 

Midshipman,  24  July,  1865.  Graduated  June,  1869.  Died  18  July,  1871. 

Birnie,  Edward  A. 

Acting  Assistant  Paymaster,  16  December,  1861.  Resigned  31  March,  1863. 

Birtwistle,  James. 

Mate,  4 November,  1861.  Acting  Ensign,  27  April,  1863.  Acting  Master,  28 
June,  1865.  Honorably  discharged  6 January,  1868. 

Bisel,  Amos  T. 

Mate,  14  February,  1864.  Acting  Ensign,  30  March,  1865.  Honorably  discharged 
22  April,  1866. 

Bishop,  Alexander  Me. 

Assistant  Paymaster,  19  March,  1862.  Paymaster,  22  November,  1865.  Retired 
list,  9 March,  1870. 

Bishop,  Charles  W. 

Mate,  80  April,  1870.  Died  31  July,  1870. 

Bishop,  Edward  G. 

Acting  Assistant  Paymaster,  22  August,  1863.  Discharged  19  October,  1865. 

Bishop,  John. 

Midshipman,  18  March,  1827.  Died  20  June,  1827. 

Bishop,  John. 

Mate,  23  December,  1861.  Acting  Ensign,  1 October,  1863.  Honorably  discharged 
12  December,  1866.  Acting  Ensign,  26  February,  1867.  Resigned  3 July,  1868. 
Mate,  28  May,  1870.  Appointment  revoked  19  September,  1871. 

Bishop,  Joshua. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  19 
April,  1861.  Lieutenant-Commander,  3 March,  1865.  Dismissed  8 February, 
1868.  Commissioned  Lieutenant-Commander,  1 March,  1871. 

Bishop,  Samuel  €. 

Mate,  31  October,  1862.  Resigned  26  March,  1863. 

Bishop,  Theodore  II. 

Carpenter,  8 September,  1862.  Dismissed  18  December,  1867. 

Bishop,  William  II. 

Acting  Third  Assistant  Engineer,  10  July,  1861.  Acting  Second  Assistant  Engi- 
neer, 1 October,  1862.  Acting  First  Assistant  Engineer,  17  April,  1863.  Hon- 
orably discharged  31  August,  1865. 

Bishop,  William  S. 

Assistant  Surgeon,  11  April,  1843.  Passed  Assistant  Surgeon,  11  May,  1845. 
Retired  8 May,  1861.  Surgeon  on  Retired  list,  27  March,  1866.  Died  28  De- 
cember, 1868. 

Bispham,  John  E. 

Midshipman,  13  December,  1819.  Lieutenant,  17  May,  1828.  Died  24  March, 
1849. 

Bissell,  Edward. 

Purser,  30  December,  1839.  Resigned  11  January,  1847. 

Bissell,  E.  S. 

Mate,  18  November,  1862.  Deserted  16  December,  1862. 

Bissell,  Frank. 

Acting  Assistant  Paymaster,  14  April,  1864.  Assistant  Paymaster,  27  February, 
1867.  Passed  Assistant  Paymaster,  13  April,  1869.  Dismissed  29  April,  1874. 

Bissell,  Frederick  W. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.  Resigned  22  October,  1867. 

Bissell,  George  15. 

Midshipman,  13  March,  1838.  Passed  Midshipman,  20  May,  1844.  Acting  Mas- 
ter, 21  August,  1848.  Died  10  September,  1848. 
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Bissell,  George  E. 

Acting  Assistant  Paymaster,  17  October,  1863.  Honorably  discharged  13  Octo- 
ber, 1865. 

Bissell,  O.  J. 

Acting  Assistant  Surgeon,  7 May,  1862.  Appointment  revoked  1 3 November,  1862. 

Bissell,  Simon  B. 

Acting  Midshipman,  1 March,  1825.  Midshipman,  4 June,  1831.  Passed  Mid- 
shipman, 9 February,  1837.  Commissioned  Lieutenant  from  9 February,  1837. 
Reserved  list,  13  September,  1855.  Commander  on  Active  list,  14  September, 
1855.  Captain,  16  July,  1865.  Commodore,  10  October,  1866.  Retired  list,  1 
March,  1870. 

Bissell,  S.  S. 

Mate,  17  October,  1862.  Acting  Ensign,  12  August,  1863.  Resigned  27  April, 
1865. 

Bissett,  Frederick  W. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.  Resigned  22  October,  1867. 

Bissett,  Joins  J. 

Third  Assistant  Engineer,  12  August,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.  First  Assistant  Engineer,  1 January,  1868. 

Bittinger,  Edmond  C. 

Chaplain,  30  September,  1850. 

Bixby,  George  Iff. 

Acting  Assistant  Surgeon,  7 November,  1862.  Honorably  discharged  26  Septem- 
ber, 1865. 

Bixler,  .Lewis  E. 

Midshipman,  26  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  29  September,  1871.  Lieutenant,  1 December,  1874. 

Black,  Charles  E. 

Acting  Third  Assistant  Engineer,  12  January,  1864.  Resigned  30  November, 
1864. 

Black,  Charles  if. 

Midshipman,  21  September,  1861.  Graduated  September,  1865. . Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 5 February,  1879. 

Black,  Clarence  E. 

Assistant  Surgeon,  14  November,  1871.  Passed  Assistant  Surgeon,  24  November, 
1875. 

Black,  John. 

Mate,  24  June,  1864.  Resigned  18  February,  1870. 

Black,  Nathan  W. 

Mate,  25  January,  1862.  Acting  Ensign,  11  December,  1862.  Honorably  dis- 
charged 12  November,  1865.  Acting  Ensign,  12  September,  1866.  Mustered 
out  11  January,  1868. 

Black,  William. 

Boatswain,  30  March,  1835.  Died  8 June,  1874. 

Black,  William  W. 

Mate,  23  September,  1862.  Resigned  14  June,  1864. 

Blackford,  G.  1>. 

Sailmaker,  19  February,  1838.  Resigned  20  September,  1838.  Sailmaker,  12 
April,  1842.  Dismissed  5 July,  1861. 

Blackmcr,  John. 

Acting  Assistant  Surgeon,  7 December,  1863.  Resigned  23  September,  1863.  Re- 
appointed 14  November,  1864.  Honorably  discharged  18  August,  1865. 

Blackball,  George. 

Surgeon’s  Mate,  3 January,  1828.  Passed  Assistant  Surgeon,  3 March,  1835.  Sur- 
geon, 9 February,  1837.  Resigned  7 May,  1861. 
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Blackwell,  Ernest  C. 

Acting  Third  Assistant  Engineer,  28  February,  1865.  Honorably  discharged  19 
July,  1866. 

Blackwell,  William  C. 

Acting  Assistant  Paymaster,  22  September,  1862.  Discharged  1 September,  1865^ 

Blagden,  Thomas. 

Acting  Ensign,  21  July,  1863.  Resigned  5 October,  1863. 

Blague,  Edward  P. 

Mate,  23  January,  1862.  Honorably  discharged  27  October,  1865. 

Blaine,  Ephraim  R. 

Midshipman,  7 March,  1800.  Resigned  21  August,  1801.  Midshipman,  9 Sep- 
tember, 1801.  Broken  by  Court-martial,  10  November,  1804. 

Blaine,  James  H. 

Mate,  22  February,  1865.  Resigned  3 May,  1865. 

Blair,  Andrew  Alexander. 

Acting  Midshipman,  20  November,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Resigned  31  August,  1869. 

Blair,  Benjamin  F. 

Acting  Ensign,  13  September,  1864.  Honorably  discharged  3 July,  1865. 

Blair,  George. 

Lieutenant,  13  March,  1799.  Resigned  14  March,  1800. 

Blair,  James. 

Midshipman,  8 January,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  2 Octo- 
ber, 1848.  Lieutenant,  2 June,  1849.  Resigned  7 May,  1851. 

Blair,  §anmel. 

Surgeon’s  Mate,  9 March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Blair,  Thomas. 

Midshipman,  18  May,  1809.  Resigned  8 July,  1810. 

Blair,  Thomas  W 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  24  April,  1863. 

Blaisdeli,  W.  J. 

Acting  Ensign,  25  June,  1863.  Honorably  discharged  30  September,  1865. 

Blake,  Charles. 

Surgeon’s  Mate,  9 March,  1798.  Resigned  1 September,  1799. 

Blake,  Charles  A. 

Acting  Third  Assistant  Engineer,  8 September,  1863.  Honorably  discharged  29 
March,  1866. 

Blake,  Charles  F. 

Acting  Midshipman,  26  October,  1859.  Ensign,  26  June,  1863.  Master,  22  Feb 
ruary,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  18  January, 
1871.  Died  20  February,  1879. 

Blake,  Elliott  C.  A. 

Acting  Midshipman,  28  September,  1858.  Acting  Master,  24  April,  1862.  Lieu- 
tenant, 1 August,  1862.  Resigned  16  June,  1865. 

Blake,  Francis  B. 

Acting  Midshipman,  30  September,  1853.  Midshipman,  10  June,  1857.  Passed 
'Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  4 March, 
1861.  Lieutenant-Commander,  2 January,  1863.  Resigned  15  June,  1870. 

Blake,  Francis  O. 

Mate,  14  January,  1863.  Drowned  25  June,  1863. 

Blake,  George  S. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  27  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Died 
24  June,  1871. 
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Make,  Gorham  15. 

Acting  Third  Assistant  Engineer,  5 J uly,  1864.  February,  1865,  discharged  as 
Fireman. 

Blake,  Henry  J. 

Acting  Midshipman,  29  September,  1858.  Ensign,  24  February,  1863.  Lieutenant, 
22  February,  1864.  Resigned  21  April,  1866. 

Blake,  Henry  T. 

Acting  Ensign,  29  October,  1863.  Resigned  1 April,  1865. 

Blake,  Homer  C. 

Midshipman,  2 March,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  3 March,  1866.  Captain,  25  May,  1871.  Commo- 
dore, 27  October,  1879.  Died  21  January,  1880. 

Blake,  J-.  BavMson. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  5 February,  1862. 

Blake,  Jeremiah. 

Mate,  11  October,  1861.  Acting  Ensign,  2 December,  1862.  Dismissed  24  March, 
1864. 

Blake,  John. 

Chaplain,  27  February,  1847.  Retired  list,  20  June,  1873. 

Blake,  John  S. 

Midshipman,  16  January,  1809.  Resigned  1 December,  1809. 

Blake,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Honorably  discharged  8 Sep- 
tember, 1865. 

Blake,  Joseph  If. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Died  11  May,  1831. 

Blake,  Josephus. 

Acting  Third  Assistant  Engineer,  23  January,  1863.  Acting  Second  Assistant 
Engineer,  31  August,  1863.  Acting  First  Assistant  Engineer,  21  November, 

1864.  Honorably  discharged  5 December,  1865. 

Blake,  Joshua. 

Midshipman,  6 April,  1799.  Lieutenant,  4 July,  1800.  Resigned  7 April,  1809. 

Blake,  J.  W. 

Mate.  Resigned  21  December,  1863. 

Blake,  Marshall  W. 

Acting  Assistant  Paymaster,  1 September,  1861.  Resigned  13  August,  1863. 

Blake,  Philemon  C. 

Midshipman,  16  May,  1800.  Resigned  10  September,  1804. 

Blake,  William. 

Midshipman,  31  October,  1799.  Last  appearance  on  Records  of  Navy  Department, 
14  February,  1802. 

Blakely,  Johnston. 

Midshipman,  5 February,  1800.  Lieutenant,  10  February,  1807.  Commander,  24 
July,  1813.  Captain,  24  November,  1814.  Lost  in  Sloop  “ Wasp”  1815. 

Blakeman,  A.  Noel. 

Acting  Assistant  Paymaster,  3 August,  1861.  Resigned  26  September,  1864. 

Blakemore,  William  F. 

Acting  Third  Assistant  Engineer,  14  May,  1864.  Honorably  discharged  16  Octo- 
ber, 1865.  Acting  Third  Assistant  Engineer,  27  August,  1866.  Mustered  out 
17  November,  1868. 

Blakiston,  Henry  If. 

Acting  Master,  18  November,  1861.  Resigned  22  April,  1863. 

Blanch,  Henry. 

Acting  Third  Assistant  Engineer,  22  July,  1864.  Honorably  discharged  7 July, 

1865. 
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Blanc!*,  William  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.  Honorably  discharged  80  De- 
cember, 1865. 

Blanchard,  A.  S. 

Mate,  18  May,  1861.  Acting  Master,  22  March,  1862.  Honorably  discharged  18 
February,  1866. 

Blanchard,  Charles  A. 

Mate,  15  September,  1862.  Acting  Ensign,  1 December,  1862.  Honorably  dis- 
charged 4 December,  1865.  Acting  Ensign,  29  August,  1866.  Mustered  out,  8 
October,  1868. 

Blanchard,  Charles  A. 

Mate,  8 April,  1864.  Acting  Ensign,  6 May,  1865.  Honorably  discharged  4 No- 
vember, 1865. 

Blanchard,  IE*  Cl. 

Acting  Ensign,  8 January,  1864.  Honorably  discharged  1 May,  1867. 

Blanchard,  E.  O. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Resigned  81  December, 
1885. 

Blanchard,  Francis  E. 

Acting  Master,  21  January,  1862.  Dismissed  27  July,  1863. 

Blanchard,  George. 

Boatswain,  19  May,  1832.  Resigned  4.  May,  1835. 

Blau cli ard,  George. 

Mate.  Resigned  4 November,  1862. 

Blau  chard.  Mollis  M. 

Acting  Master,  1 May,  1862.  Appointment  revoked  10  February,  1868. 

Blanchard,  Horace  A. 

Midshipman,  25  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870.  Re- 
tired list,  14  July,  1874.  Died  15  January,  1876. 

Blanchard,  Horatio  S. 

Acting  Master,  22  November,  1861.  Honorably  discharged  20  October,  1865. 

Blanchard,  Jeremiah  F. 

Mate,  23  March,  1864.  Acting  Ensign,  11  August,  1864.  Honorably  discharged 
18  January,'  1868. 

Blanchard,  Biicien  J. 

Acting  Third  Assistant  Engineer,  1861.  Died  25  July,  1863. 

Blanchard,  Thomas. 

Acting  First  Assistant  Engineer,  4 September,  1863.  Honorably  discharged  20 
October,  1865, 

Bland,  Theodore,  Jr. 

Midshipman,  16  July,  1821.  Died  13  September,  1825. 

Blaney,  William. 

Master,  3 February,  1814.  Resigned  25  April,  1815. 

Blanton,  William  L. 

Midshipman,  2 January,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  26 
August,  1846.  Lieutenant,  25  February,  1847.  Dismissed  1 December,  1853. 

Blatchford,  John  T. 

Acting  Master,  29  May,  1861.  Dismissed  4 August,  1862.  Acting  Ensign,  2 Sep- 
tember, 1862.  Resigned  22  April,  1864. 

Ill  an  velt,  James 

Mate,  6 February,  1862.  Appointment  revoked  1 December,  1868. 

Bleakie,  John  H. 

Acting  Third  Assistant  Engineer,  6 October,  1864.  Honorably  discharged  7 De- 
cember, 1865.  Acting  Third  Assistant  Engineer,  1 December,  1866.  Mustered 
out  23  October,  1869. 
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Bleecker,  G.  V. 

Midshipman,  16  January,  1809.  Resigned  28  Sei^tember,  1810. 

Bleecker,  G.  W. 

Master,  10  May,  1820.  Resigned  2 August,  1823. 

Bleecker,  John  Van  B. 

Purser,  16  January,  1847.  Died  8 November,  1864. 

Bleecker,  John  Van  B. 

Acting  Midshipman,  10  October,  1863.  Ensign,  18  December,  1868.  Master  21 
March,  1870.  Lieutenant,  21  March,  1871. 

Bleecker,  William  W. 

Midshipman,  1 May,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant,  28 
February,  1838.  Lost  on  the  “Albany;”  last  intelligence  from  ship,  28  Septem- 
ber, 1854. 

Biemm,  Van  Bitren. 

Mate.  Appointment  revoked  25  April,  1864. 

Blenkinsop,  Janies. 

Acting  Third  Assistant  Engineer,  27  May,  1862.  Acting  Second  Assistant  Engi- 
neer, 12  February,  1863.  Acting  First  Assistant  Engineer,  7 October,  1863.  Re* 
signed  10  February,  1865. 

Blessing,  James  II. 

Acting  Third  Assistant  Engineer,  26  March,  1864.  Resigned  16  March,  1865. 

Blight,  John. 

Gunner,  3 May,  1821.  Died  15  September,  1854. 

BSiss,  Edward  W. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  27 
October,  1865. 

Bliss,  James, 

Midshipman,  16  January,  1809.  Resigned  31  March,  1814. 

Bliss,  Joel. 

Carpenter,  21  October,  1837.  Resigned  26  May,  1841. 

Bliss.  Samuel  T. 

Acting  Ensign,  14  October,  1862.  Honorably  discharged  26  October,  1865. 

Bliss,  Sylvanus  J. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10 -August,  1847.  Acting 
Master,  11  December,  1852.  Lost  in  Brig  “Porpoise;”  last  intelligence  from 
ship,  21  September,  1854. 

Blitz,  John. 

Acting  Ensign,  22  February,  1863.  Resigned  12  May,  1865. 

Blizzard,  James  €. 

Acting  Master,  17  December,  1861.  Resigned  12  November,  1862. 

Blocker,  Smith  B. 

Midshipman,  2 October,  1850.  Dropped  24  January,  1851. 

Blocki,  Franz. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  3 
July,  1865. 

Blocklinger,  Gottfried, 

Acting  Midshipman,  22  July,  1863.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  2 April,  1874. 

Blodget,  Samuel  G. 

Midshipman,  24  June,  1799.  Lieutenant,  17  March,  1807.  Drowned  29  Septem- 
ber, 1812.  ' 

Blodgett,  Thomas  S. 

Midshipman,  15  November,  1809.  Resigned  15  November,  1814. 

Blodgett,  George  M. 

Acting  Midshipman,  3 October,  1851.  Midshipman,  30  June,  1856.  Passed  Mid- 
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shipman,  29  April,  1859.  Ma-ster,  5 September,  1859.  Lieutenant,  8 February, 
1861.  Died  6 November,  1862. 

Blodgett,  John  II. 

Acting  Assistant  Surgeon,  10  September,  1864.  Honorably  discharged  5 Septem- 
ber, 1865. 

Blodgett,  So  S. 

Mate,  18  February,  1867.  Died  20  June,  1869. 

illonk,  Benjamin  L. 

Acting  Master,  25  January,  1862.  Dismissed  7 February,  1862. 

Blood,  Samuel  ©. 

Acting  Ensign,  28  October,  1868.  Honorably  discharged  4 October,  1865. 

Bloodgood,  Abram  B. 

Master,  25  June,  1812.  Died  12  June,  1851. 

Bloodgood,  Belavan. 

Assistant  Surgeon,  13  March,  1857.  Surgeon,  24  January,  1862.  Medical  Inspec- 
tor, 3 February,  1875. 

Bloodgood,  W.  A. 

Purser,  2 May,  1834.  Resigned  26  November,  1852. 

Bloomer,  Samuel  W. 

Acting  Third  Assistant  Engineer,  10  December,  1861.  Resigned  16  April,  1862. 

Bioomsfeitrg,  John. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Honorably  discharged  5 
August,  1865. 

Blooinsburg,  Joseph  t|. 

Acting  Second  Assistant  Engineer,  7 September,  1864.  Honorably  discharged  30 
June,  1865. 

Blount,  A,  Co 

Midshipman,  12  April,  1834.  Resigned  19  October,  1835. 

Blount,  Benjamin. 

Midshipman,  15  November,  1810.  Resigned  7 May,  1811. 

Blount,  Charles  Ho 

Mate,  21  November,  1862.  Acting  Ensign,  18  June,  1864.  Honorably  discharged 
12  August,  1865. 

Blount,  Joseph, 

Midshipman,  20  December,  1804.  Resigned  24  April,  1805. 

Blount,  Kichard  B. 

Midshipman,  10  January,  1807.  Resigned  16  July,  1807. 

Blount,  Silas. 

Acting  Master  and  Pilot,  1 October,  1864.  Appointment  revoked  9 June,  1865. 

Bloxsom,  Woodman,  Jr. 

Mate.  Resigned  30  January,  1862. 

Blue,  Henry  M. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  9 February,  1861.  Master,  28  February,  1861,  Lieutenant,  20 
April,  1861.*  Lieutenant-Commander,  24  March,  1865.  Died  22  August,  1866. 

Bliime,  M.  A. 

Acting  Ensign,  1 May,  1863.  Acting  Master,  13  March,  1865.  Appointment  re- 
voked 24  February,  1869. 

Blunt,  Simon  F. 

Midshipman,  7 September,  1831.  Passed  Midshipman,  23  June,  1838.  Lieutenant. 
28  July,  1842.  Died  27  April,  1854. 

Blunt,  William  S. 

Acting  Assistant  Paymaster,  1 October,  1862.  Resigned  7 April,  1866. 

Blydenburgh,  Benjamin  B. 

Sail  maker,  4 November,  1858.  Retired  list,  5 November,  1872. 
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Blydenburgh,  Lwciws  15. 

Acting  Assistant  Paymaster,  26  August,  1862.  Resigned  10  October,  1868. 

Rlye,  Henry  C. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer,  28 
March,  1864.  First  Assistant  Engineer,  1 January,  1868.  Retired  list,  28  Octo- 
ber, 1874. 

Blythe,  Andrew. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Died  19  April,  1870 

Moardley,  J.  M. 

Midshipman,  7 March,  1815.  Last  appearance  on  Records  of  Navy  Department, 
Killed  in  a duel. 

Boardman,  Charles. 

Carpenter,  23  August,  1833.  Dismissed  6 April,  1838.  Carpenter,  7 January, 
1842.  Retired  list. 

Boiardman,  Charles  Iff. 

Acting  Assistant  Paymaster,  14  December,  1864.  Honorably  discharged  4 Sep- 
tember, 1865. 

Boardman,  Frederick;  A. 

Midshipman,  20  October,  1849.  Resigned  19  June,  1856. 

Boardmaii,  George  C. 

Acting  Assistant  Paymaster,  23  July,  1862.  Died  12  November,  1865. 

Boar  man,  Charles. 

Midshipman,  9 June,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 February, 
1837.  Captain,  24  March,  1844.  Reserved  list,  14  September,  1855.  Commo- 
dore, Retired  list,  4 April,  1867.  Rear-Admiral,  Retired  list,  15  August,  1876. 
Died  13  September,  1879. 

Bock,  William  W. 

Mate,  7 January,  1864.  Resigned  5 June,  1865. 

Hocking,  Adolph  Iff. 

Acting  Ensign,  17  June,  1864.  Honorably  discharged  25  January,  1866. 

Hodden,  Iffavid. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  19 
July,  1865. 

Ilodeii,  William. 

Midshipman,  18  June,  1812.  Drowned  6 ’March,  1820. 

Hodman,  H.  A. 

Acting  Assistant  Surgeon,  30  January,  1863.  Resigned  21  April,  1865. 

Boerum,  George  C. 

Sailmaker,  4 September,  1852. 

Boerum,  William. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 
February,  1837.  Drowned  2 November,  1842. 

Bogardus,  A.  R. 

Midshipman,  26  December,  1815.  Lieutenant,  28  April,  1816.  Resigned  21  Octo- 
ber, 1828. 

Bogardus,  Peter  C.  * 

Third  Assistant  Engineer,  27  January,  1848.  Resigned  6 February,  1852. 

Bogart,  M. 

Acting  Ensign,  28  September,  1863.  Honorably  discharged  20  October,  1865. 

Bogart,  Robert  !>. 

Acting  Ensign,  27  June,  1864.  Resigned  29  August,  1864. 

Bogert,  Edward  S. 

Assistant  Surgeon,  10  June,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 6 April,  1866. 
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Roger  t,  Jaeoh  W. 

Gunner,  14  May,  1870.  Resigned  19  June,  1873. 

Roger t,  J.  W. 

Acting  Master,  6 July,  1861.  Resigned  7 March,  1862. 

Boggins,  Martin. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Resigned  27  April,  1864. 

Bogman,  James. 

Gunner,  14  December,  1815.  Resigned  17  October,  1826. 

Boggs,  Archibald  G. 

Mate,  12  September,  1814.  Honorably  discharged  5 August,  1865. 

Boggs,  Charles  E. 

Acting  Assistant  Paymaster,  19  December,  1862.  Discharged  4 November,  1866. 
Assistant  Paymaster,  27  February,  1867.  Retired  list,  7 May,  1869.  Died  1 
October,  1880. 

Boggs,  Charles  S. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 6 September,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1862.  Commodore,  25  July,  1866.  Rear-Admiral,  1 July,  1870.  Retired  list, 
28  January,  1872. 

Boggs,  Ely  M. 

Mate,  7 November,  1863.  Acting  Ensign,  17  March,  1864.  Honorably  discharged 
15  September,  1865. 

Boggs,  George  B. 

Acting  Third  Assistant  Engineer,  2 September,  1864.  Honorably  discharged  15 
September,  1868. 

Boggs,  Lawi'ence  G. 

Assistant  Paymaster,  24  September,  1869.  Passed  Assistant  Paymaster,  25  Octo- 
ber, 1874. 

Boggs,  William  Bren  ton. 

Purser,  30  November,  1852.  Pay  Director,  3 March,  1871.  Retired  list,  2 July, 
1871.  Died  11  March,  1875. 

Boggs,  William  Brent  on. 

Cadet  Engineer,  1 October,  1871.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877. 

Rogue,  George  W. 

Mate.  Acting  Ensign,  7 November,  1862.  Dismissed  28  April,  1863. 

Bohrer,  George. 

Surgeon’s  Mate,  24  July,  1813.  Resigned  20  January,  1814. 

Bohrer,  Julius  S. 

Midshipman,  31  December,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  1 
March,  1854.  Retired  list,  24  February,  1858. 

Boies,  David  A. 

Mate,  11  October,  1864.  Honorably  discharged  22  June,  1865. 

Bowie,  Adam  H.  JL. 

Mate,  21  January,  1863.  Acting  Ensign,  17  March,  1864.  Honorably  discharged 
28  November,  1865. 

Boland,  Andrew. 

Acting  Third  Assistant  Engineer,  26  February,  1826.  Honorably  discharged  11 
January,  1866. 

Boland,  W.  F. 

Acting  Carpenter,  1 October,  1862.  Resigned  6 November,  1863. 

Bolander-,  Amos. 

Acting  Ensign,  1 October,  1862.  Resigned  19  February,  1863. 

BOlander,  John  G. 

Acting  Third  Assistant  Engineer,  19  September,  1861.  Dismissed  25  February, 
1862. 


6 


82 


GENERAL  NAVY  REGISTER. 


Solejack,  James. 

Acting  Third  Assistant  Engineer,  2 November,  1862.  Acting  First  Assistant  En- 
gineer, 7 December,  1868.  Honorably  discharged  7 November,  1865. 

Holies,  Henry  $. 

Mate.  Resigned  18  October,  1864.  Mate,  28  December,  1864.  Resigned  16  March, 
1865. 

Holies,  John  If. 

Acting  Master  and  Pilot,  28  October,  1864.  Honorably  discharged  17  September, 
1865. 

Holies,  Matthew,  Jr. 

Acting  Midshipman,  30  July,  1863.  Ensign,  18  December,  1868.  Master,  21 
March,  1870.  Lieutenant,  29  December,  1871.  Died  2 May,  1875. 

Holies,  Stephen. 

Acting  Ensign,  1 October,  1862.  Resigned  23  January,  1864. 

Holies,  Timothy  IMx. 

Midshipman,  1 October,  1864.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  24  May,  1872.  Lieutenant,  27  June,  1875. 

Wollman,  T.  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Resigned  13  June,  1863. 

Bolson,  Samuel. 

Acting  Second  Assistant  Engineer,  5 November,  1863.  Resigned  30  May,  1865. 

Holton,  Samuel  JL. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  1 December,  1863. 

Holton,  William  Compton. 

Captain,  21  February,  1831.  Died  22  February,  1849. 

Holton,  William  H. 

Mate,  23  December,  1863.  Honorably  discharged  21  March,  1868.  Mate,  26  Octo- 
ber, 1869.  Resigned  20  December,  1870. 

Bond,  David  I>. 

Mate,  1 October,  1862.  Acting  Ensign,  5 June,  1863.  Honorably  discharged  10 
October,  1865. 

Bond,  Edwin. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  1 
July,  1865. 

Bond,  Samuel. 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Department, 
17  April,  1811. 

Band,  William. 

Third  Assistant  Engineer,  23  June,  1863.  Resigned  25  May,  1867. 

Bond,  William  C. 

Acting  Third  Assistant  Engineer,  6 August,  1864.  Honorably  discharged  26 
December,  1865. 

Bond,  William  S. 

Acting  Boatswain,  7 January,  1865.  Boatswain,  22  August,  1866.  Resigned  15 
September,  1873. 

Bone,  George  W. 

Acting  Ensign,  10  April,  1863.  Acting  Master,  25  July,  1864.  Appointment 
revoked  21  February,  1865. 

Bonetbnse,  Antoine. 

Master,  12  October,  1812.  Dismissed  25  September,  1813. 

Bonneil,  William. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department. 
Drowned. 

Bonner,  James  C. 

Acting  Master,  1 October,  1862.  Honorably  discharged  10  January,  1866. 
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Bonneville,  T.  I. 

Midshipman,  1 January,  1812.  Resigned  18  March,  1816. 

Bonney,  Henry  M. 

Acting  Master,  9 October,  1861.  Resigned  21  August,  1863. 

Bonsall,  A.  G. 

Third  Assistant  Engineer,  19  February,  1863.  Appointment  revoked  12  January, 
1866. 

Bonsall,  Edward. 

Boatswain,  1 June,  1869. 

Bon  sail,  Tlsoinas  W. 

Mate,  27  April,  1865.  Honorably  discharged  24  December,  1868.  Mate,  6 No- 
vember, 1869. 

Bonsall,  William  B. 

Acting  Assistant  Surgeon,  7 August,  1861.  Resigned  5 February,  1863. 

Booby,  Henry. 

Mate,  1 October,  1862.  Acting  Ensign,  16  February,  1863.  Honorably  discharged  . 
24  November,  1865. 

Book,  George  II. 

Acting  Ensign,  5 December,  1864.  Honorably  discharged  26  Janpary,  1866. 

Book,  George  Milton. 

Acting  Midshipman,  23  November,  1861.  Graduated  September,  1865.  Ensign,  1 
December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Boom,  Francis. 

Sailmaker,  3 January,  1851. 

Boomer,  Ephraim. 

Acting  Master,  5 June,  1862.  Honorably  discharged  27  September,  1865. 

Boone.  William  €. 

Acting  Third  Assistant  Engineer,  26  May,  1863.  Resigned  12  May,  1865. 

Booream,  Henry. 

Midshipman,  1 November,  1826.  Resigned  14  June,  1833. 

Boor  ©in,  Jared  I>. 

Gunner,  24  September,  1853.  Killed  15  May,  1862,  in  an  engagement  on  the 
James  River. 

Boorom,  Sylvester  I>. 

Chaplain,  9 July,  1875. 

Booth,  Alonzo  G. 

Acting  Third  Assistant  Engineer,  25  February,  1864.  Resigned  15  May,  1865. 

Booth,  Benjamin  W. 

Midshipman,  20  June,  1806.  Lieutenant,  7 January,  1813.  Commander,  28  March 
1820.  Died  26  July,  1828. 

Booth,  Eden. 

Mate,  19  November,  1861.  Resigned  2 May,  1862. 

Booth,  Jonas. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  10  June,  1864.  Honorably  discharged  12  September,  1865. 

Booth,  J.  Shaw. 

Midshipman,  27  May,  1829.  Dismissed  6 June,  1836. 

Booth,  Be  M. 

Midshipman,  1 June,  1815.  Lost  at  sea,  October,  1824. 

Bopp,  James  A. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Honorably  discharged  19 
September,  1865. 

Borehert,  George  A. 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9 June,  1859.  Dismissed 
24  July,  1861. 
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15  or  cum,  William  II. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Dismissed  18  November,, 
1862. 

Bordeu,  Henry  S. 

Acting  Ensign,  17  October,  1862.  Acting  Master,  28  October,  1864.  Resigned 
16  March,  1865. 

Borden,  Hiram  C. 

Mate,  2 December,  1861.  Resigned  17  May,  1865. 

Borden,  Isaac  II, 

Acting  Third  Assistant  Engineer,  17  February,  1864.  Resigned  9 May,  1865. 

Borden,  J.  F. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  4 June,  1834.  Lieutenant,  25 
February,  1841.  Drowned  5 April,  1842. 

Borden,  Nelson  CL 

Acting  Ensign,  6 November,  1863.  Honorably  discharged  20  September,  1865. 

Borden,  Prince  S. 

Acting  Master,  2 January,  1862.  Honorably  discharged  4 November,  1865. 

Borden,  William  C. 

Mate,  12  November,  1863.  Acting  Ensign,  29  August,  1864.  Honorably  discharged 
15  July,  1865. 

JBordley,  Thomas  II. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engineer,  1 October,  1863.  Died  10  December, 

1865. 

Bordman,  Charles. 

Carpenter,  23  August,  1833.  Dismissed  6 April,  1838.  Carpenter,  7 January,  1842. 
Retired  list,  23  September,  1868. 

Borland,  Euclid. 

Assistant  Surgeon,  4 April,  1831.  Cashiered  22  October,  1834. 

Burner,  Paul. 

Mate,  31  August,  1861.  Acting  Ensign,  14  March,  1863.  Honorably  discharged 
3 February,  1866. 

Borih wick,  John  1L.  D. 

Third  Assistant  Engineer,  8 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Horton,  James  B. 

Gunner,  30  March,  1861.  Dismissed  18  April,  1866.  Boatswain,  5 November, 

1866.  Died  27  January,  1867. 

Bosque,  Agenor. 

Midshipman,  1 November,  1826.  Discontinued  15  July,  1833. 

Boss,  Edward. 

Lieutenant,  27  June,  1799.  Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 

Boss,  Edwin. 

Acting  Assistant  Paymaster,  25  November,  1864.  Discharged  11  October,  1865. 

Boss,  Joseph. 

Midshipman,  2 March,  1799.  Delivered  up  Warrant  29  July,  1800. 

Boss,  Robert  P. 

Mate,  4 January,  1862.  Resigned  14  May,  1864.  Acting  Ensign,  27  May,  1864. 
Honorably  discharged  22  January,  1866. 

Bostick,  Edward  I>. 

Midshipman,  24  September,  1870.  Graduated  21  June,  1875.  Ensign,  21  Septem- 
ber, 1876. 

Host  wick,  Charles. 

Mate,  27  May,  1862.  Dismissed  5 June,  1863. 
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Bostwick,  D.  E. 

Acting  Assistant  Paymaster,  17  November,  1863.  Discharged  1 October,  1865. 

ISostwick,  Frank  M. 

Cadet  Midshipman,  26  September,  1873.  Graduated  18  June,  1879. 

Host  wick.  Mo  W. 

Purser,  16  July,  1814.  Lost  in  the  u Epervier”  in  1815. 

Host  wick,  Richard. 

Lieutenant,  21  March,  1799.  Discharged  2 September,  1801,  under  Peace  Estab- 
lishment Act. 

Host  wick,  Robert  €. 

Mate,  8 January,  1862.  Dismissed  5 June,  1863. 

Bos  worth,  Daniel. 

Acting  Assistant  Paymaster,  5 April,  1864.  Discharged  18  October,  1865. 

Bosworth,  Daniel  I®. 

Mate,  13  May,  1863.  Acting  Ensign,  30  November,  1863.  Honorably  discharged 
20  October,  1865. 

Bosworth,  Harlan  I*. 

Mate,  9 November,  1864.  Resigned  30  May,  1865. 

Bosworth,  Nathaniel. 

Midshipman,  5 December,  1798.  Lieutenant,  30  November,  1799.  Last  appear- 
ance on  Records  of  Navy  Department. 

Boteler,  Joseph  CJ. 

Mate,  5 October,  1866.  Deserted  8 October,  1866. 

Botsford,  Jerard  H. 

Third  Assistant  Engineer,  3 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  Died  25  July,  1864. 

Botten,  Co  M. 

Mate,  26  July,  1863.  Honorably  discharged  27  July,  1865. 

Botticher,  Morris. 

Acting  First  Assistant  Engineer,  27  September,  1864.  Dismissed  12  April,  1865. 

Bouchard,  €.  ]L. 

Acting  Second  Assistant  Engineer,  9 June,  1863.  Appointment  revoked  (Sick,) 
26  May,  1865. 

Boudinot,  W.  E. 

Midshipman,  1 February,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  7 
March,  1849.  Lieutenant,  5 September,  1849.  Resigned  17  November,  1858. 

JBonglmn,  J.  €1. 

Midshipman,  11  January,  1815.  Lieutenant,  13  January,  1825,  Died  6 Novem- 
ber, 1832. 

Houghton,.  Napoleon. 

Acting  Ensign,  31  October,  1862.  Honorably  discharged  30  November,  1865. 

Boulton,  S.  E. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  1 December,  1863. 

Bounthean,  Deter. 

Midshipman,  1 March,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Bourne,  Benjamin  C. 

Acting  Third  Assistant  Engineer,  25  July,  1862.  Resigned  13  June,  1863. 
Acting  Second  Assistant  Engineer,  14  March,  1864.  Acting  First  Assistant 
Engineer,  29  December,  1864.  Honorably  discharged  16  August,  1865. 

Bourne,  Benjamin  F. 

Purser,  26  March,  1814.  Died  10  November,  1823. 

Bourne,  Edmund  E. 

Mate,  4 November,  1862.  Acting  Ensign,  11  December,  1863*  Honorably  dis- 
charged 30  September,  1865. 
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Bourne,  George  W. 

Acting  Ensign,  11  October,  1862.  Acting  Master,  20  March,  1865.  Resigned  8 
May,  1865. 

Bourne,  William. 

Acting  Ensign,  9 September,  1864.  Appointment  revoked  15  Deoember,  1864. 

Boush,  Clifford  J. 

Midshipman,  5 June,  1872.  Graduated  20  June,  1876.  Ensign,  1 December,  1877.. 

Boush,  George  R. 

Assistant  Naval  Constructor,  8 August,  1869.  Naval  Constructor,  12  March,  1875. 

Bousli,  James. 

Midshipman,  1 October,  1798.  Died  24  June,  1800. 

Boutelle,  Charles  A. 

Acting  Master,  5 April,  1862.  Acting  Volunteer  Lieutenant,  24  May,  1864.  Hon- 
orably discharged  14  January,  1866. 

Boutelle,  Charles  B. 

Acting  Ensign,  28  January,  1865.  Resigned  1 September,  1865. 

Bout  well,  E<1  ward  B. 

Midshipman,  8 March,  1819.  Lieutenant,  17  May,  1828.  Commander,  2 June, 
1850.  Dismissed  31  July,  1861. 

Boutwell,  Minson  W. 

Sailmaker,  9 July,  1861  Appointment  revoked  21  August,  1861. 

Boutwell,  Samuel  H. 

Sailmaker,  10  October,  1855.  Dismissed  17  June,  1861.  Sailmaker,  17  February, 
1876. 

Bowdell,  William  J. 

Acting  Assistant  Surgeon,  3 September,  1863.  Resigned  16  June,  1865. 

Bowden,  Isaiah  IV. 

Mate,  22  October,  1864.  Resigned  27  May,  1865. 

Bowden,  Joseph. 

Mate,  9 January,  1862.  Resigned  6 August,  1862. 

Bowdle,  William  J. 

Acting  Assistant  Paymaster,  3 September,  1863.  Resigned  16  June,  1865. 

Bowen,  A.  S. 

Acting  Master,  1 October,  1862.  Resigned  17  June,  1864. 

Bowen,  Edward  F. 

Mate,  22  October,  1861.  Resigned  4 March,  1863. 

Bowen,  George  F. 

Acting  Master  and  Pilot,  11  October, 1864.  Appointment  revoked  9 March,  1865. 

Bowen,  George  II. 

Mate,  1 January,  1865.  Honorably  discharged  20  May,  1867. 

Bowen,  Richard  T. 

Midshipman,  24  December,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lost  in  Sloop -of- War 
Levant , 18  September,  1860. 

Bowen,  Robert  James. 

Midshipman,  20  November,  1850.  Resigned  6 November,  1855. 

Bowen,  Thomas  C. 

Acting  Midshipman,  25  September,  1857.  Midshipman,  1 June,  1861.  Lieutenant,. 
16  July,  1862.  Retired  from  the  Service,  with  one  year’s  pay,  20  April,  1866. 

Bowen,  William  S. 

Acting  Assistant  Surgeon,  14  January,  1865.  Honorably  discharged  15  February, 
1866.  Assistant  Surgeon,  22  July,  1867.  Passed  Assistant  Surgeon,  16  June, 
1870.  Resigned  31  December,  1873. 

Bower,  Ban  i el  C. 

Acting  Ensign,  1 October,  1862.  Acting  Master  7 September,  1863.  Honorably 
discharged  21  December,  1865. 


GENERAL  NAVY  REGISTER. 


87 


Bower,  George  K. 

Midshipman,  28  September,  1864.  Graduated  2 June,  1868.  Lost  on  board  the 
“ Oneida ,”  24  January,  1870. 

Bowers,  Edward  €. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  8 July,  1835.  Lieutenant, 
26  April,  1841.  Reserved  list,  13  September,  1855.  Commander,  21  July,  1861. 
Captain  on  Retired  list,  4 April,  1867. 


m 


iwers,  Edward  Jr, 


Mate,  8 June,  1863. 
1865. 


Acting  Ensign,  19  October,  1863.  Resigned  16  February, 


Bowers,  Frederic  C. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Bowers,  George  M. 

Mate,  7 October,  1863.  Resigned  7 June,  1864.  Mate,  30  June,  1870.  Appoint- 
ment revoked. 


Bowers,  John  JL. 

Acting  Third  Assistant  Engineer,  18  November,  1861.  Acting  Second  Assistant 
Engineer,  6 January,  1864.  Honorably  discharged  1 November,  1865. 
Bowers,  Lawrence  M. 

Mate,  5 December,  1863.  Resigned  17  June,  1864. 

Bowers,  Jeratlimeal. 

''Midshipman,  18  June,  1812.  Resigned  6 July,  1814. 

Bowers,  Joseph. 

Boatswain,  16  September,  1841.  Dropped. 

Bowers , William  B. 

Acting  Ensign,  3 September,  1862.  Acting  Master,  23  December,  1863.  Honorably 
discharged  30  September,  1865. 

Bowie,  Alfred  E.  €. 

Mate,  21  January,  1863.  Acting  Ensign,  16  November,  1863.  Honorably  dis- 
charged 1 December,  1865. 

Bowie,  A r gyle  CL 

Mate,  7 July,  1863.  Resigned  26  April,  1865. 

Bowie,  Augustas  J. 

Assistant  Surgeon,  9 February,  1837.  Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  8 February,  1848.  Resigned  1 May,  1852. 

Bowie,  Henry. 

Midshipman,  18  April,  1814.  Last  appearance  on  Records  of  Navy  Department. 

Bowie,  J.  I. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
17  January,  1840.  Died  25  December,  1843. 

Howie,  Wallace  A. 

Acting  Third  Assistant  Engineer,  28  March,  1864.  Honorably  discharged  27 
August,  1868. 

Bowl  and , Janies  I>. 

Acting  Ensign,  15  May,  1863.  Appointment  revoked  25  September,  1863. 

Bowl  and,  II.  M. 

Midshipman,  5 March,  1834.  Passed  Midshipman,  22  June,  1841.  Resigned  7 
July,  ,1842. 

Bowler,  Jolm  K, 

Acting  Assistant  Paymaster,  2 June,  1863.  Resigned  20  February,  1865. 

Bowles,  Francis  T. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Bowling,  James  T. 

Mate,  27  January,  1863.  Acting  Ensign,  5 September,  1864.  Honorably  dis- 
charged 12  May,  1868. 
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Bowman,  Charles  ©. 

Midshipman,  29  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 12  July,  1871.  Lieutenant,  9 August,  1874. 

Bowman,  Edward  C. 

Acting  Assistant  Paymaster,  80  June,  1862.  Died  October,  1864. 

Bowman,  John, 

Mate,  81  August,  1868.  Acting  Ensign,  21  September,  1864.  Honorable 
charged  2 October,  1865. 

Bowman,  Joseph. 

Midshipman,  8 July,  1815.  Died  24  October,  1825. 

Bowne,  Eonis. 

Mate,  17  June,  1863.  Acting  Ensign,  12  August,  1864.  Appointment  revoked  24 
July,  1865. 

Bowyer,  John  M. 

Midshipman,  28  September,  1870.  Graduated  15  October,  1874.  Ensign,  17  July, 
1875. 


Bowyer,  Thomas  II® 

Midshipman,  1 January,  1802.  Lieutenant,  5 March,  1817.  Died  in  1822. 

Boyce,  Edwin. 

Mate,  20  November,  1863.  Resigned  31  May,  1864. 

Boyce,  James  R. 

Surgeon’s  Mate,  22  April,  1816.  Dismissed  7 April,  1829. 

Boyce,  L.  P. 

Acting  Assistant  Surgeon,  26  September,  1862.  Resigned  19  June,  1865. 

Boyce,  Thomas  J. 

Sailmaker,  12  October,  1833.  Died  25  March,  1853. 

Boyd,  Arthur  A. 

Acting  Midshipman,  10  October,  1862.  Ensign,  18  December,  1868.  Master,  21 
March,  1870.  Lieutenant,  21  March,  1871.  Resigned,  to  take  effect  1 January, 
1881. 

Boyd,  Edward. 

Midshipman,  19  August,  1823.  Passed  Midshipman,  20  February,  1830.  Dis- 
missed 5 December,  1831. 

Boyd,  ©eorge. 

Midshipman,  13  January,  1799.  Resigned  5 February,  1800. 

Boyd,  Henry  A. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Resigned  16  May,  1862. 

Boyd,  James. 

Surgeon’s  Mate,  10  October,  1799.  Surgeon,  1 July,  1803.  Died  at  Sea  about 
September,  1803. 

Boyd,  James® 

Acting  Third  Assistant  Engineer,  24  February,  1864.  Appointment  revoked 
(Sick)  18  June,  1864.  Acting  Third  Assistant  Engineer,  22  August,  1864.  Hon- 
orably discharged  17  July,  1865 

Boyd,  James  T. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  31 
July,  1865. 

Boyd,  John  C. 

Assistant  Surgeon,  3 April,  1873.  Passed  Assistant  Surgeon,  18  April,  1877. 

Boyd,  John  <|.  A. 

Midshipman,  13  December,  1819.  Dismissed  5 November,  1827. 

Boyd,  Joshua  J. 

Midshipman,  1 January,  1825.  Left  off,  25  November,  1827. 

Boyd,  Eouis  J.  M. 

Acting  Third  Assistant  Engineer,  6 March,  1862.  Resigned  3 August,  1863. 
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Boyd,  Robert,  Jr. 

Midshipman,  14  January,  1850.  Passed  Midshipman,  20  June,  185®.  Master,  22 
January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander,  16  July, 
1862.  Commander,  20  March,  1871. 

II ©yd , Thomas  J. 

Surgeon’s  Mate,  28  March,  1820.  Surgeon,  10  July,  1824.  Died  26  March,  1839. 


Boyd,  Walter. 

'dshipman,  4 August,  1800.  Last  appearance  on  Records  of  Navy  Department, 
27  October,  1808. 

oyd,  William. 

Acting  Ensign,  28  Angust,  1863.  Honorably  discharged  1 June,  1865.  Mate,  20 
April,  1870. 

Boyd,  William  15. 

Acting  Third  Assistant  Engineer,  19  August,  1864.  Resigned  31  May,  1865. 

Boy  den,  Jeremiah.  W. 

Acting  Assistant  Surgeon,  5 March,  1864.  Assistant  Surgeon,  20  August,  1864. 
Died  17  August,  1866. 

Hoydens,  John. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
18  August,  1812. 

Boy den,  J.  Wesley. 

Acting  Assistant  Surgeon,  3 March,  1864.  Assistant  Surgeon,  20  August,  1864. 
Died  on  “ Muscoota”  17  August,  1866. 

Boy  deal,  Paul. 

Mate,  26  May,  1863.  Acting  Ensign,  31  December,  1864.  Honorably  discharged 
16  December,  1868. 

Boyer,  diaries. 

Acting  Ensign,  2 July,  1863.  Honorably  discharged  10  February,  1868. 

Boyer,  §amnd  P. 

Acting  Assistant  Surgeon,  21  June,  1862.  Acting  Passed  Assistant  Surgeon,  19 
May,  1865.  Honorably  discharged  8 April,  1870. 

Boyle,  Eugene. 

Midshipman,  10  May,  1831.  Resigned  14  July,  1838. 

Boyle,  John. 

Mate,  15  April,  1862.  Acting  Ensign,  28  July,  1863.  Honorably  discharged  27 
November,  1869. 

Boyle,  Junius  J. 

Midshipman,  27  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Reserved  list,  13  September,  1855.  Commodore  on  Reserved 
list,  4 April,  1832.  Died  11  August,  1870. 

Boyle,  Stiles  E. 

Mate,  3 October,  1864.  Dismissed  15  June,  1866. 

Boyle,  Thomas.' 

Master,  16  April,  1813.  Resigned  8 September,  1813. 

Boyle,  William. 

Acting  Third  Assistant  Engineer,  23  May,  1864.  Honorably  discharged  1 Octo- 
ber, 1865. 


Boynton,  Edward  S. 

Third  Assistant  Engineer,  26  August,  1859.  Resigned  15  October,  1860.  Re- 
appointed 24  April,  1861.  Second  Assistant  Engineer,  28  October,  1862.  Re- 
signed 7 November,  1863. 

Boynton,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,  1864.  Honorably  discharged  10 
October,  1865. 

Boynton,  James  W. 

Acting  Third  Assistant  Engineer,  22  May,  1862.  Appointment  revoked  (Sick,)  16 
April,  1863. 
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Box,  Pliilip  M. 

Midshipman,  1 November,  1826.  Dismissed  21  June,  1833. 

Brackett,  Frank  E. 

Mate,  19  December,  1861.  Acting  Ensign,  24  June,  1864.  Honorably  discharged. 
3 November,  1865. 

Brackett,  Horace  W. 

Acting  Ensign,  21  January,  1864.  Honorably  discharged  6 September,  1865. 

Brackett,  Joseph  W. 

Master,  14  March,  1833.  Resigned  1 August,  1836. 

Bradburn,  W.  P. 

Midshipman,  31  December,  1831.  Resigned  2 June,  1836. 

Bradbury,  Charles  A. 

Midshipman,  26  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  6 February,  1872.  Lieutenant,  1 May,  1875. 

Bradbury,  Edward  E. 

Mate,  20  August,  1864.  Master  on  Retired  list,  20  March,  1871. 

Bradbury.  George  H. 

Acting  Master,  5 June,  1861.  Resigned  28  February,  1862. 

Bradbury,  Isaac  S. 

Mate,  2 February,  1863.  Acting  Ensign,  29  August,  1864.  Lost  on  Narcissus , 4 
January,  1866. 

Bradbury,  W.  F. 

Surgeon’s  Mate,  10  December,  1814.  Last  appearance  on  Records  of  Navy  De- 
partment, 1816.  Resigned. 

Bradford,  Duncan. 

Professor,  4 March,  1835.  Dropped  4 September,  1848. 

Bradford,  George. 

Master,  17  July,  1812.  Discharged  7 May,  1813. 

Bradford,  Henry  F. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  11  October,  1866.  Died  16  September,  1873. 

Bradford,  Horace  S. 

Acting  Assistant  Paymaster,  24  February,  1862.  Resigned  1 December,  1863. 

Bradford,  James. 

Midshipman,  4 March,  1819.  Resigned  25  June,  1827. 

Bradford,  James  IS. 

Surgeon’s  Mate,  23  August,  1800.  Resigned  9 July,  1803. 

Bradford,  John  ©. 

Purser,  14  March,  1845.  Pay  Director,  3 March,  1871.  Paymaster-General,  18 
February,  1873.  Retired  list,  22  February,  1877.  Died  27  June,  1879. 

Bradford,  Joseph  C. 

Sailmaker,  21  July,  1846.  Retired  list,  6 June,  1878. 

Bradford,  Joseph  Iff. 

Midshipman,  10  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July.  1866.  Retired  list,  5 February,  1872.  Cap. 
tain,  Retired  list,  16  March,  1872.  Died  14  April,  1872. 

Bradford,  Lawrence. 

Mate,  2 May,  1862.  Honorably  discharged  12  July,  1865. 

Bradford,  Robert  F. 

Acting  Midshipman,  21  May,  1852.  Midshipman,  30  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  22  Decem- 
ber, 1860.  Lieutenant-Commander,  5 August,  1862.  Commander,  3 July,  1870. 

Bradford,  Royal  B. 

Acting  Midshipman,  28  November,  1861.  Graduated  September,  1865.  Ensign,! 
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December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieu- 
tenant-Commander, 30  November,  1878. 

Bradford,  William. 

Midshipman,  24  July,  1807.  Resigned  11  May,  1809. 

Bradford,  William  M. 

Mate,  7 August,  1862.  Died  on  Roebuck , 29  July,  1864. 

Bradford,  William  B. 

Midshipman,  1 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  20  August,  1859.  Resigned  17  April,  1861. 

Bradlee,  B.  F. 

Midshipman,  1 September,  1822.  Discharged  4 April,  1829. 

Bradley,  Charles. 

Acting  Third  Assistant  Engineer,  1 February,  1865.  Honorably  discharged  24 
September,  1865. 

Bradley,  E.  IS. 

Mate,  3 September,  1863.  Resigned  6 May,  1865. 

Bradley,  Franklin. 

Mate,  17  October,  1864.  Honorably  discharged  21  September,  1865. 

Bradley,  George  H. 

Mate,  5 June,  1862.  Resigned  26  May,  1863. 

Bradley,  George  P. 

Assistant  Surgeon,  7 September,  1870.  Passed  Assistant  Surgeon,  21  January,  1874. 

Bradley,  John  B. 

Acting  Midshipman,  21  September,  1858.  Killed  on  board  Richmond , below  New 
Orleans,  24  April,  1862. 

Bradley,  Eeander  I>. 

Acting  Assistant  Paymaster,  25  September,  1863.  Discharged  20  September,  1865. . 

Bradley,  Michael. 

Assistant  Surgeon,  1 July,  1861.  Dismissed  3 December,  1863.  Restored  18  May, 
1864.  Passed  Assistant  Surgeon,  22  June,  1864.  Surgeon,  12  June,  1865. 

Bradley,  Walter. 

Acting  Third  Assistant  Engineer,  4 November,  1861.  Acting  Second  Assistant 
Engineer,  2 January,  1863.  Resigned  23  March,  1863. 

Bradley,  William. 

Assistant  Surgeon,  20  May,  1859.  Lost  in  the  Levant , 1860. 

Bradley,  William  J. 

Acting  Third  Assistant  Engineer,  29  March,  1864.  Resigned  8 May,  1865. 

Bradley,  W.  W. 

Acting  Gunner,  8 October,  1864.  Resigned  27  April,  1865. 

Bradner,  Thomas  J. 

Surgeon’s  Mate,  26  May,  1824.  Killed  (Duel,)  23  August,  1827. 

Bradstreet,  Nathaniel. 

Surgeon,  23  September,  1798.  Resigned  23  December,  1799. 

Brady,  Edward. 

Acting  Boatswain,  13  August,  1853.  Resigned  7 April,  1854. 

Brady,  Edward. 

Acting  Boatswain,  11  February,  1863.  Appointment  revoked  2 November,  1863, 
Acting  Boatswain,  2 February,  1865.  Dismissed  7 February,  1866. 

Brady,  John. 

Acting  Boatswain,  12  April,  1876.  Appointment  revoked  5 February,  1878. 

Brady,  Thomas  F. 

Carpenter,  24  October,  1829.  Last  appearance  on  Records  of  Navy  Department, 
1831. 

Brady,  William  N. 

Boatswain,  7 September,  1836.  Master,  1 July,  1843.  Reserved  list,  14  Septem- 
ber, 1855. 
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Bragden,  diaries  A. 

Boatswain,  4 June,  1858.  Disgracefully  discharged  10  October,  1866. 

Bragg,  Calvin  M. 

Mate,  3 September,  1863.  Acting  Ensign,  4 December,  1863.  Honorably  dis- 
charged 14  October,  1865. 

Bragg,  Charles  P. 

Acting  Ensign,  11  June,  1863.  Honorably  discharged  20  February,  1866. 

Bragg,  Ira  W. 

Assistant  Surgeon,  24  January,  1862.  Died  21  October*  1864. 

Braid  wood,  William. 

Acting  Second  Assistant  Engineer.  Acting  First  Assistant  Engineer,  27  Decem- 
ber, 1864.  Dismissed  18  March,  1865. 

Brailsford,  Joseph. 

Midshipman,  15  November,  1809.  Drowned  30  June,  1814. 

Brails!© s’d,  W.  M. 

Midshipman,  1 December,  1809.  Lieutenant,  4 February,  1815.  Last  appearance 
on  Records  of  Navy  Department. 

Braine,  Baisiel  1L. 

Midshipman,  30  May,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  11  December,  1874. 

Braisted,  J.  M. 

Mate,  24  September,  1861.  Dismissed  13  August,  1863. 

Braley,  C«eorge  F. 

Acting  Ensign,  21  October,  1864.  Honorably  discharged  1 October,  1866. 

Braley,  Isaac  Y. 

Acting  Ensign,  2 February,  1865.  Honorably  discharged  22  July,  1865. 

Brame,  Charles  E. 

Midshipman,  25  January,  1840.  Dropped. 

Branch,  Cyrils  A. 

Midshipman,  30  November,  1814.  Killed  (Duel)  May,  1826. 

Brand,  Frederick.  B. 

Midshipman,  17  July,  1840.  Passed  Midshipman,  11  July,  1846.  Acting  Master, 
6 November,  1847.  Resigned  1 May,  1849. 

Brandi,  John  I>. 

Gunner,  7 July,  1849.  Resigned  12  January,  1853. 

Brandi,  William  W. 

Mate.  Resigned  7 December,  1864. 

Braun,  John. 

Mate,  January,  1863.  Acting  Ensign,  22  February,  1865.  Honorably  discharged 
21  November,  1865.  Acting  Ensign,  5 April,  1867.  Mustered  out  2 October, 
1868. 

Bran  nan,  James  A. 

Acting  Ensign,  17  March,  1863.  Honorably  discharged  22  December,  1868. 

Bra nncn,  James. 

Acting  Third  Assistant  Engineer,  7 September,  1864.  Honorably  discharged  10 
June,  1865. 

Brannon,  James. 

Acting  Third  Assistant  Engineer,  11  December,  1862.  Resigned  13  March,  1863. 

Bransford,  John  F. 

Assistant  Surgeon,  26  June,  1872.  Passed  Assistant  Surgeon,  21  December,  1875. 

Branson,  Ware,  Jr. 

Acting  Sailmaker,  23  November,  1857.  Resigned  27  June,  1859. 

Brant,  Bichard  B. 

Midshipman,  3 August,  1798.  Master,  16  May,  1800.  Resigned  22  March,  1804. 
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Bmntingliam,  Charles  II. 

Mate,  10  March,  1862.  Acting  Ensign,  13  July,  1803.  Acting  Master,  3 July, 
1865.  Honorably  discharged  18  April,  1867. 

Brasher,  Thomas  M. 

Midshipman,-  6 June,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Commander,  24  April,  1861.  Retired  list,  2 August,  1864. 
Captain,  Retired  list,  4 April,  1867.. 

Brashers,  W.  C. 

Midshipman,  15  May,  1837.  Resigned  20  December,  1839. 

Brasliierg,  Richard. 

Midshipman,  1 January,  1812.  Died  4 September,  1817. 

Bratt9  Carlos® 

Midshipman,  12  October,  1848.  Resigned  5 July,  1850. 

Br annersr enther 9 Wil iiam . 

Cadet  Midshipman,  23  September,  1871.  Graduated  23  September,  1876.  Ensign, 
22  January,  1880. 

Brawley,  Richard  R. 

Acting  Assistant  Paymaster,  4 June,  1862.  Discharged  12  January,  1866. 

Bray,  Charles  I>, 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  2 
June,  1868.  Resigned  18  March,  1869. 

Bray,  Rail  ford  P. 

Mate,  13  December,  1862.  Dismissed  27  May,  1863. 

Bray,  Oliver. 

Acting  Second  Assistant  Engineer,  25  March,  1863.  Honorably  discharged  28 
November,  1865. 

Bray  ton,  Baniel  C. 

Sailmaker,  30  August,  1851. 

Bray  ton,  B. 

Acting  Assistant  Paymaster,  27  September,  1863.  Resigned  23  October,  1863. 

Bray  ton,  Samuel  ]V. 

Assistant  Surgeon,  24  November,  1861.  Resigned  8 June,  1865. 

Bray  ton,  W.  H. 

Sailmaker,  21  September,  1837.  Dismissed  6 November,  1847. 

Bray  ton,  W.  N.  B. 

Sailmaker,  4 November,  1852.  Taken  prisoner  and  died  at  Charleston,  South 
Carolina,  22  April,  1864. 

Bread!  n,  James. 

Midshipman,  27  July,  1846.  Resigned  16  October,  1849. 

Breaker,  Charles  W. 

Third  Assistant  Engineer,  17  December,  1862.  Second  Assistant  Engineer,  8 
April,  1864.  Died  9 February,  1871. 

Brecht,  Frederick  E. 

Mate,  29  October,  1862.  Resigned  23  September,  1863. 

Brecht,  Theodore  C. 

Third  Assistant  Engineer,  28  May,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  ^Resigned  18  January,  1865.  Acting  First  Assistant  Engineer,  19 
January,  1865.  Honorably  discharged  1 October,  1868. 

Breek,  Joseph  II® 

Acting  Ensign,  27  February,  1863.  Acting  Master,  8 August,  1863.  Acting 
Volunteer  Lieutenant,  16  November,  1863.  Acting  Volunteer  Lieutenant- Com- 
mander, 25  November,  1864.  Died  26  July,  1865. 

JBreek,  Bowel  I I. 

Acting  Ensign,  19  March,  1863.  Appointment  revoked  2 June,  1863. 
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Breck,  Richard  A. 

Midshipman,  30  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  6 March,  1872.  Drowned  22  September,  1874. 

Breckenridge,  S.  M. 

Midshipman,  15  December,  1819.  Lieutenant,  17  May,  1828.  Died  4 June,  1829. 

Bred  in,  James. 

Midshipman,  27  July,  1846.  Resigned  i6  October,  1849. 

Breed,  Cyrus  W. 

Acting  Midshipman,  26  November,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Re- 
signed 30  April,  1875. 

Breese,  E.  Marshall. 

Third  Assistant  Engineer,  25  March,  1862.  Second  Assistant  Engineer,  1 Novem- 
ber, 1863.  Resigned  2 March,  1868. 

Breese,  John. 

Assistant  Paymaster,  1 September,  1869.  Resigned  14  June,  1878. 

Breese,  K.  Randolph. 

Midshipman,  6 November,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  9 August,  1874. 

Breese,  Samuel  L. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Commander,  22 
December,  1835.  Captain,  8 September,  1841.  Commodore,  Retired  list,  16  July, 

1862.  Rear-Admiral,  Retired  list,  3 September,  1862.  Died  17  December,  1870. 

Breese,  S.  Uvingston. 

Midshipman,  14  May,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  14  April,  1867.  Captain,  26  April,  1878. 

Breese,  Thomas. 

Purser,  8 July,  1815.  Died  12  October,  1846. 

Breeze,  II.  M. 

Master,  12  October,  1813.  Discharged  15  April,  1815. 

Breeze,  Theodore. 

Acting  Third  Assistant  Engineer,  23  September,  1863.  Resigned  2 June,  1865. 

Bremon,  Charles. 

Acting  Second  Assistant  Engineer,  21  July,  1864.  Resigned  15  May,  1865. 

Bremon,  Frank  A. 

Acting  First  Assistant  Engineer,  5 August,  1861.  Resigned  21  February,  1862. 
Acting  Second  Assistant  Engineer,  21  May,  1862.  Acting  First  Assistant  En- 
gineer, 31  October,  1862.  Resigned  19  December,  1864. 

Brennard,  E.  C. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Killed  (accidentally,)  14  Novem- 
ber, 1863. 

Brennen,  E.  C. 

Mate,  1 October,  1862.  Acting  Ensign,  7 February,  1863.  Acting  Master,  7 May, 

1863.  Dismissed  12  November,  1864. 

Brennen,  Christopher. 

Mate,  25  November,  1863.  Deserted  19  August,  1864. 

Brennen,  John. 

Mate,  21  January,  1864.  Acting  Ensign,  9 November,  1864.  Honorably  dis- 
charged 6 April,  1868. 

Brent,  Alexander. 

Midshipman,  2 April,  1804.  Last  appearance  on  Records  of  Navy  Department,  28 
May,  1804. 

Brent,  Thomas  W. 

Midshipman,  1 March,  3825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  3 
March,  1835.  Commander,  14  September,  1855.  Resigned  19  January,  1861. 
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Brentley,  II.  J. 

Mate,  2 November,  1864.  Deserted  4 November,  1864. 

Brentiaall,  John  II.  II. 

Acting  Assistant  Surgeon,  18  December,  1861.  Resigned  2 November,  1863. 

Brenton,  Francis  J. 

Acting  Ensign,  30  August,  1862.  Resigned  6 June,  1865. 

Brereion,  John  A. 

Surgeon’s  Mate,  1 September,  1808.  Surgeon,  4 March,  1811.  Resigned  11  July, 
1815. 

Brereton,  Thomas. 

Midshipman,  20  June,  1806.  Resigned  21  August,  1811. 

Breslyn,  Jeremiah  €. 

Acting  Gunner,  2 December,  1863.  Appointment  revoked  8 May,  1865. 

Brewer,  Thomas. 

Mate,  20  January,  1863.  Resigned  19  August,  1863.  Acting  Ensign,  17  October, 

1864.  Honorably  discharged  12  July,  1865. 

Brewster,  Benjamin. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 16  February,  1816. 

Brewster,  Charles  W. 

Acting  Ensign,  13  August,  1864.  Honorably  discharged  4 December,  1865. 

Brewster,  N. 

Acting  Assistant  Surgeon,  12  March,  1863.  Honorably  discharged  19  December, 

1865. 

Brewster,  Patrick. 

Acting  First  Assistant  Engineer,  20  June,  1863.  Resigned  27  March,  1865. 

Brian,  C.  T\ 

Mate,  9 October,  1867.  Resigned  13  October,  1871. 

Hr  lard,  George. 

Midshipman,  4 March,  1823.  Died  15  December,  1829. 

Brice,  John. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  4 Sep- 
tember, 1865. 

Brice,  John  J. 

Acting  Ensign,  13  September,  1862.  Acting  Master,  23  March,  1865.  Ensign,  12 
March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Brice,  John  W. 

Midshipman,  2 March,  1833.  Resigned  1 September,  1838. 

Brice,  Jonathan  II. 

Cadet  Midshipman,  13  June,  1873.  Graduated  18  June,  1879. 

Brice,  William  H. 

Mate,  15  September,  1861.  Acting  Ensign,  3 September,  1862.  Acting  Master,  16 
July,  1864.  Ensign,  12  March,  1868.  Master,  21  December,  1868.  Lieutenant, 
21  March,  1870.  Died  6 July,  1874. 

Brieeland,  Isaac  No 

Midshipman,  23  December,  1837.  Passed  Midshipman,  29  June,  1843.  Acting 
Master,  8 June,  1846.  Resigned  21  January,  1850. 

Brickell,  !>..  Warren. 

Assistant  Surgeon,  8 November,  1847.  Declined  9 December,  1847. 

Brickell,  Zachary. 

Acting  Second  Assistant  Engineer,  25  July,  1864.  Resigned  5 June,  1865. 

Brick  eU,  George  T. 

Acting  Assistant  Surgeon,  19  January,  1865.  Honorably  discharged  1 February, 

1866. 
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Brickly. 

Acting  Third  Assistant  Engineer,  21  September,  1863.  Resigned  18  January,. 
1864. 

JSrickaell,  I>.  Warren. 

Assistant  Surgeon,  17  November,  1847.  Resigned  6 January,  1848. 

Bridge,  Edward  W. 

Acting  Midshipman,  21  September,  1863.  Ensign,  18  December,  1868.  Master,. 
21  March,  1870.  Lieutenant,  21  March,  1871. 

Bridge,  Horatio. 

Purser,  16  February,  1838.  Retired  list,  8 April,  1868.  Pay  Director,  Retired 
list,  3 March,  1871. 

Bridge,  William  K. 

Midshipman,  14  January,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  1 
March,  1855.  Lost  in  Brig  “Porpoise”  21  September,  1854. 

Bridget*,  J. 

Carpenter,  12  June,  1827.  Last  appearance  on  Records  of  Navy  Department,  1829. 

Bridges,  C,  P. 

Mate,  6 January,  1863.  Resigned  13  May,  1865. 

Bridges,  Elislaa  H. 

Acting  Assistant  Surgeon,  23  June,  1864.  Honorably  discharged  10  October,  1865. 

Bridges,  Isaac  W. 

Mate,  9 January,  1862.  Resigned  21  January,  1862. 

Bridges,  John  II. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged  17 
July,  1865. 

Bridges,  II  it  fits. 

Sailmaker,  28  May,  1836.  Last  appearance  on  Records  of  Navy  Department,  10 
November,  1836. 

Bridges,  William  E. 

Mate,  22  October,  1861.  Deserted  7 June,  1865. 

Bridgman,  William  K. 

Acting  Midshipman,  2 December,  1859.  Ensign,  16  September,  1862.  Master,  22 
February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  21  Sep- 
ber,  1876. 

Briggs,  diaries. 

Midshipman,  30  July,  1866.  Graduated  June,  1870.  Resigned  24  August,  1871. 

Briggs,  Charles  G. 

Acting  Ensign,  1 August,  1863.  Resigned  16  March,  1865. 

Briggs,  Bavid  F. 

Acting  Gunner,  8 December,  1862.  Appointment  revoked  22  March,  1865. 

Briggs,  F.  E. 

Acting  Ensign,  28  June,  1864.  Honorably  discharged  21  September,  1865. 

Briggs,  George  W. 

Mate,  2 September,  1864.  Honorably  discharged  27  January,  1866, 

Briggs,  James  CL 

Acting  Boatswain,  25  October,  1855.  Appointment  revoked  14  August,  1858. 

Briggs,  James  G. 

Acting  Boatswain,  1 November,  1864.  Honorably  discharged  21  September,  1865. 

Briggs,  J oli a. 

Boatswain.  Last  appearance  on  Records  of  Navy  Department,  1815. 

Briggs,  John. 

Acting  First  Assistant  Engineer,  4 September,  1861.  Appointment  revoked  6 
September,  1864. 

Briggs,  John  B. 

Midshipman,  28  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,, 
1870.  Master,  12  July,  1871.  Lieutenant,  24  October,  1874. 


GENERAL  NAVY  REGISTER. 


97 


Briggs,  John  G. 

Acting  Third  Assistant  Engineer,  9 July,  1862.  Acting  Second  Assistant  Engi- 
neer, 29  January,  1868.  Honorably  discharged  4 November,  1865. 

Briggs,  John  W. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Resigned  80  April,  1867. 

Briggs,  Samuel  R. 

Master,  3 July,  1813.  Last  appearance  on  Records  of  Navy  Department. 

Brigham,  Franklin  W. 

Acting  Assistant  Surgeon,  7 May,  1863.  Resigned  20  January,  1865. 

Brigham,  George  H. 

Acting  Assistant  Paymaster,  9 June,  1864.  Resigned  21  July,  1864. 

Brigham,  Le  Grand  15, 

Mate,  4 October,  1862.  Acting  Ensign,  21  October,  1863.  Honorably  discharged 
13  January,  1866. 

Brigham,  Bevi 

Acting  Assistant  Paymaster,  14  November,  1862.  Discharged  13  March,  1866. 

Bright,  George  A. 

Acting  Assistant  Surgeon,  18  May,  1861.  Assistant  Surgeon,  8 August,  1864. 
Passed  Assistant  Surgeon,  31  December,  1867.  Surgeon,  12  September,  1874. 

Bright,  George  §. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  1 July,  1861.  Chief  Engineer,  10  November, 
1863.  Retired  list,  5 June,  1873.  Died  29  May,  1875. 

Bright,  Henry. 

Acting  Boatswain,  20  December,  1852.  Resigned  11  September,  1855. 

Bright,  Jacob  JL. 

Third  Assistant  Engineer,  20  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Resigned  18  October,  1870. 

Bright,  Washington. 

Gunner,  25  July,  1838.  Died  17  October,  1846. 

Bright  man,  Perea  O. 

Acting  Third  Assistant  Engineer,  19  December,  1861.  Acting  Second  Assistant 
Engineer,  19  September,  1862.  Acting  First  Assistant  Engineer,  1 February, 
1865.  Honorably  discharged  27  January,  1866. 

Bright  an  an,  Sheffield. 

Acting  Second  Assistant  Engineer,  6 January,  1863.  Resigned  9 February,  1863. 

Brill,  Conrad. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  16 
June,  1866. 

Brin cker holf,  Charles  C. 

Acting  Assistant  Paymaster,  10  December,  1864.  Resigned  22  May,  1865. 

Brindley,  John  T. 

Acting  Third  Assistant  Engineer,  1 June,  1864.  Resigned  20  June,  1865. 

Brink,  Benjamin  If. 

Acting  Carpenter,  21  February,  1864.  Honorably  discharged  1 November,  1865. 

Brink,  Edward  H. 

Acting  Assistant  Paymaster,  8 August,  1863.  Resigned  18  November,  1864. 

Brinkerholf,  Isaac. 

Assistant  Surgeon,  1 July,  1829.  Passed  Assistant  Surgeon,  3 March,  1835.  Sur- 
geon, 20  February,  1838.  Retired  list,  28  May,  1864.  Medical  Director,  Retired 
list,  3 March,  1871.  Died  28  September,  1874. 

Brinley,  Edward,  Jr, 

Midshipman,  14  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
30  Juno,  1854.  Lieutenant,  6 February,  1855.  Resigned  25  June,  1856. 

Brintnall,  John  If.  If. 

Acting  Assistant  Surgeon,  18  December,  1861.  Resigned  5 November,  1862. 
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Brininall,  John  I*. 

Midshipman,  21  December,  1848.  Resigned  21  June,  1854. 

Brisco,  John  A. 

Boatswain,  24  March,  1858. 

Briscoe,  Warner  E. 

Midshipman,  20  November,  1849.  Dropped  3 September,  1850. 

Briscoe,  W.  II. 

Chaplain,  30  May,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Furloughed. 

Brittain,  Cleorge. 

Acting  Second  Assistant  Engineer,  17  November,  1862.  Appointment  revoked  30 
May,  1864. 

Brittain,  M.  Cookman. 

Chaplain,  31  May,  1869.  Resigned  1 March,  1871. 

Brittle,  Samuel. 

Midshipman,  1 January,  1808.  Dismissed  26  June,  1809. 

Britt Ingham , John  P. 

Mate,  8 November,  1862.  Acting  Gunner,  17  February,  1863.  Resigned  17 
August,  1864. 

Britton,  Salter. 

Midshipman,  16  January,  1809.  Resigned  13  December,  1809. 

Broadnix,  Amos. 

Third  Assistant  Engineer,  13  December,  1850.  Second  Assistant  Engineer,  26 
February,  1851.  Resigned  14  February,  1856. 

Brock,  Edward. 

Master,  25  June,  1799.  Lieutenant,  18  August,  1800.  Dismissed  26  February,  1801. 

Brock,  Oliver  S. 

Acting  Master,  22  November,  1861.  Appointment  revoked  19  March,  1862.  Mate, 
30  October,  1863.  Acting  Ensign,  30  August,  1864.  Honorably  discharged  19 
September,  1865. 

Brockway,  Janies  II. 

Mate,  2 February,  1863.  Acting  Ensign,  27  January,  1864.  Killed  accidentally  7 
December,  1864. 

Brodhead,  Edgar. 

Midshipman,  9 July,  1846.  Passed  Midshipman,  8 June,  1852.  Resigned  12 
January,  1853.  Acting  Lieutenant,  13  May,  1861.  Acting  Volunteer  Lieuten- 
ant-Commander, 22  October,  1864.  Resigned  2 March,  1865. 

Brodhead,  Thomas  W. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  2 December,  1854.  Died  20  February,  1855. 

Brodie,  Charles  I>. 

Naval  Constructor,  13  January,  1826.  Died  14  October,  1845. 

Broe,  John. 

Mate,  10  January,  1863.  Resigned  26  July,  1864. 

Brofey,  William  J. 

Acting  Assistant  Surgeon,  25  March,  1865.  Resigned  20  May,  1865. 

Brogan,  Samuel  II. 

Acting  Third  Assistant  Engineer,  26  April,  1864.  Resigned  6 June,  1865. 

Bronangh,  William  V. 

Cadet  Midshipman,  5 June,  1873.  Graduated  18  June,  1879. 

Brook;,  E.  M. 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Department. 

Brook,  Philip  II. 

Midshipman,  1 May,  1804.  Last  appearance  on  Records  of  Navy  Department, 
May,  1805.  Lost. 
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Brooke,  G.  R.  A. 

Midshipman,  1 November,  1828.  Lost  in  the  Hornet , 10  September,  1829. 

Brooke,  John  F. 

Surgeon’s  Mate,  16  May,  1825.  Surgeon,  4 November,  1834.  Died  17  October, 
1849. 

Brooke,  John  M. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  20  April,  1861. 

Brooke,  Samuel. 

Master,  17  October,  1803.  Last  appearance  on  Records  of  Navy  Department,  31 
August,  1810. 

Brooks,  Benjamin  J. 

Acting  Third  Assistant  Engineer.  Died  25  August,  1865. 

Brooks,  Edward  W. 

Acting  Third  Assistant  Engineer,  10  March,  1864.  Resigned,  6 June,  1865. 

Brooks,  Edwin  C. 

Acting  Third  Assistant  Engineer,  12  January,  1865.  Honorably  discharged  11 
December,  1868. 

Brooks,  Edwin  E. 

Acting  Ensign,  21  November,  1862.  Acting  Master,  6 July,  1864.  Honorably 
discharged  20  November,  1865. 

Brooks,  Emory  J. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  3 October, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Resigned  7 December,  1868. 

Brooks,  Enoch. 

Acting  Master,  18  October,  1861.  Resigned  7 February,  1863. 

Brooks,  Everett  W. 

. Acting  Assistant  Paymaster,  12  June,  1863.  Honorably  discharged  25  October, 
1865. 

Brooks,  G.  If. 

Gunner,  29  October,  1861. 

Brooks,  Henry. 

Boatswain,  20  May,  1847.  Died  29  June,  1858. 

Brooks,  Horace. 

Mate,  30  March,  1863.  Acting  Ensign,  12  October,  1864.  Honorably  discharged 
20  August,  1865. 

Brooks,  James. 

Chaplain,  28  December,  1818.  Resigned  7 January,  1828. 

Brooks,  James. 

Purser,  7 January,  1828.  Dismissed  21  July,  1840. 

Brooks,  John. 

Midshipman,  2 May,  1836.  Passed  Midshipman,  1 July,  1842.  Died 4 June,  1843. 

Brooks,  John. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Resigned  18  November, 
1865. 

Brooks,  John  A.  J. 

Acting  Master,  17  February,  1862.  Honorably  discharged  7 October,  1865. 

Brooks,  Nelson  J. 

Acting  Third  Assistant  Engineer,  5 February,  1863.  Honorably  discharged  27 
September,  1865. 

Brooks,  R.  F. 

Acting  Assistant  Surgeon,  23  March,  1864.  Acting  Passed  Assistant  Surgeon,  13 
October,  1866.  Honorably  discharged  25  August,  1869. 

Brooks,  Samuel  o 

Lieutenant,  13  July,  1799.  Discharged  under  Peace  Establishment  Act,  8 July 
1801. 
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Brooks,  Samuel  A. 

Mate,  12  January,  1863.  Acting  Ensign,  4 December,  1863.  Honorably  discharged 
16  December,  1865.  Acting  Master,  15  August,  1866.  Resigned  26  August, 
1867. 

Brooks,  Samuel  R. 

Third  Assistant  Engineer,  21  February,  1861.  Second  Assistant  Engineer,  21 
Apiil,  1863.  Resigned  13  December,  1865. 

Brooks,  Thomas. 

Acting  Third  Assistant  Engineer,  3 April,  1863.  Resigned  19  August,  1863. 
Rrooks,  Thomas  M. 

Carpenter,  27  May,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Brooks,  William. 

Acting  Master,  29  October,  1861.  Died  May  16,  1863. 

.Brooks,  William  R. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  21  July,. 
1855.  First  Assistant  Engineer,  21  July,  1858.  Chief  Engineer,  1 August,  1861. 

Brooks,  William  M. 

Midshipman,  1 January,  1808.  Dismissed  7_April,  1814 
Rrooin,  James  M. 

Midshipman,  24  July,  1807.  (See  Marine  Corps.) 

ISrose,  Frederick  F. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  10  June,  1853.  Died  8 
December,  1854. 

JBrosnalfiau,  John  G. 

Third  Assistant  Engineer,  11  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.  First  Assistant  Engineer,  1 January,  1868. 

Broughton,  C.  51. 

Assistant  Surgeon,  8 September,  1841.  Died  22  December,  1843. 

Broughton,  Reuben. 

Midshipman,  23  October,  1799.  Discharged  under  Peace  Establishment  Act,  10 
June,  1801. 

Brow,  William. 

Midshipman,  20  June,  1799.  Resigned  12  September,  1800. 

Brow,  Will iant  If. 

Acting  Third  Assistant  Engineer,  28  November,  1862.  Acting  Second  Assistant 
Engineer,  14  January,  1863.  Appointment  revoked  4 December,  1863. 

Browen,  John. 

Gunner,  24  May,  1804.  Last  appearance  on  Records  of  Navy  Dejoartment,  17  Oc- 
tober, 1808.  Dead. 

Brower,  A.  J. 

Mate,  14  November,  1861.  Appointment  revoked  21  February,  1862. 

Brown,  Alfred  S. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Died  17  January,  1867. 

Brower,  Edward  T. 

Acting  Midshipman,  28  September,  1858.  Lieutenant,  1 August,  1862.  Lieu- 
tenant-Commander, 25  July,  1866.  Died  14  September,  1869. 

Brower,  Marcus. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  17  June,  1865. 

Brower,  T.  M. 

Acting  Assistant  Paymaster,  9 December,  1861.  Died  26  December,  1864. 

Brown,  Abraham. 

Acting  Third  Assistant  Engineer,  24  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.  Honorably  discharged  5 January,  1866. 
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Brown,  A.  J.  I>. 

Midshipman,  17  December,  1810.  Lieutenant,  13  January,  1825.  (See  Dallas.) 

Brown,  Alexander. 

Gunner,  27  January,  1820.  Last  appearance  on  Records  of  Navy  Department,  9 
May,  1820.  Dead. 

Brown,  Allan  D. 

Acting  Midshipman,  29  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868.  Commander,  22  January,  1880. 

Brown,  Andrew  Jo 

Mate,  14  November,  1861.  Dismissed  21  February,  1862. 

Brown,  Amos. 

Mate,  14  November,  1861.  Resigned  11  March,  1862.  Acting  Ensign,  4 Decem- 
ber, 1862.  Resigned  11  November,  1863. 

Browi,  Arthur  M. 

Mate,  18  December,  1861.  Acting  Ensign,  9 February,  1865.  Honorably  dis- 
charged 17  August,  1867. 

Brown,  Benjamin  F. 

Acting  Assistant  Surgeon,  3 August,  1864.  Resigned  28  April,  1865. 

Brown,  Calvin. 

Civil  Engineer,  6 April,  1852.  Resigned  8 September,  1864.  Re-appointed  13 
May,  1869. 

Brown,  Charles  A. 

Mate,  25  January,  1864.  Died  5 March,  1867. 

Brown,  Charles  Eaton. 

Acting  Midshipman,  25  July,  1863.  Ensign,  18  December,  1868.  Lost  on  board 
the  Oneida , 24  January,  1870. 

Brown,  diaries  F. 

Mate,  25  May,  1870.  Resigned  7 September,  1871. 

Brown,  Charles  H. 

Acting  Assistant  Paymaster,  23  July,  1862.  Dismissed  23  June,  1863. 

Brown,  Charles  If. 

Acting  Master,  4 November,  1861.  Acting  Volunteer  Lieutenant,  13  May,  1863. 
Honorably  discharged  3 December,  1865. 

Brown,  Charles  M. 

Midshipman,  22  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  26  October,  1871.  Resigned  23  May,  1875. 

Brown,  Charles  William. 

Acting  Third  Assistant  Engineer,  5 April,  1865.  Honorably  discharged  19  Feb- 
rury,  1866. 

Brown,  Daniel. 

Midshipman,  31  January,  1800.  Discharged  30  April,  1801. 

Brown,  Dixon* 

Master,  6 February,  1809.  Resigned  25  July,  1810. 

Brown,  D.  Rodney. 

Mate,  14  October,  1862.  Acting  Ensign,  16  May,  1863.  Acting  Master,  9 Jan- 
uary, 1865.  Honorably  discharged  15  September,  1866. 

Brown,  Eli. 

Midshipman,  9 November,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Brown,  Eli. 

Master,  25  April,  1812.  Died  in  1820. 

Brown,  Elipholet. 

Acting  Ensign,  15  September,  1862.  Acting  Master,  3 May,  1864.  Honorably 
discharged  17  February,  1866. 
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Brown,  Enoch. 

Midshipman,  10  July,  1799.  Discharged  under  Peace  Establishment  Act,  II 
July,  1801. 

Brown,  Francis  II. 

Mate,  29  December,  1863.  Acting  Ensign,  13  January,  1864.  Resigned  15  May* 
1865. 

Brown,  Francis  $• 

Acting  Midshipman,  24  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25- 
July,  1866.  Resigned  12  October,  1869. 

Brown,  Frank  O. 

Acting  Third  Assistant  Engineer,  3 March,  1864.  Honorably  discharged  22 
August,  1865. 

Brown,  Frederick  E. 

Third  Assistant  Engineer,  21  November,  1857.  Resigned  24  October,  1859.  Sec- 
ond Assistant  Engineer,  14  June,  1861.  Died  12  December,  1864. 

Brown,  George. 

Midshipman,  5 February,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  2 June,  1856.  Lieutenant-Commander,  16  July,. 
1862.  Commander,  25  July,  1866.  Captain,  25  April,  1877. 

Brown,  George  C. 

Acting  Third  Assistant  Engineer,  30  November,  1863.  Honorably  discharged  5 
July,  1865. 

Brown,  George  II. 

Gunner,  14  February,  1800.  Discharged  8 June,  1801. 

Brown,  George  II. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  21 
August,  1865. 

Brown,  George  M. 

Acting  Midshipman,  25  November,  1859.  Ensign,  16  September,  1862.  Lieu- 
tenant, 22  February,  1864.  Lieutenant -Commander,  25  July,  1866.  Dismissed 
22  September,  1866. 

Brown,  George  W. 

Acting  Master,  18  July,  1861.  Acting  Volunteer  Lieutenant,  29  January,  1863. 
Honorably  discharged  3 September,  1865. 

Brown,  George  W. 

Acting  Assistant  Paymaster,  20  March,  1865.  Passed  Assistant  Paymaster,  23 
July,  1866.  Died  30  July,  1873. 

Brown,  Gustavos. 

Midshipman,  2 April,  1804.  Resigned  25  March,  1806. 

Brown,  Gustavos  II. 

Surgeon’s  Mate,  1 March,  1809.  Last  appearance  on  Records  of  Navy  Department* 
1818.  Furloughed. 

Brown,  Hawley. 

Acting  Third  Assistant  Engineer,  22  January,  1863.  Honorably  discharged  24 
September,  1869. 

Brown,  Henry. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  1 No- 
vember, 1861.  First  Assistant  Engineer,  1 March,  1864.  Resigned  3 March* 
1869. 

Brown,  Henry. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  6 January,  1864. 
Honorably  discharged  28  February,  1866. 

Brown,  Henry  A. 

Acting  Third  Assistant  Engineer,  27  February,  1864.  Resigned  13  May,  1864. 
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Brown,  Henry  B. 

Acting  Assistant  Paymaster,  15  May,  1863.  Honorably  discharged  27  October, 

1865. 

Brown,  Herbert  A. 

Acting  Third  Assistant  Engineer,  8 June.  1864.  Honorably  discharged  16 
August,  1865. 

Brown,  Hezekiab  €5.  I). 

Midshipman,  19  February,  1841.  Resigned  28  December,  1847. 

Brown,  Horace  F. 

Acting  Third  Assistant  Engineer,  30  September,  1862.  Acting  Second  Assistant 
Engineer,  7 March,  1865.  Honorably  discharged  14  November,  1865. 

Brown,  If.  G.  IK 

Midshipman,  19  February,  1841.  Resigned  28  December,  1847. 

Brown,  Horace  S. 

Acting  Third  Assistant  Engineer,  10  September,  1863.  Honorably  discharged  11 
October,  1865. 

Brown,  Isaac  H. 

Mate,  3 March,  1864.  Honorably  discharged  30  September,  1865. 

Brown,  Isaac  ST. 

Midshipman,  15  March,  1834.  Passed  Midshipman,  6 July,  1840.  Master,  15 
August,  1846.  Lieutenant,  31  October,  1846.  Dismissed  25  April,  1861. 

Brown  Isaac  T. 

Mate,  21  October,  1861.  Resigned  28  September,  1864. 

Brown,  James. 

Acting  Master,  28  February,  1862.  Resigned  5 August,  1863. 

Br©wrn,  James. 

Mate,  26  June,  1863.  Acting  Ensign,  1 May,  1864.  Honorably  discharged  21 
September,  1865. 

Brown,  James. 

Acting  Ensign,  30  September,  1864.  Honorably  discharged  7 November,  1865. 

Brown,  Janies. 

Boatswain,  4 January,  1862.  Retired  list,  22  October,  1872.  Died  6 June,  1879. 

Brown,  James  A. 

Acting  Third  Assistant  Engineer,  2 November,  1861.  Acting  Second  Assistant 
Engineer,  25  August,  1862.  Acting  First  Assistant  Engineer,  6 January,  1865. 
Honorably  discharged  10  December,  1865. 

Brown,  Janies  E. 

Midshipman,  1 December,  1827.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Died  3 September,  1844. 

Brown,  James  G. 

Acting  Third  Assistant  Engineer,  9 August,  1864.  Resigned  13  April,  1865. 

Brown,  James  H.  If. 

Chaplain,  23  January,  1874. 

Brown,  James  W. 

Mate,  25  May,  1863.  Acting  Ensign,  8 March,  1864.  Honorably  discharged  27 
October,  1865. 

Brow'ii,  Jason  I®. 

Acting  Third  Assistant  Engineer,  12  April,  1865.  Honorably  discharged  10  June, 

1866. 

Brown,  Jefferson*, 

Third  Assistant  Engineer,  17  December,  1862.  Second  Assistant  Engineer,  8 April, 
1864.  First  Assistant  Engineer,  1 January,  1868, 

Brown,  Jolm. 

Midshipman,  13  December,  1800.  Discharged  30  April,  1801. 
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Brown,  John. 

Surgeon’s  Mate,  11  August,  1807.  Surgeon,  3 March,  1809.  Resigned  4 July,  1809. 

Brown,  John. 

Master,  24  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  23 
March,  1809.  Lost. 

Brown,  John. 

Acting  Carpenter,  29  July,  1848.  Died  30  September,  1849. 

Brown,  John. 

Acting  Gunner.  Appointment  revoked  23  September,  1864. 

Brown,  John. 

Acting  Ensign  and  Pilot,  1 January,  1865.  Honorably  discharged  14  September, 
1865. 

Brown,  Joins  CL 

Mate,  14  April,  1862.  Died  at  Rockland,  Maine,  27  November,  1864. 

Brown,  Joint  If. 

Mate,  24  February,  1865.  Boatswain,  25  May,  1877. 

Brown,  John  Hogan. 

Midshipman,  1 July,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  24  July, 
1849.  Lieutenant,  19  February,  1850.  Died  10  May,  1861. 

Brown,  Joint  L. 

Carpenter,  28  September,  1816.  Died  28  March,  1824. 

Brown,  Jolin  L. 

Acting  Ensign,  17  December,  1863.  Honorably  discharged  21  December,  1868. 

Brown,  Joins  W. 

Acting  Master,  29  June,  1861.  Appointment  revoked  12  July,  1862. 

Brown,  Joseph. 

Midshipman,  25  September,  1798.  Resigned  12  December,  1799. 

Brown,  Joseph. 

Mate,  24  January,  1863.  Resigned  8 April,  1863. 

Brown,  Joseph. 

Mate,  25  April,  1864.  Appointment  revoked  (Sick)  8 October,  1864. 

Brown,  Joseph  K. 

Midshipman,  10  July,  1819.  Passed  Midshipman,  14  June,  1834.  Died  25  August, 
1836. 

Brown,  Joseph  S. 

Acting  Ensign,  23  March,  1864.  Resigned  16  June,  1865. 

Brown,  .Lafayette  J. 

Purser,  26  March,  1860.  Retired  list,  15  September,  1863.  Died  29  July,  1864. 

Brown,  Latham  A. 

Acting  Master,  22  January,  1862.  Honorably  discharged  19  September,  1865. 

Brown,  Lewis  A. 

Acting  Master,  13  September,  1861.  Honorably  discharged  18  February,  1866. 

Brown,  Louis  H. 

Mate,  21  January,  1864.  Honorably  discharged  26  September,  1865. 

Brown,  Matthew. 

Carpenter,  14  April,  1800.  Last  appearance  on  Records  of  Navy  Department,  1 
June,  1803. 

Brown,  Moses. 

Captain,  15  September,  1798.  Discharged  under  Peace  Establishment  Act,  3 
April,  1801. 

Brown,  Nathan. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Resigned  1 March,  1865. 

Brown,  Nathan. 

Mate,  10  November,  1864.  Deserted  2 July,  1866. 
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Brwn,  Nathan  T. 

Mate,  10  December,  1863.  Honorably  discharged  5 November,  1865. 

Brown,  Newell  W. 

Acting  Third  Assistant  Engineer,  2 February,  1865.  Honorably  discharged  27 
October,  1865. 

Sr  own  9’  Petes*  e 

Gunner,  30  October,  1812.  Dismissed  20  February,  1813. 

Brown,  Robert  E. 

Acting  Second  Assistant  Engineer,  21  December,  1861.  Resigned  5 July,  1862. 

Brown,  Robert  James. 

Midshipman,  20  November,  1850.  Resigned  6 November,  1855. 

Brown,  Robert  M.  G. 

Midshipman,  22  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  13  April,  1872. 

Brown,  Robert  R. 

Master,  24  April,  1812.  Resigned  27  January,  1813. 

Brown,  Robert  W. 

Mate,  22  April,  1863.  Acting  Ensign,  1 January,  1864.  Honorably  discharged  22 
November,  1865. 

Brown,  Rowland  B. 

Acting  Ensign,  18  April,  1884.  Acting  Master,  5 April,  1865.  Honorably  dis- 
charged 13  July,  1867. 

Brown,  Samuel. 

Carpenter,  18  December,  1816.  Dismissed  10  November,  1824. 

Brown,  Sanssie!  A. 

Assistant  Surgeon,  21  November,  1871.  Passed  Assistant  Surgeon,  19  June,  1875. 

Brown,  Samuel  T. 

Acting  Assistant  Paymaster,  30  September,  1862.  Assistant  Paymaster,  9 March, 
1885.  Passed  Assistant  Paymaster,  4 May,  1866.  Paymaster,  22  March,  1867. 

Brown,  §.  H. 

Acting  Assistant  Surgeon,  18  December,  1861.  Dismissed  23  July,  1863. 

Brown,  Stephen  T. 

Acting  Assistant  Paymaster,  17  March,  1863.  Resigned  20  December,  1864. 

Brown,  Stinson  J. 

Midshipman,  21  September,  1872.  Graduated  20  June,  1876.  Ensign,  25  Novem- 
ber, 1877. 

Brown,  T.  Benton. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  16 
August,  1866. 

Brown,  Theodore  E® 

Mate,  4 April,  1862.  Resigned  13  June,  1863 

Brown,  Theodore  JT. 

Acting  Third  Assistant  Engineer,  3 December,  1861.  Deserted  13  February,  1863. 

Brown,  Thomas. 

Midshipman,  27  April,  1801.  Lieutenant,  27  March,  1807.  Commander,  1 March, 
1815.  Captain,  3 March,  1825.  Died  28  November,  1828. 

Brown,  Thomas. 

Mate,  4 March,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  discharged 
15  December,  1865. 

Brown,  Thomas  II. 

Midshipman,  7 November,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 12  September,  1815. 

Brown,  Thomas  II. 

Mate,  4 December,  1862.  Deserted  20  December,  1862. 
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Brown,  Thomas  R. 

Assistant  Surgeon,  27  April,  I860.  Resigned  22  June,  1870. 

Brown,  Thomas  S. 

Midshipman,  27  December,  1810.  Lieutenant,  13  January,  1825.  Died  6 Septem- 
ber, 1826. 

Brown,  Thomas  W. 

Boatswain,  21  November,  1873. 

Brown,  William. 

Midshipman,  9 July,  1811.  Resigned  3 November,  1813. 

Brown,  William. 

Gunner,  4 February,  1809.  Last  appearance  on  Records  of  Navy  Department. 

Brown,  William. 

Boatswain,  27  June,  1810.  Resigned  in  January,  1811. 

Brown,  William. 

Boatswain,  29  August,  1831.  Dismissed  3 November,  1840. 

Brown,  William. 

Acting  Third  Assistant  Engineer,  23  September,  1861.  Dismissed  4 June,  1862. 

Brown,  W illiam. 

Mate,  21  November,  1861.  Appointment  revoked  22  January,  1862. 

Brown,  William. 

Acting  Third  Assistant  Engineer.  Died  17  October,  1863. 

Brown,  William. 

Honorary  Acting  Ensign,  without  pay,  28  August,  1863.  Resigned  16  June,  1865. 

Brown,  William. 

Acting  Third  Assistant  Engineer,  14  October,  1864.  Honorably  discharged  3 De- 
cember, 1865. 

Brown,  William  B. 

Gunner,  9 December,  1825.  Died  25  October,  1851. 

Brown,  William  B. 

Midshipman^  19  October,  1841.  Died  11  August,  1843. 

Brown,  William  €1. 

Acting  Third  Assistant  Engineer,  19  January,  1864.  Honorably  discharged  18 
July,  1865. 

Brown,  William  H. 

Midshipman,  1 January,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Resigned  25  February,  1851. 

Brmoi,  William  If. 

Midshipman,  1 April,  1826.  Resigned  4 April,  1831. 

Bfow7si,  Wri!liam  II. 

Acting  Third  Assistant  Engineer,  3 January,  1863.  Resigned  16  January,  1865. 

Brown,  William  H. 

Acting  Third  Assistant  Engineer,  5 February,  1863.  Acting  Second  Assistant 
Engineer,  17  March,  1864.  Dismissed  6 September,  1865. 

Brown,  William  II. 

Mate,  8 December,  1863.  Acting  Ensign,  11  January,  1865.  Honorably  discharged 
29  November,  1865. 

Brown,  W.  Roberts. 

Acting  Third  Assistant  Engineer,  August,  1864.  Appointment  revoked  (Sick,) 
14  February,  1865. 

Brown,  William  S. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  15 
May,  1865. 

Brown,  Wyatt  M. 

Assistant  Surgeon,  27  November,  1854.  Resigned  11  November,  1858. 
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Brown,  Zachariali  Taylor. 

Assistant  Paymaster,  13  July,  1870.  Passed  Assistant  Paymaster,  15  June,  1878. 

Browne,  B.  Frank. 

Acting  Assistant  Paymaster,  4 September,  1863.  Died  6 June,  1864. 

Browne,  George  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Disrated  14  May,  1862,  to  Acting 
Master.  Appointment  revoked  (Sick,)  18  April,  1864. 

Browne,  John  M. 

Assistant  Surgeon,  26  March,  1853.  Passed  Assistant  Surgeon,  13  May,  1858. 
Surgeon,  19  June,  1861.  Medical  Inspector,  1 December,  1871.  Medical  Direc- 
tor, 6 October,  1878. 

Browne,  P.  II. 

Mate,  26  November,  1862.  Resigned  10  March,  1863. 

Browne,  Samuel  T. 

Acting  Assistant  Paymaster,  30  September,  1862.  Assistant  Paymaster,  9 March, 
1865.  Passed  Assistant  Paymaster,  4 May,  1866.  Paymaster,  22  March,  1867. 

Browne,  Sy names  E. 

Acting  Ensign,  1 October,  1862.  Resigned  31  May,  1864. 

Browne,  W.  B. 

Acting  Ensign,  2 December,  1864.  Honorably  discharged  27  September,  1865. 

Browne,  William  F. 

Acting  Assistant  Surgeon,  25  November,  1861.  Appointment  revoked  6 October, 
1863. 

Browne,  William  B. 

Acting  Master,  13  May,  1861.  Resigned  20  November,  1861.  Acting  Volunteer 
Lieutenant,  5 February,  1864.  Honorably  discharged  16  September,  1865. 

Brownell,  Gideon  V. 

Mate,  20  January,  1865.  Honorably  discharged  6 March,  1868. 

Brownell,  Henry  H. 

Mate,  29  December,  1863.  Acting  Ensign,  1 March,  1864.  Acting  Ensign,  7 May, 
1867.  Mustered  out  18  November,  1868. 

Brownell,  Thomas. 

Master,  30  October,  1840.  Lieutenant,  26  December,  1843.  Reserved  list,  26  De- 
cember, 1843.  Captain  on  Retired  list,  4 April,  1867.  Died  5 January,  1872. 

Brownell,  William  P. 

Mate,  14  July,  1864.  Resigned  21  February,  1865. 

Browning,  Gwen  F. 

Acting  Assistant  Paymaster,  4 November,  1862.  Resigned  20  February,  1865. 

Browning,  K.  1L.,  Jr. 

Midshipman,  8 February,  1834.  Resigned  26  August,  1836. 

Browning,  Bohert 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Drowned  27  March,  1850. 

Browning,  William  A. 

Surgeon’s  Mate,  24  January,  1825.  Dropped  in  1826. 

Brownlee,  James  J. 

Assistant  Surgeon,  20  June,  1838.  Passed  Assistant  Surgeon,  22  November,  1840. 
Surgeon,  19  October,  1852.  Resigned  31  August,  1855. 

Brownlee,  J.  J. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  27  April,  1864. 

Brownlee,  John  J. 

Acting  Assistant  Surgeon,  30  October,  1861,  Resigned  29  April,  1864. 

Browning,  J.  I>. 

Surgeon’s  Mate,  13  March,  1805.  Resigned  10  September,  1807. 
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Brownson,  Willard  Iff. 

Acting  Midshipman,  29  November,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Brace,  David. 

Sailmaker,  25  October,  1844.  Retired  list,  9 August,  1876. 

Bruce,  Henry. 

Midshipman,  9 November,  1818.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Reserved  list,  13  September,  1855.  Commodore,  Retired  list, 
4 April,  1867. 

Bruce,  James. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Dropped  28 
September,  1855. 

Bruce,  W.  G. 

Acting  Assistant  Surgeon,  6 April,  1863.  Resigned  29  September,  1864. 

Urn  IS’,  Thomas  O. 

Midshipman,  30  November,  1818.  Died  9 January,  1822. 

Brum,  Philip. 

Master,  15  February,  1813.  Dismissed  29  April,  1817. 

Drumback,  Benjamin  Iff. 

Mate,  21  May,  1864.  Honorably  discharged  24  October,  1865. 

Brumby,  Thomas  M. 

Cadet  Midshipman,  27  September,  1873.  Graduated  18  June,  1879. 

Brummage,  Samuel  B. 

Acting  First  Assistant  Engineer,  4 February,  1864.  Honorably  discharged  5 No- 
vember, 1865. 

Bruner,  Elias  B. 

Acting  Master,  25  July,  1861.  Acting  Volunteer  Lieutenant,  29  March,  1864. 
Honorably  discharged  25  January,  1866.  Acting  Master,  15  August,  1866.  Re- 
signed 26  April,  1869. 

Bruns,  Christopher  E. 

Midshipman,  1 July,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  30  September,  1876. 

Brush,  George  Iff. 

Assistant  Surgeon,  3 September,  1861.  Passed  Assistant  Surgeon,  24  January, 
1862.  Surgeon,  10  February,  1872. 

Bryan,  Benjamin. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Bryan,  Benjamin  C. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Bryan,  Baniel  E, 

Assistant  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  12  February, 
1850.  Died  14  September,  1853. 

Bryan,  T.  E. 

Mate.  Appointment  revoked  29  January,  1862. 

Bryan,  E.  E. 

Mate,  25  January,  1870.  Died  on  board  “ Colorado ,”  6 January,  1871. 

Bryan,  Henry  W. 

Mate,  22  April,  1863.  Resigned  25  August,  1863. 

Bryan,  John  Iff. 

Midshipman,  4 October,  1823.  Passed  Midshipman,  23  March,  1829.  Resigned  5 
September,  1831. 

Bryan,  Joseph. 

• Purser,  1 September,  1836.  Resigned  31  May,  1854. 

Bryan,  Joseph  H. 

Assistant  Surgeon,  6 July,  1880. 
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Bryan,  TJoyd  J, 

Midshipman,  1 January,  1828.  Passed  Midshipman,  14  June,  1884.  Cashiered  4 
December,  1888. 

Bryant,  .Benjamin. 

Master,  15  April,  1812.  Resigned  20  July,  1813. 

Bryant,  Charles  R. 

Acting  Ensign,  8 November,  1862.  Resigned  18  August,  1868. 

Bryant,  Charles  W. 

Mate,  25  July,  1864.  Resigned  20  August,  1866. 

Bryant,  John  1L. 

Acting  Ensign,  17  December,  1862.  Acting  Master,  19  February,  1864.  Honorably 
discharged  5 February,  1868. 

Bryant,  John  V, 

Acting  Master,  21  December,  1861.  Appointment  revoked  22  January,  1862. 
Bryant,  Joshua. 

Boatswain,  7 March,  1836.  Appointment  revoked  18  February,  1846. 

Bryant,  ILeon. 

Mate,  19  February,  1863.  Honorably  discharged  10  March,  1866. 

Bryant,  Nathaniel  C. 

Midshipman,  23  December,  1837.  Passed  Midshipman,  29  June,  1843.  Acting 
Master,  13  Juije,  1850.  Lieutenant,  7 August,  1850.  Commander,  16  July,  1862. 
Retired  list.  Died  19  September,  1874. 

Bryant,  Robert. 

Midshipman,  11  December,  1847.  Resigned  6 May,  1850. 

Bryant,  Seth  M. 

Mate,  29  December,  1863.  Resigned  13  May,  1865. 

Bryant,  Solon  A. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Honorably  discharged  2 De- 
cember, 1865. 

Bryant,  William  M. 

Mate,  11  October,  1861.  Acting  Ensign,  4 September,  1863.  Honorably  discharged 
8 October,  1868. 

Rrycten,  James. 

Midshipman,  9 July,  1800.  Lost  in  the  “ Insurgent .” 

Rryer,  S.  G. 

Acting  Ensign,  2 June,  1864.  Resigned  12  April,  1865. 

Bryson,  Andrew. 

Midshipman,  1 December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  30 
January,  1851.  Lieutenant,  30  August,  1851.  Commander,  16  July,  1862.  Cap- 
tain, 25  July,  1866.  Commodore,  14  February  1873.  Rear-Admiral,  25  March, 
1880. 

Rubier,  John. 

Midshipman,  9 November,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Resigned  3 June,  1850. 

Rubier,  S.  C.  A. 

Mate,  11  April,  1865.  Died  1 November,  1865. 

Buchanan,  Franklin. 

Midshipman  28  January,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Dismissed  22  May,  1861. 

Buchanan,  J.  B. 

Midshipman,  30  December,  1820.  Resigned  2 November,  1821. 

Buchanan,  John. 

Midshipman,  1 July,  1828.  Resigned  19  October,  1832. 

Buchanan,  ]L.  A. 

Midshipman,  1 March,  1825.  Died  27  July,  1825. 
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Buchanan,  McKean. 

Purser,  21  August,  1826.  Died  18  March,  1871. 

Buchanan,  Thomas  McK. 

Acting  Midshipman,  1 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,, 18  July,  1860. 
Lieutenant-Commander,  5 August,  1862.  T*  JU  j ji  C\jc* 

Buchanan,  T.  M. 

Midshipman,  3 November,  1818.  Lieutenant,  3 March,  1827.  Dismissed  20  Octo- 
ber, 1832. 

Buchanan,  W.  W. 

Surgeon,  6 October,  1800.  Discharged  4 August,  1801,  under  Peace  Establish- 
ment Act. 

Buchanan,  W.  W. 

Surgeon,  24  J uly,  1818.  Resigned  8 December,  1827. 

Buck,  Alonzo  P. 

Midshipman,  2 February,  1829.  Resigned  26  September,  1831. 

Buck,  Charles  If. 

Acting  Ensign,  12  October,  1864.  Honorably  discharged  15  September,  1865. 

Buck,  Charles  W. 

Acting  Master,  5 July,  1862.  Honorably  discharged  13  February,  1866. 

Buck,  Isaac. 

Acting  Third  Assistant  Engineer,  9 June,  1862.  Acting  Second  Assistant  Engi- 
neer, 11  May,  1865.  Honorably  discharged  21  August,  1865. 

Buck,  James. 

Mate,  30  July,  1862.  Died  1 November,  1865. 

Buck,  Joseph  W. 

Mate,  6 December,  1862.  Deserted  29  February,  1864. 

Buck,  Joshua  W. 

Acting  Third  Assistant  Engineer,  10  October,  1862.  Dismissed  14  October,  1864 

Buck,  Nicholas. 

Acting  Sailmaker,  6 September,  1839.  Died  16  June,  1848. 

Buck,  Bichardson* 

Midshipman,  1 January,  1812.  Resigned  25  January,  1815. 

Buck,  William  F. 

Acting  Third  Assistant  Engineer,  4 June,  1864.  Appointment  revoked  1 Septem- 
ber, 1864. 

Buck,  William  T. 

Mate,  22  March,  1862.  Acting  Master,  26  May,  1862.  Ensign,  12  March,  1868. 
Master,  18  December,  1868.  Lieutenant,  21  March,  1870.  Died  20  July,  1874 

Buckelew,  Charles  H. 

Acting  Second  Assistant  Engineer,  17  August,  1864.  Honorably  discharged  22 
September,  1865. 

Buckholdt,  W. 

Acting  Master,  26  August,  1861.  Appointment  revoked  31  July,  1863. 

Buckhont,  Nathan  W. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.  Resigned  29  June,  1865. 

Buckingham,  Benjamin  If. 

Midshipman,  21  July,  1865.  Graduated  4 June,  1869.  Ensign  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  23  July,  1874. 

Buckingham,  N.  N. 

Acting  Second  Assistant  Engineer,  17  May,  1861.  Died  29  June,  1864. 

Buckless,  Henry. 

Acting  Master  and  Pilot,  1 February,  1865.  Appointment  revoked  2 June,  1865. 
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Buckley,  James. 

Acting  Third  Assistant  Engineer,  20  September,  1862.  Dismissed  30  April,  1864. 

Buckley,  John  T. 

Acting  Third  Assistant  Engineer,  23  November,  1861.  Honorably  discharged  31 
March,  1868. 

Buckley 9 Joseph  2>. 

Acting  Ensign,  10  December,  1862.  Honorably  discharged  25  November,  1865. 

Buckley,  Thomas. 

Mate,  2 November,  1862.  Dismissed  9 May,  1864. 

Buckley,  William  N. 

Acting  Third  Assistant  Engineer,  19  October,  1864.  Honorably  discharged  31 
July,  1865. 

Buck m au,  Albion. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Acting  Second  Assistant 
Engineer,  6 January,  1865.  Honorably  discharged.  8 August,  1865.  Acting 
Second  Assistant  Engineer,  20  November,  1866.  Mustered  out  14  May,  1868. 

Buckner,  G.  I>. 

Acting  Assistant  Surgeon,  5 April,  1864.  Honorably  discharged  20  December, 
1865. 

Buckner,  William  P. 

Midshipman,  Q September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Retired  list,  4 September, 
1862.  Commander,  Retired  list,  4 April,  1867. 

Budd,  Charles  A. 

Midshipman,  22  November,  1805.  Lieutenant,  18  June,  1814.  Died  15  March, 
1827. 

Budd,  George. 

Midshipman,  22  November,  1805.  Lieutenant,  23  May,  1812.  Commander,  28 
March,  1820.  Died  3 September,  1837. 

Budd,  Samuel  P. 

Third  Assistant  Engineer,  8 September,  1863.  Resigned  10  August,  1867. 

Budd,  Thomas  A. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  8 
September,  1841.  Resigned  29  April,  1853.  Acting  Lieutenant,  13  May,  1861. 
Killed  in  action,  22  March,  1862. 

Budd,  William. 

Acting  Master,  17  May,  1861.  Acting  Volunteer  Lieutenant,  9 May,  1862.  Acting 
Volunteer  Lieutenant-Commander,  5 November,  1864.  Honorably  discharged  6 
January,  1866.  Acting  Master,  14  November,  1867.  Mustered  out  25  June, 
1868. 

Ruclsou,  Joseph. 

Mate,  16  March,  1865.  Honorably  discharged  4 October,  1865. 

Ruehler,  William  G. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  8 Octo- 
ber, 1861.  First  Assistant  Engineer,  6 October,  1862.  Chief  Engineer,  10  No- 
vember, 1863. 

Btiel,  Richard  If. 

Third  Assistant  Engineer,  8 July,  1862.  Second  Assistant  Engineer,  15  February, 
1864.  Resigned  8 July,  1867, 

Buel,  W.  F. 

Mate.  Appointment  revoked  2 February,  1864. 

Buell,  James  W. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Dismissed  31  May,  1865. 

Buell,  James  W. 

Assistant  Surgeon,  20  November,  1872.  Resigned  1 September,  1876. 
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Buell,  Jeremiah. 

Gunner,  16  August,  1841.  Dismissed  6 July,  1842. 

Buell,  Salmon  A. 

Midshipman,  1 February,  1847.  Resigned  5 August,  1850. 

RuOiiigtoii,  William  J. 

Acting  First  Assistant  Engineer,  23  October,  1862.  Acting  Chief  Engineer,  25 
June,  1864.  Honorably  discharged  4 December,  1865. 

Buford,  Marcus  B. 

Acting  Midshipman,  9 October,  1861.  Graduated  September,  1865.  Ensign,  1 
December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Buhner,  Albert. 

Mate,  20  November,  1861.  Acting  Ensign,  8 April,  1863.  Acting  Master,  4 
August,  1865.  Honorably  discharged  13  July,  1866. 

Bulkley,  Charles. 

Midshipman,  31  October,  1799.  Discharged  under  Peace  Establishment  Act,  10 
July,  1801. 

Bulkley,  Henry  W. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  Resigned  14  October,  1865. 

Bulkley,  J.  Henry. 

Acting  Assistant  Paymaster,  4 November,  1862.  Discharged  29  October,  1865." 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  13  April,  1869.  Died  17 
January,  1873. 

Bulkley,  Jonathan. 

Midshipman,  2 January,  1800.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 

Bulkley,  William  F. 

Midshipman,  25  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1871. 
Master,  2 July,  1873.  Resigned  30  June,  1878. 

Bull,  Benjamin  S. 

Acting  Third  Assistant  Engineer,  23  February,  1863.  Acting  Second  Assistant 
Engineer,  26  October,  1863.  Honorably  discharged  1 December,  1865. 

Bull,  Cornelius  W. 

Acting  Assistant  Paymaster,  15  April,  1864.  Discharged  18  October,  1865. 

Bull,  Frederick,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  20  May, 

1863.  Died  9 August,  1863. 

Bull,  George  H. 

Acting  Assistant  Surgeon,  17  April,  1865.  Resigned  30  June,  1865. 

Bull,  Goold  H. 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Bull,  James  Iff. 

Midshipman,  25  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  3 October,  1874. 

Bull,  William  Iff. 

Gunner,  11  May,  1799.  Resigned  20  January,  1800. 

Bullard,  Albert  F. 

Acting  Third  Assistant  Engineer,  6 July,  1863.  Honorably  discharged  6 January, 
1866. 

Bullard,  Joel  A. 

Third  Assistant  Engineer,  22  July,  1862.  Second  Assistant  Engineer,  15  February, 

1864.  Died  22  March,  1866. 

Bullard,  Joseph  A. 

Mate,  30  January,  1863.  Acting  Ensign,  31  August,  1863.  Acting  Master,  15  De- 
cember, 1864.  Honorably  discharged  26  August,  1865. 
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Bollay,  Henry  J. 

Acting  Assistant  Paymaster,  18  October,  1861.  Resigned  14  December,  1864. 

Biillen,  Samuel. 

Midshipman,  3 July,  1779.  Discharged  under  Peace  Establishment  Act,  12  Octo- 
ber, 1801. 

Rullis,  William  H. 

Acting  Ensign,  15  October,  1862.  Acting  Master,  10  September,  1863.  Appoint- 
ment revoked  26  January,! 864.  Acting  Ensign,  18  June,  1864.  Honorably  dis- 
charged 27  September,  I860. 

Bulloch,  James  S>. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  7 Janu- 
ary, 1853.  Lieutenant,  18  October,  1853.  Resigned  5 October,  1854. 

Bullis,  John. 

Surgeon’s  Mate,  9 March,  1798.  Surgeon,  20  July,  1799.  Last  appearance  on 
Records  of  Navy  Department. 

Bulhis,  Oscar. 

Midshipman,  1 January,  1817.  Lieutenant,  3 March,  1827.  Commander,  16  May, 
1848.  Reserved  list,  13  September,  1855.  Captain,  Reserved  list,  11  July,  1861. 
Commodore,  Reserved  list,  4 April,  1867.  Died  29  September,  1871. 

KalS as,  Robert  S. 

Midshipman,  1 January,  1818.  Resigned  18  May,  1825. 

Kallas,  Samuel  H. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Resigned  28  April, 
1815. 

Raison,  Samuel. 

Acting  Second  Assistant  Engineer,  5 November,  1863.  Honorably  discharged  12 
August,  1865. 

Bumgarner,  Jacob. 

Mate,  22  April,  1863.  Honorably  discharged  30  November,  1865. 

Rumpus,  JElislaa  M. 

Acting  Third  Assistant  Engineer,  25  November,  1862.  Resigned  17  October,  1864. 

Rumpus,  Samuel  S. 

Mate,  3 March,  1864.  Honorably  discharged  30  July,  1865. 

Bun  berry,  M.  8. 

Lieutenant,  4 August,  1798.  Discharged  under  Peace  Establishment  Act,  10  July, 
1801.  Master,  15  September,  1813.  Resigned  7 October,  18i3. 

Bunee,  Benjamin. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  17  July,  1865. 

Bunee,  Francis  M. 

Acting  Midshipman,  28  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  11  April,  1861. 
Lieutenant-Commander,  16  January,  1863.  Commander,  2 November,  1871. 

Bunee,  Israel  !§, 

Mate,  13  November,  1861.  Acting  Ensign,  11  September,  1862.  Died  1 Novem- 
ber, 1862. 

Bunee,  Richard  Cr. 

Acting  Assistant  Paymaster,  24  July,  1863.  Resigned  8 February,  1864. 

Bunker,  Benjamin. 

Gunner,  21  November,  1838.  Dead. 

Bunker,  Charles  C. 

Acting  Master,  26  April,  1862.  Acting  Volunteer  Lieutenant,  28  April,  1865. 
Honorably  discharged  8 November,  1865.  Acting  Master,  26  June,  1866.  Mus- 
tered out  7 December,  1868. 


8 


114 


GENERAL  NAVY  REGISTER. 


Bunker,  Horace  G. 

Mate,  26  January,  1863.  Acting  Ensign,  29  October,  1864.  Honorably  discharged 
25  November,  1865. 

Bunker,  William. 

Boatswain,  26  August,  1861.  Died  20  March,  1865. 

Bunner,  John  C. 

Midshipman,  1 May,  1822.  Resigned  26  March,  1827. 

Bunting;,  Janies  H. 

Mate,  28  December,  1861.  Acting  Ensign,  12  March,  1863.  Honorably  discharged 
4 November,  1865.  Acting  Ensign,  5 July,  1866.  Discharged  12  October,  1867. 

Burbage,  John  S. 

Acting  Second  Assistant  Engineer.  Resigned  3 March,  1863. 

Burbank,  Charles  H. 

Assistant  Surgeon,  9 May,*  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  24  August,  1864.  Medical  Inspector,  2 April,  1879. 

Burbier,  J.  A. 

Assistant  Surgeon,  8 December,  1861.  Resigned  11  June,  1865. 

Burch,  DeWitt. 

Surgeon’s  Mate,  14  July,  1824.  Died  1 May,  1826. 

Burcham,  George  E. 

Carpenter,  10  August,  1861.  Died  6 February,  1872. 

Burchard,  Charles  I. 

Third  Assistant  Engineer,  47  December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Resigned  26  July,  1865.  Acting  Second  Assistant  Engineer,  19 
December,  1866.  Mustered  out  23  October,  1869. 

Burchard,  Francis  C. 

Third  Assistant  Engineer,  8 September,  1863.  Second  Assistant  Engineer,  1 
August,  1866.  Retired  list,  24  April,  1877. 

Burchard,  Jabez. 

Acting  Third  Assistant  Engineer,  14  March,  1865.  Honorably  discharged  9 Janu- 
ary, 1868.  Second  Assistant  Engineer,  1 September,  1870.  Retired  list,  26 
October,  1874. 

Burchard,  William  A. 

Mate,  19  March,  1863.  Acting  Ensign,  26  June,  1864.  Honorably  discharged  28 
November,  1865. 

Bunchmore,  John  H. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  27 
October,  1865.  Adding  Third  Assistant  Engineer,  27  December,  1866.  Mustered 
out  28  April,  1869. 

Burchstead,  B.  B. 

Sailmaker,  5 April,  1821.  Died  11  December,  1833. 

Burchstead,  Benjamin  B.  (2nd.) 

Sailmaker,  28  April,  1838.  Dismissed  7 May,  1855. 

Burd,  George  E. 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Burdett,  Charles. 

Midshipman,  16  May,  1832.  Resigned  25  February,  1835. 

Burdick,  William  L. 

Cadet  Midshipman,  26  September,  1873.  Graduated  18  Juue,  1879. 

Burdine,  John. 

Acting  Sailmaker,  4 March,  1836.  Appointment  revoked  6 July,  1846. 

Burditt,  Henry  D. 

Mate,  5 June,  1862.  Acting  Ensign,  22  September,  1863.  Honorably  discharged 
13  January,  1866.  Acting  Ensign,  12  December,  1866.  Mustered  out  21  Decem- 
ber, 1868. 


GENERAL  NAVY  REGISTER. 


115 


Burditi,  William. 

Acting  Boatswain,  7 January,  1850.  Gunner,  21  November,  1853.  Resigned 26  July, 
1864.  Acting  Master,  27  July,  1864.  Honorably  discharged  21  December,  1866. 
Re-instated  as- Gunner  from  21  November,  1853. 

Burgdorif,  Theodore  F. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877. 

Barge,  W.  J. 

Acting  Assistant  Surgeon,  25  January,  1862.  Honorably  discharged  14  January, 
1866. 

Burger,  Albert. 

Mate,  5 March,  1862.  Dismissed  14  November,  1862. 

Burger,  lames  I>. 

Midshipman,  24  April,  1812.  Dismissed  16  August,  1813. 

Burger,  Theodore  W. 

Acting  Assistant  Paymaster,  31  July,  1863.  Resigned  6 April,  1864. 

Burges,  W.  Iff. 

Midshipman,  1 April,  1828.  Resigned  11  December,  1834. 

Burgess,  Francis. 

Acting  Master,  21  April,  1862.  Honorably  discharged  18  November,  1865. 

Burgess,  Beorge  O. 

Acting  Assistant  Surgeon,  2 February,  1865.  Honorably  discharged  31  March, 
1866.  * 

Burgess,  Henry  C. 

Acting  Assistant  Paymaster,  31  January,  1862.  Honorably  discharged  31  January, 
1866. 

Burgess,  William  I>. 

Mate,  28  March,  1864.  Honorably  discharged  9 August,  1865. 

Burgoyne,  John  Iff. 

Acting  Third  Assistant  Engineer,  5 February,  1863.  Dismissed  17  November,  1863. 

Burgoyne,  Feonidas  Iff. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Acting  Second  Assistant  Engi- 
neer, 15  July,  1865.  Honorably  discharged  25  March,  1866.  Acting  Second  As- 
sistant Engineer,  19  December,  1866.  Mustered  out  22  August,  1869. 

Burlians,  Andrew. 

Acting  Third  Assistant  Engineer,  .27  May,  1861.  Resigned  5 August,  1861. 

Burkans,  Loreiszo. 

Acting  Second  Assistant  Engineer,  17  May,  1861.  Resigned  27  June,  1861. 

Burk,  Michael. 

Carpenter,  7 August,  1798.  Resigned  22  January,  1799. 

Burk,  Thomas. 

Sailmaker,  9 November,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Burk,  William. 

Acting  Third  Assistant  Engineer,  16  December,  1863.  Honorably  discharged  4 
October,  1865. 

Burke,  Ba^id. 

Acting  Third  Assistant  Engineer,  20  January,  1865.  Honorably  discharged  14 
April,  1868. 

Burke,  Edmund. 

Midshipman,  1 March,  1827.  Dismissed  17  June,  1830. 

Burke,  Edmund  C.  ' 

Midshipman,  20  October,  1847.  Resigned  5 December,  1850. 

Burke,  James. 

Carpenter,  26  August,  1873. 
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Burke,  Richard. 

Mate,  26  April,  1862.  Acting  Ensign,  20  January,  1863.  Acting  Master,  2 De- 
cember, 1863.  Resigned  17  May,  1865. 

Burke,  William  P. 

Mate,  29  May,  1862.  Acting  Ensign,  26  October,  1862.  Honorably  discharged  4 
October,  1866. 

Burke,  William  P. 

Boatswain,  7 June,  1867.  Appointment  revoked  20  December,  1870. 

Burkett,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1863.  Resigned  17  December,  1864. 

Burkett,  Theodore  F. 

Acting  Third  Assistant  Engineer,  6 August,  1864.  Honorably  discharged  17  July,, 

1865. 

Burkhead,  William  O. 

Acting  Second  Assistant  Engineer,  8 November,  1862.  Resigned  21  November, 
1862. 

Burks,  Hartin. 

Carpenter,  26  April,  1813.  Last  appearance  on  Records  of  Navy  Department. 

Burlaud,  James  A. 

Midshipman,  19  March,  1799.  Returned  his  Warrant  19  October,  1800. 

Burleigh,  2>.  C. 

Acting  Assistant  Surgeon,  11  January,  1864.  Acting  Passed  Assistant  Surgeon,  25 
May,  1866.  Honorably  discharged  23  April,  1869.  Again  appointed  4 Decem- 
ber, 1873.  Passed  Assistant  Surgeon,  Retired  list,  30  June,  1879. 

Burley,  William. 

Midshipman,  9 November,  1813.  Dismissed  7 May,  1814. 

Burlingame,  Reuben  W. 

Acting  Third  Assistant  Engineer,  5 May,  1863.  Honorably  discharged  1 Decem- 
ber, 1865. 

Burlingame,  Wilson  I>. 

Mate,  7 June,  1864.  Resigned  17  March,  1865. 

JBurlingham,  IS.  D. 

Assistant  Surgeon,  18  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Re- 
signed 31  May,  1865. 

'Rurnap,  George  J. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  16  January, 
1863.  First  Assistant  Engineer,  1 January,  1865.  Chief  Engineer,  1 November, 
1879. 

Burner,  Charles  W. 

Mate,  7 June,  1864.  Acting  Ensign,  27  March,  1865.  Honorably  discharged  29 
June,  1865. 

Burnes,  Maria  J. 

Mate,  26  January,  1864.  Appointment  revoked  2 January,  1866. 

Burnet,  James  C. 

Mate,  18  April,  1863.  Appointment  revoked  24  December,  1863. 

Burnet,  John  C. 

Assistant  Paymaster,  21  December,  1869.  Passed  Assistant  Paymaster,  28  August, 
1876. 

Burnett,  Clarence  L. 

Acting  Assistant  Paymaster,  17  December,  1861.  Honorably  discharged  20  April, 

1866. 

Burnett,  James  G. 

Mate,  13  May,  1863.  Resigned  19  September,  1864. 

Burnett,  Jeremiah  C. 

Midshipman,  27  September,  1867-  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  2 July,  1875. 
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Burnett,  J.  Oliver. 

Assistant  Surgeon,  2 December,  1858.  Retired  list,  21  June,  1862.  Dismissed  18 
February,  1865. 

Bnrnett,  William  II. 

Acting  Assistant  Surgeon,  17  May,  1864.  Honorably  discharged  9 October, 
1865. 

Burnham,  A 1 hi  €>ii. 

Mate,  12  October,  1868.  Honorably  discharged  5 October,  1865. 

Burnham,  John  W. 

Acting  Carpenter,  24  March,  1880. 

Burniece,  William. 

Gunner,  20  December,  1847.  Died  21  January,  1867. 

Burns,  Charles  M. 

Acting  Assistant  Paymaster,  11  April,  1863.  Resigned  17  April,  1865. 

Borns,  James. 

Lieutenant,  29  October,  1798.  Resigned  2 January,  1802. 

Burns,  James. 

Acting  Master,  7 December,  1861.  Dismissed  23  December,  1861. 

Burns,  James  A. 

Acting  Second  Assistant  Engineer,  22  April,  1863.  Acting  First  Assistant  Engi- 
neer, 3 August,  1863.  Honorably  discharged  20  September,  1865. 

Burns,  James  W. 

Acting  Ensign  and  Pilot.  Appointment  revoked  14  June,  1865. 

Burns,  Jerome. 

Acting  Carpenter,  11  June,  1863.  Honorably  discharged  28  October,  1865. 

Burns,  John. 

Gunner,  1 November,  1826.  Lost  in  the  “Hornet”  September,  1829. 

Burns,  John. 

Acting  Third  Assistant  Engineer,  27  February,  1862.  Deserted  1874. 

Burns,  Lewis. 

Mate,  10  October,  1862.  Died  9 July,  1873. 

Burns,  Owen. 

Midshipman,  1 December,  1824.  Passed  Midshipman,  20  February,  1830.  Lieu- 
tenant, 8 April,  1834.  Resigned  30  June,  1840. 

Burns,  Patrick. 

Acting  Third  Assistant  Engineer,  3 October,  1863.  Honorably  discharged  7 
August,  1865. 

Burns,  Robert. 

Mate,  15  December,  1864.  Died  20  November,  1866. 

Burns,  Thomas. 

Acting  Boatswain,  6 July,  1853.  Resigned  1 October,  1853. 

Burns,  Thomas. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  20  May,  1864.  Honorably  dis- 
charged 5 September,  1865. 

Burns,  William  €. 

Boatswain,  26  March,  1842.  Resigned  10  March,  1844. 

Burns,  William  H. 

Master’s  Mate,  11  May,  1842.  Second  Master,  3 March,  1849.  Died  4 Februarv, 
1851.  # 

Burnside,  Cameron. 

Assistant  Paymaster,  12  May,  1875.  Resigned  21  February,  1878. 

Burritt,  Harvey  H. 

Third  Assistant  Engineer,  12  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  Resigned  22  September,  1865. 
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Burroughs,  Alonzo  C. 

Carpenter,  9 March,  1878. 

Burroughs,  Daniel  W. 

Mate,  7 December,  1864.  Honorably  discharged  1 December,  1865.  Mate,  8 De- 
cember, 1869.  Resigned  3 December,  1871.  Gunner,  8 December,  1871.  Died 
16  March,  1879. 

Burroughs,  Orson. 

Acting  Second  Assistant  Engineer,  21  November,  1862.  Appointment  revoked  29> 
June,  1864. 

Burrow,  Walter  P. 

Third  Assistant  Engineer,  26  June,  1856.  Dismissed  17  May,  1860. 

Burrows,  George  W. 

Acting  First  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  3 Novem- 
ber, 1865. 

Burrows,  Gustavus  II. 

Acting  Ensign,  10  September,  1864.  Resigned  20  April,  1865. 

Burrows,  J.  F. 

Mate,  26  June,  1862.  Appointment  revoked  19  November,  1863. 

Burrows,  John. 

Boatswain,  4 December,  1849. 

Burrows,  Stephen  H. 

Mate,  9 April,  1864.  Appointment  revoked  13  May,  1864. 

Burrows,  Thomas. 

Midshipman,  23  May,  1798.  Discharged  12  Aughst,  1801,  under  Peace  Estab- 
lishment Act. 

Burrows,  Thomas. 

Purser,  29  December,  1817.  Died  13  October,  1821. 

Burrows,  William. 

Midshipman,  10  November,  1799.  Lieutenant,  19  March,  1807.  Killed  inaction 
5 September,  1813. 

Bursley,  Ira. 

• Acting  Ensign,  3 March,  1864.  Acting  Master,  5 November,  1864.  Honorably  dis- 
charged 21  September,  1865. 

Burt,  Charles  II. 

Acting  Third  Assistant  Engineer,  25  March,  1863.  Acting  Second  Assistant  En- 
gineer, 2 October,  1863.  Honorably  discharged  26  October,  1865. 

Burt,  Cramer. 

Purser,  1 June,  1861.  Retired  list,  15  September,  1863.  Died  1869. 

Buri,  E.  C. 

Mate.  Resigned  7 July,  1862. 

Burt,  George  A. 

Mate,  9 September,  1864.  Resigned  27  May,  1865. 

Burt,  John  O. 

Assistant  Surgeon,  1 July,  1861.  Resigned  11  November*  1863. 

Burt,  Kelson. 

First  Assistant  Engineer,  15  November,  1837.  Resigned  20  October,  1839. 

Burtis,  Arthur,  Jr. 

Assistant  Paymaster,  14  July,  1862.  Paymaster,  4 May,  1866. 

Burton,  Kufus.  • 

Acting  Third  Assistant  Engineer,  22  October,  1862.  Honorably  discharged  19 
September,  1865. 

Burton,  William. 

Gunner,  26  July,  1837.  Died  31  May,  1853. 

Burton,  William  II. 

Mate,  10  September,  1864.  Honorably  discharged  27  August,  1865. 
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Burls,  Robert. 

Midshipman,  31  May,  1833.  Died  22  December,  1839. 

Bndl,  Job n li. 

Assistant  Surgeon,  30  May,  1844.  Dismissed  2 September,  1858. 

Burwell,  George  E. 

Acting  Second  Assistant  Engineer,  23  November,  1864.  Honorably  discharged  1 
April,  1868. 

Burwell,  W.  T. 

Midshipman,  27  September,  1841.  Resigned  20  May,  1843. 

Bur  well,  William  T. 

Acting  Midshipman,  30  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Rusbee,  Perrin. 

Midshipman,  23  September,  1867.  Graduated  6 June,  1871.  Ensign,  14 'July, 
1872.  Master,  13  May,  1875. 

Busbee,  Quentin. 

Purser,  27  April,  1846.  Resigned  21  February,  1848. 

Bush,  Charles  G. 

Midshipman,  11  January,  1832.  Resigned  23  September,  1833. 

Bush,  Joseph. 

Midshipman,  30  April,  1798.  Discharged  under  Peace  Establishment  Act,  12 
October,  1801. 

Bush,  Peter  A. 

Midshipman,  26  May,  1812.  Dismissed  28  December,  1813. 

Bush,  Philip  A. 

Midshipman,  16  January,  1809.  Resigned  26  May,  1810. 

Busher,  Moses. 

Master,  17  July,  1812.  Dismissed  6 March,  1813. 

Bushnell,  Eben. 

Purser,  31  August,  1799.  Died  3 August,  1800. 

Bushong,  Israel. 

Acting  Assistant  Surgeon,  21  October,  1862.  Resigned  3 April,  1865. 

Bushnell,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Honorably  discharged  20 
December,  1865. 

Rutland,  Francis. 

Boatswain,  11  February,  1871. 

Butler,  Edward  A. 

Mate,  5.  March,  1862.  Acting  Ensign,  8 June,  1864.  Honorably  discharged  15 
November,  1865. 

Butler,  George  II. 

Acting  Assistant  Surgeon,  9 January,  1864.  Acting  Passed  Assistant  Surgeon,  17 
August,  1866.  Honorably  discharged  12  November,  1868. 

Butler,  Henry  8. 

Midshipman,  15  May,  1799.  Resigned  6 August,  1800. 

Butler,  II.  Vincent. 

Mate,  12  February,  1863.  Appointment  revoked  14  May,  1864. 

Butler,  James. 

Sailmaker,  29  March, ^800.  Died  27  July,  1801. 

Butler,  James  I. 

Midshipman,  11  April,  1848.  Resigned  18  December,  1848. 

Butler,  John. 

Surgeon’s  Mate,  28  April,  1804.  Resigned  1 May,  1809. 

Butler,  John. 

Acting  Ensign,  14  February,  1863.  Dismissed  22  March,  1864. 
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15 11  tier,  John  F. 

Acting  First  Assistant  Engineer,  9 January,  1868.  Honorably  discharged  26  Oc- 
tober, 1865. 

Bwller,  John  IX. 

Mate,  6 June,  1862.  Dismissed  6 February,  1863. 

Butler,  John  J. 

Acting  Ensign,  18  December,  1862.  Acting  Master,  15  December,  1864.  Hon- 
orably discharged  18  September,  1865. 

Sutler 9 John  M. 

Mate,  3 January,  1862.  Acting  Master,  8 May,  1862.  Honorably  discharged  1 
June,  1868. 

Sutler,  John  t>. 

Carpenter,  5 May,  1837.  Resigned  16  February,  1839.  Carpenter,  22  October, 
1841.  Died  29  September,  1862. 

Sutler,  Jonathan  W. 

Acting  Ensign,  24  September,  1862.  Resigned  22  June,  1864. 

Sutler,  Joseph  €. 

Mate,  30  July,  1862.  Dropped  6 September,  1862. 

Sutler,  Joseph 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  1 Decem- 
ber, 1860.  Died  14  September,  1862. 

Sutler,  Levi  T. 

Mate,  15  July,  1864.  Appointment  revoked  6 August,  1864. 

Sutler,  111  chard. 

Master,  28  April,  1801.  Resigned  4 June,  1803.  Master,  24  June,  1803.  Dismissed 
15  February,  1808. 

Sutler,  Samuel. 

Gunner,  6 December,  1824.  Resigned  21  September,  1825. 

Sutler,  Silas. 

Purser,  29  December,  1817.  Died  9 April,  1837. 

Sutler.  S.  P, 

Acting  Ensign,  13  January,  1863.  Deserted  21  March,  1863. 

Butler,  Sprague  J. 

Acting  Ensign.  Resigned  9 February,  1864. 

Sutler,  William. 

Midshipman,  4 January,  1800.  Resigned  5 March,  1807. 

Butler,  William. 

Surgeon’s  Mate,  10  December,  1814.  Resigned  6 June,  1820. 

Sutler,  William  S. 

Midshipman,  18  February,  1802.  Lieutenant,  6 May,  1808.  Last  appearance  on 
Records  of  Navy  Department. 

Sutler,  Winthrop. 

Acting  Assistant  Surgeon,  25  April,  1862.  Honorably  discharged  22  November 
1865.  ’ 

Butman,  John  II. 

Acting  Ensign,  3 September,  1862.  Appointment  revoked  20  February,  1864. 

Butt,  James  II. 

Midshipman,  25  July,  1866.  Graduated  June,  1870.  Ensign,  13  July,  1871. 

Butt,  J.  15.  • 

Mate,  1 February,  1863.  Resigned  12  October,  1871. 

Butt,  Thomas  V. 

Carpenter,  4 November,  1852.  Died  22  May,  1857. 

Butt,  Walter  II. 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9 June,  1859.  Passed 
Midshipman,  31  August,  1861.  Dismissed  5 October,  1861. 


GENERAL  NAVY  REGISTER. 


121 


Butterfield,  Ge©rge. 

Midshipman,  30  January,  1833.  Resigned  8 July,  1833.  Midshipman,  8 October, 
1833.  Dismissed  2 July,  1836. 

Butter  wort  la,  James. 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  29  October, 
1862.  First  Assistant  Engineer,  25  July,  1866. 

Butt  man,  Julius. 

Mate,  22  June,  1863.  Resigned  23  November,  1863. 

Betts,  Moses  P. 

Mate,  29  August,  1864.  Honorably  discharged  4 October,  1868. 

Betts,  William  IX 

Acting  Third  Assistant  Engineer,  25  August,  1863.  Honorably  discharged  1 Sep- 
tember, 1865. 

Buxton,  J ernes  B. 

Acting  Master,  7 October,  1861.  Appointment  revoked- 7 March,  1862.  Acting 
Ensign,  18  October,  1862.  Appointment  revoked.  10  June,  1863. 

Buxton,  Thomas  8. 

Acting  Boatswain,  19  November,  1850.  Dismissed  26  May,  1851. 

Byers,  Pavid. 

Midshipman,  30  April,  1800.  Resigned  14  July,  1801. 

Byers,  Josia.li  §. 

Midshipman,  19  October,  1841.  Resigned  13  August,  1849. 

By  land,  James  K. 

Acting  Third  Assistant  Engineer,  9 June,  1863.  Honorably  discharged  30  Novem- 
ber, 1865. 

Byles,  Ten  Eyck. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  Resigned  25  October,  1858. 

By  ram,  Sydney  W. 

Mate,  7 June,  1864.  Honorably  discharged  3 December,  1865. 

Byrens,  Allen  T. 

Midshipman,  26  February,  1841.  Passed  Midshipman,  10  August,  1847.  Dropped 
13  September,  1855.  Lieutenant,  15  September,  1855.  Died  14  February,  1860. 

Byrd,  John  I>. 

Midshipman,  16  February,  1814.  Resigned  15  July,  1824. 

Byris,  William  If. 

Acting  Assistant  Paymaster,  31  March,  1863.  Honorably  discharged  4 December, 
1865. 

Byrne,  Edmund. 

Midshipman,  1 February,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Died  17  October,  1850. 

Byrne,  Gerald. 

Lieutenant,  17  June,  1799.  Discharged  14  April,  1801. 

Byrne,  lames. 

Acting  Second  Assistant  Engineer,  27  November,  1861.  Resigned  13  March 
18*62. 

Byrne,  Jolisa  J. 

Sailmaker,  11  January,  1875. 

Byrnes  James  C. 

Assistant  Surgeon,  2 November,  1876. 

Byrnes,  William  A. 

Mate  4 October,  1862.  Acting  Ensign,  31  October,  1863.  Honorably  discharged 
24  November,  1865. 
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Cabell,  Arthur  G. 

Assistant  Surgeon,  14  February,  1876. 

Cable,  Charles  A. 

Acting  Assistant  Paymaster,  1 September,  1863.  Mustered  out  21  November,  1865. 
Assistant  Paymaster,  23  July,  1866.  Resigned  5 December,  1866. 

Cables,  George. 

Acting  Master,  18  December,  1861.  Honorably  discharged  G I.L.rch.  1866. 

Cadien,  Charles  H. 

Acting  Ensign,  8 July,  1863.  Acting  Master,  5 September,  1864.  Acting  Volun- 
teer Lieutenant,  10  July,  1865.  Honorably  discharged  18  November,  1865. 

Cadle,  John. 

Surgeon’s  Mate,  24  July,  1813.  Surgeon,  27  March,  1818.  Last  appearance  oil 
Records  of  Navy  Department,  1822.  Dead. 

Cadwallader,  31. 

Appointed  Midshipman,  13  December,  1833.  Passed  Midshipman,  8 July,  1839'. 
Died  27  July,  1844. 

Cadwallader,  Rowland. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  2 February,  1865. 

Cad  well,  James  I>. 

Acting  Third  Assistant  Engineer,  9 January,  1862.  Honorably  discharged  4 Janu- 
ary, 1866. 

Cady,  Henry  A. 

Acting  Third  Assistant  Engineer,  1 March,  1863.  Acting  Second  Assistant  Engi- 
neer, 27  May,  1864.  Honorably  discharged  20  November,  1865. 

Cady,  Horatio  I. 

Appointed  Midshipman,  4 March,  1823.  Dismissed  8 June,  1831. 

Caflin,  Lawrence  M. 

Acting  Third  Assistant  Engineer,  6 January,  1865.  Honorably  discharged  1 
November,  1865. 

Cahill,  Edward  J. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Honorably  discharged  28 
August,  1865. 

Cahill,  John. 

Carpenter,  8 July,  1837.  Died  24  July,  1858. 

Cahill,  John. 

Acting  First  Assistant  Engineer,  9 October,  1862.  Resigned  3 May,  1864. 

Cahill,  Joseph  N. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.  First  Assistant  Engineer,  17  March,  1863.  Killed  15  April,  1864. 

Cahoon,  Benjamin  G. 

Mate,  21  August,  1862.  Acting  Ensign,  20  July,  1863.  Appointment  revoked 
(Sick,)  26  March,  1864. 

Cahoone,  J.  Benjamin. 

Purser,  12  November,  1830.  Retired  list,  21  December,  1861.  Pay  Director  Re- 
tired List,  3 March,  1871.  Died  27  July,  1873. 

Cain,  John,  Jr. 

Acting  Midshipman,  4 October,  1851.  Midshipman,  10  June,  1854.  Died  12 
August,  1855. 

Cain,  Robert. 

Mate,  6 June,  1863.  Resigned  31  July,  1863. 

Calden,  Alvin  R. 

Acting  First  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  15  No- 
vember, 1865. 

Calder,  George. 

Appointed  MidsWpman,  29  June,  1798.  Resigned  22  March,  1802. 
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Calder,  George. 

Appointed  Master,  7 April,  1803.  Resigned  26  November,  1804. 

Caldwell,  Albert  Gallatin. 

Midshipman,  23  September,  4861.  Graduated  22  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, March,  1869. 

Caldwell,  C.  H. 

Appointed  Mids  man,  September,  1811.  Lieutenant,  5 March,  1817.  Died  9 
August,  1831. 

Caldwell,  C.  II.  B. 

Midshipman,  27  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  13 
October,  1851.  Lieutenant,  4 September,  1852.  Commander,  16  July,  1862. 
Captain,  12  December,  1867.  Commodore,  14  June,  1874.  Died  30  November,, 
1877. 

Caldwell,  George  W. 

Acting  Third  Assistant  Engineer,  7 March,  1864.  Honorably  discharged  28  Sep- 
tember, 1865. 

Caldwell,  Henry  C. 

Assistant  Surgeon,  J.7  October,  1853.  Passed  Assistant  Surgeon,  13  May,  1858. 
Died  1 December,  1859. 

Caldwell,  James  15. 

Appointed  Midshipman,  22  May,  1798.  Lieutenant,  1 November,  1800.  Killed  in 
action  7 August,  1804. 

Caldwell,  Eafayette. 

Third  Assistant  Engineer,  20  February,  1847.  Resigned  12  June,  1849. 

Caldwell,  B.  M. 

Midshipman,  9 September,  1847.  Dismissed  16  June,  1855. 

Caldwell,  Tliomas. 

Appointed  Master,  23  April,  1814.  Resigned  24  July,  1815. 

Caldwell,  William,  Jr. 

Acting  Ensign,  28  August,  1863.  Honorably  discharged  1 August,  1865. 

Caldwell,  W.  M. 

Appointed  Master,  21  March,  1813.  Lieutenant,  27  April,  1816.  Died  16  Decem- 
ber, 1825. 

Caldwell,  W.  M. 

Midshipman,  10  October,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
26  September,  1847.  Lieutenant,  25  July,  1848.  Resigned  10  October,  1850. 

Caleb,  John. 

Acting  Master,  26  August, 1861.  Appointment  revoked  (Sick,)  17  February,  1862. 

Calhooii,  Adam  15. 

Acting  First  Assistant  Engineer,  24  February,  1864.  Honorably  discharged  4 
October,  1865. 

Calhoun,  George  A. 

Midshipman,  31  July,  1866.  Graduated*  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  8 November,  1873.  Lieutenant,  1 .November,  1879. 

Calhoun,  James  Edward. 

Appointed  Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Resigned  11 
November,  1833. 

Calhoun,  Robert  If. 

Appointed  Midshipman,  1 November,  1828.  Resigned  21  January,  1830. 

Calhoun,  William  L. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged  3 
October,  1865. 

Calkins,  Carlos  G. 

Midshipman,  24  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  1 July,  1875. 
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Calkins,  James  B. 

Acting  Assistant  Surgeon,  7 December,  1861.  Resigned  30  .June,  1863. 

Call,  William  IS. 

Acting  Third  Assistant  Engineer,  5 October,  1863.  Acting  Second  Assistant 
€ Engineer,  9 January,  1865.  Resigned  29  March,  1865. 

Callahan,  Joseph, 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  discharged  24 
August,  1865. 

Call  alter,  Eugene. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  16  July,  1863.  Dismissed  29  September,  1864. 

Callau,  Jerome. 

Appointed  Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829. 
Lieutenant,  3 March,  1831.  Died  29  June.,  1834. 

Callan,  Peter  A. 

Assistant  Surgeon,  25  March,  1868.  Resigned  1 March,  1872. 

Callander,  A.  F. 

Mate,  26  November,  1869.  In  Service. 

Callaway,  Leopold. 

Acting  Third  Assistant  Engineer,  27  June,  1864.  Honorably  discharged  4 Febru- 
rary,  1869.* 

Callender,  Elliot. 

Assistant  Ensign,  1 October,  1862.  Resigned  18  February,  1864. 

Calliss,  Cleon. 

Appointed  Midshipman,  28  June,  1804.  Resigned  3 August,  1805. 

Calvert,  Cecil  A. 

Acting  Ensign,  17  January,  1864.  Honorably  discharged  27  September,  1865. 

Calvert,  Thomas. 

Appointed  Lieutenant,  4 Sej)tember,  1798.  Discharged  15  April,  1801,  under 
Peace  Establishment  Act. 

Cambreling,  J.  P. 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  28'  March,  1820.  Last 
appearance  on  Records  of  Navy  Department,  1821.  Frigate  “ Constellation.'1' 

Cambridge,  W.  E. 

Appointed  Midshipman,  6 March,  1815.  Last  appearance  on  Records  of  Navy 
Department,  15  August,  1820. 

Cameron,  Charles. 

Mate,  7 March,  1864.  Resigned  11  May,  1865. 

Cameron,  I>aniel. 

Appointed  Midshipman,  17  January,  1826.  Resigned  16  November,  1831. 

Cameron,  Robert. 

Acting  Chief  Engineer,  13  June,  1863.  Appointment  revoked,  9 October,  1863. 

Cameron,  Robert. 

Mate,  22  April,  1863.  Died  at  NavalfHospital,  Memphis,  Tennessee,  29  June,  1863. 

Cainer on,  Robert  II. 

Mate,  24  January,  1863.  Acting  Ensign,  5 September,  1863.  Resigned  19  August, 
1864.  Sick. 

Camfield,  Thomas. 

Acting  Third  Assistant  Engineer,  11  February,  1865.  Honorably  discharged  16 
November,  1865.  Acting  Third  Assistant  Engineer,  4 March,  1867.  Mustered 
out  27  August,  1868. 

Cammett,  Warren  S. 

Mate,  6 July,  1863.  Appointment  revoked  9 November,  1864. 

Camp,  Jr.,  Benjamin  F. 

Assistant  Paymaster,  23  September,  1861.  Resigned  29  August,  1863. 


GENERAL  NAVY  REGISTER. 


125 


Camp,  John  G. 

Appointed  Midshipman,  15  November,  1809.  Resigned  25  May,  1811. 

Campbell,  Albert  H. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  26  Octo- 
ber, 1861.  Resigned  5 May,  1863. 

Campbell,  Alexander. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  3 July,  1864.  Honorably  discharged  6 November,  1865. 

Campbell,  A.  S. 

Appointed  Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Died  3 
June,  1836. 

* Campbell,  Alexander  S>. 

Acting  Ensign,  19  August,  1862.  Honorably  discharged  10  October,  1867. 

Campbell,  Charles. 

Surgeon,  24  July,  1813.  Resigned  14  July,  1814. 

Campbell,  Charles  W. 

Mate,  17  September,  1861.  Dismissed  22  October,  1863. 

Campbell,  l>aniel  A. 

Acting  Master,  21  August,  1861.  Recommendation  of  Commanding  Officer,  17 
August,  1864.  Honorably  discharged  1 December,  1865. 

Campbell,  Eben. 

Appointed  Midshipman,  25  June,  1814.  Last  appearance  on  Records  of  Navy 
Department,  4 March,  1815.  Drowned. 

Campbell,  Franeis  D. 

Mate,  24  December,  1862.  Resigned  8 August,  1863.  Acting  Ensign,  14  June, 
1864.  Resigned  29  November,  1864. 

Campbell,  George  C. 

Mate,  11  October,  1861.  Acting  Ensign,  6 October,  1863.  Honorably  discharged 
9 April,  1868. 

Campbell,  H.  G. 

Appointed  Commander,  27  July,  1799.  Captain,  16  October,  1800.  Died  11 
November,  1820. 

Campbell,  James. 

Appointed  Midshipman,  30  November,  1814.  Last  appearance  on  Records  of 
Navy  Department,  1815.  Sloop  “Erie” 

Campbell,  James. 

Appointed  Lieutenant,  20  September,  1799.  Discharged  8 July,  1801,  under  Peace 
Establishment  Act. 

Campbell,  James. 

Acting  Third  Assistant  Engineer,  28  June,  1862.  Honorably  discharged  26  May, 
1868. 

Campbell,  James  C. 

Appointed  Midshipman,  29  December,  1840.  Resigned  7 July  '*842. 

Campbell,  James  E. 

Mate,  29  November,  1863.  Appointment  revoked,  17  September,  1864.  Sick. 

Campbell,  Joseph. 

Acting  Third  Assistant  Engineer,  22  July,  1864.  Dropped  13  August,  1864.. 

Campbell,  Eon  cl  on. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 

1861.  Resigned  6 May,  1861. 

Campbell,  Marshal  C. 

Midshipman,  5 February,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander,  16  July, 

1862.  Died  22  February,  1865. 

Campbell,  NT.  E. 

Acting  Assistant  Surgeon,  1 November,  1861.  Acting  Past  Assistant  Surgeon,  30 
March,  1865.  Honorably  discharged,  22  March.  1869. 
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Campbell,  Robert. 

Acting  Gunner,  15  June,  1864.  Honorably  discharged  9 August,  1865. 

Campbell,  Thomas. 

Acting  Third  Assistant  Engineer,  4 September,  1868.  Honorably  discharged  21 
May,  1866. 

Campbell,  William. 

Appointed  Midshipman,  16  January,  1809.  Died  October,  1810. 

Campbell,  William. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Resigned  21  December,  1861. 
Acting  Second  Assistant  Engineer,  9 May,  1863.  Acting  First  Assistant  Engi- 
neer, 14  February,  1865.  Honorably  discharged,  13  March,  1866. 

Campbell,  W illiam  G. 

Mate,  8 September,  1862.  Acting  Ensign,  13  October,  1863.  Resigned  18  Janu- 
ary, 1866. 

Campbell,  William  H. 

Acting  Assistant  Surgeon,  10  November,  1862.  Resigned  9 June,  1864. 

Campbell,  W illiam  H. 

Appointed  Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Died  6 Sep- 
tember, 1839. 

Campbell,  William  J. 

Appointed  Midshipman,  28  October,  1799.  Resigned  7 April,  1802. 

Campbell,  W.  P.  A. 

Midshipman,  14  December,  1847.  Past  Midshipman,  10  June,  1853.  Master,  15  . 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  19  September, 
1861. 

Cana,  Frederick. 

Appointed  Gunner,  4 October,  1805.  Resigned  21  November,  1808. 

Canady,  Renjamin. 

Acting  Second  Assistant  Engineer,  29  November,  1862.  Resigned  23  July,  1863. 

Canaday,  Jeremiah. 

Mate,  23  April,  1864.  Appointment  revoked  18  May,  1865.  Sick. 

Canaga,  Alfred  R. 

Cadet  Engineer,  1 October,  1872.  Graduated  30  May,  1874.  Assistant  Engineer, 
26  February,  1875.  In  service. 

Canfield,  Francis  A. 

Third  Assistant'Engineer,  21  May,  1853.  Resigned  30  April,  1856. 

Canfield,  John  P. 

Mate,  16  June,  1864.  Resigned  6 July,  1865. 

Canfield,  Richard. 

Acting  Ensign,  11  July,  1863.  Acting  Master,  9 June,  1865.  Honorably  dis- 
charged 4 September,  1866. 

Canfield,  William  C. 

Cadet  Midshipman,  23  September,  1873.  Graduated  4 June,  1880. 

Cann,  J.  E. 

Assistant  Paymaster,  14  July,  1870.  Passed  Assistant  Paymaster,  22  October, 
1878. 

Cannedy,  P.  F. 

Appointed  Midshipman,  4 March,  1823.  Passed  Midshipman,  23  May,  1829. 
Lieutenant,  31  December,  1833.  Died  2 January,  1834. 

Cannell,  Charles  A. 

Appointed  Midshipman,  1 June,  1828.  Lost  on  “Hornet,”  10  September,  1829. 

Canning,  Joseph  C. 

Acting  Assistant  Paymaster,  3 August,  1861.  Honorably  discharged  31  May,  1866. 

Canning,  William  P. 

Surgeon’s  Mate,  7 May,  1844.  Died  7 April,  1845. 
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Cannon,  Charles  A. 

Appointed  Midshipman,  9 June,  1811.  Resigned  30  January,  1818. 

Cannon,  diaries  A. 

Acting  Ensign,  9 August,  1864.  Honorably  discharged  14  November,  1865. 

Cannon,  C.  C. 

Midshipman,  7 April,  1847.  Dropped  25  July,  1853. 

Cannon,  Charles  G. 

Appointed  Midshipman,  30  October,  i799.  Discharged  12  October,  1801,  under 
Peace  Establishment  Act. 

Cannon,  John. 

Mate,  21  August,  1863.  Acting  Ensign,  3 June,  1864.  Died  16  July,  1865,  on 
“ Geiinessee .” 

Cannon,  John  U. 

Appointed  Boatswain,  8 May,  1802.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 18  July,  1807. 

Cannon,  John  S. 

Appointed  Midshipman,  26  February,  1814.  Dismissed  31  December,  1828. 

Cannon,  Joseph 

Appointed  Master,  16  January,  1829.  Dismissed  31  December,  1829. 

Cannon,  Coring. 

Mate,  23  Jannary,  1862.  Honorably  discharged  19  May,  1865. 

Cannon,  Thomas  $• 

Acting  Ensign,  21  November,  1864.  Honorably  discharged  1 August,  1865 

Cannon,  William  E. 

Mate,  20  May,  1863.  Honorably  discharged  10  January,  1866. 

Capen,  William.  If. 

Acting  Third  Assistant  Engineer,  2 November,  1861.  Honorably  discharged  6 
March,  1866. 

Capers,  William  H. 

Appointed  Midshipman,  27  March,  1822.  Resigned  20  December,  1824. 

Caperton,  William  R. 

Midshipman,  13  June,  1871.  Graduated  20  June,  1876.  Ensign,  3 August,  1877. 

Carfoery,  Henry, 

Purser,  9 April,  1804.  Resigned  23  May,  1804. 

Cardella,  R.  F, 

Acting  Ensign,  1 October,  1862.  Resigned  24  October,  1862. 

Car  els,  Joseph  II. 

Acting  Assistant  Paymaster,  21  July,  1862.  Appointment  revoked  11  July,  1863. 
Sick. 

Carey,  George  T. 

Mate,  28  August,  1863.  Honorably  discharged  1 November,  1868. 

Carey,  John. 

Acting  Third  Assistant  Engineer,  7 October,  1864.  Honorablv  discharged  1 Sep- 
tember, 1865. 

Carey,  Joseph  W. 

Mate,  28  January,  1863.  Appointment  revoked  14  March,  1863. 

Carey,  Miles. 

Appointed  Midshipman,  13  March,  1839.  Dropped  in  1840 

Carey,  Richard. 

Appointed  Midshipman,  2 July,  1801.  Discharged  10  November,  1801,  under 
Peace  Establishment  Act. 

Carey,  Robert  H. 

Mate,  23  August,  1861.  Acting  Ensign,  24  October,  1863.  Honorably  discharged 
18  December,  1868. 
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Carey,  Stephen  M. 

Mate,  20  July,  1863.  Accidentally  killed  on  “Dragon”  22  April,  1864. 

Carleton,  John. 

Appointed  Master,  4 July,  ±815.  Died  12  August,  1847. 

Carley,  William  D. 

Mate,  12  September,  1864.  Honorably  discharged  24  October,  1865. 

Carlin,  James  W. 

Midshipman,  23  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  12  February,  1874. 

Carlisle,  Columbus  C. 

Acting  Second  Assistant  Engineer,  30  May,  1863.  Resigned  30  June,  1864. 

Carlton,  John. 

Master,  4 July,  1815.  Died  12  August  1847. 

Carlton,  Thomas  I 

Acting  Ensign,  8 June,  1864.  Resigned  30  May,  186* 

Carman,  William  J. 

Acting  Third  Assistant  Engineer,  22  October,  1862.  Honorably  discharged  9 
October,  1865 

Carmichael,  E.  T. 

Appointed  Midshipman,  17  September,  1841.  Died  7 August,  1847. 

Carmody,  John  11. 

Acting  Assistant  Paymaster,  27  August,  1864.  Assistant  Paymaster,  23  July,  1866. 
Passed  Assistant  Paymaster,  5 June,  1868.  Paymaster,  22  October,  1878. 

Carmody,  llobert  Emmet® 

Acting  Midshipman,  28  November,  1861.  Graduated  6 June,  1867.  Ensign,  18 
December,  1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Carnes,  Edwin  O. 

Midshipman,  24  June,  1846.  Passed  Midshipman,  8 June,  1852.  Resigned  30 
May,  1855. 

Carnell,  Thomas. 

Appointed  Midshipman,  2 April,  1804.  Resigned  2 June,  1804. 

Carnes,  James  B„ 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Honorably  discharged  7 
August,  1865. 

Carney,  Benjamin  B. 

Acting  Second  Assistant  Engineer,  1 January,  1863.  Dismissed  21  May,  1863. 

Cams,  William  II. 

Appointed  Midshipman,  31  December,  1833.  Resigned  3 July,  1837. 

Carpender,  Edward  W. 

Midshipman,  10  July,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Reserved  List,  13  September,  1855.  Commodore  Reserved  List. 
Died  16  May,  1877. 

Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  1798.  Died  in  January,  1800. 

Carpenter,  Benjamin. 

Appointed  Midshipman,  10  July,  181’3.  Drowned  25  May,  1820. 

Carpenter,  Benjamin  O. 

Mate,  29  December,  1863.  Discharged  6 July  1864. 

Carpenter,  Charles  Carroll. 

Midshipman,  1 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant  Commander,  16  July, 
1862.  Commander,  10  February,  1869.  Captain,  25  March,  1880. 

Carpenter,  Charles  O. 

Assistant  Surgeon,  30  July,  1861.  Resigned  27  March,  1863. 

Carpenter,  Charles  IS. 

Appointed  Midshipman,  27  November,  1798.  Discharged  30  April,  1801,  under 
Peace  Establishment  Act. 
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Carpenter,  Jacob- 

Appointed  Gunner,  28  May,  1836.  Died  8 March,  1842. 

Carpenter,  Janies  S>. 

Acting  Second  Assistant  Engineer,  4 June,  1862.  Died  on  “ Princeton 19 
January,  1864. 

Carpenter,  James  II. 

Mate,  17  February,  1862.  Resigned  6 December,  1862. 

Carpenter,  James  IS. 

Acting  Midshipman,  29  November,  1862. 

Carpenter,  Janies  N. 

Purser,  13  September,  1860.  Pay  Inspector,  3 March,  1871.  Retired  list,  7 March, 
1869. 

Carpenter,  Joint  II. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  28 
October,  1862.  First  Assistant  Engineer,  1 March,  1864.  Chief  Engineer,  11 
June,  1874.  In  service. 

Carpenter,  Jolsn  8. 

Mate,  24  December,  1863.  Discharged  27  April,  1864. 

Carpenter,  Millington  IL. 

Acting  Master,  4 November,  1861.  Resigned  26  May,  1862. 

Carpenter,  Samuel. 

Mate,  24  November,  1863.  Acting  Ensign,  26  November,  1864.  Honorably  dis- 
charged 31  July,  1865. 

Carpenter,  T.  O.  IS. 

Surgeon’s  Mate,  13  October,  1798.  Resigned  14  June,  1799. 

Carpenter,  William  A. 

Acting  Assistant  Paymaster,  14  January,  1865.  Honorably  discharged  4 Novem- 
ber, 1865. 

Carr,  Alfred  C. 

Cadet  Engineer,  15  December,  1875.  Graduated  10  June,  1879. 

Carr,  Cornelius. 

Acting  Second  Assistant  Engineer,  18  November,  1861.  Acting  First  Assistant 
Engineer,  20  November,  1863.  Honorably  discharged  23  March,  1866. 

Carr,  Edward. 

Appointed  Boatswain,  2 October,  1799.  Discharged  25  May,  1801. 

Carr,  Henry  I®. 

Acting  Master,  8 June,  1861.  Died  at  Beaufort,  North  Carolina,  26  December, 
1863. 

Carr,  James. 

Acting  Third  Assistant  Engineer,  26  November,  1861.  Resigned  7 January,  1862. 

Carr,  James  E. 

Appointed  Master,  4 August,  1807.  Lost  in  the  “ Wasp”  1815. 

Carr,  James  E. 

Acting  Ensign,  3 June,  1864.  Honorably  discharged  15  August,  1865. 

Carr,  Joint  A. 

Appointed  Midshipman,  4 July,  1817.  Lieutenant,  28  April,  1826.  Died  3 May, 
1837. 

Carr,  Joint  H. 

Purser,  25  April,  1812.  Resigned  30  September,  1830. 

Carr,  John  P. 

Acting  Master,  3 September,  1861.  Honorably  discharged  31  August,  1865. 

Carr,  Nathaniel  E. 

Appointed  Midshipman,  3 February,  1840.  Dropped. 

Carr,  Oliver. 

Acting  Third  Assistant  Engineer,  29  December,  1863.  Died  at  New  Orleans,  12 
October,  1864. 
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Carr,  Overton,  Jr. 

Appointed  Midshipman,  2 April,  1804.  Resigned  15  April,  1807. 

Carr,  Overton. 

Midshipman,  1 March,  182'i.  Passed  Midshipman,  10  June,  1833.  Lieutenant,  8 
December,  1838.  Commander,  14  September,  1855.  Retired  list,  3 December, 
1861.  Captain,  Retired  list,  4 April,  1867. 

Carraway,  John. 

Appointed  Master,  20  April,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Discharged  by  Captain  Cassin. 

Carrick,  George  Washington. 

Third  Assistant  Engineer,  10»June,  1862.  Resigned  18  November,  1865. 

Carrick,  Samuel  I>. 

Appointed  Midshipman,  11  April,  1800.  Resigned  26  June,  1800. 

Carrington,  W.  C.  G. 

Appointed  Midshipman,  6 February,  1823.  Resigned  10  December,  1829. 

Carrington,  William  F. 

Assistant  Surgeon,  17  June,  1848.  Resigned  11  September,  1851. 

Carroll,  S>avM  W. 

Acting  Ensign,  9 October,  1862.  Acting  Master,  5 November,  1864.  Honorably 
discharged  30  September,  1865. 

Carroll,  Rennis. 

Mate,  11  July,  1864.  Dismissed  6 January,  1865. 

Carroll,  Ferdinand, 

Midshipman,  4 October,  1850.  Dismissed  3 March,  1851. 

Carroll,  CJeorge  R. 

Appointed  Midshipman,  2 February,  1829.  Passed  Midshipman,  4 June,  1836. 
Resigned  29  May,  1837. 

Carroll,  Henry  P.  * 

Acting  Third  Assistant  Engineer,  23  July,  1862.  Deserted  1 October,  1862. 

Carroll,  John, 

Appointed  Midshipman-,  13  December,  1831.  Passed  Midshipman,  15  June,  1837. 
Lieutenant,  8 September,  1841.  Died  31  March,  1842. 

Carroll,  John. 

Third  Assistant  Engineer,  14  May,  1847.  Died  21  December,  1852. 

Carroll,  W.  IS. 

Appointed  Midshipman,  7 September,  1798.  Lieutenant,  10  April,  1802.  Com- 
mander, 2 February,  1815.  Resigned  12  December,  1822. 

Carroll,  Michael  J. 

Acting  Third  Assistant  Engineer,  2 December,  1864.  Honorably  discharged 
24  September,  1865. 

Carroll,  Richard. 

Acting  Carpenter,  31  August,  1863.  Resigned  9 December,  1864. 

Carroll,  William  II. 

Mate.  Resigned  8 May,  1865. 

Carron,  John. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  17  December,  1862.  Acting  First  Assistant  Engineer,  1 April,  1864. 
Honorably  discharged  20  November,  1865. 

Carrol  hers,  John  K. 

Acting  Midshipman,  23  September,  1858.  Died  23  December,  1861. 

Carson,  John. 

Appointed  Master,  20  November,  1798.  Lieutenant,  13  June,  1799.  Last  appear- 
ance on  Records  of  Navy  Department. 

Carson,  John. 

Appointed  Master,  26  August,  1808.  Dismissed  12  December,  1809. 
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Carson,  Martin. 

Acting  Third  Assistant  Engineer,  19  October,  1861.  Died  on  “ Alabama ,”  24  July, 
1863. 

Carson,  Peter, 

Appointed  Master,  1 November,  1816.  Died  in  1828. 

Carson,  Richard. 

Appointed  Midshipman,  14  April,  1800.  Discharged  2 June,  1801,  under  Peace 
Establishment  Act. 

Carson,  Richard, 

Appointed  Midshipman,  15  November,  1809.  Resigned  3 January,  1812. 

Carson,  Robert, 

Appointed  Midshipman,  1 February,  1814.  Last  appearance  on  Records  of  Navy 
Department,  15  March,  1815.  Dead. 

Carson,  Scott  H, 

Mate,  7 February,  1863.  Resigned,  (Sick,)  22  August,  1863. 

Cars! airs,  Thomas. 

Acting  Assistant  Paymaster,  30  September,  1862.  Appointment  revoked  30  June, 
1866. 

Carswell,  William. 

Acting  Chief  Engineer,  1 October,  1862.  Resigned  24  November,  1862. 

Cartee,  Seth. 

Appointed  Master,  date  not  known.  Lieutenant,  18  May,  1804.  Last  appearance 
on  Records  of  Navy  Department,  17  April,  1805. 

Carter,  AMel  Reach. 

Midshipman,  24  September,  1861.  Graduated^  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  30  Novem- 
ber, 1874. 

Carter,  Carey. 

Midshipman,  12  October,  1848.  Resigned  24  June,  1856. 

Carter,  Charles. 

Assistant  Surgeon,  1 October,  1861.  Resigned  6 February,  1863. 

Carter,  Ran  tel. 

Appointed  Midshipman,  1 August,  1826.  Died  25  March,  1832. 

Carter,  E.  C, 

Mate,  1 January,  1865.  Honorably  discharged  18  September,  1865 

Carter,  Edward, 

Appointed  Midshipman,  9 November,  1813.  Last  appearance  on  Records  of  Navy 
Department,  1814. 

Carter,  Edward.  C. 

Appointed  Midshipman,  1 January,  1842.  Resigned  9 July,  1814. 

Carter,  Enoch  II. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Acting  Second  Assistant 
Engineer,  11  March,  1865.  Resigned  12  May,  1865. 

Carter,  Fidelio  S. 

Midshipman,  30  September,  1870.  Graduated  21  June,  4 875.  Ensign,  18  July, 
1876. 

Carter,  Henry  R. 

Mate,  1861.  Acting  Master,  8 February,  1862.  Appointment  revoked  (Sick,) 
21  May,  1862.  Re-appointed  Acting  Master,  21  May,  1862.  Honorably  dis- 
charged 11  May,  1865. 

Carter,  Mill. 

Appointed  Midshipman,  9 November,  1813.  Resigned  11  March,  1816. 

Carter,  Jacob. 

Appointed  Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy 
Department. 
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Carter 9 John  C. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  9 
February,  1837.  Reserved  list,  13  September,  1855.  Commander,  Active  list, 

14  September,  1855.  Commodore,  Retired  list,  4 April,  1867.  Died  24  Novem- 
ber, 1870. 

Carter,  John  I£. 

Appointed  Master,  9 May,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 28  March,  1814. 

Carter,  Jolm  I£. 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  27  April,  1816.  Died  1 Feb- 
ruary, 1831. 

Carter,  Jolm  M. 

Mate,  23  May,  1864.  Dismissed  19  August,  1864.  * 

Carter,  Johnston  15. 

Midshipman,  31  December,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
22  July,  1846.  Dismissed  3 September,  1857. 

Carter,  Jonathan  If. 

Midshipman,  12  March,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Resigned  25  April,  1861. 
Carter,  Joseph  H. 

Mate,  14  May,  1864.  Honorably  discharged  11  October,  1865. 

Carter,  Josiali  P. 

Carpenter,  19  July,  1861. 

■C  arter,  Nathaniel,  Jr.  - 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  5 March,  1817.  Died  7 
September,  1823. 

Carter,  Richard  H. 

Acting  Third  Assistant  Engineer,  11  January,  1863.  Resigned  (Sick,)  1 July,, 
1864. 

Carter,  Robert. 

Assistant  Surgeon,  2 June,  1849.  Passed  Assistant  Surgeon,  24  February,  1857. 
Resigned  3 July,  1858. 

Carter,  Robert  R. 

Midshipman,  30  March,  1842.  Passed  Midshipman,  5 August,  1848.  Master, 

15  September,  1855.  Lieutenant-,  16  September,  1855.  Resigned  2 April,  1861# 

Carter,  Rodney  F. 

Acting  Third  Assistant  Engineer,  16  December,  1863.  Acting  Second  Assistant 
Engineer,  21  March,  1865.  Honorably  discharged  11  October,  1865. 

Carter,  gamiael  IP. 

Midshipman,  14  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  12 
September,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  25  June,  1865.  Captain,  28  October,  1870.  Commodore,  13 
November,  1878. 

Carter,  Thomas  F. 

Cadet  Engineer,  1 October,  1873.  Graduated  10  June,  1879. 

Carter,  Thomas  U. 

Appointed  Midshipman,  4 March,  1818.  Resigned  25  January,  1819. 

Carter,  William. 

Carpenter,  18  February,  1870.  Appointment  revoked  8 September,  1870.  Carpen- 
ter, 17  June,  1874.  Died  14  March,  1880. 

Carter,  William. 

Appointed  Midshipman,  13  July,  1831.  Resigned  15  March,  1834. 

Carter,  William,  Jr. 

Appointed  Midshipman,  28  June,  1804.  Lieutenant,  28  April,  1810.  Commander, 
27  April,  1816.  Cashiered  7 December,  1827. 
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Carter,  William  W. 

Gunner,  21  May,  1859.  Acting  Master,  8 October,  1862.  Honorably  discharged 
24  October,  1865.  In  service  as  Gunner. 

Carter,  Woodward. 

Mate,  12  September,  1862,  Acting  Ensign,  25  January,  1864.  Honorably  dis 
charged  9 October,  1868.  Acting  Boatswain,  18  April,  1879. 

Carton,  Thomas  H. 

Acting  Second  Assistant  Engineer,  22  September,  1863.  Honorably  discharged 
20  September,  1865. 

Cartwright,  Thomas  G. 

Mate,  19  December,  1864.  Appointment  revoked  4 January,  1866. 

Garty,  Charles  F. 

Acting  First  Assistant  Engineer,  17  October,  1862.  Acting  Chief  Engineer,  19 
May,  18.64.  Honorably  discharged  29  November,  1865. 

Carver,  D.  M. 

Mate.  Acting  Ensign,  5 September,  1863.  Resigned  22  May,  1865. 

Carver,  Jesse  T. 

Acting  Ensign,  30  April,  1864.  Honorably  discharged  9 July,  1865 

Carwen,  Christopher. 

Acting  Ensign,  16  December,  1862.  Honorably  discharged  11  November,  1865. 

Case,  Augustus  F. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  14  September,  1855.  Captain,  2 January,  1863. 
Commodore,  8 December,  1867.  Rear  Admiral,  24  Mav,  1872.  Retired  list,  3 
February,  1875. 

Case,  Augustus  1L.,  Jr. 

Midshipman,  23  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  1 April,  1880. 

Case,  Charles. 

Mate,  26  June,  1862.  Acting  Ensign,  25  May,  1864.  Honorably  discharged  12 
December,  1865. 

Case,  Chester  M. 

Acting  Assistant  Paymaster,  14  January,  1865.  Honorably  discharged  10  Septem- 
ber, 1865. 

Case,  Daniel  it. 

Midshipman,  5 June,  1872.  Graduated  20  June,  1876.  Resigned  8 January,  1879. 

Case,  Francis  A. 

Mate,  25  April,  1864.  Lost  on  “ Narcissus ,”  4 January,  1866. 

Case,  Frank  ft. 

Cadet  Midshipman,  7 June,  1873.  Graduated  18  June,  1879. 

Case,  George  F. 

Acting  Second  Assistant  Engineer,  19  March,  1864.  Honorably  discharged  14 
August,  1865. 

Case,  Henry  A. 

Mate,  27  September,  1864.  Honorably  discharged  27  Septemoer,  1865. 

Case,  J.  Madison. 

Acting  Second  Assistant  Engineer,  1 December,  1862.  Honorably  discharged  27 
September,  1865. 

Case,  Robert  F. 

Acting  Third  Assistant  Engineer,  10  October,  1864.  Honorably  discharged  19 
April,  1866. 

Casey,  Charles  If. 

Acting  Ensign,  8 July,  1864.  Resigned  30  May,  1865. 

Casey,  Henry  P. 

Appointed  Midshipman,  17  July,  1800.  Dismissed  9 December,  1805. 
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Casey,  J0I111  A. 

Surgeon’s  Mate,  30  October,  1799.  Permitted  to  retire,  24  April,  1801. 

Casey,  Silas,  Jr. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master*' 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander  25 
July,  1866.  Commander,  14  June,  1874. 

Casli,  Thomas  M. 

Acting  Master,  17  May,  1861.  Resigned  11  June,  1861.  Re-appointed  29  August,, 
1861.  Appointment  revoked  23  November,  1861. 

Cass,  Alex.  II. 

Appointed  Midshipman,  21  July,  1835.  Died  27  May,  1839. 

Cassan,  Eewis  P. 

Acting  Ensign,  3 June,  1864.  Resigned  16  March,  1865. 

Cassedy,  George  V. 

Acting  Master,  22  March,  1862.  Resigned  26  May,  1863.  Acting  Ensign,  28  De- 
cember, 1864.  Honorably  discharged  21  July,  1865. 

Cassell,  Alex.  W. 

Sailmaker,  18  February,  1847.  Resigned  27  July,  1847.  Sailmaker  7 April,  1859. 

Cassell,  Charles. 

Appointed  Sailmaker,  27  September,  1813.  Resigned  11  Feoruary,  1815.  Ap- 
pointed Sailmaker,  24  June,  1817.  Died  30  August,  1827. 

Cassel,  Douglas. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  13  October,  1863. 
Master,  10  March,  1866.  Lieutenant,  25  July,  1866.  Lieutenant-Commander,. 
12  March,  1868.  Died  15  June,  1875. 

Cassell,  Jacob  W. 

Acting  Third  Assistant  Engineer,  3 October,  1864.  Honorably  discharged  12. 
December,  1865. 

Cassidy,  Edward. 

Mate,  8 October,  1862.  Dismissed  12  May,  1865. 

Cassidy,  Edward  A. 

Carpenter,  7 April,  1854.  Warranted,  18  June,  1857.  Died  at  Baltimore,  Mary- 
land, 19  July,  1860. 

Cassidy,  Felix. 

Acting  Gunner,  8 November,  1862.  Gunner,  22  October,  1863. 

Cassidy,  Thomas  S. 

Gunner,  4 November,  1861.  Dismissed  18  July,  1864.  Restored  on  probation,  15 
August,  1864.  Appointment  revoked  1 July,  1867. 

Cassin,  Charles  I. 

Assistant  Surgeon,  31  March,  1869.  Passed  Assistant  Surgeon,  28  February,  1874.. 
Died  14  January,  1878. 

Cassin,  John. 

Appointed  Lieutenant,  13  November,  1799.  Commander,  2 April, 4806.  Captain,, 
3 July,  1812.  Died  24  March,  1822. 

Cassin,  John. 

Appointed  Midshipman,  10  May,  1820.  Lieutenant,  7 May,  1828.  Died  16  Octo- 
ber, 1837. 

Cassin,  Joseph,  Jr. 

Appointed  Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  35 
November,  1826. 

Cassin,  Joseph. 

Purser,  29  December,  1807.  Died  in  1821. 

Cassin,  Nicholas. 

Acting  Third  Assistant  Engineer,  11  June,  1864.  Honorably  discharged  2 Novem- 
ber, 1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Died  on  th& 
“ Tawny”  10  September,  1867. 
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€a^in,  Robert  A. 

Appointed  Midshipman,  1 November,  1826.  Resigned  9 June,  1834. 

Cassiis,  Stephen. 

Midshipman,  21  February,  1800.  Lieutenant,  12  February,  1807.  Commander,  11 
September,  1814.  Captain,  3 March,  1825.  Reserved  list,  13  September,  1855. 
Died  29  August,  1857. 

Castano,  Domingo. 

Acting  Third  Assistant  Engineer,  15  May,  1863.  Honorably  discharged  8 July, 
1869. 

Cartel  I „ G.  Clinton. 

Acting  Third  Assistant  Engineer,  8 August,  1863.  Acting  Second  Assistant  Engi- 
neer, 1 April,  1865.  Honorably  discharged  30  August,  1867. 

Cast  ill©,  Joaquim  D. 

Assistant  Surgeon,  6 July,  1880. 

Castle,  Frederick  A. 

Acting  Assistant  Surgeon,  22  September,  1862.  Honorably  discharged  26  Septem- 
ber, 1865. 

Castle,  William  W. 

Acting  Assistant  Paymaster,  6 March,  1865.  Mustered  out  2 September,  1866. 

Caswell,  Benjamin  F. 

Mate,  28  October,  1861.  Deserted  9 December,  1861. 

Caswell,  Daniel. 

Appointed  Carpenter,  23  August,  1836.  Died  25  February,  1842. 

Caswell,  Ethridge  G.9  Jr. 

Mate,  4 January,  1864.  Honorably  discharged  5 September,  1865. 

Caswell,  John  W. 

Mate,  15  September,  1862.  Resigned  15  September,  1864. 

Caswell,  Richard. 

Mate,  15  December,  1862.  Dismissed  17  February,  1863. 

Caswell,  Thomas  T. 

Assistant  Paymaster,  9 September,  1861.  Passed  Assistant  Paymaster,  6 Febru- 
ary, 1862.  Paymaster,  17  September,  1863. 

Catalano,  Salvador©. 

Appointed  Master,  9 August,  1809.  Died  5 January,  1846. 

Catchpole,  Alfred. 

Acting  Second  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  21 
July,  1865. 

Catlieart,  William  E. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877.  In  service. 

Cate,  David. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Died  on  Mississippi  River,  4 
May,  1865. 

Catlett,  Han  son. 

Surgeon’s  Mate,  3 August,  1798.  Surgeon,  14  August,  1799.  Discharged  under 
Peace  Establishment  Act,  29  April,  1801. 

Caten,  Richard. 

Appointed  Midshipman,  9 June,  1811.  Resigned  20  May,  1816. 

Caton,  William. 

Surgeon’s  Mate,  1810.  Surgeon,  24  July,  1813.  Died  19  October,  1819. 

Caulk,  John. 

Gunner,  2 September,  1841.  Died  19  May,  1873. 

Caulk,  1®.  R. 

Mate,  1861.  Appointment  revoked  11  March,  1862. 
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Caul  let,  Sen  jam  in. 

Acting  Ensign,  3 August,  1863.  Honorably  discharged  6 September,  1865. 

Causler,  William. 

xYppointed  Master,  29  March,  1814.  Last  appearance  on  Records  of  Navy  Depart, 
ment,  5 April,  1814. 

Causten,  Joseph  IS. 

Purser,  20  December,  1817.  Died  29  June,  1822. 

Caven,  Charles  II. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  30  November, 
1865. 

Caven  ay,  Edward. 

Boatswain,  8 April,  1849.  Resigned  8 October,  1853.  Acting  Master,  5 May, 
1861.  Acting  Volunteer  Lieutenant,  23  September,  1861.  Honorably  discharged 
•2  October,  1865.  Acting  Master,  18  October,  1867.  Mustered  out  2 October, 
1868.  Boatswain,  22  May,  1869.  Retired  list,  4 September,  1871.  Died  17 
January,  1880. 

Caye,  Edmund. 

Acting  First  Assistant  Engineer,  9 June,  1863.  Honorably  discharged  1 Decem- 
ber, 1865. 

Cecil,  Francis  M. 

Carpenter,  19  February,  1838.  Died  18  April,  1864. 

Cenas,  Hilary. 

Acting  Midshipman,  21  September,  1855.  Midshipman,  9 June,  1859.  Dismissed 
24  August,  1861. 

Center,  Frank  I*. 

Acting  Ensign,  21  April,  1864.  Honorably  discharged  15  September,  1865. 

Center,  Sturgis. 

Acting  Ensign,  5 March,  1864.  Honorably  discharged  15  September,  1866. 

Chadsey,  Arthur  E. 

Acting  Midshipman,  2 October,  1861. 

Chadwick,  12.  II.  , 

Acting  Ensign,  22  July,  1863.  Honorably  discharged  7 October,  1868. 

Chadwick,  Charles. 

Acting  First  Assistant  Engineer.  7 May,  1864.  Honorably  discharged  2 Decem- 
ber, 1865. 

Chadwick,  War  win  J. 

Mate,  14  May,  1864.  Honorably  discharged  1 August,  1865. 

Chadwick,  Edmund  A. 

Acting  Assistant  Paymaster,  10  July,  1863.  Honorably  discharged  10  December, 
1865. 

Chadwick,  French  E. 

Acting  Midshipman,  28  September,  1861.  Graduated  22  November,  1864.  En- 
sign, 1 November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March, 
1868.  Lieutenant-Commander,  26  March,  1869. 

Chadwick,  J ere. 

Acting  Master,  26  February,  1862.  Honorably  discharged  22  September,  1865. 

Chadwick,  John  E. 

Acting  Second  Assistant  Engineer,  21  October,  1864.  Resigned  12  May,  1865. 

Chadwick,  John  P. 

Acting  Ensign,  3 March,  1864.  Honorably  discharged  31  August,  1865. 

Chadwick,  Joseph  A. 

Mate,  30  December,  1861.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
6 April,  1866. 

Chadweli,  Joseph  F. 

Acting  Master,  16  September,  1862.  Dismissed  16  May,  1863. 
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Chadwick,  Joseph  M. 

Mate,  4 November,  1862.  Acting  Ensign,  20  duly,  1868.  Honorably  discharged 
31  October,  1865. 

Chadwick,  William  W . 

Acting  Third  Assistant  Engineer,  30  July,  1864.  Honorably  discharged  5 Decem- 
ber, 1865. 

ChaiFee,  Charles  H. 

Acting  Third  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  28  Octo- 
ber, 1865. 

Chaffee,  Jossah  C. 

Acting  Third  Assistant  Engineer,  2 December,  1861.  Second  Assistant  Engineer, 
8 September,  1863.  Dropped  25  July,  1872. 

Chaille,  William  II. 

Appointed  Midshipman,  17  December,  1810.  Last  appearance  on  Records  of 
Navy  Department,  30  September,  1815. 

Chalmers,  David. 

Appointed  Midshipman,  2 April,  1804.  Struck  off  8 May,  1806. 

Chalmers,  Matthew. 

Assistant  Surgeon,  3 December,  1861.  Resigned  3 August,  1864. 

Chamberlain,  Charles  C. 

Mate,  7 August,  1863.  Honorably  discharged  29  July,  1865. 

Chamberlain,  Ezra. 

Appointed  Boatswain,  17  December,  1841.  Dismissed  26  July,  1843.  Boatswain, 
10  February,  1851.  Dismissed  22  March,  1851. 

Chamber! am , George. 

Acting  Ensign,  29  April,  1864.  Honorably  discharged  13  February,  1866. 

Chamberlain,  beamier  $. 

Acting  Assistant  Paymaster,  3 June,  1863.  Resigned  11  October,  1866. 

Chamberlain,  Otis  C. 

Acting  Third  Assistant  Engineer,  6 May,  1864.  Honorably  discharged  28  Octo- 
ber, 1865.  Acting  Third  Assistant  Engineer,  31  July,  1866.  Mustered  out  9 
November,  1868. 

Chamberlain,  S.  I*. 

Appointed  Master,  8 January,  1814.  Died  8 February,  1822. 

Chamberlain,  W.  1>. 

Appointed  Midshipman,  4 July,  1805.  Resigned  16  January.,  1808. 

Chamberlin,  W.  R.  F. 

Appointed  Midshipman,  9 November,  1813.  Resigned  4 November,  1814. 

Chambers,  Henry  A. 

Appointed  Midshipman,  1 January,  1825.  Resigned  23  June,  1826. 

Chambers,  John. 

Acting  Third  Assistant  Engineer  7 July,  1864.  Honorably  discharged  1 August, 
1865. 

Chambers,  John  E. 

Mate,  28  August,  1862.  Resigned  6 May,  1865. 

Chambers,  John  W. 

Acting  Ensign,  22  April,  1863.  Honorably  discharged  27  September,  1865. 

Chambers,  Thomas. 

Appointed  Master,  24  February,  1812.  Last  appearance  on  Records  of  Navy  De- 
partment. 

Chambers,  Washington  I. 

Midshipman,  9 June,  1871.  Graduated  20  June,  1876.  Ensign,  30  November, 
1878. 

Champion,  John  C. 

Acting  Master,  15  August,  1861.  Honorably  discharged  27  November,  1865. 
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Champion,  Newton. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  17  De- 
cember, 1862.  Resigned  22  September,  1863. 

Champion,  Newton. 

Acting  Second  Assistant  Engineer,  7 November,  1864.  Honorably  discharged  3 
March,  1866. 

Champ! in,  Jahez. 

Surgeon,  30  November,  1799.  Discharged  under  Peace  Establishment  Act,  13 
April,  1801. 

Champlin,  Stephen. 

Master,  22  May,  1812.  Lieutenant,  9 December,  1814.  Commander,  22  June,  1838. 
Captain,  4 August,  1850.  Reserved  list,  13  September,  1855.  Commodore  on 
Reserved  list,  4 April,  1867.  Died  20  February.  1870. 

Champney,  Benjamin. 

Surgeon,  30  November,  1799.  Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act. 

Chance,  Franklin. 

Mate,  26  November,  1863.  Resigned  25  June,  1864. 

Chauncey,  Isaac. 

Lieutenant,  17  September,  1798.  Commander,  23  May,  1804.  Captain,  24  April, 
1806.  Died  27  January,  1840. 

Chauncey,  Wolcott. 

Appointed  Midshipman,  28  June,  1804.  Lieutenant,  7 June,  1810.  Commander, 
5 March,  1817.  Captain,  24  April,  1828.  Died  14  October,  1835. 

Chandler,  B.  F. 

Civil  Engineer,  7 July,  1852. 

Chandler,  Isaac  A. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  11 
November,  1865. 

Chandler,  John  R. 

Surgeon’s  Mate,  14  November,  1824.  Surgeon,  4 December,  1828.  Died  28  July, 
1841. 

Chandler,  Joseph  W. 

Acting  Ensign,  23  January,  1863.  Honorably  discharged  27  March,  1867. 

Chandler,  Josiah  A. 

Acting  Third  Assistant  Engineer,  2 July,  1864.  Honorably  discharged  27  July, 
1865. 

Chandler,  Malph. 

Midshipman,  27  September,  1845.  Passed  Midshipman,  6 October,  1851.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July  1862.  Commander,  25  July,  1866.  Captain,  5 June,  1874. 

Chandler,  Samuel. 

Chaplain,  date  not  known.  Discharged  9 April,  1802. 

Chandler,  Thomas  K. 

Acting  Assistant  Surgeon,  11  April,  1864.  Acting  Passed  Assistant  Surgeon,  9 
June,  1866.  Died  5 February,  1867. 

Chandler,  William. 

Midshipman,  1 August,  1820.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
23  September,  1837.  Reserved  list,  13  September,  1855.  Commander,  Active 
list,  14  September,  1855.  Dismissed  17  October,  1861. 

Chandler,  William. 

Mate,  19  August,  1862.  Acting  Ensign,  8 June,  1864.  Honorably  discharged  14 
August,  1865. 

Chaney,  James  M. 

Acting  Third  Assistant  Engineer,  7 August,  1863.  Honorably  discharged  18  Janu- 
ary, 186 
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Chaney,  Louis. 

Mate,  11  May,  i863.  Resigned  14  September,  1863. 

Channing,  John  M. 

Appointed  Midshipman,  9 November,  1813.  Dismissed  by  Court  Martial,  30 
August,  1819. 

Chapin,  .Eugene. 

Acting  Assistant  Paymaster,  1 July,  1863.  Discharged  25  January,  1866. 

Chapin,  Thomas  E. 

Acting  Ensign,  21  August,  1862.  Acting  Master,  19  July,  1864.  Honorably  dis- 
charged 12  August,  1865. 

Chaplin,  Jabez. 

Purser,  6 August,  1799.  Discharged  2 April,  1801,  under  Peace  Establishment 
Act. 

Chaplin,  James  €• 

Midshipman,  4 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  18  November,  1858.  Lieutenant-Commander,  18 
April,  1863.  Died  23  September  s 1866. 

Chaplin,  William  C. 

Midshipman,  1 November  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 8 March,  1837.  Died  30  April,  1855. 

Chapman,  Alonzo  B. 

Acting  Carpenter,  9 December,  1862.  Resigned  9 November,  1863. 

Chapman,  Charles  L. 

Mate,  18  April,  1863.  Dismissed  30  May,  1865. 

Chapman,  George  A. 

Mate,  7 January,  1862.  Dismissed  20  June,  1862. 

Chapman,  George  H. 

Midshipman,  9 September  1847.  Resigned  14  May,  1851. 

Chapman,  George  T. 

Midshipman,  16  October,  1849.  Appointment  revoked  15  March,  1850. 

Chapman,  George  T. 

Acting  Ensign,  20  July  1863.  Honorably  discharged  19  September,  1865. 

Chapman,  George  W. 

Midshipman,  20  September,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 8 September,  1841.  Died  at  Philadelphia,  20  February,  1853. 

Chapman,  John  II. 

Mate,  7 June,  1862.  Resigned  15  November,  1862.  Acting  Ensign,  30  September, 
1864.  Honorably  discharged  1 7 November,  1868. 

Chapman,  Jonathan. 

Appointed  Captain,  10  September,  1798.  Resigned  25  January,  1799. 

Chapman,  Jonathan. 

Acting  Assistant  Paymaster,  4 November,  1 862.  Resigned  9 March,  1865. 

Chapman,  Marcus. 

Mate,  11  May,  1864.  Honorably  discharged  7 November,  1865. 

Chapman,  Robert  T. 

Midshipman,  7 April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15  Sep- 
tember 1855.  Lieutenant,  16  September,  1855.  Resigned  16  January,'  1861. 

Chappel,  S.  Elisha. 

Acting  Second  Assistant  Engineer,  1861.  Appointment  revoked  17  March,  1862. 
Acting  Third  Assistant  Engineer,  21  March,  1862.  Acting  Second  Assistant 
Engineer,  23  September,  1863.  Honorably  discharged  10  March,  1866. 

Charilton,  John  M. 

Appointed  Midshipman,  18  June,  1812.  Resigned  31  December,  1814. 

Charles,  Edward  W. 

Mate,  24  January,  1863.  Resigned  25  June,  1863. 
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Charlton,  Thomas  J. 

Assistant  Surgeon,  15  August,  1857.  Resigned  18  December,  1860. 

Cbarltou,  William. 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Honorably  discharged  26 
April,  1866. 

Charlton,  William,  Jr. 

Mate,  19  December,  1863.  Honorably  discharged  26  December,  1865. 

Chase,  Anthony. 

Acting  Master,  27  August,  1861.  Supposed  killed  21  November,  1862. 

Chase,  Charles. 

Surgeon’s  Mate,  10  December,  1814.  Surgeon,  3 May,  1825.  Retired  21  Decem- 
ber, 1861.  Medical  Director  on  Retired  list,  3 March,  1871.  Died  2 March, 
1877. 

Chase,  Charles  H. 

Mate,  12  August,  1862.  Appointment  revoked  28  December,  1869. 

Chase,  Charles  T. 

Acting  Master,  14  August,  1861.  Honorably  discharged  17  September,  1865. 

Chase,  DavM  Ij. 

Mate,  22  October,  1862.  Resigned  12  December,  1862. 

Chase,  F.  11. 

Mate,  23  November,  1864.  Honorably  discharged  11  September,  1865. 

Chase,  Henry. 

Acting  Third  Assistant  Engineer,  6 December,  1862.  Resigned  24  July,  1863. 

Chase,  Henry  A. 

Acting  Third  Assistant  Engineer,  5 May,  1864.  Honorably  discharged  16  July, 
1866. 

Chase,  Henry  E. 

Acting  Ensign,  13  August,  1864.  Drowned  in  New  York  Harbor,  11  November, 
1864. 

Chase,  Henry  M. 

Acting  Assistant  Surgeon,  18  December,  1863.  Honorably  discharged  26  Septem- 
ber, 1865. 

Chase,  abes  F. 

Acting  Ensign,  8 October,  1862.  Honorably  discharged  16  November,  1865. 

Chase,  John  W. 

Acting  Ensign,  13  March,  1865.  Honorably  discharged  14  August,  1865. 

Chase,  lathe  II. 

Acting  Master,  4 November,  1861.  Dismissed  21  August,  1862. 

Chase,  Mark  S. 

Acting  Master,  30  November,  1861.  Dismissed  21  February,  1862. 

Chase,  Moses  B. 

Chaplain,  8 September,  1841.  Retired  list,  21  December,  1861.  Died  at  Cambridge, 
Massachusetts,  21  October,  1875. 

Chase,  Philander. 

Chaplain,  29  December,  1818.  Resigned  8 August,  x820. 

Chase,  Samuel. 

Appointed  Lieutenant,  21  September,  1798.  Resigned  24  December,  1799. 

Chase,  S.  Warren. 

Mate,  21  May,  1863.  Acting  Ensign,  5 October,  1864.  Honorably  discharged  30 
July,  1865. 

Chase,  Thomas. 

Third  Assistant  Engineer,  4 May,  1863.  Resigned  13  November,  1865. 

Chase,  Whitman. 

Acting  Ensign,  23  August,  1862.  Resigned  18  February,  1865. 
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Chase,  William  F. 

Acting  Ensign,  24  January,  1863.  Acting  Master,  gallant  conduct  in  command  of 
Mayflower  in  defence  of  Fort  Powhatan,  7 June,  1864.  Honorably  discharged 
11  August,  1865.  Acting  Master,  25  May,  1866.  Mustered  out  1 August,  1867. 

Chasmar,  James  Henry. 

Third  Assistant  Engineer,  7 April,  1862.  Second  Assistant  Engineer,  2 February, 
1864.  First  Assistant  Engineer,  1 January,  1868. 

Chasoii,  Fetes*  A. 

Boatswain,  27  September,  1858.  Retired  list,  26  October,  1866.  Died  at  Balti- 
more, Maryland,  5 October,  1876. 

Cliassaing,  Benjamin  E. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  3 August, 
1859.  First  Assistant  Engineer,  21  October,  1861.  Chief  Engineer,  10  Novem- 
ber, 1863.  Resigned  12  February,  1867. 

Chatard,  Frederick. 

Midshipman,  16  November,  1824.  Lieutenant,  29  March,  1834.  Commander,  14 
September,  1855.  Resigned  24  April,  1861. 

Chatiield,  Thomas. 

Acting  Master,  27  March,  1862,  Acting  Volunteer  Lieutenant,  29  April,  1865. 
Honorably  discharged  3 November,  1865. 

Chat  Held,  William  F. 

Mate,  30  December,  1863.  Acting  Ensign,  23  December,  1864.  Honorably  dis- 
charged 14  November,  1865. 

Chatisieey,  Charles  W. 

Appointed  Midshipman,  1 May,  1822.  Lieutenant,  27  May,  1830.  Died  10  August, 
1847. 

Chaimeey,  John  SS. 

Midshipman,  1 January,  1812.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Dropped,  13  September,  1855.  Commissioned  Captain,  14 
September,  1855.  Commodore,  Retired  list,  4 April,  1869.  Died  10  April,  1871. 

Chan  veil  et,  William. 

Professor,  8 December,  1841.  Commissioned,  8 December,  1848.  Resigned  19 
September,  1860. 

Chaveliet*,  JoIebi  C. 

Sailmaker,  3 March,  1857.  Resigned  5 October,  1857.  Sailmaker,  10  August, 
1861.  Resigned  6 April,  1864.  Sailmaker,  12  November,  1869. 

Cheesborongh,  W.  E. 

Appointed  Midshipman,  2 April,  1804.  Resigned  Is*  ’ebruary,  1806. 

Cheeseman,  William  S. 

Acting  Master,  27  September,  1861.  Acting  Volunteer  Lieutenant,  good  service, 
28  November,  1863.  Acting  Volunteer  Lieutenant-Commander,  9 March,  1865. 
Honorably  discharged  30  September,  1865. 

Cheever,  David  A. 

Midshipman,  19  October,  1841.  Resigned  23  December,  1847. 

Cheever,  William  Harrison. 

Midshipman,  19  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  11  May,  1856. 

Cheevers,  Marshall  P. 

Acting  Second  Assistant  Engineer,  10  September,  1861.  Acting  First  Assistant 
Engineer,  9 September,  1862.  Acting  Chief  Engineer,  27  June,  1864.  Honorably 
discharged  17  July,  1865. 

Chenery,  Charles  E. 

Assistant  'Paymaster,  10  March,  1863.  Paymaster,  4 May,  1866.  Dismissed  15 
September,  1868. 

Chenery,  Eeonard  E. 

Acting  Midshipman,  12  December,  1861.  Graduated  September,  1865.  Ensign 
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1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  1 November,  1879. 

Cheney,  Edward. 

Third  Assistant  Engineer,  12  August,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.  Resigned  81  March,  1869. 

Cheney,  John  M. 

Acting  Third  Assistant  Engineer,  4 January,  1865.  Honorably  discharged  30 
November,  1867.  . 

Cheney,  Blither. 

Acting  Third  Assistant  Engineer,  23  January,  1865.  Honorably  discharged  15 
May,  1865. 

Cheney,  William. 

Gunner,  11  October,  1860. 

Chenowedi,  ©,  1). 

Appointed  Midshipman,  19  October,  1841.  Died  in  April,  1847. 

Cherry,  William  JL. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Resigned  25  October,  1867. 

Cheshire,  John  B. 

Appointed  Midshipman,  23  March,  1805.  Dismissed  31  December,  1806. 

Chesley,  James  A. 

Mate,  21  October,  1861.  Acting  Ensign,  1 August,  1863.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Chesney,  Jesse  Iff. 

Acting  Third  Assistant  Engineer,  10  September,  1864.  Honorably  discharged  22 
May,  1869. 

Chester,  Benjamin. 

Acting  First  Assistant  Engineer,  4 June,  1864.  Honorably  discharged  21  Octo- 
ber, 1865. 

Chester,  B.  X. 

Acting  Ensign,  10  September,  1862.  Honorably  dischargad  18  September,  1865. 

Chester,  Colby  Iff. 

Acting  Midshipman,  31  October,  1859.  Acting  Ensign,  21  October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Chester,  5>aniel  C. 

Acting  First  Assistant  Engineer,  28  March,  1863.  Honorably  discharged  15  May, 
1865. 

Chester,  John  X. 

Appointed  Midshipman,  31  October,  1799.  Discharged  10  July,  1801,  under  Peace 
Establishment  Act. 

Chester,  Bonis  B. 

Mate,  23  December,  1862.  Acting  Ensign,  31  August,  1863.  Honorably  discharged 
9 December,  1868.  Master  on  Retired  list,  (special  Act  of  Congress,)  3 March, 
1873. 

Chester,  Walter  M. 

Acting  Assistant  Paymaster,  2 June,  1863.  Resigned  4 June,  1864. 

Chevalier,  Francis  L. 

Mate,  20  June,  1863.  Discharged  7 July,  1864. 

Chew,  John, 

Appointed  Midshipman,  1 December,  1809.  Cashiered  19  December,  1814. 

Chew,  John,  of  Benjamin. 

Appointed  Midshipman,  1 February,  1814.  Last  appearance  on  Records  of  Navy 
Department,  12  February,  1814. 
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Chew,  Richard  $. 

Acting  Midshipman,  25  November,  1859.  Ensign,  18  December,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  2 
February,  1875.  Died  10  April,  1875. 

Chew,  Thomas  J. 

Purser,  25  April,  1812.  Resigned  12  March,  1832. 

Chick,  Amog  C. 

Carpenter,  14  July,  1838.  Retired  list,  11  June,  1862. 

Chi fJ ester,  Thomas. 

Surgeon,  24  July,  1813.  Died  August,  1818. 

Child,  A.  O. 

Mate,  September,  1861.  Acting  Ensign,  7 April,  1864.  Honorably  discharged  2 
October,  1865.  Acting  Ensign,  5 July,  1866.  Discharged  15  August,  1867. 
Childers,  Thomas  B. 

Appointed  Midshipman,  6 February,  1846.  Resigned  8 December,  1847. 

Childs,  Calvin  C. 

Acting  Master,  5 April,  1862.  Honorably  discharged  30  October,  1865. 

Childs,  Charles  B. 

Appointed  Midshipman,  28  January,  1815.  Dismissed  1 May,  1828. 

Childs,  Enos  H. 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  27  April,  1816.  Resigned  1 
April,  1825. 

Childs,  James  B. 

Sailmaker,  8 June,  1822.  Retired  list,  8 February,  1872. 

Childs,  John  B. 

Acting  Ensign,  15  August,  1862.  Acting  Master,  29  June,  1864,  on  recommenda- 
tion of  commanding  officer.  Honorably  discharged  23  May,  1869. 

Childs,  John  B. 

Acting  Master,  26  December,  1861.  Dismissed  26  May,  1864. 

Childs,  William  II. 

Mate,  16  November,  1863.  Honorably  discharged  28  October,  1866. 

Chillas,  Bavid. 

Acting  Second  Assistant  Engineer,  3 February,  1863.  Resigned  11  June,  1864. 

Chilton,  Charles. 

Appointed  Midshipman,  5 February,  1800.  Discharged  5 June,  1801,  under  Peace 
Establishment  Act. 

Chiola,  Thomas. 

Acting  Assistant  Surgeon,  13  December,  1873. 

Chipley,  Charles  A. 

Acting  Third  Assistant  Engineer,  21  July,  1858.  Resigned  28  April,  1860.  Second 
Assistant  Engineer,  19  July,  1861.  Resigned  9 April,  1862. 

Chfpvnan,'  A.  S. 

Acting  Second  Assistant  Engineer,  7 February,  1862.  Acting  First  Assistant  En- 
gineer, 16  October,  1863.  Deserted  20  June,  1864. 

Chipman,  Baniel  W. 

Acting  Second  Assistant  Engineer,  16  December,  1863.  Acting  First  Assistant 
Engineer,  6 January,  1865.  Honorably  discharged  18  July,  1865. 

Chapman,  Beorge  IE. 

Mate,  11  April,  1863.  Resigned  7 March,  1865. 

Chipman,  Henry  h. 

Appointed  Midshipman,  14  January,  1832.  Passed  Midshipman,  8 July,  1839. 
Lieutenant,  12  April,  1845.  Resigned  19  September,  1846. 

Chipman,  Bichard  If. 

Acting  Assistant  Paymaster,  9 June,  1864.  Honorably  discharged  20  October, 
1865. 
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Chipman.  William. 

Acting  Master,  12  August,  18G1.  Resigned  9 April,  1862. 

Claipp,  Charles  Winans. 

Acting  Midshipman,  23  July,  1863.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  2 December,  1872. 

Chippendale,  Alfred  E. 

Acting  Second  Assistant  Engineer,  9 November,  1864.  Honorably  discharged  3 
July,  1865. 

Chisholm,  Thomas. 

Acting  Master,  11  June,  1861.  Resigned  17  December,  1862. 

Choate,  Charles  If. 

Acting  Ensign,  6 January,  1863.  Honorably  discharged  24  September,  1865. 

Choate,  Isaac  T. 

Boatswain,  27  August,  1860. 

Chrisman,  Willmer  O. 

Assistant  Engineer,  18  May,  1877.  In  service. 

Christian,  Abraham. 

Acting  Master,  21  January,  1862.  Acting  Volunteer  Lieutenant,  6 January,  1864,  for 
gallant  conduct  at  the  batte  of  Port  Hudson.  Appointment  revoked  21  Sep- 
tember, 1864.  Sick. 

Christian,  Ferries*  C. 

Acting  Third  Assistant  Engineer,  8 July,  1863.  Honorably  discharged  15  Janu- 
ary, 1866. 

Christian,  Marcellas  P. 

Assistant  Surgeon,  3 September,  1858.  Dismissed  5 July,  1861. 

Christian,  W.  A. 

Purser,  13  September,  1841.  Died  29  August,  1852. 

Christie,  Peter 

Surgeon's  Mate,  8 July,  1812.  Surgeon,  27  April,  1816.  Died  5 March,  1853. 

Christopher,  Charles  If. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  30  November, 
1865. 

Christopher,  Charles  William. 

Acting  Midshipman,  24  February,  1863.  Graduated  6 June,  1867.  Ensign,  18 
December,  1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Christopher,  Henry  C. 

Third  Assistant  Engineer,  17  March,  1863.  Retired  16  May,  1867.  Second  Assis- 
tant Engineer,  Retired  list,  24  July,  1867.  Died  13  August,  1872. 

Chrystie,  T.  M.  E. 

Acting  Ensign,  Admiral  Farragut’s  Staff,  9 September,  1*864.  Resigned  24  June, 
1865. 

Chubb,  Henry  S. 

Carpenter,  16  November,  1875.  Appointment  revoked  1 May,  1876. 

Church,  George  Ifurlbnrt. 

Acting  Midshipman,  25  February,  1863.  Graduated  6 June,  1867.  Ensign,  18 
December,  1867.  Master,  21  March,  1870.  Resigned  9 November,  1871. 

Church,  deorge  J. 

Acting  Third  Assistant  Engineer,  10  January,  1868.  Appointment  revoked  (Sick,) 
8 May,  1865. 

Church,  Henry  E. 

Mate,  12  December,  1862.  Acting  Ensign,  15  June,  1864.  Honorably  discharged 
30  November,  1865. 

Church,  James  H. 

Acting  Ensign,  25  April,  1864.  Honorably  discharged  21  October,  1865. 

Church,  Walter  §. 

Acting  Ensign,  17  February,  1864.  Honorably  discharged  21  October,  1S65. 
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Concklin,  Robert. 

Appointed  Midshipman,  20  March,  1815.  Last  appearance  on  Records  of  Navy 
Department. 

Concklin,  Sylvanus. 

Appointed  Midshipman,  1 January,  1812.  Dismissed  20  January,  1814. 

COMCklilfig,  Allg. 

Appointed  Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Resigned 
8 February,  1820. 

Conekling,  Robert. 

Appointed  Midshipman,  16  January,  1809.  Resigned  27  December,  1809. 

Condry,  Rennie. 

Acting  Volunteer  Lieutenant,  28  September,  1861.  Appointment  revoked,  ad- 
vanced age,  16  July,  1862.  Re-appointed,  but  declined,  9 May,  1864. 

Cone,  Gwen  S.  M. 

Acting  Ensign,  1 April,  1865.  Appointment  revoked  9 October,  1866. 

Coney,  Charles  labez. 

Third  Assistant  Engineer,  16  October,  1861.  Second  Assistant  Engineer,  3 
August,  1863.  Resigned  2 October,  1866. 

Coney,  Joseph  S. 

Acting  Ensign,  1 November,  1862.  Acting  Master,  gallantry  in  destruction  of  a 
blockade  runner,  7 September,  1863.  Honorably  discharged  7 November,  1865. 
Congdon,  Joseph  W. 

Acting  Master,  25  February,  1862.  Honorably  discharged  29  August,  1865. 

Conger,  David  ©. 

Mate,  81  March,  1864.  Resigned  26  April,  1865. 

Conill,  Jullen  3>. 

Mate,  3 September,  1863.  Honorably  discharged  26  October,  1865. 
Cossifiglsana,  Ravid. 

Appointed  Midshipman,  4 February,  1814.  Resigned  4 May,  1824. 

Conklin,  Charles  €L 

Acting  First  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  29 
August,  1865. 

Conklin,  George  Henry* 

Acting  Midshipman,  28  September,  1857. 

Conklin,  1.  15. 

Mate,  1 September,  1861.  Resigned  17  October,  1864. 

Conklin,  Gordon  J. 

Mate,  24  October,  1861.  Acting  Ensign,  14  September,  1863.  Honorably  dis- 
charged 28  October,  1865. 

Conklin,  Her  man  M. 

Mate,  22  June,  1863.  Acting  Ensign,  8 March,  1864.  Honorably  discharged  5 
November,  1865. 

Conklin,  strong. 

.Acting  Second  Assistant  Engineer,  18  November,  1861.  Resigned  18  September, 
1862. 

Conklin,  F.  A. 

Acting  Assistant  Paymaster,  25  September,  1861.  Dismissed  6 May,  1863. 

Conley,  lames  If, 

Carpenter,  30  April,  1846.  Dismissed  7 June,  1850.  Acting  Carpenter,  17  May, 
1861.  Dismissed  17  July,  1861.  Re-appointed  18  November,  1861.  Resigna- 
tion accepted  25  September,  1862. 

Conly,  James  if. 

Carpenter,  30  April,  1846.  Dismissed  7 June,  1850. 

Conn  ally.  Joins.  Kerr. 

Acting  Midshipman,  28  September,  1857. 
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Connell,  James. 

Appointed  Boatswain,  28  May,  1798.  Last  appearance  on  Records  of  Navy  De- 
partment. 

Connelly,  John. 

Acting  First  Assistant  Engineer,  7 December,  1863.  Dismissed  3 December, 
1864. 

Conner,  David. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  23 
March,  1825.  Captain,  3 March,  1835.  Died  at  Philadelphia,  20  March,  1856. 

Conner,  Henry  I®. 

Acting  Ensign,  18  August,  1862.  Acting  Master,  good  service,  17  December, 
1863.  Acting  Volunteer  Lieutenant,  6 April,  1865.  Honorably  discharged  17 
January,  1866.' 

Conner,  John. 

Mate,  5 March,  1862.  Acting  Ensign,  2 June,  1864.  Appointment  revoked  (Sick,) 
13  September,  1864. 

Conner,  John  E. 

Acting  Third  Assistant  Engineer,  28  May,  1863.  Honorably  discharged  6 March, 
1866. 

Conner,  Newell  W. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Appointment  revoked 
(Sick,)  26  January,  1863.  Acting  Second  Assistant  Engineer,  6 May,  1864. 
Honorably  discharged  1 November,  1865. 

Conner,  Thomas. 

Acting  Third  Assistant  Engineer,  7 August,  1863.  Resigned  15  May,  1865. 

Connor,  James. 

Appointed  Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  De- 
partment. 

Conover,  Edward  !>. 

Mate,  6 April,  1864.  Honorably  discharged  23  August,  1866. 

Conover,  Francis  S. 

Midshipman,  11  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 March, 
1855.  Lieutenant,  14  September,  1855.  Acting  Lieutenant,  13  September,  1862. 
Resigned  11  August,  1863. 

Conover,  George  W. 

Carpenter,  18  February,  1870. 

Conover,  Isaac  A. 

Acting  Third  Assistant  Engineer,  23  May,  1863.  Died  on  the  u LenapeeJ'  9 Sep- 
tember, 1867. 

Conover,  Thomas  H. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Commander,  28  Feb- 
ruary, 1838.  Captain,  2 October,  1848.  Commodore  on  the  Retired  list,  16  July, 
1862.  Died  25  September,  1864. 

Conrad,  I>aiiiel  II. 

Assistant  Surgeon,  20  September,  1854.  Passed  Assistant  Surgeon,  4 May,  1860. 
Dismissed  10  May,  1861. 

Conroy,  Edward. 

Acting  Volunteer  Lieutenant,  21  September,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  8 December,  1864.  Honorably  discharged  30  October,  1868. 

Constable,  A.  W. 

Mate,  27  May,  1864.  Resigned  5 September,  1865. 

Constant,  John  C. 

Mate,  15  November,  1861.  Appointment  revoked  (Sick,)  2 July,  1863.  Mate,  24 
October,  1863.  Resigned  (Sick,)  30  December,  1864. 

Constant,  Walter  M. 

Cadet  Midshipman,  13  June,  1873.  Graduated  18  June,  1879. 
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Constantine,  William  E. 

Acting  Ensign,  10  July,  1863.  Resigned  (Sick,)  21  March,  1865. 

Contee,  John. 

Midshipman,  27  October,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
14  February,  1843.  Resigned  9 January,  1854. 

ConttiDean,  Hercules. 

Appointed  Midshipman,  9 November,  1813.  Resigned  24  January,  1816.  Mid- 
shipman^  12  April,  1817.  Died  12  April,  1819. 

Con  verse,  JB!  in  si . 

Acting  Third  Assistant  Engineer,  12  September,  1864.  Resigned  17  May,  1865. 

Converse,  Cweorge  Albert. 

Acting  Midshipman,  29  November,  1861.  Graduated  September,  1865.  Ensign, 

I December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  12  July,  1878* 

Cesi way,  Edwin  H. 

Assistant  Surgeon,  7 March,  1838.  Lost  in  the  Grampus'1'’  in  March,  1843. 

Conway,  John. 

Mate.  Appointment  revoked  22  January,  1866. 

Conway,  O. 

Mate,  23  June,  1863.  Resigned  26  October,  1864. 

Conway,  William  3>. 

Surgeon’s  Mate,  10  December,  1814.  Resigned  11  April,  1825. 

Conway,  William  IP. 

Midshipman,  1 October,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871 
Master,  9 August,  1874. 

Cook,  Aaron  F. 

Appointed  Midshipman,  2 March,  1799.  Permitted  to  retire  17  December,  1801. 

Cook,  Albert. 

Acting  Master,  11  November,  1861.  Honorably  discharged  18  January,  1866. 

Cook,  Albert  CL 

Appointed  Midshipman,  24  October,  1841.  Dismissed  22  November,  1844. 

Cook,  Andrew  B. 

Surgeon’s  Mate,  21  December,  1812.  Surgeon,  27  March,  1818.  Died  4 Novem- 
ber, 1838. 

Cook,  Berna. 

Acting  Third  Assistant  Engineer,  16  October,  1863.  Acting  Second  Assistant 
Engineer,  22  February,  1865.  Died  at  Naval  Hospital,  New  York,  7 September, 
1865. 

Cook,  Bren  ton  B. 

Mate,  24  December,  1863.  Deserted  3 July,  1864. 

Cook,  15.  Frank. 

Mate,  18  June,  1861.  Acting  Master,  10  May,  1862.  Honorably  discharged  21 
September,  1865. 

Cook,  Charles. 

Acting  Master  and  Pilot,  28  October,  1864.  Honorably  discharged  6 December, 
1865. 

Cook,  l>avM  P. 

Acting  Ensign,  6 July,  1864.  Resigned  15  May,  1865. 

Cook,  Francis  A. 

Acting  Midshipman,  20  September,  1860.  Acting  Ensign,  1 October,  1863. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Cook,  Francis  T. 

Acting  Third  Assistant  Engineer,  30  March,  1863.  Appointment  revoked  (Sick,) 

II  July,  1864. 
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Cook,  Gilbert  C. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Engineer,  1 
March,  1864.  Resigned  22  July,  1865. 

Cook,  James  A. 

Mate,  22  March,  1862.  Resigned  11  January,  1864. 

Cook,  James  U. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  23 
October,  1867. 

Cook,  John. 

Chaplain,  19  May,  1812.  Hied  21  August,  1828. 

Cook,  Jobsio 

Acting  Second  Assistant  Engineer,  26  September,  1863.  Honorably  discharged  2 
August,  1865. 

Cook,  Jolm,  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1864.  Resigned  21  June,  1865. 

Cook,  Job ii  A. 

Appointed  Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Died  7 
February,  1834. 

Cook,  Jolm  V. 

Acting  Ensign,  23  June,  1864.  Acting  Master,  21  August,  1865.  Honorably  dis- 
charged 10  October,  1868. 

Cook,  Joseph  J. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
9 December,  1851. 

Cook,  Josiala  J>. 

Acting  Master,  October,  1861.  Dismissed  24  June,  1862. 

Cook,  Joshua,  Jr. 

Mate,  30  December,  1863.  Acting  Ensign,  7 January,  1865.  Honorably  dis- 
charged 14  August,  1867. 

Cook,  Teimiel  P. 

Mate,  21  January,  1864.  Honorably  discharged  28  October,  1865. 

Cook,  Tewis  Go 

Acting  Master,  19  December,  1861.  Honorably  discharged  28  February,  1866. 
Acting  Master,  24  May,  1866.  Mustered  out  8 October,  1868.  Mate,  1 Feb- 
ruary, 1870. 

Cook,  ILiviisgstois. 

Acting  Second  Assistant  Engineer,  20  July,  1863.  Appointment  revoked  26 
January,  1864. 

Cook,  Yimous. 

Cadet  Midshipman,  6 June,  1873.  Graduated  18  June,  1879. 

Cook,  Theophiliis. 

Third  Assistant  Engineer,  22  May,  1863.  Second  Assistant  Engineer,  6 January,, 
1866.  First  Assistant  Engineer,  31  January,  1873.  In  service. 

Cook,  Thomas. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  7 June,  1866. 

Cook,  William,  Jr. 

Mate,  6 October,  1863.  Resigned  (Sick,)  6 December,  1864. 

Cook,  William  €. 

Acting  Assistant  Paymaster,  30  June,  1862.  Assistant  Paymaster,  30  June,  1864. 
Resigned  28  June,  1866. 

Cook,  William  If. 

Mate,  11  March,  1864.  Died  on  “ Brooklyn ,”  from  wounds,  5 August,  1864. 

Cooke,  Augustus  P. 

Acting  Midshipman,  27  May,  1852.  Midshipman,  20  June,  1856.  Passed  Midship- 
man, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  28  December, 
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1860.  Lieutenant-Commander,  11  August,  1862.  Commander,  15  August, 
1870 

Cooke,  .Benjamin  S. 

Acting  Second  Assistant  Engineer,  23  November,  1863.  Acting  First  Assistant 
Engineer,  22  March,  1865.  Honorably  discharged  10  October,  1865. 

Cooke,  Ceorge  If. 

Assistant  Surgeon,  9 September,  1862.  Passed  Assistant  Surgeon,  5 March,  1866. 
Surgeon,  20  February,  1870. 

C®»ke,  James  W. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Master.  Lieu- 
tenant, 25  February,  1841.  Resigned  2 May,  1861. 

Cooke,  John. 

Appointed  Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy 
Department,  1815.  Lake  Ontario. 

€©oke,  Joseph  K. 

Acting  Ensign,  22  April,  1864.  Dismissed  8 October,  1864. 

€©oi9  Charles  XL 

Mate,  30  June,  1863.  Dismissed  13  July,  1865. 

Cooley 9 Charles  M. 

Mate,  17  September,  1861.  Resigned  28  July,  1862. 

Cooley,  E.  F. 

Acting  Assistant  Paymaster,  1861.  Resigned  24  July,  1862. 

Cooley,  Henry  P. 

Mate,  17  September,  1861.  Resigned  19  May,  1862. 

Cooley,  Mortimer  E.  * 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Coomhs,  Charles. 

Appointed  Midshipman'  8 March,  1800.  Last  appearance  on  Records  of  Navy 
Department.  Dead. 

C@©mbs,  John  H. 

Acting  Third  Assistant  Engineer,  8 May,  1864.  Resigned  10  June,  1865. 

Coombs,  Eowlaiad  JL.  E. 

Acting  Ensign,  11  August,  1864.  Honorably  discharged  20  October,  1865. 

Coonses,  William. 

Mate,  11  August,  1862.  Resigned  29  December,  1862. 

Coomes,  William. 

Mate,  4 August,  1863.  Dismissed  14  May,  1864- 

Coon,  Edgar  A. 

Acting  Ensign,  24  October,  1864.  Resigned  30  May,  1865. 

Coon-an,  John  N. 

Acting  Assistant  Surgeon,  24  January,  1865.  Honorably  discharged  10  October, 
1865.  Re-appointed,  5 December,  1873. 

Cooney,  Charles  I>. 

Acting  Midshipman,  22  September,  1855. 

Coop,  Henry  J. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  29  November, 
1864.  Honorably  discharged  20  September,  1868.  Mate,  28  September,  1869. 
Resigned  25  November,  1871. 

Cooper,  Benjamin. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Commander,  24 
April,  1828.  Captain,  28  February,  1838.  Died  at  Brooklyn,  N.  Y.,  1 June, 
1850. 

Cooper,  Charles  J. 

Acting  Third  Assistant  Engineer,  25  November,  1863.  Honorably  discharged  4 
December,  1865. 
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Cooper,  Charles  S. 

Appointed  Midshipman,  28  November,  1837.  Resigned  9 April,  1842. 

Cooper,  Coldest. 

Chaplain,  24  April,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Frigate  “ Constellation .” 

Cooper,  Con.  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.  Honorably  discharged  5 October. 
1865. 

Cooper,  Conrad  J. 

Third  Assistant  Engineer,  9 December,  1861.  Resigned  18  July,  1862. 

Cooper,  Edward  B. 

Midshipman,  6 November,  1850.  Dismissed  24  January,  1851. 

Cooper,  Francis. 

Appointed  Master,  22  July,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Dismissed. 

Cooper,  Francis  L. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December,, 
1862.  Resigned  10  October,  1873. 

Cooper,  G.  C. 

Purser,  11  March,  1829.  Died  2 March,  1844. 

Cooper,  George  M. 

Midshipman,  4 August,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  11 
October,  1850.  Lieutenant,  8 May,  1851.  Commander,  16  July,  1862.  Captain, 
2 December,  1867.  Commodore,  5 June,  1874. 

Cooper,  George  H. 

Mate,  25  January,  1870.  In  service. 

Cooper,  Isaac. 

Carpenter,  16  May,  1871.  # 

Cooper,  James. 

Appointed  Midshipman,  1 January,  1808.  Resigned  6 May,  1811. 

Cooper,  Janies. 

Appointed  Master,  9 July,  1812.  Resigned  28  January,  1813. 

Cooper,  James  11. 

Master,  9 July,  1812.  Lieutenant,  22  April,  1822.  Commander,  8 September, 
1841.  Died  5 February,  1854. 

Cooper,  James  Gilbert. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Resigned  19  December,  1865. 

Cooper,  James  M. 

Gunner,  20  June,  1837.  Died  24  June,  1868. 

Cooper,  John. 

Appointed  Master,  3 October,  1798.  Last  appearance  on  Records  of  Navy  De- 
partment, 10  July,  1801.  Resigned. 

Cooper,  John  F. 

Third  Assistant  Engineer,  12  August,  1861.  Resigned  14  May,  1863. 

Cooper,  Join  F. 

Acting  Second  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  2 March,  1864.  Resigned  26  January,  1865. 

Cooper,  J oil  n I*. 

Acting  Third  Assistant  Engineer,  1 August,  1862.  Resigned  14  May,  1863.  Act- 
ing Second  Assistant  Engineer,  4 January,  1865.  Honorably  discharged  30  Sep- 
tember, 1865.  Acting  Second  Assistant  Engineer,  31  March,  1866.  Mustered 
out  19  December,  1867. 

Cooper,  Fie  welly  n. 

Acting  Master,  11  November,  1861.  Resigned  14  May,  1862. 
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Cooper,  Mason  Sin  el  air. 

Mate,  6 May,  1864.  Acting  Ensign,  7 April,  1865.  Honorably  discharged  3 Octo- 
ber, 1866. 

Cooper,  Pliilip  II. 

Acting  Midshipman,  28  September,  1860.  Acting  Ensign,  28  May,  1863.  Master, 
10  November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.  Commander,  1 November,  1879. 

Cooper,  Richard  F. 

Midshipman,  25  October,  1850.  Dismissed  12  June,  1851. 

Cooper,  Samuel. 

Appointed  Midshipman,  12  January,  1801.  Discharged  under  Peace  Establish- 
ment Act,  12  October,  1801. 

Cooper,  Samuel  T. 

Appointed  Midshipman,  10  May,  1820.  Resigned  9 May,  1821. 

Cooper,  Theodore. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  First  Assistant  Engineer,  11  October,  1866.  Resigned  26  Julv, 
1872. 

Cooper,  Thomas. 

Appointed  Midshipman,  6 April,  1803.  Dismissed  20  April,  1804. 

Cooper,  T.  IS.  I®. 

Appointed  Midshipman,  15  October,  1817.  Died  in  1821. 

Cooper,  Thomas  J.  W. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  11  October,  1864.  Second  Assistant  Engineer,  25  April,  1870.  Passed 
Assistant  Engineer,  6 July,  1876.  In  service. 

Cooper,  Walter. 

Acting  Ensign,  Admiral  Dahlgren’s  Staff,  1 April,  1864.  Honorably  discharged 
26  August,  1865. 

Cooper,  William. 

Mate,  1 April,  1864.  Mustered  out  1 May,  1869. 

Cooper,  William  A. 

Boatswain,  25  April,  1866. 

Cooper,  William  Ringgold. 

Acting  Ensign,  Admiral  S.  P.  Lee’s  staff,  1 September,  1864.  Dishonorably  dis- 
charged 2 August,  1866. 

Cooper,  W.  M. 

Appointed  Boatswain,  26  March,  1836.  Died  3 October,  1840. 

Cope,  Charles  P. 

Mate,  5 September,  1864.  Honorably  discharged  3 June,  1865. 

Cope,  William. 

Gunner,  6 November,  1851.  Died  7 December,  1874. 

Copeland,  G.  M. 

Third  Assistant  Engineer,  21  January,  1842.  Resigned  30  November,  1844. 

Copeland,  Taurisson  Xj. 

Acting  Third  Assistant  Engineer,  20  April,  1863.  Honorably  discharged  23 
August,  1865. 

Copeland,  Robert  A. 

Third  Assistant  Engineer,  20  September,  1858.  Resigned  1 August,  1859.  Second 
Assistant  Engineer,  28  May,  1861,  Dismissed  19  September,  1861.  Acting 
Second  Assistant  Engineer,  4 December  1862.  Appointment  revoked  12  Decem- 
ber, 1864. 

Copeland,  Thomas. 

First  Assistant  Engineer,  19  October,  1842.  Dismissed  28  July,  1845. 

Copp,  Cli aides  A. 

Midshipman,  5 November,  1864.  Graduated  2 June,  1868.  Lost  on  the  “ Oneida 
24  January,  1870. 
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Corbett,  P.  J. 

Mate,  3 April,  1868.  Resigned  SO  September,  1872. 

Corbin,  Clarence  A. 

Midshipman,  27  September,  1870.  Graduated  21  June,  1875.  Ensign,  18  Julv, 
1876. 

Corbin,  Job. 

Assistant  Surgeon,  9 May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  9 March,  1864.  Resigned  9 May,  1867. 

Corbin,  Thomas  G-. 

Midshipman,  15  May,  1888.  Passed  Midshipman,  20  May,  1844.  Master,  15  July, 
1851.  Lieutenant,  10  June,  1852.  Commander,  16  July,  1862.  Captain,  25 
July,  1866.  Retired  list,  5 January,  1874. 

Cordis,  John.  H. 

Appointed  Lieutenant,  9 April,  1798.  Discharged  under  Peace  Establishment 
Act,  30  April,  1801. 

Cordis,  John  B. 

Appointed  Lieutenant,  26  July,  1804.  Left  the  service  3 March,  1805. 

Cordis,  Joseph. 

Appointed  Midshipman  15  May,  1799.  Discharged  under  Peace  Establishment 
Act,  6 July,  1801. 

Cordwell,  Thomas. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  11  November,  1865. 

Corey,  Allen. 

Appointed  Midshipman,  16  January,  1809.  Resigned  1 September,  1809. 

Corey,  ©avid  B. 

Mate,  23  December,  1861.  Acting  Ensign,  29  March,  1864.  Resigned  13  March, 
1865. 

Corlace,  James. 

Mate,  11  January,  1862.  Killed,  accidentally,  on  the  “Daylight ,”  12  March,  1862. 

Coriis,  Charles. 

Appointed  Midshipman,  30  November,  1814.  Last  appearance  on  Records  of 
Navy  Department,  9 January,  1815. 

Cormacfc,  Alex. 

Acting  Ensign,  25  October,  1864.  Honorably  discharged  19  September,  1865. 

Cornell,  Bichard  M. 

Acting  Ensign,  10  September,  1862.  Acting  Master,  for  good  service,  17  Decem- 
ber, 1863.  Resigned  10  January,  1865. 

Cornell,  Bandall  IE. 

Mate,  26  December,  1863.  Appointment  revoked  31  October,  1865. 

Cornell,  Stephen  15. 

Acting  Third  Assistant  Engineer,  9 September,  1862.  Resigned  13  May,  1863. 

Cornell,  Stephen  II. 

Acting  Master,  25  January,  1862.  Resigned  25  March,  1865. 

Cornell,  Walter  J. 

Acting  Third  Assistant  Engineer,  23  September,  1863.  Acting  Second  Assistant 
Engineer,  16  June,  1865.  Honorably  discharged  28  October,  1865. 

Cornell,  William. 

Acting  Third  Assistant  Engineer,  7 August,  1863.  Acting  Second  Assistant  Engi- 
neer, 14  February,  1865.  Honorably  discharged  29  August,  1866. 

Cornell,  W illiam. 

Acting  Third  Assistant  Engineer,  13  June,  1865.  Acting  Second  Assistant  Eng? 
neer,  15  July,  1865.  Honorably  discharged  22  July,  1865. 

Cornell,  William  H. 

Acting  Third  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  22 
January,  1866. 
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Corner,  George  W. 

M*te,  15  April,  1862.  Acting  Ensign,  21  May,  1863.  Dismissed  2 August,  1864. 
Acting  Ensign,  24  September,  1864.  Honorably  discharged  20  September,  1865. 

Comtek,  James. 

Surgeon’s  Mate,  28  March,  1820.  Surgeon,  5 March,  1825.  Retired  18  June,  1861. 
Resigned  3 August,  1861. 

Corning,  Donglas. 

Acting  Assistant  Paymaster,  11  July,  1864.  Honorably  discharged  12  November, 
1865. 

Cornlhwait,  Mobert  If. 

Acting  Third  Assistant  Engineer,  17  October,  1863.  Honorably  discharged  10 
November,  1867. 

Gornthwaftte,  Eonis  A. 

Mate,  18  April,  1863.  Acting  Ensign,  2 October,  1864.  Honorably  discharged  12 
May,  1868. 

Corn  well  9 Charles  C. 

Midshipman,  20  September,  1864.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  1 April,  1872. 

Cornwell,  Joint  J. 

Midshipman,  1 February,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Died  12  February,  1867. 

Gorreira,  Antoni©. 

Appointed  Gunner,  22  June,  1809.  Died  31  December,  1823. 

Corses*,  Charles  M. 

Acting  Master,  17  December,  1861.  Resigned  23  November,  1864. 

Corson,  Edw.  T. 

Assistant  Surgeon,  20  May,  1859.  Passed  Assistant  Surgeon,  23  May,  1862.  Sur- 
geon, 31  July,  1862.  Died  22  June,  1864. 

Corson,  32.  32.  W. 

Assistant  Surgeon,  3 March,  1873.  Dismissed  2 April,  1874. 

Corson,  Elwood  M. 

Acting  Assistant  Surgeon,  19  March,  1864.  Assistant  Surgeon,  1 April,  1864.  Re- 
signed 14  October,  1865. 

Corson,  John. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discharged  18 
October,  1865. 

Cortelgan,  J.  W. 

Mate,  19  December,  1861.  Dismissed  7 October,  1862. 

Cortez,  Men©  Edward. 

Midshipman,  28  April,  1851.  Dropped  16  June,  1852. 

Corwall,  John  S. 

Appointed  Midshipman,  1 January,  1812.  Resigned  5 July,  1827. 

Corwin,  'William  A. 

Assistant  Surgeon,  31  March,  1869.  Passed  Assistant  Surgeon,  27  March,  1873. 
Surgeon,  10  June,  1880. 

Corwane,  John* 

Assistant  Paymaster,  3 March,  1879. 

Costry?  F.  C. 

Assistant  Paymaster,  24  August,  1861.  Paymaster,  14  April,  1862.  Pay  Inspector, 
12  April,  1877. 

Cosby,  James  8. 

Appointed  Midshipman,  1 January,  1825.  Resigned  29  August,  1826. 

Cosgrove,  Janies. 

Appointed  Gunner,  12  April,  1804.  Dismissed  6 June,  1807.  Appointed  Gunner, 
80  June,  1813.  Died  in  October,  1825. 
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Costello,  Edward. 

Acting  Second  Assistant  Engineer,  29  December,  1863.  Resigned  7 July.  lf!65. 

Coster  9 George  WasSiiugion,  Jr. 

Midshipman,  20  November,  1862.  Graduated  June,  186R.  Ensign,  12  March* 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  16 
March,  1875. 

Coster,  John  J« 

Acting  Third  Assistant  Engineer,  7 July,  1863.  Died  on  “ Bienville 24  October, 
1866. 

Coster,  Stephen  5£. 

Acting  Third  Assistant  Engineer,  21  October,  1861.  Acting  Second  Assistant 
Engineer,  24  July,  1863.  Honorably  discharged  4 October,  1868. 

Coster,  William  E. 

Acting  Third  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  25  Octo- 
ber, 1865. 

Costigara,  F.  Y. 

Appointed  Master,  5 August,  1812.  Dismissed  2 April,  1814. 

Costoit,  Benjamin  F. 

Appointed  Master,  16  January,  1844.  Resigned  5 August,  1847. 

Cotter 9 Joins, 

Acting  Third  Assistant  Engineer,  31  January,  1865.  Honorably  discharged  12 
October,  1868. 

Cotter,  Thomas. 

Appointed  Midshipman,  1 September,  1811.  Resigned  6 April,  1813.  . 

Cottmara,  Yincendon  JL. 

Midshipman,  25  September,  1868.  Graduated  1 June,  1872.  Ensign,  15  July, 
1873.  Master,  9 May,  1878. 

Cotton,  Charles. 

Surgeon’s  Mate,  3 April,  1811.  Surgeon,  24  July,  1813.  Resigned  10  December, 
1823. 

Cotton,  Charles  H. 

Appointed  Midshipman,  1 January,  1828.  Passed  Midshipman,  14  June,  1834. 
Resigned  1 August,  836. 

Cotton,  Charles 

Acting  Midshipman,  28  September,  1858.  Ensign,  11  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
25  April,  1877. 

Cottrell,  Gardner. 

Acting  Ensign,  21  July,  1862.  Acting  Master,  recommendation  of  Commanding 
Officer,  28  April,  1864.  Resigned  4 February,  1867. 

Cottrell,  Joseph  T. 

Assistant  Surgeon,  8 April,  1864.  Resigned  23  June,  1865. 

Cottrell,  J.  T„ 

Mate,  15  October,  1861.  Appointment  revoked  7 February,  1862 

Cottrell,  Simon  G. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discharged  7 August, 
1865. 

Cotts,  David. 

Acting  Third  Assistant  Engineer,  6 January,  1863.  Appointment  revoked  (Sick,) 
28  May,  1864. 

Con  eh  9 George. 

Mate,  10  September,  1861.  Acting  Ensign,  2 August,  1864.  Honorably  dis- 
charged 14  October,  1865. 

Corniest,  Albert  K. 

Acting  Midshipman,  26  September,  1863.  Graduated  6 June,  1867.  Ensign,  18 
December,  1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 
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Coudon,  John. 

Mate,  26  September,  1868.  Acting  Ensign,  17  January,  1864.  Honorably  dis- 
charged 21  October,  1865. 

Cowes,  Samuel  F. 

Assistant  Surgeon,  25  February,  1851.  Passed  Assistant  Surgeon,  9 April,  1851. 
Surgeon,  26  April,  1861.  Medical  Inspector,  3 March,  1871.  Medical  Director, 
13  August,  1876. 

Coulsesi,  William  C. 

Mate,  1 October,  1862.  Acting  Ensign,  19  September,  1863.  Acting  Master,  16 
July,  1864.  Honorably  discharged  20  November,  1865. 

Coulter,  Henry  S. 

Surgeon’s  Mate,  26  May,  1826.  Surgeon,  4 November,  1834.  Dismissed  26  De- 
cember, 1843. 

Coulter,  Mifflin. 

Surgeon’s  Mate,  15  August,  1826.  Passed  Assistant  Surgeon,  8 March,  1835.  Sur 
geon,  22  December,  1835.  Died  12  October,  1840. 

Coulter,  William  H. 

Acting  Second  Assistant  Engineer,  9 December,  1862.  Acting  First  Assistant 
Engineer,  12  June,  1863.  Resigned  30  May,  1864. 

Coupland,  diaries. 

Appointed  Sailmaker,  18  October,  1820.  Resigned  22  August,  1832. 

Courtis,  Frank. 

Acting  Midshipman,  25  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Courtney,  Antliony. 

Acting  Second  Assistant  Engineer,  26  September,  1863.  Honorably  discharged  4 
November,  1865. 

Courtney,  Charles. 

Acting  Master,  21  January,  1862.  Honorably  discharged  4 March,  1866.  Acting 
Master,  17  May,  1866.  Mustered  out  31  December,  1867. 

Courtney,  James. 

Mate.  Resigned  11  May,  1863.  Mate,  15  August,  1863.  Acting  Ensigr,  12  De- 
cember, 1864.  Appointment  revoked  18  June,  1866. 

Cowsens,  John  U. 

Acting  Ensign,  29  October,  1862.  Acting  Master,  17  February^  1865.  Honorably 
discharged  22  November,  1865. 

Cousla,  John. 

Appointed  Carpenter,  28  September,  1798.  Resigned  10  December,  1799. 

Couthony,  Joseph  P. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Died  at  Grand  Ecore,  Louisiana, 
from  wounds  received  in  action,  4 April,  1864. 

Coveil,  Charles  H. 

Assistant  Surgeon,  17  June,  1861.  Died  7 August,  1861. 

Coveil,  Emerson  ©. 

First  Assistant  Engineer,  21  May,  1847.  Died  28  December,  1847. 

Covert,  A»  M. 

Acting  First  Assistant  Engineer,  13  December,  1862.  Resigned  16  May,  1863. 

Covington,  John  BL 

Appointed  Gunner,  1 May,  1824.  Died  4 November,  1840, 

Cowan,  Andrew. 

Appointed  Gunner,  20  May,  1800.  Resigned  4 September,  1800. 

Cowan,  John. 

Appointed  Midshipman,  17  December,  1810.  Died  at  Sea,  1814. 

Cowan,  John  M. 

Acting  Ensign,  23  February,  1863.  Honorably  discharged  20  October,  1865. 
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Cowan,  Lemuel  ©. 

Mate,  3 March,  1865.  Honorably  discharged  3 June,  1865.  Mate,  10  April,  1866. 
Resigned  15  May,  1867. 

Cowan,  Wall  tain  CL 

Appointed  Gunner,  31  April,  1819.  Dismissed  18  July,  1833. 

Cowan,  William  S. 

Appointed  Gunner,  3 August,  1830.  Died  14  September,  1831. 

Coward,  Henry. 

Mate,  37  December,  1861.  Resigned  30  October,  1863.  Mate,  17  January,  1863. 
Resigned  34  February,  1864. 

©owe! on,  Samuel  I>. 

Appointed  Midshipman,  19  February,  1840.  Dismissed  5 August,  1843. 

Cowdery,  Jonathan. 

Surgeon’s  Mate,  1 January,  1800.  Surgeon,  37  November,  1S04.  Died  31  Novem- 
ber, 1853. 

©owel,  John  G. 

Appointed  Master,  31  January,  1809.  Died  of  wounds  received  in  action  18  April, 
1814. 

Cowell,  William  G. 

Acting  Ensign,  13  August,  1864.  Honorably  discharged  11  November,  1865. 

Cowgill,  Warner  M. 

Midshipman,  30  September,  1863.  Graduated  3 June,  1868.  Ensign,  18  April, 
1869.  Master,  13  July,  1870.  Deserted  5 September,  1873. 

Cowie,  George,  Jr. 

Acting  Third  Assistant  Engineer,  33  May,  1864.  Acting  Second  Assistant  Engi- 
neer, 33  April,  1865.  Honorably  discharged  19  December,  1865.  Second  Assist- 
ant Engineer,  9 July,  1870.  Passed  Assistant  Engineer,  3 December,  1876.  In 
service. 

Cowie,  James  W. 

Acting  Midshipman,  35  February,  1863.  Graduated  6 June,  1867.  Ensign,  18 
December,  1868.  Lost  on  board  the  “ Oneida 34  January,  1870. 

Cowie,  Robert. 

Acting  Assistant  Surgeon,  1 December,  1863.  Honorably  discharged  13  April, 
1866.  Re-appointed  13  February,  1867.  Discharged  1 June,  1868. 

Cowie,  Thomas  J. 

Assistant  Paymaster,  16  June,  1880. 

Cowing,  Seth  W. 

Acting  Ensign,  33  March,  1863.  Acting  Master,  30  May,  1865.  Honorably  dis- 
charged 1 October,  1867. 

Cowie,  William  E. 

Acting  Second  Assistant  Engineer,  17  June,  1864.  Honorably  discharged  34 
August,  1865. 

Cowles,  William. 

Cadet  Engineer,  1 October,  1873.  Graduated  31  June,  1875.  Assistant  Engineer, 
1 July,  1877.  Resigned  31  March,  1880. 

Cowles,  Walter  ©. 

Midshipman,  33  September,  1869.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874.  Master,  3 August,  1879. 

Cowles,  William  Sheffield. 

Acting  Midshipman,  31  July,  1863.  Graduated  6 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  31  March,  1870.  Lieutenant,  36  October,  1871. 

Cowley,  Charles. 

Acting  Assistant  Paymaster,  33  January,  1864.  Honorably  discharged  31  Sep- 
ber,  1865. 

Cowling,  William. 

Mate,  7 December,  1861.  Appointment  revoked  37  June,  1863. 
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Cowman,  Richard  II. 

Assistant  Surgeon  17  September  1852.  Lost  at  Sea  in  the  “ Albany .” 

C©wper,  William. 

Appointed  Lieutenant,  9 March,  1798.  Commander,  12  July,  1799.  Discharged 
under  Peace  Establishment  Act,  3 April,  1801. 

€©wr©«Si,  Jbewis. 

Appointed  Master’s  Mate,  11  August,  1819.  Resigned  1 October,  1820. 

Cox,  Albert  T, 

Acting  Third  Assistant  Engineer,  5 December,  1863.  Dismissed  25  October,  1865. 

Cox,  Daniel  B. 

Acting  Third  Assistant  Engineer,  10  April,  1863.  Dismissed  20  May,  1865. 

Cox,  Edward  N. 

Appointed  Midshipman,  6 April,  1799.  Lieutenant,  14  January,  1807.  Purser,  2 
March,  1820.  Died  14  August,  1845. 

Cox,  Edwin  II. 

Acting  Ensign,  20  December,  1862.  Honorably  discharged  3 August,  1865. 

Cox,  Creorge. 

Appointed  Lieutenant,  15  June.  1799.  Commander,  27  May,  1804.  Resigned  8 
April,  1808.  ' » 

Cox,  George  G. 

Mute,  11  December,  1862.  Acting  Ensign,  20  June,  1864.  Honorably  discharged 
3 November,  1865. 

Cox,  James. 

Appointed  Midshipman,  28  August,  1799.  Last  appearance  on  Records  of  Navy 
Department,  10  May,  1801. 

Cox,  James  SI. 

Mate,  13  March,  1862.  Acting  Ensign,  4 August,  1862.  Died  at  Key  West,  Flor- 
ida, 31  August,  1864. 

Cox,  J.  E. 

Acting  First  Assistant  Engineer.  Appointment  revoked  23  November,  1865. 

Cox,  Job n C. 

Acting  Ensign,  3 October,  1862.  Acting  Master,  on  recommendation  of  command- 
ing officer,  21  December,  1863.  Honorably  discharged  30  May,  1865. 

Cox,  Joins  F. 

Appointed  Midshipman,  30  June,  1799.  Discharged  under  Peace  Establishment 
Act,  12  October,  1801. 

' Cox,  John  S.  H. 

Appointed  Midshipman,  6 July,  1798.  Lieutenant,  12  September,  1799.  Resigned 
26  April,  1804. 

Cox,  Job  is  W. 

Appointed  Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831. 
Lieutenant,  3 March,  1835.  Died  7 December,  1842. 

Cox,  Joseph. 

Carpenter,  29  May,  1834.  Retired  list,  21  December,  1861. 

Cox,  Joseph  E. 

Carpenter,  9 July,  1861. 

Cox,  Mackall. 

Appointed  Midshipman,  date  not  known.  Resigned  2 January,  1799. 

Cox,  Sararael  J. 

Purser,  11  July,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Cox,  William  R.»  Jr. 

Mate,  8 January,  1862.  Acting  Ensign,  10  November,  1864.  Honorably  dis- 
charged 16  December,  1865. 

Coxe,  Jolsss  R. 

Appointed  Midshipman,  4 July,  1817.  Lieutenant,  28  April,  1826.  Resigned  29 
May,  1833. 
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Coxc,  J.  S. 

Appointed  Midshipman,  10  January,  1815.  Died  80  June,  1822. 

€©xe,  Richard, 

Appointed  Midshipman,  1 March,  1825.  Resigned  18  June,  1832. 

C©xe,  Richard  J. 

Appointed  Master,  28  June,  1812.  Died  18  April,  1822. 

C©xe,  William  S. 

Appointed  Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Cashiered 
26  April,  1814. 

Coy,  Charles'S. 

Mate,  15  October,  1861.  Acting  Ensign,  16  January,  1863.  Acting  Master,  2? 
January,  1864.  Acting  Volunteer  Lieutenant,  12  June,  1865.  Honorably  dis- 
charged 12  October,  1866. 

Coyle,  Joli si  A. 

Appointed  Midshipman,  1 April,  1828.  Lost  in  the  u Sylph ,”  16  August,  1831. 

Coyle,  Joseph  C. 

Acting  Ensign,  1 October,  1862.  Promoted  Acting  Master,  8 May,  1863.  Honora- 
bly discharged  -28  September,  1865. 

Coyle,  Nicholas* 

Acting  Second  Assistant  Engineer,  6 August,  1862.  Acting  First  Assistant  Engi- 
neer, 20  June,  1863.  Died  on  “ Norwich ,”  24  September,  1863. 

Coyle,  Thomas. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Dismissed  5 May,  1865. 

Crabb9  Horace  W. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
P 14  September,  1855.  Lieutenant,  15  September,  1855.  Died  10  March,  1861. 
Crabbe,  Thomas. 

Midshipman,  15  November,  1809.  Lieutenant,  4 February,  1815.  Commander,  3 
March,  1835.  Captain,  8 September,  1841.  Commodore  on  Retired  list,  16 
July,  1862.  Rear-Admiral  on  Retired  list,  25  July,  1866.  Died  29  June,  1872. 

Craft,  Richard  P. 

Mate,  15  July,  1863.  Honorably  discharged  5 November,  1865. 

Crafts,  Nathaniel  W. 

Appointed  Master,  10  September,  1807.  Resigned  4 August,  1808. 

Crafts,  Samuel  P. 

Acting  Ensign,  19  December,  1862.  Acting  Master,  14  August,  1863.  Acting 
Volunteer  Lieutenant,  6 April,  1865.  Honorably  discharged  5 December,  1865. 

Cragg,  Wilkies. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  26  Octo- 
ber, 1861.  Dismissed  27  June,  1864.  Re-appointed  First  Assistant  Engineer, 
25  July,  1866.  Resigned  11  April,  1870. 

Cragin,  William  S.  W. 

Acting  Ensign,  20  January,  1865.  Honorably  discharged  6 September,  1866. 

Craig,  Benjamin  F. 

Mate,  29  December,  1864.  Honorably  discharged  4 November,  1865. 

Craig,  B.  J. 

Mate,  30  January,  1862.  Dismissed  5 March,  1862. 

Craig,  Joseph  Edgar. 

Acting  Midshipman,  29  November,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Craig,  J.  P.  R.  M. 

Appointed  Midshipman,  1 May,  1800.  Dismissed  5 July,  1805. 

Craig,  Pliilip  S. 

Carpenter,  25  March,  1873. 

Craig,  Itobert. 

Mate,  14  June,  1863.  Acting  Ensign,  28  July,  1864.  Honorably  discharged  28 
October,  1865. 
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Craig,  William. 

Gunner,  20  January,  1838.  Lost  in  the  “Albany”  last  intelligence,  28  Septemoer, 
1854. 

Craig,  William® 

Acting  First  Assistant  Engineer,  9 October.  1862.  Dismissed  14  March,  1863. 

Crain,  Charles  C® 

Acting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  discharged  25 
October,  1865. 

■Crain,  Walter  €J>. 

Midshipman,  27  October,  1814.  Passed  Midshipman,  10  August,  1847.  Resigned 

30  December,  1851. 

Cratl,  €»©orge  A. 

Acting  Midshipman,  20  September,  1858.  Acting  Master,  20  June,  1862.  Dis- 
missed 20  January,  1863. 

Crain,  Edwin  JT. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged  29 
July,  1865. 

Crambaugli9  Samnfel  3$. 

Midshipman,  20  February,  1863.  Graduated  2 June,  1868.  Resigned  29  June, 
1868. 

Cramer,  Frederick.  A. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Acting  Second  Assistant  Engi- 
neer, 7 March,  1864.  Honorably  discharged  28  November,  1865 

Cramer,  John® 

Appointed  Midshipman,  1 May,  1816.  Drowned  20  March,  1822. 

Crandall,  Albert  A. 

Midshipman,  1 July,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Resigned  25  June,  1875. 

Crandall,  Charles  'S. 

Mate,  17  February,  1864.  Acting  Ensign,  17  February,  1864.  Honorably  dis- 
charged 22  November,  1865. 

Crandall,  F.  H. 

Mate,  17  October,  1861.  Acting  Ensign,  14  July,  1863.  Appointment  revoked 
12  January,  1866. 

Crandall,  Willi  am  1. 

Mate,  12  December,  1861.  Resigned  4 September,  1862. 

Crane,  Elias  F« 

Mate,  9 February,  1864.  Acting  Ensign,  6 December  1864.  Honorably  discharged 

31  October,  1865. 

Crane,  Henry  A. 

Mate,  1 April,  1863.  Resigned  7 April,  1864. 

Crane,  J.  R. 

Mate.  Appointment  revoked  (Sick,)  10  July,  1863. 

Crane,  Lemuel 

Acting  Master,  22  May,  1881.  Resigned  23  January,  1863. 

Crane,  William  W. 

Appointed  Midshipman,  23  May,  1799.  Lieutenant,  20  July,  1803.  Commander, 
4 March,  1813.  Captain,  22  November,  1814.  Died  18  March,  1846. 

Craney,  William. 

Appointed  Midshipman,  11  January,  1832.  Passed  Midshipman,  23  June,  1838. 
Dismissed  31  May,  1839. 

Craney,  William. 

Appointed  Midshipman,  3 September,  1841.  Resigned  15  February,  1842. 

Cranston,  Charles. 

Acting  Second  Assistant  Engineer,  9 August,  1862.  Acting  First  Assistant  Engi- 
neer, 8 July,  1863.  Honorably  discharged  21  March,  1868. 
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Cranston,  Robert,  Jr. 

Appointed  Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy 
Department,  23  March,  1815.  Dismissed. 

Crapo,  Robert  B. 

Mate,  26  June,  1862.  Dismissed  15  May,  1863.  Acting  Ensign,  18  October,  1864. 
Honorably  discharged  17  October,  1867. 

Crary,  Charles  W. 

Acting  Assistant  Paymaster,  29  December,  1864.  Honorably  discharged  10  Octo- 
ber, 1865. 

Crary,  Joins  S. 

Acting  Third  Assistant  Engineer,  26  February,  1862.  Resigned  30  April,  1862. 

Crary,  Lodowick  W. 

Appointed  Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy 
Department,  23  May,  1815. 

Craven,  Alfred. 

Acting  Midshipman,  24  July,  1863.  Graduated  6 June,  1867.  Ensign,  IS 
December,  1868.  Master,  21  March,  1870.  Resigned  12  September,  1870. 

Craven,  Charles  If. 

Acting  Midshipman,  20  September,  1860.  Midshipman.  Ensign,  28  May,  1863. 
Master,  10  November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Com- 
mander, 12  March,  1868. 

Craven,  John  JE. 

Cadet  Midshipman,  24  September,  1874.  Graduated  4 June,  1880. 

Craven,  If.  Smith. 

Civil  Engineer,  12  March,  1879. 

Craven,  Ishi. 

Appointed  Midshipman,  16  January,  1809.  Resigned  13  October,  1809. 

Craven,  Thomas  T. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  27 
May,  .1830.  Commander,  16  December,  1852.  Captain,  7 June,  1861.  Com- 
modore, 16  July,  1862.  Rear-Admiral,  10  October,  1866.  Retired  list,  30  De- 
ber,  1869. 

Craven,  Tunis. 

Purser,  15  August,  1812.  Appointment  revoked  6 March,  1813. 

Craven,  Tunis  A.  I. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  8 
September,  1841.  Commander  24  April,  1861.  Died  5 August,  1864. 

Crawford,  Charles  A . 

Mate,  21  November,  1861.  Dismissed  27  May,  1863. 

Crawford,  Charles  If. 

Acting  Third  Assistant  Engineer,  1 November,  1864.  Resigned  27  May,  1865. 

Crawford,  5>.  If. 

Appointed*  Midshipman,  9 December,  1831.  Passed  Midshipman,  15  June,  1837. 
Drowned  26  July,  1841. 

Crawford,  Edgar  F. 

Mate,  13  January,  1865.  Appointment  revoked  8 June,  1868. 

Crawford,  George  A. 

Chaplain,  10  May,  1870. 

Craw  ford,  George  W. 

Acting  First  Assistant  Engineer,  18  April,  1863.  Resigned  20  January,  1864. 

Crawford,  James. 

Acting  Master,  27  February,  1862.  Appointment  revoked  (physically  disqualified) 
7 March,  1862. 

Crawford,  John. 

Acting  Third  Assistant  Engineer,  10  October,  1862.  Dismissed  30  April,  1864. 
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Crawford,  Jo  tan  J. 

Acting  Second  Assistant  Engineer,  10  June,  1864.  Dismissed  31  August,  1864. 

Crawford,  Johnson. 

Acting  Third  Assistant  Engineer,  11  April,  1864.  Appointment  revoked  (Sick,) 
26  May,  1865. 

Crawford,  J»  Q.  A. 

Appointed  Midshipman,  17  February,  1840.  Dismissed  19  December,  1846 

Crawford,  Millard  II. 

Assistant  Surgeon,  1 November,  1876. 

Crawford,  Robert. 

Third  Assistant  Engineer,  1 July,  1863.  Second  Assistant  Engineer,  25  July,  1866. 
Passed  Assistant  Engineer,  20  February,  1874.  In  service. 

Crawford,  Thomas. 

Mate,  18  January,  1864.  Honorably  discharged  20  August,  1865. 

Crawford,  William  H. 

Acting  Third,  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  9 December,  1864.  Honorably  discharged  15  August,  1865. 

Crawford,  William  II. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  20 
June,  1864.  Resigned  30  April,  1868. 

Crean,  Joins. 

Appointed  Midshipman,  1 February,  1814.  Resigned  18  October,  1814. 

Cree,  Joseph  C. 

Acting  Third  Assistant  Engineer,  1861.  Acting  Second  Assistant  Engineer,  18 
May,  1863.  Acting  First  Assistant  Engineer,  9 June,  1864.  Honorably  dis- 
charged 15  July,  1866. 

Creeey,  Father. 

Appointed  Midshipman,  10  November,  1835.  Resigned  10  August,  1836. 

Creevy,  James. 

Acting  Third  Assistant  Engineer,  25  July,  1863.  Honorably  discharged 25  Novem- 
ber, 1865. 

Creevey,  W7illiaiii  S. 

Acting  Assistant  Paymaster,  8 October,  1863.  Died  at  Sea,  1864. 

Cregier,  John  M. 

Mate.  Dismissed  8 July,  1862. 

Creighton,  James  M. 

Mate,  7 March,  1870.  In  service. 

Creighton,  J.  ISlakeley. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  16 
December,  1852.  Lieutenant,  9 October,  1853.  Commander,  23  September, 
1862.  Captain,  26  November,  1868.  Commodore,  9 November,  1874. 

Creighton,  John  O. 

Appointed  Midshipman,  25  June,  1800.  Lieutenant,-  24  February,  1807.  Com- 
mander, 24  July,  1813.  Captain,  27  April,  1816.  Died  13  October,  1838. 
Creighton,  Joseph. 

Mate,  19  July,  1862.  Discharged  18  October,  1863. 

Crenshaw,  J.  W. 

Appointed  Midshipman,  1 April,  1826.  Resigned  6 November,  1827. 

Crenshaw,  F.  M. 

Appointed  Midshipman,  1 December,  1827.  Died  2 October,  1828. 

Cresap,  James  C. 

Midshipman,  24  June,  1867..  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  30  September,  1876. 
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Cresper,  William. 

Appointed  Master,  24  June,  1799.  Lieutenant,  8 September,  1800.  Discharged 
under  Peace  Establishment  Act,  17  July,  1801 

Cressy,  Josiah  P. 

Acting  Volunteer  Lieutenant,  12  August,  1861.  Dismissed  18  July,  1862. 

Cressy,  William  J. 

Mate,  6 January,  1863.  Resigned  14  May,  1863. 

Cressy,  W.  K. 

Acting  Master,  31  August,  1861.  Acting  Volunteer  Lieutenant  at  capture  of 
“ Warrior ,”  20  November,  1863.  Died  at  Navy  Yard,  New  York,  28  October, 
1864. 

Crillon,  diaries. 

Appointed  Midshipman,  1 December,  1824.  ( See  Barton.) 

Criminon,  Matthew. 

Mate,  31  October,  1862.  Resigned  24  May,  1864. 

Crippen,  Thomas. 

Appointed  Sailmaker,  9 June,  1803.  Resigned  19  May,  1806. 

Crisel,  Newton. 

Appointed  Midshipman,  15  June,  1838.  Dropped  in  1840. 

Crissey,  Edwin. 

Acting  Ensign,  24  January,  1863.  Acting  Master  on  recommendation  of  Command- 
ing Officer,  1 June,  1864.  Resigned  17  May,  1865.  Boatswain,  4 January,  1873 

Critchell,  Robert  8. 

Mate,  3 September,  1863.  Honorably  discharged  4 September,  1865. 

Crocker,  Adolphus  C. 

Acting  Third  Assistant  Engineer,  8 March,  1864.  Resigned  12  May,  1865. 

Crocker,  Charles  T. 

Appointed  Midshipman,  30  November,  1837.  Dismissed  19  November,  1844. 

Crocker,  Edward. 

Boatswain?  16  June,  1828.  Died  22  July,  1858. 

Crocker,  Edward  P. 

Mate,  7 July,  1863.  Mate,  3 November,  1865.  Appointment  revoked  2 December, 
. 1865. 

Crocker,  Frederick. 

Acting  Master,  27  May,  1861.  Resigned  29  November,  1861.  Re-appointed  3 
February,  1862.  Acting  Volunteer  Lieutenant,  for  gallantry,  29  November, 
1862.  Acting  Volunteer  Lieutenant-Commander,  for  faithful  and  meritorious 
services  during  rebellion,  1 May,  1865.  Honorably  discharged  2 October,  1865. 

Crocker,  Frederick  William. 

Acting  Midshipman,  26  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Crocker,  James  G. 

Mate,  9 May,  1862.  Died  17  October,  1864. 

Crocker,  James  M. 

Mate,  15  November,  1861.  Acting  Ensign,  14  August,  1862.  Honorably  dis 
charged  14  September,  1865. 

Crocker,  Jonathan  W. 

Acting  Ensign,  2 February,  1864.  Honorably  discharged  7 September,  1865. 

Crocker,  Xiles  T. 

Acting  Ensign,  9 August,  1864.  Honorably  discharged  24  October,  1865. 

Crocker,  Thomas  M. 

Gunner,  14  May,  1844.  Died  23  January,  1859. 

Crockett,  E. 

Acting  Master,  27  February,  1862.  Appointment  revoked  21  March,  1862. 

Crockett,  Iff.  N. 

Acting  Ensign,  21  November,  1864.  Honorably  discharged  19  July,  1865. 
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Croit,  George, 

Appointed  Master,  17  August,  1814.  Resigned  5 October,  1815. 

Croft,  Thomas  F. 

Acting  Assistant  Paymaster,  22  June,  1864.  Honorably  discharged  12  November, 

1865. 

Crolius,  Sebastian. 

Third  Assistant  Engineer,  1 July,  1861.  Resigned  13  August,  1862.  Acting 
Second  Assistant  Engineer,  14  February,  1863.  Acting  First  Assistant  Engi- 
neer, 20  September,  1863.  Resigned  10  October,  1863. 

Cromack,  William. 

Mate,  14  April,  1864.  Resigned  12  May,  1865. 

Cromwell,  Bartlett  J® 

Midshipman,  21  September,  1857.  Midshipman,  1 June,  1861.  Acting  Master,  5 
September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  25  July, 

1866.  Commander,  24  October,  1874. 

Cromwell,  Charles. 

Appointed  Master,  date  not  known.  Resigned  13  January,  1800. 

Cromwell,  Charles® 

Appointed  Master,  21  April,  1814.  Discharged  28  March,  1815. 

Cromwell,  Joseph  H. 

Acting  Ensign,  26  July,  1864.  Honorably  discharged  13  July,  1865. 

Cronan,  John. 

Acting  Carpenter,  18  April,  1863.  Resigned  11  November,  1865. 

Crosse,  Bernard. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  31  May,  1866. 

Cronin,  Cornelius. 

Mate,  9 July,  1866.  Gunner,  20  November,  1873. 

Cronin,  Francis. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  21  October, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Resigned  10  November,  1865. 

Cronin,  John. 

Mate,  22  October,  1863.  Acting  Ensign,  1 January,  1865.  Honorably  discharged 
4 November,  1865. 

Cronin,  Michael  J. 

Acting  Ensign,  16  April,  1863.  Acting  Master,  24  November,  1863.  Honorably 
discharged  21  November,  1865. 

Cronin,  Thomas  If. 

Third  Assistant  Engineer,  20  May,  1857.  Second  Assistant  Engineer,  3 August, 
1859.  Died.  8 December,  1861. 

Cronk,  Charles  W. 

Acting  Second  Assistant  Engineer,  10  October,  1863.  Appointment  revoked 
(Sick,)  17  October,  1863.  Acting  Se'cond  Assistant  Engineer,  21  November, 
1863.  Acting  First  Assistant  Engineer,  29  October,  1864.  Honorably  dis- 
charged 22  December,  1868. 

Cronk,  Volssey. 

Acting  Second  Assistant  Engineer,  22  August,  1862.  Honorably  discharged  18 
September,  1865. 

Cron  mi  Her,  Thomas  I*.  P® 

Assistant  Surgeon,  28  June,  1852.  Dropped  13  May,  1858. 

Crenthers,  James  A. 

Acting  Second  Assistant  Engineer,  11  August,  1864.  Honorably  discharged  25 
July,  1865. 

Crony n,  W.  J. 

. Acting  Assistant  Surgeon,  12  December,  1873. 

Crooker,  Charles  A® 

Acting  Master,  30  August,  1861.  Honorably  discharged  8 January,  1866. 


180 


GENERAL  NAVY  REGISTER. 


Crooker,  Thomas  M. 

Master’s  Mate,  8 March,  1841.  Gunner,  14  May,  1844.  Died  23  January,  1859. 

Crooks,  James. 

Acting  Third  Assistant  Engineer,  81  August,  1863.  Honorably  discharged  8 
December,  1865. 

Croosman,  Alex.  F. 

Acting  Midshipman,  2 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  23  June,  1860.  Lieutenant,  23  November, 
1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  1 July,  1870. 
Drowned  12  April,  1872. 

C roowi si sli i el tl , Jacob. 

Midshipman,  11  March,  1815.  Lieutenant,  15  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Died  15  July,  1849. 

Cropper,  $.  Preston. 

Acting  Third  Assistant  Engineer,  6 April,  1865.  Honorably  discharged  10  May, 
1866. 

Crosby,  Atwood. 

Acting  Assistant  Surgeon,  27  June,  1864.  Resigned  31  May,  1865. 

Crosby,  Edward  J>. 

Purser,  13  September,  1841.  Died  20  December,  1846. 

Crosby,  Eli. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.  Died  24  January,  1854. 

Crosby,  Freeman  H.  0 

Midshipman,  30  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  8 November,  1874. 

Crosby,  Haskell. 

Acting  Ensign,  26  December,  1862.  Honorably  discharged  21  September,  1865. 

Crosby,  Henry. 

Mate,  3 June,  1863.  Dismissed  18  November,  1864. 

Crosby,  James  E. 

Mate,  31  August,  1863.  Died  on  “Honduras”  9 July,  1864. 

Crosby,  Jobss. 

Boatswain,  8 February,  1848.  Resigned  18  September,  1854. 

Crosby,  Joins  K. 

Acting  Master,  15  April,  1862.  Honorably  discharged  16  September,  1865. 

Crosby,  Joshua  W. 

Acting  Master,  23  April,  1862.  Honorably  discharged  14  September,  1865. 

Crosby,  Pierce. 

Midshipman,  5 June,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  4 Novem- 
ber, 1852.  Lieutenant,  3 September,  1853.  Commander,  22  September,  1862. 
Captain,  27  May,  1868.  Commodore,  3 October,  1874. 

Crosby,  Thomas  I>. 

Acting  Second  Assistant  Engineer,  16  November,  1863..  Honorably  discharged 
16  February,  1868. 

Crosby,  Warren  J. 

Mate,  5 March,  1862.  Acting  Ensign,  1 July,  1864.  Honorably  discharged  21 
October,  1865. 

Crosby,  William  Ik,  Jr. 

Acting  Assistant  Paymaster,  7 August,  1863.  Resigned  23  December,  1864 

Crosley,  S.  M. 

Mate,  14  September,  1863.  Resigned  18dVIarcn,  1871. 

Crosmon,  Nelson  E. 

Acting  Third  Assistant  Engineer,  25  May,  1864.  Resigned  (Sick,)  11  March,  1865. 
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Cross,  Elliot  W. 

Acting  Third  Assistant  Engineer,  28  March,  1864.  Honorably  discharged  28  June, 
1865. 

Cross,  George. 

Appointed  Captain  10  September,  1798.  Discharged  under  Peace  Establishment 
Act,  date  not  known. 

Cross,  Arnold. 

Acting  Ensign,  7 November,  1863.  Honorably  discharged  2 August,  1865. 

Cross,  John  C. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 
1864.  Resigned  21  June,  1865. 

Cross,  Jolm  W. 

Acting  Second  Assistant  Engineer,  18  November,  1861.  Resigned.  6 November, 
1862. 

Cross,  Joseph. 

Appointed  Midshipman,  9 June,  1811.  Lieutenant,  27  April,  1816.  Died  10  Feb- 
ruary, 1834. 

Cross,  J.  Wesley. 

Acting  Third  Assistant  Engineer,  25  September,  1863.  Honorably  discharged  7 
October,  1868. 

Cross,  Robert  IS. 

Gunner,  23  April,  1858 

Cross,  Samuel. 

Gunner,  4 January,  1862.  Dismissed  10  September,  1862.  Gunner,  27  August, 
1872. 

Cross,  Thomas  IS.  • 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Honorably  discharged  26 
July,  1865. 

Crossan,  TEaoisias  M. 

Midshipman,  1 July,  1836.  Passed  Midshipman,  1 July,  1842.  Master.  Lieuten- 
ant, 6 April,  1849.  Resigned  1 September,  1857. 

Crossiiaan,  James  A. 

Acting  Ensign,  14  December,  1863.  Honorably  discharged  23  August,  1865. 

Croton,  Charles. 

Mate,  22  October,  1862.  Resigned  15  May,  1865. 

Crow,  Ren  f am  in. 

Appointed  Sailmaker,  5 May,  1826.  Died  31  March,  1845. 

Crow,  James. 

Appointed  Midshipman,  15  November,  1809.  Resigned  15  December,  1810. 
Crowell,  Ravid  IS. 

Acting  Master,  22  November,  1861.  Resigned  16  May,  1863. 

Crowell,  Erastws. 

Acting  Master,  26  August,  1861.  Resigned  19  October,  1861. 

Crowell,  George  W. 

Acting  Master,  6 December,  1861.  Dismissed  17  September,  1862. 

Crowell,  Isaiah  E. 

Sailmaker,  3 January,  1862. 

Crowell,  Joseph  W. 

Acting  Ensign,  31  August,  1863.  Honorably  discharged  21  August,  1865. 

Crowell,  Levi. 

Acting  Master,  7 December,  1861.  Honorably  discharged  29  January,  1866. 

Crowell,  Miner  R. 

Acting  Master,  18  January,  1862.  Acting  Volunteer  Lieutenant,  for  good  service, 
16  March,  1864.  Honorably  discharged  18  December,  1865. 
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Crowley,  Charles  E. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Died  at  Charles- 
ton, South  Carolina,  15  August,  1850. 

Crowley,  John. 

Appointed  Carpenter,  28  October,  1811.  Dismissed  26  September,  1812. 

Crowley,  John. 

Boatswain,  11  January,  1876.  Appointment  revoked  7 February,  1876. 

Crowinshield,  Arrant  $. 

Acting  Midshipman,  25  September,  1860.  Graduated  28  May,  1863.  Ensign,  4 
June,  1863.  Master,  10  November,  1865.  Lieutenant,  10  November,  1866. 
Lieutenant-Commander,  ^2  March,  1868.  Commander,  25  March,  1880. 

Crown inshleld,  William  W. 

Acting'Ensign,  21  January,  1863.  Acting  Master,  for  good  service,  10  December, 
1863.  Acting  Volunteer  Lieutenant,  17  May,  1865.  Honorably  discharged  4 
October,  1868. 

Crozet,  J.  B. 

Mate,  8 November,  1869.  Resigned  23  November,  1872. 

Cruft,  John. 

Appointed  Lieutenant,  15  October,  1798.  Commission  returned. 

Cruger  Edward  Martineau. 

Acting  Midshipman,  30  July,  1863. 

Crummey,  Thomas 

Third  Assistant  Engineer,  21  April,  1862.  Resigned  5 September,  1866. 

Crump,  George  T. 

Appointed  Midshipman,  2 February,  1829.  Died  12  April,  1832. 

Crump,  ftichard.  * 

Appointed  Midshipman,  20  June,  1806.  Dismissed  18  February,  1808. 

Cruse,  Peter  N. 

Acting  Master,  14  September,  1861.  Resigned  17  June,  1863. 

Cruse,  Samuel  C. 

Acting  Master,  18  October,  1861.  Honorably  discharged  5 February,  1866. 

Crygier,  John  W. 

Cadet  Engineer,  1 October,  1874.  Graduated  10  June,  1879. 

Cuddy,  William. 

Sailmaker,  2 March,  1872. 

Cud  worth,  William. 

Appointed  Midshipman,  16  January,  1809.  Resigned  17  November,  1809. 

Culbert,  Edward.  . 

Mate,  23  January,  1862.  Honorably  discharged  29  August,  1868. 

Culbertson,  C.  J. 

Mate,  17  September,  1861.  Discharged  7 April,  1862. 

Culbertson,  James. 

Appointed  Boatswain,  1 January,  1817.  Last  appearance  on  Records  of  Navy 
Department  for  1820. 

Culbertson,  Wilson  $. 

Mate,  4 April,  1864.  Honorably  discharged  18  November,  1865. 

Culbreth,  George  S. 

Assistant.  Surgeon,  18  June,  1866.  Passed  Assistant  Surgeon,  14  December,  1869. 
Surgeon,  31  December,  1876.  Lost_on  “ Huron”  24  November,  1877. 

Cullaton,  John. 

Mate,  28  June,  1862.  Acting  Ensign,  25  February,  1863.  Resigned  9 June,  1865. 

Cullen,  Ezekiel  W. 

Purser,  4 June,  1857.  Resigned  11  May,  1858. 

Cullen,  John. 

Acting  Second  Assistant  Engineer,  13  August,  1863.  Resigned  6 October,  1863. 
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Acting  First  Assistant  Engineer,  7 May,  1864.  Honorably  discharged  29  Sep- 
tember, 1865. 

Culley,  George  E. 

Acting  Third  Assistant  Engineer,  14  July,  1863.  Dismissed  5 May,  1865. 

Culley,  Joseph. 

Acting  Third  Assistant  Engineer,  1 August,  1862.  Acting  Second  Assistant  Engi- 
neer, 22  May,  1863.  Appointment  revoked  (Sick,)  11  November,  1863.  Acting 
First  Assistant  Engineer,  12  June,  1865. 

Cullins,  Asa  B. 

Acting  Third  Assistant  Engineer,  21  June,  1862.  Acting  Second  Assistant  Engi- 
neer, 20  June,  1863.  Honorably  discharged  15  December,  1865. 

Culver,  Abraham  E. 

Midshipman,  6 June,  1872.  Graduated  20  June,  1876.  Ensign,  14  December, 
1877. 

Culver,  Charles  15. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Acting  Second  Assistant 
Engineer,  13  September, 1864.  Honorably  discharged  8 September,  1865. 

Culver,  Charles  E. 

Mate,  8 October,  1861.  Resigned  9 April,  1864. 

Culver,  E.  15. 

Acting  Assistant  Paymaster,  22  July,  1863.  Discharged  12  November,  1865. 

Culver,  Josiali  If. 

Assistant  Surgeon,  24  March,  1863.  Retired  15  July,  1867.  Died  25  September, 
1868. 

Cumber  sou,  William  M. 

Acting  Third  Assistant  Engineer,  6 January,  1862.  Resigned  5 January,  1863. 

Camming,  John  W. 

Mate.  Resigned -5  September,  1862. 

dimming,  T.  W. 

Appointed  Midshipman,  19  May,  1832.  Passed  Midshipman,  23  June,  1838. 
Resigned  23  February,  1841. 

Cummings,  A,  H. 

Midshipman,  7 April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Died  18  March,  1863. 

Cummings,  Eel.  I®. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  20  February,  1862. 

Cummings,  John  E. 

Appointed  Midshipman,  8 October,  1800.  Lieutenant,  1 April,  1812.  Died  24 
July,  1824. 

Cummins,  James. 

Mate,  1 November,  1863.  Resigned  8 November,  1864. 

Cummins,  James  A. 

Acting  Gunner,  30  September,  1862.  Dismissed  3 February,  1864. 

Cunningham,  Alexander. 

Master,  15  November,  1815.  Reserved  list,  13  September,  1855.  Died  26  April, 
1856. 

Cunningham,  Charles. 

Acting  Ensign,  28  February,  1863.  Resigned  5 September,  1864. 

Cunningham,  Frederick.  A. 

Gunner,  21  August,  1856.  Deserted  20  August,  1858. 

Cunningham,  George. 

Acting  Third  Assistant  Engineer,  22  November,  1862.  Appointment  revoked 
(Sick,)  15  June,  1863. 

Cunningham,  G.  F. 

Appointed  Midshipman,  14  February,  1840.  Resigned  20  August,  1849. 


184 


GENERAL  NAVY  REGISTER. 


Cunningham,  Hugh. 

Acting  Third  Assistant  Engineer,  6 March,  1865.  Honorably  discharged  4 Octo- 
ber, 1865. 

Cunningham,  James. 

Mate,  24  January,  1868.  Honorably  discharged  29  October,  1865. 

Cunningham,  John  ©. 

Acting  Third  Assistant  Engineer,  4 September,  1864.  Dismissed  80  April,  1867. 

Cunningham,  John 

Purser,  13  March,  1857.  Pay  Inspector,  3 March,  1871.  Pay  Director,  14  October, 
1871. 

Cunningham,  Patrick  Thomas. 

Midshipman,  26  September,  1863.  Graduated  6 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  9 
November,  1872. 

Cunningham,  Robert  S. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Died  13  March,  1861. 

Cunningham,  Thomas  A. 

Acting  Third  Assistant  Engineer,  26  January,  1864.  Died  on  “ Merrimac”  2 
July,  1864. 

Cunningham,  Thomas. 

Acting  Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  13 
May,  1861.  First  Assistant  Engineer,  20  May,  1863.  Resigned  16  November, 
1866. 

Cunningham,  T.  S. 

Appointed  Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814. 
Resigned  21  April,  1827. 

Cunningham,  W. 

Appointed  Gunner,  11  August,  1819.  Died  in  1823. 

Curley,  M.  E. 

Acting  Carpenter,  6 May,  1865.  Honorably  discharged  6 August,  1865. 

Curran,  James. 

Acting  Third  Assistant  Engineer,  7 July,  1863.  Appointment  revoked  (Sick,) 
10  February,  1864. 

Curran,  James. 

Acting  Second  Assistant  Engineer,  26  April,  1866.  Mustered  out  24  July,  1867. 

Curran,  James. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Acting  Second  Assistant 
Engineer,  22  February,  1865.  Honorably  discharged  13  November,  1865. 

Curran,  Sanford. 

Acting  Third  Assistant  Engineer,  28  December,  1863.  Died  on  “ Tallahatchie ,”  16 
April,  1865. 

Currier,  Oliver  C. 

Mate,  31  August,  1864.  Honorably  discharged  19  December,  1865. 

Currier,  W.  A. 

Mate,  4 April,  1862.  Dismissed  20  August,  1863.  Mate,  27  November,  1863. 
Appointment  revoked  (Sick,)  14  October,  1864. 

Curry,  David  U. 

Acting  Carpenter,  1 October,  1862.  Resigned  30  May,  1864. 

Curtis,  Andrew. 

Acting  Ensign,  14  May,  1864.  Honorably  discharged  12  August,  1865. 

Curtis,  Asa. 

Gunner,  1 March,  1825.  Died  at  “ Bio  de  Janerio ,”  11  September,  1858. 

Curtis,  Caleb  A. 

Acting  Master,  23  September,  1861.  Resigned,  accepted  with  regrets  of  the  De- 
partment, 2 December  1863. 
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Curtis,  Cicero  II. 

Acting  Second  Assistant  Engineer,  17  October,  1863.  Honorably  discharged  15 
August,  1865. 

Curtis,  Clinton  H. 

Midshipman,  28  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  25  November,  1872.  Lieutenant,  80  June,  1876. 

Curtis,  David  G. 

Acting  Assistant  Surgeon,  19  September,  1864.  Honorably  discharged  24  August, 

1865. 

Curtis,  Edward. 

Third  Assistant  Engineer,  21  October,  1861.  Resigned  11  February,  1863. 

Curtis,  Frederick  IS. 

Acting  Assistant  Paymaster,  19  October,  1861.  Assistant  Paymaster,  12  J uly,  1862. 
Died  on  “Pawnee”  17  April,  1863. 

Curtis,  G®  G. 

Acting  Ensign,  8 June,  1864.  Honorably  discharged  8 November,  1865. 

Curtis,  Henry  F. 

Acting  Ensign,  23  May,  1864.  Honorably  discharged  15  November,  1865. 

Curtis,  .fames  F. 

Appointed  Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Resigned  19 
April,  1824. 

Curtis,  Komaine  J. 

Acting  Assistant  Surgeon,  3 May,  1864.  Honorably  discharged  21  October,  1865. 

Curtis,  Samuel. 

Acting  Master,  22  January,  1862.  Honorably  discharged  2 February,  1866. 

Curtis,  Stacey. 

Appointed  Sailmaker,  23  April,  1813.  Resigned  21  June,  1815. 

Curtis,  Tiiomas  f§. 

Appointed  Midshipman,  28  September,  1812.  Resigned  13  November,  1823. 

Curtis,  William  II.  II. 

Acting  Ensign,  8 September,  1864.  Honorably  discharged  14  July,  1865. 

Curtis,  W.  Scott. 

Mate,  19  March,  1862.  Dismissed  4 April,  1863. 

Cur weu,  Henry. 

Acting  Ensign,  1 July,  1864.  Honorably  discharged  4 June,  1865. 

Cushing,  Caleb. 

Appointed  Master,  18  August,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  August,  1812. 

Cushing,  Charles  C. 

Acting  Ensign,  on  Admiral  Lee’s  Staff,  7 November,  1864.  Honorably  discharged 
3 October,  1865. 

Cushing,  Edmund.  H. 

Acting  Assistant  Paymaster,  30  June,  1863.  Passed  Assistant  Paymaster,  23  July, 

1866.  Paymaster,  16  September,  1868.  Died  on  the  “ Tuscarora ,”  11  March 
1869. 

Cushing,  Henry. 

Acting  Assistant  Paymaster,  29  July,  1862.  Discharged  3 October,  1865. 

Cushing,  Milton  II. 

Acting  Assistant  Paymaster,  20  August,  1864.  Passed  Assistant  Paymaster  23 
July,  1866.  Paymaster,  12  March,  1869. 

Cushing,  Samuel  W. 

Appointed  Midshipman,  28  August,  1799.  Last  appearance  on  Records  of  Navy 
Department,  12  September,  1799.  Killed  in  a duel. 

Cushing,  Stephen. 

Acting  Assistant  Surgeon,  11  June,  1864.  Honorably  discharged  10  October, 
1865. 
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Cushing,  Thomas  IS. 

Acting  Assistant  Paymaster,  14  August,  1863.  Resigned  9 March,  1865. 

Cushing,  T.  .1.  H. 

Surgeon’s  Mate,  23  January,  1809.  Dismissed  5 March,  1810.  Surgeon’s  Mate,. 
10  December,  1814.  Died  1 June,  1817. 

Cushing,  William  Barker. 

Acting  Midshipman,  25  September,  1857.  Resigned  23  March,  1861.  Acting 
Master’s  Mate,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander,  27 
October,  1864.  Commander,  31  January,  1872.  Died  17  December,  1874. 

Cushman,  Alex. 

Mate,  22  March,  1862.  Dismissed  15  March,  1864. 

Cushman,  Ansell. 

Appointed  Master,  26  May,  1812.  Dismissed  9 January,  1813. 

Cushman.  Charles  F. 

Gunner,  7 April,  1856.  Died  14  December,  1856. 

Cushman,  Charles  H. 

Midshipman,  24  March,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  8 February,  1856.  Lieutenant -Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Retired  list,  24  April,  1877. 

Cushman,  George  P. 

Gunner,  18  December,  1861. 

Cushman,  Walter  S. 

Acting  Assistant  Paymaster,  27  September,  1862.  Resigned  12  May,  1864. 

Cushman,  William  II. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3 August,  1859.  Chief  Engineer,  16  October, 
1861. 

Cushman,  W.  S. 

Appointed  Midshipman,  18  February,  1841.  Resigned  31  July,  1847. 

Cutbush,  Edward. 

Surgeon,  24  June,  1799.  Resigned  10  June,  1829. 

Cutbusla,  William. 

Appointed  Midshipman,  9 December,  1800.  Resigned  20  November,  1805. 

Cutchin,  Robert. 

Appointed  Master,  30  January,  1809.  Dismissed  8 November,  1813. 

Cuthbert,  Lachlan. 

Appointed  Midshipman,  1 January,  1812.  Died  2 September,  1820. 

Cuthbert.  Wayland. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  Resigned  22  August,  1864. 

Cuthbertson,  James. 

Acting  Second  Assistant  Engineer,  4 June,  1864.  Honorably  discharged  28  Octo- 
ber, 1865. 

Cuthbut,  15.  H. 

Appointed  Midshipman,  24  July,  1807.  Struck  off  4 September,  1808. 

Cutler,  Alfred. 

Appointed  Midshipman,  1 January,  1825.  Resigned  8 March,  1826. 

Cutler,  Amos. 

Appointed  Sailmaker,  24  June,  1817.  Resigned  in  October,  1820. 

Cutler,  James. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant  En- 
gineer, 24  August,  1863.  Honorably  discharged  4 November,  1865. 

Cutler,  William  F. 

Acting  Third  Assistant  Engineer,  23  August,  1864.  Resigned  19  May,  1865* 
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Cutler,  William  G. 

Midshipman,  22  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

Cutter,  George  F. 

Purser,  5 June,  1844.  Pay  Director,  3 March,  1871.  Paymaster  General,  18  No- 
vember, 1877. 

Cutter,  Eensalear. 

Acting  First  Assistant  Engineer,  27  February,  1863.  Honorably  discharged  18 
November,  1865. 

Cutter,  William. 

Appointed  Midshipman,  15  November,  1809.  Last  appearance  on  Records  of 
Navy  Department. 

Cutting,  Joint  B. 

Appointed  Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831. 
Lieutenant,  22  December,  1835.  Died  20  May,  1843. 

Cults,  Augustus. 

Appointed  Midshipman,  9 November,  1813.  Lieutenant,  13  January,  1825.  Died 
12  June,  1829. 

Cutts,  Charles  E. 

Appointed  Midshipman,  3 November,  1818.  Died  7 September,  1824. 

Cutts,  I.  Iff. 

Appointed  Midshipman,  18  June,  1812.  Resigned  1 July,  1820. 

Cutts,  Joseph,  Jr. 

Appointed  6 December,  1814.  Lieutenant,  13  January,  1825.  Died  26  September, 
1834. 

Cutts,  Richard  Malcolm. 

Acting  Midshipman,  22  September,  1862.  Graduated  June,  1866.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Cutts,  Walter  C. 

Appointed  Midshipman,  4 March,  1823.  Dismissed  17  May,  1833. 

Cuyler,  Ml  chard  M. 

Midshipman,  28  April,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  9 June, 
1853.  Lieutenant,  20  February,  1854.  Resigned  20  December,  1859; 

Dabney,  Albert  J. 

Midshipman,  1 October,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  6 April,  1875. 

Dabney,  George. 

Midshipman,  9 November,  1799.  Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 

Dabney,  George. 

Midshipman,  30  March,  1802.  Resigned  12  April,  1805. 

Dabney,  T.  S. 

Acting  Assistant  Paymaster,  22  September,  1863.  Discharged  23  March,  1867. 

Dade,  Alexander  JL. 

Midshipman,  1 November,  1827.  Drowned  14  September,  1830. 

Dade,  Francis  C. 

Third  Assistant  Engineer,  20  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  24  Octo- 
ber, 1859. 

Dade,  Townsliend. 

Midshipman,  1 May,  1828.  Resigned  8 June,  1836. 

Dade,  Stephen  E. 

Mate.  Resigned  29  September,  1862. 

Dade,  William  Iff. 

Mate,  23  December,  1861.  Dismissed  27  September,  1862. 
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Daggett,  Jacob. 

Mate,  9 January,  1862.  Deserted  15  July,  1864. 

Daggett,  Floyd  3E. 

Mate,  11  June,  1862.  Honorably  discharged  16  October,  1867. 

Daggett,  Richmond. 

Mate,  11  October,  1862.  Acting  Ensign,  10  November,  1878.  Honorably  dis- 
charged 30  April,  1866.  Mate,  4 February,  1870.  Resigned  30  April,  1870. 

Daggett,  Samuel, 

Gunner,  26  February,  1834.  Died  9 April,  1836. 

Daggett,  Thomas  If. 

Acting  Ensign,  27  October,  1863.  Resigned  9 April,  1864. 

Dahlgreen,  Charles  11. 

Third  Assistant  Engineer,  24  December,  1861.  Resigned  15  December,  1862. 
Acting  Ensign,  15  December,  1862.  Acting  Master,  14  May,  1863.  Resigned  1 
February,  1865. 

Dahlgren,  John  A. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Rear-Admiral,  7 February,  1863.  Died  12  July,  1870. 

Daily,  Cornelias. 

Mate,  21  February,  1863.  Deserted  9 April,  1865. 

Daily,  Thomas  W. 

Midshipman,  9 November,  1813.  Resigned  10  January,  1818. 

Daisy,  George  W. 

Mate.  Resigned  9 May,  1862. 

Daizley,  William. 

Acting  Third  Assistant  Engineer,  9 October,  1863.  Honorably  discharged  17  Octo-! 
ber,  1865. 

Dale,  Frank  €. 

Assistant  Surgeon,  6 November,  1876.  Passed.  Assistant  Surgeon,  7 August,  1880. 

Dale,  John  I§. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
25  February,  1845.  Died  24  July,  1848. 

Dale,  John  M. 

Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Commander,  12  February, 
1839.  Died  14  December,  1852. 

Dale,  Diehard  S. 

Midshipman,  18  June,  1812.  Killed  in  action,  23  June,  1812. 

Dale,  Diehard. 

Captain,  4 June,  1794.  Resigned  17  December,  1802. 

Dale,  Samuel. 

Acting  Third  Assistant  Engineer,  5 May,  1864.  Honorably  discharged  29  August, 
1865. 

Daley,  John. 

Mate,  19  March,  1863.  Acting  Ensign,  15  June,  1863.  Honorably  discharged  9 
November,  1868. 

Daley,  William  A. 

Acting  Ensign,  22  June,  1864.  Honorably  discharged  10  June,  1865. 

Dallas,  Alexander  J. 

Midshipman,  22  November,  1805.  . Lieutenant,  13  June,  1810.  Commander,  5 
March,  1817.  Captain,  24  April,  1828.  Died  3 June,  1844. 

Dallas,  Alexander  J. 

Lieutenant,  13  January,  1825.  Commander,  8 September,  1841.  Died  12  July, 
1843.  (See  A.  J.  D.  Brown.) 
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Balias,  Alexander  J.,  Jr. 

Midshipman,  25  January,  1840.  Passed  Midshipman,  11  July,  1846.  Resigned 
28  September,  1847. 

Balias,  Alexander  J. 

Midshipman,  24  March,  1846.  Dismissed  12  June,  1851. 

Balias,  Francis 

Midshipman,  8 November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Retired,  16  December, 
1864.  Commander  on  Retired  list,  4 April,  1867.  Lieutenant,  Retired  list,  from 
45  March,  1877. 

Balias,  Jacob  M. 

Carpenter,  22  July,  1861.  Resigned  21  November,  1861 

Bale,  Frank  C. 

Assistant  Surgeon,  6 November,  1876. 

Bally,  Jfotin  R. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Appointment  revoked  25 
April,  1863. 

Batten,  Hamilton  II. 

Acting  Midshipman,  1 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  16  December 
1860.  Dismissed  1 July,  1861. 

Ballon,  John  IS. 

Acting  Third  Assistant  Engineer,  14  May,  1864.  Discharged  12  May,  1866. 

Ballon,  Samuel  W. 

Acting  Third  Assistant  Engineer,  24  December,  1864.  Appointment  revoked  15 
January,  1866. 

Ballon,  Thomas. 

Mate,  8 June,  1863.  Honorably  discharged  22  January,  1866. 

Baly,  John,  Jr. 

Mate,  7 August,  1861.  Acting  Ensign,  15  June,  1863.  Honorably  discharged  9 
November,  1868. 

Baly,  Michael  J. 

Acting  Ensign,  24  June,  1863.  Honorably  discharged  15  August,  1865. 

Banion,  Alexander  B. 

Mate,  25  June,  1864.  Honorably  discharged  30  July,  1868. 

Damon,  David. 

Acting  Gunner,  12  December,  1864.  Appointment  revoked  18  September,  1865. 

Baistosi,  Orison  B. 

Acting  Assistant  Surgeon,  7 June,  1863.  Honorably  discharged  24  January,  1866. 

Damon,  Samuel  H, 

Mate,  25  January,  1862.  Dismissed  16  September,  1862.  Acting  Ensign  16  Sep- 
tember, 1864.  ’ r 

Barnre,  Augustus. 

Acting  Ensign,  13  September,  1864.  Honorably  discharged  12  February,  1866. 

Dana,  Edward  F. 

Midshipman,  19  February,  1799.  Resigned  5 March,  1800. 

Ban  a,  William  H. 

Midshipman,  1 May,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22  Janu- 
ary, 1858.  Lieutenant,  1 July,  1858.  Lieutenant-Commander,  16  July  1862. 
Commander,  27  April,  1869.  Died  5 March,  1872. 

Dana,  William  S* 

Acting  Midshipman,  25  October,  1859.  Acting  Ensign,  1 October,  1863.  Master 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander  12 
March,  1868. 

Ban  by,  Robert. 

Third  Assistant  Engineer,  18  January,  1845.  Second  Assistant  Engineer,  10  July, 
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1847.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  26  June, 
1856. 

Dance,  Thomas  C. 

Midshipman,  12  March,  1838.  Passed  Midshipman,  20  May,  1844.  Died  21  March, 
1850. 

Dandrean,  Cornelius. 

Acting  Second  Assistant  Engineer,  4 January,  1862.  Honorably  discharged  24 
December,  1865. 

Daiidreau,  Mitchell. 

Acting  Second  Assistant  Engineer,  4 January,  1862.  Appointment  revoked  (Sick,) 
3 June,  1863. 

Daiidreau,  Paul. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Honorably  discharged  24  De- 
cember, 1865. 

Dandridge,  D.  F.  • 

Surgeon’s  Mate,  20  March,  1820.  Resigned  17  February,  1824. 

Dandridge,  Robert. 

Midsh^man,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Department. 

Dandridge,  William. 

Surgeon,  date  not  known.  Died  22  July,  1812. 

Dan  els,  Joseph  D. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  23  April,  1861. 
Acting  Master,  5 September,  1862.  Acting  Lieutenant,  3 June,  1863.  Acting 
Volunteer  Lieutenant-Commander,  18  May,  1864.  Lieutenant-Commander,  16 
July,  1862.  Died  of  wounds  23  March,  1865. 

Danenlaower,  Charles. 

Mate,  4 September,  1862.  Acting  Ensign,  9 May,  1864.  Honorably  discharged  10 
January,  1866. 

Danenlaower,  Charles  W. 

Midshipman,  25  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 
1871.  Master,  27  September,  1873.  Lieutenant,  2 August,  1879. 

Dan  forth,  Charles  H. 

Mate,  19  December,  1861  Acting  Ensign,  23  November,  1864.  Honorably  dis- 
charged 11  May,  1865. 

Dan  forth,  J.  B.,  Jr. 

Purser,  20  August,  1857.  Resigned  14  October,  1858. 

Dangerheld,  Wills  am. 

Midshipman,  30  November,  1814.  Dismissed  30  August,  1815. 

Daniel,  R.  P.  * 

Assistant  Surgeon,  31  May,  1854.  Passed  Assistant  Surgeon,  20  May,  1859.  Re- 
signed 30  June,  1859. 

Daniel,  William  P. 

Midshipman,  1 January,  1812.  Dismissed  18  August,  1812. 

Danieil,  David  II. 

Mate,  23  November,  1861.  Acting  Ensign,  4 December,  1863.  Died  at  Pensacola, 
Florida,  14  April,  1864. 

Daniells,  Wrilliam  A. 

Mate,  26  October,  1863.  Honorably  discharged  29  October,  1865. 

Daniels,  C.  II. 

Acting  Master,  28  September,  1861.  Resigned  21  July,  1862. 

Daniels,  David. 

Midshipman,  5 June,  1871.  Graduated  21  June,  1875.  Ensign,  22  August,  1876. 

' Daniels,  T.  J.  M. 

Acting  Second  Assistant  Engineer,  5 Janully,  1866.  Resigned  11  July,  1866. 
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Daniels,  S.  J.  McK. 

Third  Assistant  Engineer,  a 9 July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  9 March,  1865. 

Danielson,  E.  E. 

Midshipman,  2 April,  1804.  Killed  in  a Duel  15  August,  1808. 

Danker,  Henry  A. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1 April,  1864. 
Died  5 August,  1864. 

Hanley,  Thomas  W. 

Assistant  Surgeon,  July,  1818.  Cashiered  30  December,  1819. 

Danner,  Frederic  W. 

Midshipman,  23  June,  1869.  Graduated  15  October,  1874.  Ensign,  17  July,  1875. 
Lost  on  “ Huron”  24  November,  1877. 

Dansbnry,  CL  M. 

Acting  Second  Assistant  Engineer,  23  December,  1864.  Honorably  discharged  6 
November,  1865. 

Dan  ton,  Florance  J. 

Acting  Master,  12  August,  1861.  Appointment  revoked  20  January,  1862. 

Darby,  Henry. 

Purser,  29  July,  1799.  Discharged  23  September,  1801,  under  Peace  Establish- 
ment Act. 

Darby,  John. 

Purser,  9 April, v 1804.  Last  appearance  on  Records  of  Navy  Dej)artment,  29  No- 
vember, 1805. 

Darcantel,  Henry. 

Midshipman,  1 April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Reserved  list,  13  September,  1855.  Died  9 March,  1857. 

Darling,  John  A. 

Acting  Master,  21  December,  1861.  Appointment  revoked  30  April,  1862. 

Darling,  J.  Homer. 

Acting  Assistant  Surgeon,  4 December,  1863.  Honorably  discharged  12  Decem- 
ber, 1865. 

Darling,  Eewis,  Jr. 

Acting  Assistant  Surgeon,  11  February,  1865.  Honorably  discharged  10  October, 
1865. 

Darling,  Martin  V.  15. 

Acting  Third  Assistant  Engineer,  3 April,  1862.  Acting  Second  Assistan  Engi- 
neer, 11  November,  1863.  Honorably  discharged  29  December,  1865. 

Darling,  William  Dee. 

Appointed  in  Volunteer  Service,  18  December,  1861.  Assistant  Paymaster,  30 
June,  1864.  Paymaster,  4 May,  1866.  Resigned  1 July,  1869. 

Darling,  Thomas. 

Master,  18  August,  1812.  Resigned  25  January,  1813. 

Darlington,  H.  S.  15. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Died  28  February,  1845. 

Darrah,  Jesse  M. 

Mate,  4 August,  1863.  Honorably  discharged  20  October,  1865. 

Darrargh,  A.  If. 

Purser,  25  April,  1812.  Died  9 January,  1831. 

Dart,  Thomas  E. 

Assistant  Surgeon,  2 August,  1799.  Discharged  30  June,  1801,  under  Peace  Estab- 
lishment Act. 

Dasltiel,  Diehard. 

Midshipman,  18  May,  1809.  Lieutenant,  9 December,  1814.  Died  22  June,  1823 
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Daslrwood,  JLudlow. 

Purser,  25  April,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Daskam,  William. 

Boatswain,  3 June,  1858.  Resigned  21  July,  1858. 

Dales,  Janies  JB. 

Acting  Ensign,  1 October,  1862.  Resigned  10  April,  1863. 

Daubenay,  L.  S. 

Lieutenant,  19  September,  1798.  Discharged  8 June,  1801,  under  Peace  Establish- 
ment Act. 

D’Aufeigne,  W.  O.  M. 

Mate,  14  September,  1863.  Resigned  21  September,  1864. 

Danin,  Ignatius. 

Mate,  29  June,  1863.  Acting  Ensign,  28  June,  1864.  Honorably  discharged  4 
November,  1865. 

Davenport,  Francis  €>. 

Acting  Midshipman,  26  September,  1856.  Midshipman,  1 June,  1861.  Lieutenant,. 
16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  19  October, 
1870. 

Davenport,  Henry  K. 

Midshipman,  9 February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
5 December,  1851.  Lieutenant,  19  December,  1852.  Commander,  16  July,  1862. 
Captain,  14  March,  1868.  Died  18  August,  1872. 

Davenport,  Kiehard  G. 

Midshipman,  29  September*  1864.  Graduated  4 June,  1869.  Ensign,  12  July, 

1870.  Master,  20  January,  1872.  Lieutenant,  17  March,  1875. 

Davezae,  DeC.  G. 

Midshipman,  30  November,  1814.  Resigned  14  July,  1819. 

Davesac,  DeC.  G. 

Midshipman,  17  February,  1820.  Resigned  10  January,  1821. 

David,  William  G. 

Cadet  Midshipman,  25  September,  1873.  Graduated  18  June,  1879. 

Davids,  David  F. 

Mate,  10  December,  1862.  Acting  Ensign,  8 December,  1863.  Resigned  3 June, 
1864. 

Davids-,  Henry  S. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engineer,  1 October,  1863.  Chief  Engineer,  5 March, 

1871. 

Davids,  Oscar. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  Died  9 February,  1859. 

Davidson,  Andrew. 

Carpenter,  18  February,  1814.  Resigned  2 November,  1815. 

Davidson,  Charles  II. 

Mate.  Resigned  29  October,  1862. 

Davidson,  Hunter. 

Midshipman,  29  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  23  April,  1861. 

Davidson,  John. 

Lieutenant,  31  January,  1799.  Discharged  22  October,  1801,  under  Peace  Estab- 
lishment Act. 

Davidson,  John  C. 

Midshipman,  22  November,  1825.  Dismissed  25  June,  1833. 

Davidson,  John  E. 

Midshipman,  15  November,  1809.  Resigned  6 August,  1810. 
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Ravidson,  John  R. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Discharged  8 January,  1866. 

Davidgon,  J.  Q.  A. 

Acting  Ensign,  10  January,  1863.  Honorably  discharged  30  March,  1866. 

Ravidson,  Robert, 

Sailmaker,  14  January,  1806.  Disappeared  20  May,  1806. 

Ravidson,  Robert. 

Sailmaker,  14  January,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815. 

Ravidson,  TlioMias,  Jr. 

Assistant  Naval  Constructor,  4 May,  1863.  Naval  Constructor,  25  July,  1866. 
Died  at  Philadelphia,  Pennsylvania,  18  February,  1874. 

Ravidson,  Washington  F. 

Midshipman,  20  February,  1840.  Passed  Midshipman,  11  July,  1846.  Dismissed 
17  December,  1849. 

Davie,  William  C. 

Mate,  11  January,  1865.  Acting  Ensign,  5 July,  1865.  Died  at  New  York,  24 
June,  1866. 

Ravies,  Thomas  E. 

Acting  Third  Assistant  Engineer,  25  April,  1864.  Honorably  discharged  9 No- 
vember, 1865. 

Ravin,  Anthony. 

Acting  Ensign,  17  April,  1863.  Resigned  (Sick,)  18  April,  1864. 

Ravis,  A.  F. 

Acting  Master  and  Pilot,  1 October,  1864.  Resigned  15  June,  1865. 

©avis,  Albert  A. 

Acting  Ensign,  24  December,  1864.  Honorably  discharged  5 September,  1865. 

Ravis,  Alexander. 

Sailmaker,  7 September,  1853.  Resigned  5 June,  1854. 

Ravis,  Alonso  R. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Died  19  September,  1854. 

Ravis,  Andrew,  Jr. 

Mate,  23  June,  1864.  Acting  Ensign,  13  June,  1866.  Honorably  discharged  27 
August,  1868. 

Ravis,  Andrew  McF. 

Midshipman,  16  March,  1849.  Resigned  8 September,  1852. 

Ravis,  Charles  A. 

Chaplain,  16  May,  1857.  Died  at  the  Naval  Hospital,  Norfolk,  Virginia,  20  Feb- 
ruary, 1867. 

Rai  ls,  Charles  C. 

Third  Assistant  Engineer,  24  December,  1861.  Appointment  revoked  30  Decem- 
ber, 1863. 

Ravis,  Charles  C. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Acting  Second  Assistant 
Engineer,  23  August,  1864.  Honorably  discharged  20  July,  1865. 

Ravis,  Charles  II. 

Midshipman,  12  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Commander,  12  June,  1854.  Captain,  15  November,  1861.  Com- 
modore, 16  July,  1862.  Rear-Admiral,  7 February,  1863.  Died  20  February, 
1877. 

Ravis,  Charles  If.,  Jr, 

Midshipman,  29  November,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1 December,  1866.  Lieutenant  12  March,  1868. 
Lieutenant-Commander,  30  June,  1869. 
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Davis,  diaries  If. 

Acting  Second  Assistant  Engineer,  7 October,  1868.  Resigned  29  July,  1864. 

Davis,  Charles  M. 

Mate,  28  January,  1862.  Resigned  26  March,  1868. 

Davis,  Charles  O. 

Acting  Second  Assistant  Engineer,  9 December,  1863.  Honorably  discharged  16 
August,  1865. 

Davis,  Daniel  Wagner. 

Midshipman,  22  September,  1862.  Graduated  24  September,  I860.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Davis,  David,  Jr. 

Acting  Assistant  Paymaster,  24  October,  1864.  Honorably  discharged  7 October, 
1865. 

Davis,  DeWitt  Gilmore. 

Third  Assistant  Engineer,  22  May,  1863.  Lost  on  “ Patapsco”  15  January,  1865. 

Davis,  Edward  M. 

Acting  Second  Assistant  Engineer,  28  December,  1864.  Honorably  discharged  29 
May,  1866. 

Davis,  Enos  It. 

Midshipman,  20  June,  1806.  Lieutenant,  10  January,  1813.  Died  in  March,  1818. 

Davis,  Francis  15. 

Acting  Ensign,  1 November,  1862.  Acting  Master,  8 September,  1864.  Honorably 
discharged  22  August,  1865. 

Davis,  Frank. 

Mate,  23  December,  1861.  Dismissed  80  April,  1862. 

Davis,  Fred  E. 

Mate,  1 October,  1862.  Died  of  wounds  received  in  action,  17  March,  1863. 

Davis,  George. 

Surgeon,  22  July,  1799.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York. 

Davis,  George. 

Master,  20  July,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Baltimore. 

Davis,  George. 

Gunner,  date  not  known.  Discharged  in  1818. 

Davis,  George  Leonard. 

Paymaster,  16  April,  1861.  Pay  Inspector,  3 March,  1871. 

Davis,  George  S. 

Master,  28  July,  1813.  Dismissed  14  September,  1813. 

Davis,  George  Thornton. 

Acting  Midshipman,  20  September,  1S60.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Davis,  George  W. 

Carpenter,  30  October,  1872. 

Davis,  Harvey  H. 

Acting  Midshipman,  30  September,  1862. 

Davis,  Henry. 

Carpenter,  16  May,  1871. 

Davis,  Henry  T. 

Mate,  1 October,  1863,  Honorably  discharged  7 August,  1867. 

Davis,  Ira  L. 

Acting  Assistant  Surgeon,  21  March,  1865.  Honorably  discharged  11  October, 
1865. 
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©avis,  Isaac  JP.,  Jr. 

Acting  Third  Assistant  Engineer,  9 November,  1864.  Honorably  discharged  14 
August,  1865. 

©avis,  James. 

Master,  29  June,  1812.  Resigned  18  January,  1815. 

©avis,  James. 

Sailmaker,  4 November,  1828.  Died  26  January,  1839. 

©avis,  James  €. 

Gunner,  3 December,  1841.  Resigned  0 April,  1843.  Gunner,  20  December,  1847. 
Died  20  November,  1855. 

©avis,  Jesse. 

Acting  First  Assistant  Engineer,  1 July,  1861.  Resigned  3 October,  1862. 

©avis,  Joint. 

Purser,  14  April,  1809.  Last  appearance  on  Records  of  Navy  Department,  26 
March,  1811. 

©avis,  Jolm. 

Master,  1 March,  1814.  Discharged  1 February,  1815. 

©avis.  Joint. 

Midshipman,  7 November,  1801.  Lieutenant,  26  March,  1807.  Died  12  January, 
1808. 

©avis.  Joint. 

Midshipman,  17  December,  1810.  Resigned  27  April,  1812. 

©avis,  Jolm. 

Acting  Gunner,  11  March,  1862.  Died  at  the  Naval  Hospital,  New  York,  17  No- 
vember, 1863. 

©avis.  Joint. 

Mate,  10  September,  1863.  Killed  in  action  on  “ Columbine ,”  23  May,  1864. 

©avis.  Joint. 

Mate,  25  November,  1863.  Acting  Ensign,  16  March,  1865.  Honorably  dis- 
charged 18  November,  1865. 

©avis,  Jolm. 

Boatswain,  27  March,  1836.  Dismissed  18  December,  1837 

©avis.  Joint. 

Acting  Third  Assistant  Engineer,  2 December,  1861.  Acting  Second  Assistant 
Engineer,  17  February,  1862.  Dismissed  5 August,  1862. 

©avis.  Joint  A. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
27  February,  1833.  Died  in  Washington  City,  14  January,  1854. 

©avis.  Joint  A. 

- Acting  Ensign,  17  October,  1862.  Resigned  4 April,  1865. 

©avis.  Joint  C. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Resigned  9 June,  1865- 

©avis,  Joint  ©• 

Carpenter,  20  November,  1869. 

©avis,  Jolm  Lee. 

Midshipman,  9 January,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  14  February,  1873. 

©avis.  Joint  W. 

Mate,  8 January,  1864.  Acting  Ensign,  13  December,  1864.  Honorably  dis- 
charged 18  November,  1865. 

©avis,  bailor  C. 

Second  Assistant  Engineer,  17  January,  1842.  First  Assistant  Engineer,  10  July, 
1847.  Resigned  29  October,  1859. 
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©avis,  Nathaniel  R. 

Mate,  8 May,  1862.  Acting  Ensign,  28  gust,  1864.  Honorably  discharged  15 
May,  1865. 

©avis,  Oscar. 

Midshipman,  1 February,  1812.  Resigned  30  January,  1822. 

Davis,  Owen  T. 

Midshipman,  1 February,  1814.  Resigned  4 October,  1822. 

Davis,  Pollard. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 5 February,  1810.  Dead. 

Davis,  Bielsard. 

Boatswain,  15  April,  1799.  Warrant  returned  5 May,  1800. 

©avis,  Roswell. 

Mate.  Appointment  revoked  (Sick,)  28  July,  1864. 

Ravi s 5 Samuel. 

Surgeon’s  Mate,  23  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  February,  1809.  Drowned. 

©avis,  Samuel. 

Mate,  23  March,  1864.  Died  on  “ Kearsarge”  21  March,  1866. 

Davis,  Samuel. 

Assistant  Surgeon,  23  January,  1809.  Last  appearance  on  Records  of  Navy 
Department,  10  February,  1809.  Drowned. 

Davis,  Stephen  B. 

Acting  Ensign,  21  January,  1863.  Acting  Master,  7 November,  1864.  Honorably 
discharged  16  May,  1865. 

©avis,  Stillman  S. 

Acting  Assistant  Paymaster,  1 July,  1864.  Honorably  discharged  12  December, 
1865. 

©avis,  Thomas. 

Carpenter,  16  August,  1823.  Last  appearance  on  Records  of  Navy  Department,  8 
September,  1823.  Struck  off. 

©avis,  Thomas  B. 

Lieutenant,  19  November,  1799.  Discharged  14  May,  1801,  under  Peace  Estab- 
lishment Act. 

©avis,  Thomas  F. 

Midshipman,  2 February,  i829.  Resigned  27  March,  1837. 

©avis,  Thomas  II. 

Mate,  19  November,  1863.  Died  on  “ Clover ,”  17  December,  1863. 

©avis,  T.  W. 

Acting  Ensign,  Admiral  Farragut’s  Staff,  1 February,  1864.  Resigned  15  July, 
1864. 

©avis,  Walter  If. 

Mate,  25  January,  1862.  Resigned  16  June,  1863. 

©avis,  William. 

Purser,  14  August,  1799.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Davis,  William. 

Midshipman,  24  June,  1798.  Lieutenant,  3 December,  1800.  Discharged  29  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 

©avis,  William  B, 

Assistant  Surgeon,  23  January,  1871.  Passed  Assistant  Surgeon,  13  April,  1875. 
Resigned  19  January,  1877. 

©avis,  William  €. 

Midshipman,  1 January,  1808.  Resigned  4 February,  1809. 
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Davis,  William  IP. 

Acting  Assistant  Surgeon,  11  March,  1865.  Honorably  discharged  11  October, 
1865. 

Davis,  Willis. 

Third  Assistant  Engineer,  11  January,  1849,  Resigned  4 November,  1850. 

Davison,  Emanuel  R. 

Mate,  1 April,  3862.  Acting  Ensign,  6 November,  1863.  Appointment  revoked 
18  March,  1864.  Acting  Ensign,  5 August,  1865.  Honorably  discharged  26 
December,  1865. 

Davison,  Pliny. 

Acting  Ensign,  2 September,  1864.  Honorably  discharged  15  November,  1865. 

Davison,  Robert  A. 

Acting  First  Assistant  Engineer,  24  June,  1863.  Dismissed  29  April,  1865. 

Davol,  C»eorge  S. 

Midshipman,  26  February,  1863.  Graduated  6 June,  1867.  Ensign,  13  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  17  June, 
1872. 

Dawes,  Edward. 

Midshipman,  18  June,  1812.  Resigned  27  October,  1813. 

Dawes,  Ricliard  CJ. 

Acting  Ensign,  14  December,  1863.  Honorably  discharged  11  January,  1867. 

Raw  ley,  David  C. 

Acting  Third  Assistant  Engineer,  25  March,  1864. 

Dawseu,  Francis. 

Gunner,  20  March,  1848.  Dismissed  21  October,  1851. 

Dawson*,  Joins. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department, 
1816. 

Dawson,  JLewis. 

Acting  Gunner,  1 October,  1862.  Resigned  (Sick,)  22  August,  1863. 

Dawson,  ILncien  W. 

Midshipman,  27  April,  1850.  Resigned  14  May,  1855. 

Dawson,  William. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  March,  1809.  Lost  in  a Prize. 

Day,  Reisjamiii  F. 

Acting  Midshipman,  20  September,  1858.  Resi  ed  24  November,  1860.  Lieu- 
tenant, 1 August,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  8 
August,  1876. 

Day,  Edward  M. 

Midshipman,  23  September,  1863.  Ensign,  19  April,  1869.  Master,  12  July,  1870. 
Retired  list,  3 August,  1874.  Died  13  March,  1879. 

Day,  Henry  It. 

Purser,  28  March,  1859.  Died  22  January,  1866. 

Day,  Jared. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Acting  Second  Assistant 
Engineer,  7 February,  1863.  Acting  First  Assistant  Engineer,  17  August,  1864. 
Honorably  discharged  29  December,  1861. 

Day,  John  W. 

Acting  Assistant  Paymaster,  20  October,  1863.  Discharged  2 February,  1866. 

Day,  Josepli  $. 

Midshipman,  16  March,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  28 
October,  1853.  Lieutenant,  21  June,  1854.  Died  4 November,  1856. 

Day,  Murray  S. 

Midshipman,  24  September,  1861.  Graduated  24  September,  1865.  Ensign,  12 
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March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  27 
December,  1878. 

Day,  Ralph  H. 

Mate,  26  September,  1868.  Acting  Ensign,  25  July,  1864.  Honorably  discharged 
23  November,  1865. 

Day,  Thomas. 

Acting  Ensign,  Coast  Survey  Duty,  20  May,  1867.  Mustered  out  30  November,. 
1868. 

Day,  William  I*. 

Midshipman,  21  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  31  October,  1871.  Lieutenant,  23  January,  1875. 

Dayers,  Gerard. 

Assistant  Surgeon,  date  not  known.  Surgeon,  24  July,  1813.  Died  20  May,  1835. 

Dayton,  Ephraim. 

Acting  Assistant  Surgeon,  1 March,  1864.  Honorably  discharged  16  October,  1865. 

Dayton,  E.  G. 

Acting  Ensign,  9 March,  1863.  Honorably  discharged  18  August,  1865. 

Dayton,  Gilbert. 

Acting  Master,  18  July,  1861.  Honorably  discharged  10  May,  1866. 

Dayton,  James  Henry. 

Midshipman,  27  September,  1862.  Graduated  24  September,  1865.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

ay  ton,  S.  A. 

Acting  Ensign,  22  July,  1863.  Honorably  discharged  14  September,  1865. 

Dayton,  Thomas  R. 

Acting  Ensign,  17  October,  1863.  Honorably  discharged  28  October,  1865. 

Dayton,  T.  W.  IT. 

Midshipman,  1 September,  1*811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818. 

Deacon,  David. 

Midshipman,  10  October,  1799.  Lieutenant,  2 March,  1807.  Commander,  10  De- 
cember, 1814.  Captain,  24  January,  1826.  Died  22  February,  1840. 

Deacon,  John. 

Carpenter,  date  not  known.  Discharged  12  July,  1825. 

Deacon,  John. 

Carpenter,  date  not  known.  Dismissed  2 December,  1830. 

Deacon,  Robert. 

Midshipman,  1 January,  1828.  Resigned  10  March,  1834. 

Deacon,  William. 

Acting  Second  Assistant  Engineer,  29  August,  1864.  Honorably  discharged  30 
September,  1865. 

Dealy,  Richard. 

Master,  4 February,  1811.  Resigned  18  October,  1826. 

Dealy,  Richard. 

Midshipman,  16  December,  1814.  Resigned  18  October,  1826.  . 

Dean,  A.  Sumner. 

Acting  Assistant  Surgeon,  25  November,  1863.  Resigned  6 July,  1865. 

Dean,  Renjamin  C. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  10  December, 
1864.  Honorably  discharged  8 December,  1865. 

Dean,  Francis  A. 

Acting  Ensign,  3 March,  1865.  Honorably  discharged  14  September,  1865. 

Dean,  George. 

Boatswain,  15  April,  1859.  Dismissed  14  May,  1859.  Re-appointed  1 May,  1861. 
Dismissed  13  June,  1861. 
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Dean,  George  A. 

Acting  Third  Assistant  Engineer,  6 January,  1864.  Resigned  29  March,  1865. 

Dean,  George  W. 

Acting  Second  Assistant  Engineer,  18  April,  1863.  Resigned  10  May,  1865. 

Dean,  James  If. 

Acting  Third  Assistant  Engineer,  27  February,  1865.  Honorably  discharged  22 
September,  1865. 

Dean,  Janies  R. 

Acting  Assistant  Surgeon,  15  November,  1862.  Resigned  10  February,  1865. 

Dean,  ,Ioali. 

Acting  Carpenter,  6 December,  1862.  Honorably  discharged  18  December,  1865. 

Dean,  Richard  C. 

Assistant  Surgeon,  17  April,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  1 August,  1861.  Medical  Inspector,  8 June,  1873.  Medical  Director, 
10  June,  1880. 

Dean,  Samuel  A. 

Acting  Third  Assistant  Engineer  2 September,  1863.  Resigned  30  January,  1864. 

Dean,  Tbaddeus  J. 

Acting  Ensign,  26  August,  1863.  Honorably  discharged  6 August,  1865. 

Deane,  Cunningham  W. 

Assistant  Surgeon,  29  September,  1875.  Passed  Assistant  Surgeon,  7 August, 
1880. 

Deane,  Edward  R. 

Mate,  26  January,  1863.  Resigned  19  April,  1864. 

Dearborn,  John  F. 

Acting  Master,  27  December,  1861. 

Dearhorne,  Frederick:  M. 

Acting  Assistant  Surgeon,  18  August,  1862.  Assistant  Surgeon,  15  September, 
1864.  Passed  Assistant  Surgeon,  11  October,  1867.  Surgeon,  4 May,  1875. 

Dearhorne,  John  G. 

Acting  Assistant  Surgeon,  10  February,  1864.  Honorably  discharged  22  January, 
1866. 

Rearing,  Charles  F. 

Mate,  24  January,  1862.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
20  September,  1865. 

Rearing,  Henry  L. 

Acting  Assistant  Surgeon,  9 March,  1864.  Died  5 October,  1864. 

Reas,  Charles. 

Midshipman,  15  October,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  29 
April,  1848.  Lieutenant,  6 March,  1849. . Died  16  April,  1859. 

Reas,  Fitzallen. 

Midshipman,  4 July,  1821.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  27 
May,  1830.  Died  at  Charleston,  South  Carolina,  31  July,  1849. 

Reader,  James'  A. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  25 
. July,  1866.  Retired  list,  28  February,  1874. 

Reaver?  William  E. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  1 February,  1865.  Honorably  discharged  12  October,  1865. 

Re  Revoise,  Charles. 

Acting  Master,  14  November,  1862.  Acting  Volunteer  Lieutenant,  recommenda- 
tion of  Commanding  Officer,  6 August,  1864.  Honorably  discharged  20  Septem- 
ber, 1865. 

Re  Bevosse?  Charles. 

Acting  Gunner,  24  February,  1862.  Resigned  15  November,  1862.  Acting  Master. 
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Beblois,  James  S. 

Purser,  5 May,  1798.  Died  10  December,  1803. 

Beblois,  Eewis. 

Purser,  25  February,  1812.  Dismissed  27  May,  1829. 

Be  Blois,  Thomas  A. 

Midshipman,  21  September,  1863.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  25  September,  1873.  Resigned  1 
February,  1881. 

I>e  Bree,  Alexander  M. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  6 December, 
1861. 

De  Bree,  John. 

Purser,  29  December,  1817.  Dismissed  19  April,  1861. 

Be  Batts,  Samuel. 

Midshipman,  date  not  known.  Last  appearance  on  Records  Navy  Department. 

Be  Camara,  Joseph  B. 

Acting  Ensign,  11  September,  1862.  Acting  Master,  gallant  conduct  in  action,  1 
June,  1863.  Appointment  revoked  (Sick,)  ll  July,  1863. 

Be  Camp,  Edgar  A. 

Mate,  24  January,  1863.  Appointment  revoked  (Sick,)  19  October,  1863. 

Be  Camp,  James. 

Mate,  1 October,  1862.  Resigned  8 July,  1863. 

Be  Camp,  James  W. 

Mate,  26  October,  1863.  Resigned  13  March,  1865. 

Be  Camp,  Jolm. 

Midshipman,  1 October,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 

28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  8 December,  1867.  Retired  list,  13  March,  1868.  Rear-Admiral, 
Retired  list,  13  July,  1870.  Died  24  June,  1875. 

Becatur,  James. 

Midshipman,  21  November,  1798.  Lieutenant,  20  April,  1802.  Killed  in  action 
3 August,  1804. 

Becatur,  John  P. 

Master,  4 August,  1807.  Resigned  26  March,  1810 

Becatur,  John  P. 

Midshipman,  31  August,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  5 
September,  1849.  Lieutenant,  19  April,  1850.  Died  17  July,  1857. 

Becatur,  Stephen. 

Midshipman,  30  April,  1798.  Lieutenant,  21  May,  1799.  Captain,  16  February, 
1804.  Killed  in  a duel  22  March,  1820. 

Becatur,  Stephen. 

Captain,  11  May,  1798.  Discharged  22  October,  1801,  under  Peace  Establishment 
Act. 

Becatur,  Stephen. 

Midshipman,  17  March,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  25 
February,  1841.  Reserved  list,  13  September,  1855.  Commander  Reserved  list, 

29  July,  1861.  Captain  on  Reserved  list,  4 April,  1867.  Commodore  on  Retired 
list,  30  December,  1869.  Died  9 January,  1876. 

Becker,  Edward  W. 

Acting  Master  and  Pilot,  1 November,  1864.  Honorably  discharged  17  July,  1865. 

Becker,  G*  G. 

Master’s  Mate,  16  February,  1842.  Dismissed  6 July,  1842. 

Becker,  Peter. 

Mate,  21  December,  1861.  Resigned  7 October,  1862. 
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Decker,  William  H. 

Acting  Ensign,  15  July,  1863.  Honorably  discharged  16  August,  1865. 

D©  C©rdy,  Jolm. 

Mate.  Resigned  (Sick,)  9 May,  1862. 

De  Cordy,  Robert. 

Acting  Third  Assistant  Engineer,  29  April,  1863.  Appointment  revoked  (Sick,) 
1 February,  1864. 

Dederer,  Samuel  T. 

Acting  Ensign,  29  June,  1864.  Appointment  revoked  12  January,  1866. 

Be©,  «F©ti!  m H. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  28 
October,  1865. 

Dee,  Patrick. 

Carpenter,  9 May,  1852.  Died  in  Charleston,  Massachusetts,  27  December,  1860. 

Bee,  Thomas  W. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Resigned  4 January,  1863. 
Acting  Third  Assistant  Engineer,  26  June,  1863.  Honorably  discharged  9 June, 
1866. 

Deteriag,  Frederick  H. 

Acting  Ensign,  22  October,  1864.  Honorably  discharged  7 August,  1865. 

Deer  in  g,  Ge©rge  Alexander. 

Assistant  Paymaster,  4 May,  1870.  Passed  Assistant  Paymaster,  25  January,  1878. 

Beeriiag,  JTames. 

Acting  Ensign,  15  February,  1864.  Resigned  7 July,  1865. 

Deering-,  Charles  W. 

Midshipman,  21  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  28  December,  1878. 

Deers  si  g,  George  A. 

Assistant  Paymaster,  4 May,  1870.  Passed  Assistant  Paymaster,  25  January,  1878. 

DeEstimanville,  F.  If. 

Mate.  Acting  Ensign,  1 June,  1863.  Died  at  Naval  Hospital,  New  York,  23 
February,  1865. 

Be  Ford,  Henry  8. 

Acting  Assistant  Surgeon,  23  March,  1864.  Honorably  discharged  11  September, 
1865. 

De  Forrest,  James 

Acting  Ensign,  12  February,  1864.  Honorably  discharged  31  October,  1865. 

Defries,  Ferdinand  W. 

Acting  Ensign,  19  December,  1862.  Resigned  1865. 

Degel  naan,  Charles  F. 

Acting  Third  Assistant  Engineer,  18  November,  1862.  Acting  Second  Assistant 
Engineer,  10  June,  1864.  Honorably  discharged  4 November,  1865. 

Degges,  Beverly. 

Midshipman,  1 March,  1814.  Discharged  1 February,  1815. 

Begn,  Faust  E. 

Acting  Master,  11  November,  1861.  Honorably  discharged  14  July,  1866. 

DeGratf,  Isaac. 

Third  Assistant  Engineer,  9 December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Resigned  23  August,  1866. 

DeGrosse,  William  H. 

Mate,  21  May,  1863.  Acting  Ensign,  2 December,  1863.  Resigned  (Sick,)  28 
March,  1865. 

DeGrott,  William  H.  If. 

Mate,  24  October,  1863.  Honorably  discharged  3 June,  1865. 
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DeHart,  Gozen  R. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 30  January,  1811. 

DeHart,  J.  C. 

Purser,  12  April,  1824.  Last  appearance  on  Records  of  Navy  Department,  20 
May,  1824.  Dead. 

DeHart,  William  Henry. 

Third  Assistant  Engineer,  17  January,  1862.  Second  Assistant  Engineer,  1 Octo- 
ber, 1863.  Resigned  5 November,  1869. 

Delia ven,  Edward  J. 

Midshipman,  2 October,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  8 
September,  1841.  Retired  6 February,  1862.  Died  1 May,  1865. 

Della ven,  Joseph  E. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Resigned  30  May,  1865. 

Dei nke,  William  H. 

Mate,  15  August,  1864.  Honorably  discharged  9 November,  1867. 

DeJongh,  William  F. 

Midshipman,  11  March,  1837.  Passed  Midshipman,  29  June,  1843.  Died  18  Janf 
uary,  1850. 

DeKay,  James. 

Acting  Master,  1 July,  1861.  Appointment  revoked  26  August,  1861.  Mate,  1862. 
Acting  Ensign,  30  March,  1863.  Resigned  12  May,  1865. 

DeKay,  William. 

Acting  Third  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  12  May, 
1865. 

DeKlyne,  The©.  W. 

Acting  Third  Assistant  Engineer,  5 March,  1864.  Honorably  discharged  20  July, 
1865.  Acting  Third  Assistant  Engineer,  12  July,  1866.  Mustered  out  28  August, 
1868. 

DeKoveii,  William. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  13 
May,  1851. 

DeKraft,  F.  €. 

Midshipman,  16  February,  1803.  Resigned  14  May,  1808. 

DeKrait,  James  C.  P. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  20  November,  1872. 

DeRraiFt,  James  W. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  1 July,  1861. 
First  Assistant  Engineer,  17  March,  1863.  Died  19  October,  1870. 

DeEacy,  W.  W.  . 

Teacher  of  Language,  18  May,  1841. 

Delahanty,  Daniel. 

Midshipman,  25  September,  1862.  Graduated  6 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  21  March,  1870.  Lieutenant,  6 March,  1872. 

Delahay,  William  E.  B. 

Midshipman,  22  July,  1864.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  9 November,  1872.  Lieutenant,  26  April,  1877. 

Delan,  Joseph  R. 

Mate,  23  August,  1864.  Resigned  4 November,  1864. 

Dolan,  Lewis  P. 

Acting  Ensign,  1 November,  1864.  Resigned  12  April,  1865. 

DeLaney,  James. 

Acting  Third  Assistant  Engineer,  24  June,  1863.  Dismissed  9 December,  1863. 
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Delaney,  M.  G. 

Assistant  Surgeon,  28  February,  1888.  Passed  Assistant  Surgeon,  1 August,  1837. 
Surgeon,  8 September,  1841.  Died  5 April,  1866. 

Delano,  Abraham,  Jr. 

Acting  Master,  15  August,  1861.  Dismissed  30  July,  1862.  Acting  Ensign,  24 
September,  1862.  Appointment  revoked  18  March,  1864. 

Delano,  Ansel  A. 

Mate,  1 March,  1864.  Honorably  discharged  22  June,  1866. 

Delano,  Denjamin  F. 

Naval  Constructor,  14  August,  1846.  Retired  list,  17  September,  1871. 

Delano,  Francis  If. 

Midshipman,  23  September,  1863.  Graduated  6 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  21  March,  1870.  Lieutenant,  6 February,  1873. 

Delano,  Harrison. 

Mate,  21  May,  1864.  Honorably  discharged  30  November,  1865. 

Delano,  James  If. 

Mate,  23  December,  1863.  Acting  Ensign,  12  October,  1864.  Honorably  discharged 
13  June,  1867. 

Delano,  Marcus  T. 

Acting  Assistant  Surgeon,  5 March,  1864.  Resigned  8 May,  1865. 

Delano,  Samuel. 

Mate,  14  November,  1861.  Resigned  5 March,  1864. 

Delano,  Timothy. 

Mate,  15  October,  1861.  Acting  Ensign,  23  August,  1862.  Honorably  discharged 
26  January,  1866. 

Delany,  P.  B. 

Assistant  Surgeon,  5 March,  1847.  Died  9 August,  1847. 

Delap,  George. 

Mate,  26  July,  1863.  Acting  Ensign,  7 November,  1864.  Honorably  discharged 
20  December,  1865.  Mate,  1 October,  1869.  Resigned  1 August,  1870. 
Delaroche,  George  F. 

Master,  3 August,  1813.  Resigned  24  May,  1825. 

Delberghe,  F.  V. 

Midshipman,  1 April,  1828.  Resigned  14  February,  1835. 

Delius,  Herman  A. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  20  May, 
1863.  Resigned  22  June,  1865. 

Delong,  George  W. 

Midshipman,  1 October,  1861.  Graduated  24  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieutenant- 
Commander,  1 November,  1879. 

Delonisy,  J.  B. 

Midshipman,  5 December,  1798.  Discharged  12  October,  1801,  under  Peace  Es- 
tablishment Act. 

Delphy,  Hicharct. 

Midshipman,  18  May,  1899.  Killed  in  action  14  August,  1813. 

De  Luce,  Edmund  &. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  12 
October,  1859.  Retired  list,  13  December,  1878. 

Debtee.  George  E» 

Third  Assistant  Engineer,  26  February,  1851.  Resigned  28  February,  1853. 

De  Luce,  Theodore  F. 

Acting  Ensign,  1 August,  1862.  Appointment  revoked  (Sick,)  14  March,  1865. 


204 


GENERAL  NAVY  REGISTER. 


l>e  Lyon,  A-  S. 

Midshipman,  17  December,  1810.  Last  apjmarance  on  Records  of  Navy  Depart- 
ment, 26  April,  1811. 

Demerit,  Peter. 

Gunner,  4 December,  1815.  Resigned  4 November,  1817. 

Demeritt,  J.  H. 

Acting  Assistant  Paymaster,  17  February,  1868.  Appointment  revoked  (Sick,)  21 
October,  1868. 

Demming,  William  M. 

Acting  Third  Assistant  Engineer,  17  December*  1864.  Honorably  discharged  1 
December,  1865. 

Dcniorest,  G.  Y. 

Mate,  16  April,  1864.  Acting  Ensign,  22  February,  1865.  Honorably  discharged 
13  May,  1865. 

Dernott,  Abraham. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Demott,  Eewis  J. 

Acting  Second  Assistant  Engineer,  12  December,  1863.  Honorably  discharged  8 
January,  1866. 

Dempsey,  Lawrence. 

Mate,  17  November,  1862.  Deserted  14  February,  1865. 

Dempsey,  Tliomas. 

Acting  Third  Assistant  Engineer,  16  May,  1862.  Acting  Second  Assistant  Engi- 
neer, 19  November,  1863.  Dismissed  4 April,  1864. 

Dempster,  Alexander. 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged  25 
September,  1868. 

Denby,  Edwin  B. 

Assistant  Surgeon,  11  July,  1855.  Passed  Assistant  Surgeon,  4 May,  1860.  Sur- 
geon, 1 August,  1861.  Medical  Inspector,  28  December,  1872.  Died  3 May, 
1875. 

Denby,  John  C. 

Third  Assistant  Engineer,  20  May,  1863.  Appointment  revoked  1 September, 

1864. 

Deneb,  J.  Sully. 

Mate,  8 January,  1864.  Died  at  Naval  Hospital,  New  York,  25  February,  1864. 

Denfeld,  George  W. 

Cadet  Midshipman,  22  September,  1873.  Graduated  18  June,  1879. 

Denhart,  Jobn. 

Acting  Third  Assistant  Engineer,  13  April,  1864.  Honorably  discharged  6 
August,  1865. 

Denig,  Kobert  G. 

Cadet  Engineer,  1 October,  1871.  Graduated  31  May,  1873.  Assistant  Engineer, 
23  January,  1874. 

Denight,  Samuel  J. 

Mate,  1 October,  1862.  Acting  Ensign,  22  April,  1863.  Resigned  28  April, 

1865. 

Denis,  Emile. 

Acting  Ensign,  17  December,  1862.  Resigned  7 September,  1863. 

Denison,  Charles  H. 

Acting  Paymaster.  Dismissed  30  July,  1862. 

Denison,  William  E. 

Acting  Master,  7 February,  1862.  Appointment  revoked  (Sick,)  13  February, 
1863.  Acting  Master,  22  June,  1863.  Acting  Volunteer  Lieutenant,  recommen- 
dation of  Commanding  Officer,  2 June,  1864.  Honorably  discharged  26  Sep- 
tember, 1865. 
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Denman,  Joseph  A. 

Acting  Ensign,  10  September,  1862.  Died  at  Key  West,  Florida,  4 July,  1864. 

Dennett,  Adolphus. 

Acting  Ensign,  22  August,  1862.  Honorably  discharged  25  November,  1865. 

Dennett,  John. 

Mate,  28  January,  1863.  Acting  Ensign,  2 April,  1864.  Honorably  discharged  20 
November,  1865.  Acting  Ensign,  12  September,  1866.  Mustered  out  2 October, 
1868. 

Dennett,'  Joseph  G. 

Acting  Third  Assistant  Engineer,  12  November,  1862.  Acting  Second  Assistant 
Engineer,  25  May,  1864.  Honorably  discharged  9 October,  1866. 

Dennett,  Robert  O. 

Acting  Third  Assistant  Engineer,  17  December,  1862.  Acting  Second  Assistant 
Engineer,  1 February,  1864.  Appointment  revoked  (Sick,)  10  October,  1864. 

Denning,  Rothens. 

Mate,  14  May,  1864.  Honorably  discharged  1 December,  1865. 

Dennis,  Daniel. 

Mate,  23  May,  1864.  Discharged  7 December,  1864. 

Dennis,  George  H. 

Acting  Second  Assistant  Engineer,  20  December,  1861.  Appointment  revoked 
(Sick,)  5 August,  1862. 

Dennis,  John,  Jr. 

Midshipman,  18  June,  1812.  Died  in  1813. 

Dennis,  John  S. 

Acting  Master,  31  August,  1861.  Died  on  “ Huntress,”  Mississippi  river,  27  Feb- 
ruary, 1865. 

Dennison,  Erasmus. 

Midshipman,  26  September,  1863.  Graduated  6 June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Died  18  April,  1873. 

Dennison,  Henry. 

Purser,  25  April,  1812.  Died  15  March,  1822. 

Dennison,  Robert. 

Chaplain,  28  May,  1804.  Last  appearance  on  Records  of  Navy  Department.  Fur- 
loughed. 

Denniston,  G.  V. 

Midshipman,  10  March,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Died  17  February,  1858. 

Demi  is!  on,  Henry  M. 

Assistant  Paymaster,  9 September,  1861.  Paymaster,  14  April,  1862.  Pay  Inspec- 
tor, 19  August,  1876. 

Denny,  Efeen  D. 

Midshipman,  17  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died  2 
February,  1853. 

Denny,  John. 

Surgeon’s  Mate,  17  August,  1826.  Died  19  September,  1829. 

Densmore,  John  H. 

Acting  Second  Assistant  Engineer,  19  December,  1863.  Honorably  discharged  12 
July,  1865. 

Denson,  John. 

Acting  Ensign  and  Pilot,  28  October,  1864.  Honorably  discharged  4 December, 
1865. 

Dent,  Bnine  C. 

Cadet  Midshipman,  5 June,  1873.  Graduated  4 June,  1880. 

Dent,  John  H. 

Midshipman,  16  March,  1798.  Lieutenant,  11  July,  1799.  Commander,  5 Septem- 
ber, 1804.  Captain,  29  December,  1811.  Died  31  July,  1823. 
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Denton,  Anthony  Y. 

Midshipman,  4 July,  1805.  Resigned  13  October,  1807. 

Denton,  George  L.  * 

Acting  First  Assistant  Engineer,  25  July,  1863.  Dismissed  31  August,  1863. 

Denton,  Leonard. 

Acting  Ensign,  25  January,  1865.  Honorably  discharged  5 October,  1865. 

Depass,  Joseph. 

Midshipman,  1 January,  1808.  Resigned  28  November,  1808. 

Depue,  Abraham. 

Acting  Assistant  Paymaster,  1 June,  1863.  Discharged  24  December,  1865. 

Derby,  Albigence  IV. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  16  January,  1863. 

Derby,  Charles  P. 

Midshipman,  9 November,  1813.  Died  in  March,  1821. 

Derby,  Diehard. 

Captain,  22  February,  1799.  Resigned  12  May,  1801. 

Derby,  Diehard,  Jr. 

Assistant  Surgeon,  3 May,  1815.  Died  20  December,  1815. 

Derby,  Diehard  C. 

Midshipman,  20  September,  1864.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  27  October,  1872. 

Dereamer,  George. 

Acting  Second  Assistant  Engineer,  13  August,  1861.  Honorably  discharged  13 
January,  1866. 

Derr,  E.  Z. 

Assistant  Surgeon,  3 March,  1873.  Passed  Assistant  Surgeon,  18  April,  1877. 

De  Saiwes,  Charles. 

Acting  Master,  6 December,  1861.  Appointment  revoked  3 May,  1862. 

De  §anno,  Walter. 

Acting  Third  Assistant  Engineer,  16  September,  1863.  Dishonorably  discharged 
25  May,  1864. 

De  Saw  130,  William  P. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  1 July,  1861.  Dismissed  19  March,  1862. 

De  Sausure,  D.  E. 

Midshipman,  9 November,  1813.  Resigned  14  June,  1820. 

Deslonde,  Adrian. 

Midshipman,  27  October,  1841.  Resigned  14  June,  1849. 

Detnrbe,  John. 

Acting  Second  Assistant  Engineer,  2 December,  1864.  Honorably  discharged  28 
August,  1865.  Acting  Second  Assistant  Engineer.  Appointment  revoked  12 
February,  1867. 

De  Yalin,  Charles  E. 

Third  Assistant  Engineer,  20  September,  1858.  Second  Assistant  Engineer,  17 
January,  1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  21 
March,  1870. 

Derails,  Thomas. 

Midshipman,  2 March,  1799.  Last  appearance  on  Records  of  Navy  Department,  1 
April,  1799.  Resigned. 

De  Vaux,  Max  A. 

Midshipman,  1 September,  1811.  Resigned  12  October,  1818. 

Devens,  Edward  F. 

Acting  Master,  11  June,  1861.  Acting  Volunteer  Lieutenant,  at  capture  of  “ Aries ,” 
25  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7 February,  1865. 
Honorably  discharged  19  November,  1866. 
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Devereaux,  John. 

Mate,  25  February,  1864.  Died  at  Naval  Hospital,  New  Orleans,  25  Marcli,  1865. 

Bevers,  William.  * 

Gunner,  date  not  known.  Resigned  October,  1820. 

Deversney,  Bial. 

Acting  Third  Assistant  Engineer,  4 January,  1865.  Honorably  discharged  1 No- 
vember, 1865. 

Bevezin,  J.  O. 

Midshipman,  16  October,  1824.  Resigned  22  November,  1827. 

Devine,  George. 

Acting  Second  Assistant  Engineer,  21  November,  1868.  Acting  Second  Assistant 
Engineer,  19  October,  1864.  Honorably  discharged  26  July,  1865. 

Devine,  Thomas* 

Mate,  6 January,  1862.  Acting  Ensign,  28  February,  1868.  Honorably  discharged 
30  September,  1865. 

[Devine,  Thomas  If. 

Mate,  18  September,  1863.  Resigned  21  June,  1865. 

Dev lan 9 William  T. 

(Appointed  in  Volunteer  Service  19  March,  1863.)  Gunner,  30  July,  1870. 

Devlin,  James. 

Acting  Third  Assistant  Engineer,  2 March,  1865.  Honorably  discharged  6 
August,  1865. 

Devlin,  William  T. 

Acting  Gunner,  19  March,  1863.  Honorably  discharged  1 March,  1866. 

Bevoe,  James  II. 

Acting  Ensign,  22  March,  1864.  Acting  Master,  28  September,  1864.  Honorably 
discharged  22  December,  1865. 

BeWeese,  Cornelius,  Jr. 

Mate,  26  November,  1863.  Honorably  discharged  23  November,  1865. 

Dewey,  Ephraim  H. 

Mate,  17  September,  1861.  Acting  Ensign,  1 May,  1863.  Resigned  11  December, 
1863. 

Dewey,  George. 

Acting  Midshipman,  23  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  19 
April,  1861.  Lieutenant-Commander,  3 March,  1865.  Commander,  13  April, 
1872. 

Dewey,  Orville. 

Chaplain,  5 February,  1851.  Resigned  9 February,  1853. 

Dewey,  Thomas. 

Gunner,  14  January,  1840.  Died  16  November,  1849. 

Dewhurst,  George. 

Acting  Master,  22  November,  1861.  Resigned  8 August,  1865. 

Dewing,  Paul  F. 

Acting  Assistant  Paymaster,  31  August,  1864.  Discharged  8 November,  1865. 

DeWilt,  Augustus. 

Acting  Third  Assistant  Engineer,  3 September,  1864.  Appointment  revoked 
(Sick,)  20  February,  1865. 

DeWitt,  J.  B. 

Surgeon’s  Mate,  30  June,  1823.  Resigned  15  September,  1823. 

DeWitt,  Walter  A. 

Mate,  2 December,  1863.  Acting  Ensign,  16  November,  1864.  Honorably  dis- 
charged 14  February,  1866. 

Dewling,  Isaiah. 

Acting  Assistant  Surgeon,  24  May,  1864.  Assistant  Surgeon,  Retired  list,  30  June, 
1879. 
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DeWolf,  F.  E. 

Midshipman,  30  November,  1814.  Resigned  30  March,  1816. 

DeWolf,  Leon. 

Mate,  3 February,  1865.  Died  at  Mobile  Bay,  Alabama,  13  April,  1865. 

DeWolf,  William  H. 

Acting  Master,  16  November,  1861.  Honorably  discharged  4 November,  1865. 

Dexter,  Adolphus. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1 June,  1861.  Passed 
Midshipman.  Acting  Master,  22  September,  1861.  Lieutenant,  16  July,  1862* 
Resigned  23  November,  1864. 

Dexter,  Daniel  S. 

Midshipman,  9 April,  1800.  Lieutenant,  13  February,  1807.  Commander,  20  De- 
cember, 1814.  Died  10  October,  1818. 

Dexter,  E.  T. 

Mate,  10  December,  1862.  Dismissed  4 April,  1863.  Mate,  7 July,  1863.  Died  2 
October,  1868. 

Dexter,  George  5E. 

Mate,  14  February,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  dis- 
charged 28  October,  1865. 

Dexter,  Horace. 

Mate,  18  November,  1862.  Acting  Ensign,  11  November,  1863.  Honorably  dis- 
charged 25  September,  1865. 

Dexter,  J.  I), 

Acting  Ensign,  1 November,  1862.  Resigned  13  April,  1865. 

Dexter,  John  M. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  15  October,  1862.  Honorably  discharged  11  September,  1865. 

Dexter,  Hodolphus  W. 

Acting  Master,  11  November,  1861.  Resigned  8 July,  1862. 

Dexter,  Simmer. 

Acting  Ensign  and  Pilot,  12  December,  1864.  Honorably  discharged  5 August, 
1865. 

Diamond,  Jasper  H. 

Third  Assistant  Engineer,  1 July,  1863.  Second  Assistant  Engineer,  25  July,  1866. 
Dismissed  26  July,  1876. 

Dibble,  George  If. 

Midshipman,  1 March,  1841.  Dismissed  15  August,  1849. 

Dibble,  Jonas. 

Carpenter,  16  June,  1838.  Retired  list,  16  December,  1866. 

Dicliman,  Ernst  J. 

Acting  Midshipman,  20  September,  1860.  Ensign,  28  May,  1863.  Master,  10 
November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868.  Resigned  31  December,  1871. 

Dick,  Edward  E. 

Third  Assistant  Engineer,  20  September,  1858.  Dismissed  28  May,  1861. 

Dick,  James. 

Midshipman,  22  May,  1799.  Discharged  3 June,  1801,  under  Peace  Establish- 
ment Act. 

Dick,  Joint  IS. 

Acting  Second  Assistant  Engineer,  18  October,  1861.  Honorably  discharged  24 
July,  1866. 

Dick,  Robert  IS. 

Acting  Third  Assistant  Engineer,  3 April,  1863.  Honorably  discharged  27  Sep- 
tember, 1867. 

Dick,  Walter  IS. 

Assistant  Surgeon,  10  July,  1861.  Resigned  28  April,  1864. 
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Hickason,  John  A. 

Carpenter,  13  December,  1825.  Drowned  29  September,  1847. 

Hickerman,  C.  Si. 

Acting  Assistant  Paymaster,  27  3^1  arch,  1865.  Discharged  11  October,  1865. 

Hickerson,  Hi  el  !L. 

Acting  Third  Assistant  Engineer,  28  November,  1863.  Resigned  8 June,  1865. 

Dickerson,  J.  H. 

Mate,  21  July,  1864.  Dismissed  6 August,  1864. 

Hickey,  Robert. 

Sailmaker,  11  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Hickey,  Robert. 

Assistant  Paymaster,  14  July,  1870.  Resigned  31  December,  1873. 

Hiekiiis,  Frauds  W. 

Midshipman,  20  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  12  June,  1869. 

Hicks  usom,  Haul  el  A. 

Acting  Assistant  Paymaster,  15  May,  1863.  Resigned  28  January,  1865. 

Hickinson,  Dwight. 

Assistant  S-urgeon,  21  April,  1869.  Passed  Assistant  Surgeon,  6 November,  1872. 
Surgeon,  6 December,  1879. 

Hickinsois,  Hollowell. 

Boatswain,  18  December,  1862.  Acting  Boatswain,  5 August,  1862. 

Riekfnson,  H.  J. 

Midshipman,  26  December,  1815.  Resigned  20  October,  1820. 

Hiekinson,  John  R. 

Acting  Master,  11  November,  1861.  Dismissed  1 November,  1862.  Acting  En- 
sign, 27  December,  1862.  Acting  Master,  favorable  report  of  Commanding 
Officer,  25  June,  1863. 

Hickmson,  Norman  P. 

Mate,  13  September,  1862.  Resigned  8 May,  1863. 

Hiekinson,  P. 

Acting  Master,  28  October,  1861.  Honorably  discharged  25  January,  1868. 

Dickinson,  S.  M. 

Acting  Assistant  Paymaster,  1861.  Resigned  31  October,  1862. 

l>icking©i!  9 Nolomon. 

Purser,  16  January,  1799.  Resigned  23  January,  1799. 

Hick  man  9 Charles  B. 

Acting  Ensign,  18  January,  1864.  Honorably  discharged  15  August,  1865. 

Hicks,  John  W. 

Acting  Master,  26  August,  1861.  Resigned  (Sick,)  19  July,  1864. 

Hickson,  John  A, 

Carpenter,  13  December,  1825.  Drowned  29  September,  1847. 

Hickson,  Menzies. 

Mate,  22  June,  1863.  Appointment  revoked  (Sick,)  1 September,  1864. 

Hickson,  Samuel  H. 

Assistant  Surgeon,  19  March,  1875.  Passed  Assistant  Surgeon,  7 August,  1880. 

Hickson,  Thomas. 

Third  Assistant  Engineer,  21  May,  1843.  Died  12  September,  1847. 

Hickson,  Thomas  M. 

Acting  Assistant  Paymaster,  18  August,  1863.  Honorably  discharged  12  Septem 
ber,  1865.  b 1 

Hickson,  William. 

Mate,  1 September,  1864.  Honorably  discharged  9 September,  1865. 
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Hiehl,  Samuel  TV.  JB. 

Midshipman,  20  September,  1809.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874.  Master,  1 November,  1879. 

Diehl,  Oliver. 

Assistant  Surgeon,  6 July,  1880. 

Diermanse,  Henry  P. 

Mate,  3 November,  1864.  Honorably  discharged  25  April,  1868. 

Hieterieh,  J.  P. 

Second  Lieutenant,  Marine  Corps,  17. October,  1834.  Cashiered  27  April,  1838. 

Digard,  Maurice. 

Acting  Master,  22  January,  1862.  Resigned  9 October,  1863.  Acting  Ensign,  3 
March,  1864.  Acting  Master,  16  August,  1864.  Honorably  discharged  14 
September,  1865. 

Hignon,  James  H. 

Acting  Third  Assistant  Engineer,  12  February,  1864.  Appointment  revoked 
(Sick,)  31  August,  1864. 

Hill,  Albert  F. 

Acting  Ensign,  29  December,  1863.  Resigned  5 May,  1865. 

dui/eii. 

Boatswain,  25  June,  1818.  Died  19  December,  1831. 

Hill,  Francis  J. 

Mate,  8 January,  1864.  Acting  Ensign,  2 February,  1865.  Resigned  22  May, 
1865. 

Hill,  J.  II. 

Master,  10  April,  1813.  Resigned  23  February,  1821. 

Hill,  Joshua  II. 

Acting  Master,  27  August,  1861.  Appointment  revoked  .(Sick,)  13  June,  1862. 

Hillard,  Thomas. 

Surgeon’s  Mate,  15  November,  1824v  Surgeon,  3 January,  1828.  Retired  24  Janu- 
ary, 1863.  Died  1 March,  1870.  * 

Hillingham,  Albert  €. 

Midshipman,  31  July,  1865.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  4 June,  1874. 

Dillingham,  James  L.,  Jr. 

Acting  Master,  9 July,  1861.  Resigned  9 October,  1861. 

Hillingham,  John. 

Acting  Master,  24  May,  1861.  Resigned  28  December,  1864. 

Hillman,  Jared  W. 

Acting  Assistant  Surgeon,  21  March,  1865.  Honorably  discharged  11  October, 
1865.  Re-appointed  10  December,  1873. 

Hillon,  Arthur  J. 

Acting  Assistant  Paymaster,  11  April,  1863.  Died  at  St.  Louis,  Missouri,  16  De- 
cember, 1863. 

Hillon,  Nicholas. 

Acting  Third  Assistant  Engineer,  21  May,  1863.  Died  at  New  Orleans,  23  Octo- 
ber, 1864. 

Hillon,  P.  R. 

Acting  Ensign,  on  Admiral  Stribling’s  Staff,  1 October,  1864.  Honorably  dis- 
charged 29  October,  1865. 

Hinian,  Henry  W. 

Acting  Assistant  Paymaster,  14  January,  1862.  Resigned  13  August,  1862. 

Hammock,  Charles  W.,  Jr. 

Mate,  16  August,  1864.  Honorably  discharged  15  November,  1865. 

Dimmock,  Thomas. 

Midshipman,  4 March,  1823.  Resigned  1 August,  1827. 
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Rimoek,  Martial  C. 

Midshipman,  81  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1872. 
Master,  1 January,  1875.  Resigned  23  December,  1876. 

Dinion,  Edward  M. 

Mate,  9 September,  1862.  Acting  Ensign,  5 July,  1863.  Honorably  discharged  5 
August,  1868. 

Dinsmore,  Jay. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  28  May,  1864. 

Dinsmore,  M.  D.  E. 

Acting  Third  Assistant  Engineer,  4 December,  1863.  Honorably  discharged  23 
August,  1865. 

Dinsmore,  Robert. 

Acting  Ensign,  17  December,  1863.  Honorably  discharged  1 November,  1868. 

Dinsmoor,  Silas. 

Purser,  31  May,  1800.  Discharged  8 July,  1801,  under  Peace  Establishment  Act. 

Diserens,  Albert  I>. 

Mate,  11  January,  1863.  Acting  Ensign,  12  February,  1864.  Honorably  dis- 
charged 20  October,  1865. 

Riserens,  Charles  M. 

Mate,  24  January,  1863.  Appointment  revoked  (Sick,)  19  March,  1863.  Mate,  25 
April,  1864.  Honorably  discharged  20  September,  1865. 

Dislsam,  Edward  W. 

Mate,  29  March,  1865.  Honorably  discharged  21  October,  1865. 

Disney,  Edward  W. 

Gunner,  26  April,  1839.  Dismissed  6 March,  1840. 

Disney,  George. 

Acting  Third  Assistant  Engineer,  17  December,  1863.  Died  on  “ Ascutney ,”  11 
January,  1868. 

Disston,  Samuel. 

Acting  Third  Assistant  Engineer,  7 September,  1864.  Resigned  18  May,  1865. 

Divine,  Thomas. 

Acting  Second  Assistant  Engineer,  26  November,  1861.  Acting  First  Assistant 
Engineer,  12  November,  1863.  Honorably  discharged  9 October,  1865. 

IMs,  John. 

Assistant  Surgeon,  24  July,  1813.  Surgeon,  27  March,  1818.  Died  16  April,  1823. 

Dixon,  Albert  F. 

Second  Assistant  Engineer,  29  October,  1870.  Passed  Assistant  Engineer,  4 No- 
vember, 1877. 

Dixon,  Fa’ancas. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Dixon,  Hiram  L. 

Carpenter,  23  July,  1861.  Warranted  11  December,  1861.  Died  at  Quarantine, 
New  York,  on  board  Hospital  Ship,  26  June  1869,  (Yellow  Fever.) 

Dixon,  John  A. 

Carpenter,  27  March,  1857. 

Dixon,  Robert. 

Boatswain,  5 February,  1842.  Died  5 April,  1875. 

Dixon,  William  S. 

Assistant  Surgeon,  27  January,  1871.  Passed  Assistant  Surgeon,  14  January,  1875. 

Doan,  William. 

Acting  Second  Assistant  Engineer,  29  November,  1862.  Resigned  22  September, 
1863. 

Doane,  C.  C. 

Mate.  Dismissed  31  July,  1862. 
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Doiiiie,  George  B. 

Assistant  Surgeon,  10  December,  1814.  Resigned  5 January,  1820. 

Doane,  Jolm. 

Master,  15  July,  1812.  Discharged  3 November,  1814. 

Doane,  Thomas  €. 

Acting  Assistant  Paymaster,  17  February,  1863.  Discharged  6 February,  1866. 

Doane,  William  II. 

Acting  Assistant  Paymaster,  18  July,  1863.  Discharged  18  December,  1865. 

Do1>l>in9  Jolm  V. 

Purser,  9 February,  1856.  Resigned  17  August,  1857. 

Dobbins,  Daniel- 

Master,  16  September,  1812.  Resigned  5 June,  1826. 

Dobbins,  James  H. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
21  June,  1815. 

Dobbs,  Frederick  A. 

Third  Assistant  Engineer,  11  April,  1859.  Died*  29  April,  1862. 

Dobbs,  Thomas. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Acting  Second  Assistant  Engi- 
neer, 9 February,  1864.  Acting  First  Assistant  Engineer,  8 March,  1865.  Hon- 
orably discharged  21  November,  1867. 

Dobbs,  William  II. 

Acting  Second  Assistant  Engineer,  18  July,  1862.  Acting  First  Assistant  Engi- 
neer, 22  November,  1862.  Honorably  discharged  5 December,  1865. 

Dobell,  William  H. 

Mate,  31  December,  1863.  Honorably  discharged  1 November,  1865. 

Dobson,  William 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Appointment  revoked  (Sick,) 
31  January,  1865. 

Dockray,  William  P. 

Acting  Master,  21  September,  1861.  Resigned  10  November,  1863. 

Dod,  Daniel. 

Acting  Third  Assistant  Engineer,  20  July  1863.  Acting  Second  Assistant  Engi- 
neer, 9 June,  1864.  Honorably  discharged  28  October,  1865. 

Dod,  Stephen. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  4 June,  1836.  Lieutenant, 
8 September,  1841.  Died  19  April,  1845. 

Dodd,  Albert  W. 

Cadet  Midshipman,  6 June,  1873.  Graduated  18  June,  1879. 

Dodd,  James. 

Acting  Third  Assistant  Engineer,  21  March,  1862.  Appointment  revoked  (Sick,) 
24  July,  1863. 

Dodd,  M.  M. 

Carpenter,  IS  June,  1845.  Died  9 March,  1859. 

Dodd,  Robert  J. 

Surgeon’s  Mate,  26  May,  1826.  Surgeon,  4 April,  1831.  Retired  30  April,  1861. 
Medical  Director,  on  Retired  list,  3 March,  1871.  Died  3 February,  1876. 

Dodds,  George  D. 

Midshipman,  30  November,  1814.  Resigned  10  November,  1822. 

Dodge,  Alvan. 

Acting  Assistant  Surgeon,  21  March,  1865.  Honorably  discharged  11  October, 
1865. 

Dodge,  Billy. 

Master,  3 July,  1813.  Last  appearance  on  Records  of  Navy  Department,  7 Augus 
1813. 
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Rodge,  Edward. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  19  March,  1864. 

Hodg’e,  Edward  J. 

Midshipman,  18  January,  1815.  Resigned  23  November,  1815. 

Hodge,  EctWo  R. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  25  September, 
1865.  Surgeon,  5 September,  1889.  Died  29  March,  1871. 

Hodge,  George  E,  Jr, 

Mate,  7 August,  1862.  Acting  Ensign,  10  July,  1863.  Honorably  discharged  19 
September,  1865. 

Hocige,  George  P. 

Midshipman,  1 October,  1850.  Dismissed  12  June,  1851. 

Hodge,  Henry  W. 

Acting  Ensign,  5 August,  1862.  Dismissed  26  November,  1862. 

Hodge,  James. 

Assistant  Surgeon,  29  August,  1799.  Surgeon,  11  September,  1800.  Discharged 
4 August,  1801,  under  Peace  Establishment  Act. 

Hodge,  James. 

Surgeon,  27  November,  1804.  Last  appearance  on  Records  of  Navy  Department. 

Hodge,  Rnienz©  G. 

Gadet  Midshipman,  6 June,  1873.  Graduated  18  June,  1879.  Ensign,  25  March, 
1880. 

Hodge,  Ricbard  D. 

Third  Assistant  Engineer,  22  July,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.  Resigned  1 June,  1868. 

Dodge,  Ricbard  F. 

Acting  Ensign,  11  June,  1864.  Honorably  discharged,  3 November,  1865. 

Hodge,  Thomas  W. 

Mate,  16  August,  1861.  Acting  Master,  18  June,  1862.  Honorably  discharged  14 
September,  1865.  Acting  Master,  19  December,  1866.  Mustered  out  22  April, 
1869. 

Hodsoss,  William* 

Master,  date  not  known.  Discharged  15  April,  1815. 

Hodsworth,  John. 

Midshipman,  15  November,  1809.  Resigned  30  July,  1810. 

Hoggett,  Samuel. 

Gunner,  21  September,  1821.  Last  appearance  on  Records  of  Navy  Department,  1 
October,  1822. 

Hoherty,  John- 

Acting  Third  Assistant  Engineer,  6 February,  1865.  Honorably  discharged  13 
February,  1868. 

Hohrnean,  Jasnes  C. 

Acting  Third  Assistant  Engineer,  9 June,  1863.  Resigned  24  October,  1863. 

Doig,  Alexander. 

Acting  First  Assistant  Engineer,  25  November,  1861.  Resigned  6 June,  1863. 

Hoig,  George. 

Acting  Assistant  Surgeon,  5 March,  1864.  Resigned  1 August,  1865. 

Rolan,  Andrew. 

Acting  Second  Assistant  Engineer,  9 May,  1864.  Honorably  discharged  20  No- 
vember, 1867. 

Rolen,  George  B. 

Acting  Second  Assistant  Engineer,  8 June,  1864.  Honorably  discharged  20  June, 
1865. 

Holley,  Reuben. 

Mate,  7 January,  1862.  Appointment  revoked  5 December,  1862. 
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Dolliver,  George  C. 

Mate.  Killed  in  action,  “ Diana,”  28  March,  1863. 

Dolliver,  William  F. 

Acting  Ensign,  2 December,  1863.  Honorably  discharged  10  January,  1866. 

Domkaugh,  Harry  M. 

Cadet  Midshipman,  6 June,  1872.  Graduated  18  June,  1877. 

Domett,  George  W. 

Acting  Master,  12  August,  1861.  Resigned  21  April,  1864. 

Dominic,  Diehard. 

Midshipman,  30  April,  1814.  Died  10  June,  1822. 

Dominy,  Cyrennius. 

Acting  Volunteer  Lieutenant,  gallant  conduct,  1 August,  1862.  Resigned  20 
April,  1865. 

Donalme,  Henry  W. 

Acting  Third  Assistant  Engineer,  12  October,  1861.  Died  8 March,  1862. 

Donaldson,  Andrew. 

Mate,  19  December,  1863.  Honorably  discharged  6 August,  1865. 

Donaldson,  Edward. 

Midshipman,  21  July,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  20 
May,  1847.  Lieutenant,  23  October,  1847.  Commander,  16  July,  1862.  Captain, 
25  July,  1866.  Commodore,  28  September,  1871.  Rear-Admiral,  21  September, 
1876.  Retired  list,  29  September,  1876. 

Donaldson,  John. 

Acting  Third  Assistant  Engineer,  24  December,  1864.  Honorably  discharged  30 
October,  1865. 

Donaldson,  Oliver. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  1 January,  1866. 

Donnegan,  Augustus  F. 

Acting  Third  Assistant  Engineer,  1 October,  1864.  Honorably  discharged  2 June, 
1868. 

Donnell,  Rufus  R. 

Acting  Ensign,  17  September,  1862.  Honorably  discharged  17  August,  1865. 

Donnelly,  Alvin. 

Acting  Third  Assistant  Engineer,  4 September,  1863.  Honorably  discharged  2 
January,  1866. 

Donnelly,  John. 

Mate,  3 April,  1865.  Honorably  discharged  10  October,  1868. 

Donnelly,  Patrick. 

Acting  Ensign,  9 April,  1863.  Acting  Master,  22  January,  1864.  Honorably  dis- 
charged 25  November,  1865. 

Donohoe,  John  J. 

Acting  Third  Assistant  Engineer,  24  July,  1863.  Honorably  discharged  7 August, 
1865. 

Donor,  William  S. 

Acting  Assistant  Surgeon,  23  February,  1864.  Honorably  discharged  10  October, 
1865. 

Donovan,  Michael. 

Mate,  1.4  December,  1862.  Deserted  12  October,  1863. 

Dooley,  Edward. 

Mate,  13  February,  1863.  Dismissed  25  August,  1863.  Mate,  29.  October,  1863. 
Honorably  discharged  19  September,  1865.  Mate,  18  December,  1865.  Appoint- 
ment revoked  23  November,  1866.  Mate,  3 January,  1867.  Mustered  out  28 
September,  1867. 

Doran,  Edward  C. 

Purser,  15  September,  1845.  Pay  Director,  3 March,  1871. 
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D°ran,  James  S. 

Acting  Third  Assistant  Engineer,  1 July,  1861.  Acting  Second  Assistant  Engi- 
neer, 23  October,  1862.  Resigned  10  June,  1863. 

Doran,  Peter  B. 

Mate,  6 December,  1862.  Dismissed  19  June,  1863. 

Doran,  Richard, 

Acting  Third  Assistant  Engineer,  27  November,  1863.  Honorably  discharged  25 
July,  1865. 

Dorey,  John. 

Acting  Master  and  Pilot,  1 September,  1864.  Appointment  revoked  31  March, 
1865. 

Dorgan,  Andrew. 

Master,  8 July,  1812.  Resigned  15  April,  1813. 

Dorgan,  Andrew. 

Master,  11  September,  1813.  Last  appearance  on  Records  of  Navy  Department,  5 
October,  1813. 

D’Orleans,  Pierre. 

Honorary  appointment  of  Acting  Ensign,  28  May,  1863.  Resigned  80  May,  1864. 

Dorn,  Edward  J. 

Midshipman,  21  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,' 
1875. 

Dornin,  Thomas  A. 

Midshipman,  2 May,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Captain,  14  September,  1855.  Commodore,  on  Retired  list,  16 
July,  1862.  Died  22  April,  1874. 

Dornin,  Thomas  Lardncr. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Dismissed 
4 June,  1861. 

Dorr,  Herman. 

Acting  Assistant  Paymaster,  11  July,  1864.  Resigned  (Sick,)  15  March,  1865. 

Dorr,  Joseph. 

Midshipman,  11  September,  1799.  Discharged  1 May,  1801,  under  Peace  Estab- 
lishment Act. 

Dor  ranee,  Charles  B. 

Acting  Ensign,  7 November,  1862.  Died  on  the  “ Sebago ,”  9 October,  1864. 

Dorranee,  George  W. 

Chaplain,  2 January,  1860.  Retired  list,  14  February,  1873. 

Dory,  John  G. 

Acting  Master,  24  September,  1861.  Appointment  revoked  (Sick,)  11  July,  1862. 

Dorsey,  Greenherg. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  6 
September,  1865. 

Dorsey,  Hill. 

Midshipman,  15  November,  1810.  Resigned  25  April,  1811. 

Dorsey,  Hill. 

Midshipman,  9 September,  1811.  Resigned  2 May,  1812. 

Dorsey,  John. 

Midshipman,  28  April,  1801.  Killed  in  action  7 August,  1804. 

Dorsey,  John  W. 

Assistant* Surgeon,  16  July,  1803.  Resigned  9 July,  1807. 

Dorsey,  Lawrence  A. 

(To  Command  on  Galley.)  Captain,  12  September,  1798.  Died  23  January,  1800. 

Dorsey,  Robert. 

Midshipman,  5 February,  1800.  Discharged  6 August,  1801,  under  Peace  Estab- 
lishment Act. 
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Doten,  Clark  W. 

Acting  Second  Assistant  Engineer,  5 May,  1863.  Acting  First  Assistant  Engineer, 
19  May,  1864.  Honorably  discharged  24  September,  1865. 

Horton,  Henry  F. 

Mate,  10  March,  1863.  Acting  Ensign,  19  November,  1863.  Hon  bly  dis- 
charged 20  September,  1865.  Acting  Ensign,  11  September,  1867.  Mustered 
out  23  September,  1868. 

Holy,  Albert  J. 

Acting  Third  Assistant  Engineer,  11  August,  1863.  Acting  Second  Assistant 
Engineer,  2 June,  1865.  Honorably  discharged  19  February,  1866.  Acting 
% Second  Assistant  Engineer,  25  April,  1866.  Mustered  out  27  August,  1867. 

Holy,  George  W. 

Midshipman,  4 January,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
13  May,  1845.  Commander,  Retired  list,  16  July,  1862.  Captain  on  Retired 
list,  4 April,  1867. 

Holy,  Stephen  15, 

Acting  Assistant  Surgeon,  31  October,  1864.  Honorably  discharged  22  January, 
1866. 

Doty,  lYebster. 

Midshipman,  27  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  27  March,  1873. 

Dougherty 9 Charles, 

Acting  First  Assistant  Engineer,  2 August,  1864.  Honorably  discharged  30 
December,  1865. 

Dougherty,  George  W. 

Acting  Assistant  Paymaster,  18  September,  1863.  Honorably  discharged  1 Jan- 
uary, 1866. 

Dougherty 9 John  €. 

Acting  Third  Assistant  Engineer,  23  March,  1865.  Honorably  discharged  7 Sep- 
tember, 1865. 

Dougherty,  William  J. 

Acting  Third  Assistant  Engineer,  2 January,  1864.  Honorably  discharged  5 July, 
1865. 

Dougherty,  William  J. 

Mate,  17  February,  1870.  Appointment  revoked  20  July,  1871. 

Doughty,  Ezra  T. 

Midshipman,  8 May,  1824.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  3 
March,  1835.  Resigned  18  February,  1839. 

Doughty,  G.  Morris. 

Carpenter,  10  June,  1861.  Warranted  26  December,  1861.  Resigned  22  October, 
1863. 

Doughty,  Jolm  It. 

Acting  Third  Assistant  Engineer,  16  December,  1863.  Honorably  discharged  1 
October,  1865. 

Doughty,  Thomas. 

Acting  First  Assistant  Engineer,  8 July,  1862.  Acting  Chief  Engineer,  13  Decem- 
ber, 1862.  Resigned  22  May,  1865. 

Doughty,  William. 

Naval  Constructor,  8 February,  1813.  Resigned,  date  not  known. 

Douglass,  Alexander  15. 

Acting  First  Assistant  Engineer,  10  September,  1861.  Resigned  11  November, 
1862. 

Douglass,  Augustus  CL 

Midshipman,  11  January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
1818. 

Douglass,  Daisies. 

Gunner,  26  May,  1845.  Died  17  June,  1851. 
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Douglass,  George  B. 

Midshipman,  4 September,  1841.  Dismissed  17  August,  1847. 

Douglass,  George  T. 

Sailmaker,  19  February,  1870.  Warranted  29  October,  1870. 

Douglass,  Gustavus. 

Midshipman,  4 July,  1805.  Drowned  5 March,  1810. 

Douglass,  James  €. 

Purser,  25  September,  1841.  Resigned  24  February,  1853. 

Don  glass,  Joseph. 

Sailmaker,  18  March,  1803.  Resigned  13  January,  1806. 

Douglass,  Richard  II. 

Assistant  Paymaster,  31  August,  1861.  Paymaster,  24  August,  1862.  Died  4 
June,  1868. 

Douglass,  Robert. 

Midshipman,  16  January,  1809.  Resigned  4 April,  1815. 

Douglass,  Samuel  M. 

Midshipman,  7 February,  1799.  Discharged  8 June,  1801,  under  Peace  Establish- 
ment Act. 

Douglass,  Thomas. 

Purser,  8 October,  1811.  Last  appearance  on  Records  of  Navy  Department. 

Douglass,  William  B. 

Midshipman,  30  June,  1837.  Resigned  14  February,  1838. 

Dove,  Benjamin  M. 

Midshipman,  1 December,  1826.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9 December,  1839.  Commander,  14  September,  1855.  Retired  1 October,  1864. 
Captain  on  Retired  list,  4 April,  1867.  Died  19  November,  1868. 

Dove,  George  W.  W. 

Third  Assistant  Engineer,  11  July,  1861.  Resigned  10  August,  1863. 

Dove,  Marmadnhe. 

Master,  11  November,  1802.  Resigned  4 January,  1806. 

Dove,  Marmaduke,  Jr. 

Midshipman,!  January,  1818,  Died  14  September,  1821. 

Dove,  Marmaduke. 

Master,  29  August,  1812.  Died  3 July,  1846. 

Dow,  George  S. 

Sailmaker,  2 August,  1844.  Resigned  18  September,  1844. 

Dow,  John, 

Mate,  9 February,  1863.  Appointment  revoked  (Sick,)  20  May,  1864. 

Dow,  Lyman. 

Acting  Assistant  Surgeon,  6 March,  1865.  Resigned  10  June,  1865. 

Dowding,  George. 

Acting  Third  Assistant  Engineer,  29  May,  1865.  Honorably  discharged  5 Julv 
1866. 

!>©waie,  William. 

Midshipman,  15  November,  1809.  Resigned  9 February,  1811. 

Downe,  Romanzo. 

Mate,  %%  June,  1864.  Died  from  woundji  on  “ New  Hampshire”  12  September, 

Downes,  Albert  E. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Lost  in  the  “ Gram- 
pus” March,  1843. 

Downes,  Charles  A. 

Acting  Assistant  Paymaster,  5 March,  1862.  Discharged  18  April,  1867. 

Downes,  James. 

Acting  Ensign,  li  June,  1863.  Appointment  revoked  23  January,  1866. 
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Downes,  John. 

Midshipman,  1 June,  1802.  Lieutenant,  6 March,  1807.  Commander,  24  June, 
1813.  Captain,  5 March,  1817.  Died  11  August,  1854. 

Downes,  Jolan,  Jr. 

Midshipman,  4 September,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  26 
February,  1851.  Lieutenant,  30  August,  1851.  Commander,  16  July,  1862. 
Died  21  September,  1865. 

Downes,  John. 

Midshipman,  22  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872." 
Master,  25  April,  1875. 

Downes,  Subael. 

Master,  9 October,  1799.  Discharged  27  October,  1801,  under  Peace  Establish- 
ment Act. 

Downes,  Subael. 

Master,  12  September,  1813.  Died  13  June,  1825. 

Downes,  William. 

Master,  26  May,  1812.  Died  7 August,  1812. 

Downey,  William. 

Acting  Second  Assistant  Engineer,  9 June,  1863.  Died  on  “ Queen  City”  1 March,, 

1864. 

Downing,  M.  M. 

Midshipman,  8 March,  1814.  Died  6 October,  1817. 

Downing,  Samuel  W. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander,  23 
September,  1837.  Captain,  27  February,  1847.  Cashiered  11  September,  1854. 

Downs,  John  H. 

Boatswain,  14  May,  1861.  Died  29  November,  1864. 

Dowse,  Edward  W. 

Midshipman,  17  December,  1810.  Lost  in  the  “ Epervier.” 

Doyle,  Jacob  D. 

Assistant  Paymaster,  16  June,  1880. 

Doyle,  James  A. 

Midshipman,  4 January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
29  March,  1844.  Reserved  list,  13  September,  1855.  Restored  to  Active  list,  7 
August,  1860.  Retired  4 December,  1861.  Died  3 August,  1865. 

Doyle,  John. 

Midshipman,  17  June,  1823.  Resigned  6 September,  1826. 

Doyle,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant 
Engineer,  9 May,  1864.  Honorably  discharged  30  September,  1867. 

Doyle,  Michael. 

Acting  Third  Assistant  Engineer,  26  August,  1864.  Resigned  (Sick,)  4 January, 

1865. 

Doyle,  P. 

Acting  Ensign,  on  Special  Duty,  7 July,  1863.  Dismissed  4 August,  1863. 

Doyle,  Patrick. 

Mate,  25  April,  1863.  Appointment  revoked  22  January,  1866. 

Doyle,  Robert  M.  * 

Midshipman,  21  September,  1870.  Graduated  21  June,  1875.  Ensign,  9 Septem- 
ber, 1870. 

Doyle,  Thomas. 

Midshipman,  4 July,  1805.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Baltimore. 

Doyle,  William. 

Acting  First  Assistant  Engineer,  27  November,  1863.  Honorably  discharged  5 
December,  1865. 
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Doyle,  William  A. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  14  November,  1863. 

D’Oyley,  N. 

Acting  Master,  18  July,  1861.  Resigned  (Sick,)  23  September,  1863. 

Doxey,  Biscoe. 

Master,  20  June,  1812.  Died  20  May,  1828. 

Dozier,  William  Gaillard. 

Midshipman,  1 April,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22  Jan- 
uary, 1858.  Lieutenant,  19  July,  1859.  Resigned  21  December,  1860. 

Drain,  George. 

Mate,  6 January,  1862.  Resigned  29  May,  1865. 

Drake,  Andrew  J. 

Midshipman,  5 December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  6 
April,  1851.  Lieutenant,  16  October,  1851.  Commander,  16  July,  1862.  Re- 
tired list,  12  April,  1867.  Died  4 August,  1875. 

Drake,  Benjamin. 

Midshipman,  22  October,  1849.  Dropped  3 September,  1850. 

Drake,  Charles  D. 

Midshipman,  1 April,  1827.  Dismissed  30  October,  1829. 

Drake,  Edwin  A. 

Midshipman,  26  June,  1834.  Resigned  28  January,  1837. 

Drake,  Edwin  E. 

Mate,  23  September,  1861.  Acting  Master,  7 March,  1862.  Resigned  6 May,  1862. 
Re-appointed  21  May,  1862.  Appointment  revoked  (Sick,)  6 March,  1863. 
Acting  Ensign,  14  July,  1863. 

Drakes  Franklin  J. 

Midshipman,  23  February,  1863.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  15  November,  1872. 

Drake,  Franklin  M. 

Mate,  26  November,  1862.  Dismissed  11  February,  1863. 

Drake,  Nelson  H. 

Assistant  Surgeon,  26  February,  1876.  Passed  Assistant  Surgeon,  7 August,  1880. 

Drake,  Stivers. 

. Mate,  3 September,  1863.  Honorably  discharged  3 October,  1865. 

Dr  an,  Francis  A. 

Mate,  13  December,  1864.  Honorably  discharged  13  May,  1867.  Boatswain,  21 
December,  1874. 

Draper,  E.  E.  it. 

Acting  Assistant  Surgeon,  14  April,  1863.  Honorably  discharged  30  November, 
1865. 

Draper,  Horace  T. 

Atting  Master,  25  January,  1862.  Resigned  9 August,  1862.  Ensign,  1 October, 
1862.  Appointment  revoked  (Sick,)  14  January,  1865. 

Draper,  Eeiimel  J. 

Assistant  Surgeon,  26  March,  1862.  Died  30  August,  1879. 

Draper,  William  15. 

Mate,  21  November,  1862.  Resigned  18  September,  1863. 

Drayton,  E.  F. 

Assistant  Surgeon,  28  June,  1852.  Dropped  13  May,  1858. 

Drayton,  Glenn. 

Midshipman,  20  June,  1806.  Lieutenant,  9 January,  1813.  Died  in  September, 
1814. 

Drayton,  Percival. 

Midshipman,  l December,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
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28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Died  4 August,  1865. 

Drayton,  William  S. 

Midshipman,  16  July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  1 
April,  1842. 

Brennan,  Michael  C. 

Acting  Assistant  Surgeon,  15  April,  1863.  Resigned  18  March,  1865.  Re-ap- 
pointed 9 February,  1867.  Assistant  Surgeon,  30  June,  1868.  Passed  Assistant 
Surgeon,  13  June,  1870.  Surgeon,  20  April,  1879. 

Drew,  Charles. 

Master,  15  February,  1809.  Resigned  4 May,  1810. 

Drew,  Edwin  D. 

Acting  Ensign,  1 September,  1864.  Honorably  discharged  18  August,  1865. 

Drew,  George  A, 

Mate,  9 December,  1861.  Acting  Ensign,  15  October,  1863.  Honorably  dis- 
charged 27  November,  1865. 

Drew,  Jacob  J. 

Mate,  13  February,  1863.  Honorably  discharged  9 November,’ 1865. 

Drew,  Jolm. 

Master,  6 December,  1814.  Died  19  April,  1823. 

Drew,  Nehemiah. 

Master,  20  January,  1809.  Resigned  3 February,  1814. 

Drew,  Samuel. 

Boatswain,  26  July,  1839.  Died  2 February,  1857. 

Driggs,  William  II. 

Midshipman,  21  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  27  October,  1872.  Lieutenant,  7 March,  1876. 

Drinen,  George  C. 

Second  Assistant  Engineer,  1 March,  1871.  Retired  list,  19  October,  1875. 

Drinkwater,  Edward. 

Acting  Ensign  and  Pilot,  17  May,  1865.  Honorably  discharged  19  July,  1865. 

Drinkwaier,  William. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Honorably  discharged  15  No- 
vember, 1865. 

Dripps,  William  Augustus. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  Resigned  29  January,  1867. 

Driver,  Reynolds. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  1 March, 
1862.  First  Assistant  Engineer,  1 October,  1863.  Died  2 October,  1866. 

Drody,  A.  G. 

Mate.  Dismissed  21  August,  1862. 

Drummond,  Charles. 

Acting  Third  Assistant  Engineer,  27  June,  1864.  Honorably  discharged  29  June, 
1865. 

Drummond,  Thomas  M. 

Acting  Assistant  Surgeon,  13  November,  1862.  Honorably  discharged  22  January, 
1869. 

Drury,  Hiram  E. 

Assistant  Paymaster,  8 September,  1876. 

Drury,  John  T. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Lost  in  the 
“ Epervier”  in  1815. 

Dryburgh,  J.  R. 

Second  Assistant  Engineer,  15  January,  1845.  Disrated  28  July,  1845,  to  Third 
Assistant  Engineer.  Dropped  4 November,  1845. 
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Disasie,  Martin. 

Acting  Assistant  Paymaster,  1 August,  1861.  Discharged  14  November,  1865. 

Dufoarry,  3E.  B. 

Surgeon’s  Mate,  30  January,  1823.  Surgeon,  24  May,  1826.  Died  12  July, 
1853. 

DuBois,  Frank  B. 

Assistant  Surgeon,  22  May,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  20  February,  1870. 

Dubois,  Joseph  S. 

Mate,  19  May,  1864.  Appointment  revoked  (Sick,)  30  January,  1865. 

DuBois,  The©.  B. 

Acting  Master,  28  October,  1861.  Acting  Volunteer  Lieutenant,  for  gallant  con- 
duct in  battle,  5 June,  1863.  Acting  Volunteer  Lieutenant-Commander,  26  No- 
vember, 1864.  Honorably  discharged  7 February,  1866. 

DuBois,  William  T. 

Mate,  24  January,  1863.  Resigned  25  May,  1863. 

Dubose,  John* 

Midshipman,  10  March,  1799.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Dubose,  John. 

Midshipman,  1 March,  1803.  Resigned  29  April,  1804. 

Dubose,  William  R. 

Assistant  Surgeon,  16  October,  1875.  Passed  Assistant  Surgeon,  7 August, 
1880. 

DuBuys,  CUaspard. 

Midshipman,  4 January,  1842.  Resigned  6 April,  1843. 

Rucker,  George. 

Acting  Third  Assistant  Engineer,  13  October,  1863.  Resigned  12  May,  1865. 

Duckett,  Washington. 

Carpenter,  9 July,  1861.  Resigned  28  May,  1862. 

Duckworth,  Henry. 

Acting  Third  Assistant  Engineer,  9 May,  1864.  Honorably  discharged  11  Jan- 
uary, 1866. 

Dudley,  Charles  ©.  B. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged  25  Sep- 
tember, 1868. 

Dudley,  Charles  S, 

Acting  Third  Assistant  Engineer,  26  March,  1863.  Died  at  Farmington,  Maine, 
26  November,  1863. 

Dudley,  Daniel  B. 

Acting  Ensign,  1 July,  1864.  Honorably  discharged  29  October,  1865. 

Dudley,  James  A. 

Midshipman,  8 February,  1809.  Lieutenant,  24  July,  1813.  Died  in  May,  1817. 

Dudley,  Union. 

Master,  25  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  6 
February,  1809.  ‘ 

Duer,  John  I£. 

Midshipman,  28  December,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  3 
November,  1849.  Lieutenant,  20  April,  1850.  Died  14  June,  1859. 

Duer,  Rufus  K. 

Acting  Midshipman,  23  September,  1857.  Midshipman.  Passed  Midshipman. 
Master.  Lieutenant,  1 August,  1862.  Lieutenant-Commander,  25  July,  1866. 
Died  29  June,  1869. 

Duer,  William  A. 

Midshipman,  6 May,  1799.  Resigned  27  September,  1800. 
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I>uer,  William  A. 

Mate,  16  April,  1862.  Acting  Ensign,  15  July,  1868.  Honorably  discharged  8 
January,  1868. 

James  IS. 

Mate,  13  December,  1861.  Dismissed  5 September,  1862. 

JDiiflell,  H.  J<. 

Midshipman,  18  June,  1812.  Resigned  20  April,  1813. 

Dnffey,  William. 

Acting  Gunner,  16  June,  1864.  Honorably  discharged  2 October,  1865. 

Wnffield,  Jolm  J. 

Acting  Assistant  Paymaster,  15  August,  1863.  Discharged  21  November  1865. 

Dugan,  Cornel  ins. 

Gunner,  30  October,  1860. 

Dugas,  John  Louis. 

Midshipman,  8 March,  1799.  Discharged  13  August,  1800. 

Duke,  James. 

Acting  Third  Assistant  Engineer,  18  May,  1865.  Honorably  discharged  12  Octo- 
ber, 1865. 

Duk®,  Nathaniel  W. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  3 
March,  1831.  Died  8 July,  1852. 

JJnkehart,  Thomas  M. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.  Resigned  9 March,  1871. 

Dulaay,  Bladen. 

Midshipman,  18  May,  1809.  Lieutenant,  9 December,  1814.  Commander,  3 March, 
1831.  Captain,  8 September,  1841.  Died  in  Washington,  D.  C.,  26  December, 
1856. 

Wulany,  Hansel  F. 

MidsliijDman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Dropped  13  September,  1855. 

Dulauy,  Hugh. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Died  6 January, 
1827. 

Will  an  y9  James  W. 

Midshipman,  1 September,  1811.  Died  in  1819. 

Willey,  Wilmot  W. 

Acting  Ensign,  17  September,  1862.  Honorably  discharged  25  November,  1866. 

Wills  is,  Edgar  A. 

Acting  Assistant  Surgeon,  21  June,  1865.  Resigned  5 December,  1867. 

Wnmont,  J is  gene  A. 

Mate,  7 June,  1864.  Honorably  discharged  25  October,  1865. 

Dumont,  Frederick  R 

Mate,  24  January,  1863.  Resigned  17  July,  1863. 

Wu  moist,  William  Iff. 

Acting  Ensign,  19  July,  1864.  Dismissed  6 December,  1864.  Acting  Ensign,  21 
February,  1865.  Resigned  25  May,  1865. 

Wumont,  William  J. 

Acting  Gunner,  7 July,  1863.  Appointment  revoked  21  March,  1865.  Ensign,  12 
March,  1868.  Resigned  11  September,  1868. 

Dunbar,  A.  S>. 

Acting  Master,  21  March,  1862.  Dismissed  6 December,  1862. 

Dunbar,  Asaph. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  20  June, 
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1864.  First  Assistant  Engineer,  6 June,  1868.  Retired  31  July,  1869.  Died  23 
October,  1875. 

Brnubar,  Charles  C. 

Acting  Ensign,  23  December,  1864.  Lost  on  the  “ Narcissus ,”  4 January,  1866. 

Dunbar,  Frederick:. 

Boatswain,  18  November,  1852.  Aj^pointment  revoked  20  December,  1853, 

Dunbar,  Harry  1L. 

Mate,  23  March,  1863.  Honorably  discharged  31  August,  1865. 

Dunbar,  Oliver. 

Assistant  Surgeon,  14  October,  1799.  Died  11  July,  1800. 

Duncan,  A.  S.  E. 

Midshipman,  1 December,  1809.  Resigned  10  June,  1811. 

Duncan,  Charles  D. 

Mate,  7 March,  1864.  Acting  Ensign,  22  October,  1864.  Resigned  28  March. 

1865. 

Duncan,  Charles  E. 

Gunner,  June,  1862.  Resigned  12  August,  1862.  Gunner,  20  November,  1873. 
Resigned  22  May,  1874. 

Duncan,  Frederick  C. 

Mate,  14  March,  1864.  Appointment  revoked  18  August,  1865. 

Duncan,  James  F. 

Midshipman,  12  November,  1825.  Passed  Midshipman,  28  April,  1832.  Died  3 
August,  1835. 

Duncan,  Janies  M. 

Midshipman,  8 December,  3837.  Passed  Midshipman,  29  June,  1843.  Master,  9 
April,  1851.  Lieutenant,  2 December,  1851.  Commander,  16  July,  1862.  Died 
21  August,  1864. 

Duncan,  Jesse  E. 

Midshipman,  9 July,  1833.  Died  1 January,  1840. 

Duncan,  Jehu. 

Gunner,  18  December,  1861.  Dismissed  22  September,  1862. 

Duncan,  John  M. 

Midshipman,  31  December,  1798.  Discharged,  date  not  known,  under  Peace 
Establishment  Act. 

Duncan,  John  I. 

Acting  Third  Assistant  Engineer,  3 August,  1S64.  Honorably  discharged  12® 
July,  1865. 

Duncan,  Dewis  G. 

Mate,  14  April,  1865.  • Honorably  discharged  21  September,  1865. 

Duncan,  Hubert  E. 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
20  May,  1818.  Dead. 

Duncan,  Silas. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander,  1 
March,  1829.  Died  14  September,  1834. 

Dimcanson,  William. 

Midshipman,  20  February,  1800.  Resigned  12  November,  1808. 

Duvider<lale9  Oeavdand  F. 

Mate,  26  June,  1862.  Acting  Ensign,  9 March,  1864.  Honorably  discharged  16 
January,  1866. 

Dunderdale,  John. 

Boatswain,  5 May,  1838  Resigned  10  October,  1840.  Boatswain,  28  October, 
1841.  Dropped  20  April,  1861. 

Dundon,  Michael. 

Acting  Second  Assistant  Engineer,  21  March,  1864.  Resigned  31  Marcli,  1865. 
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Dungan,  J.  !§» 

Assistant  Surgeon,  25  February,  1851.  Passed  Assistant  Surgeon,  9 April,  1856. 
Surgeon,  1 May,  1861.  Medical  Inspector,  8 March,  1871.  Medical  Director,  31 
December,  1876. 

Dungan,  William  W. 

Third  Assistant  Engineer,  26  June,  1856.  First  Assistant  Engineer,  2 August, 
1859.  Chief  Engineer,  1 February,  1862. 

Dunham,  Co  Moore. 

Acting  Assistant  Paymaster,  6 July,  1863.  Resigned  9 November,  1864. 

Dunham,  Josiah  F. 

Acting  Assistant  Paymaster,  4 November,  1863.  Discharged  2 December,  1865. 

Dunham,  P.  K. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Died  In  August,  1822. 

Dunham,  William. 

Third  Assistant  Engineer,  2 February,  1847.  Dismissed  8 April,  1847. 

Dunham,  William  J". 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Honorably  discharged  1 
August,  1865. 

Dunkly,  George  It. 

Acting  Third  Assistant  Engineer,  18  November,  1861.  Acting  Second  Assistant 
Engineer,  22  January,  1864.  Honorably  discharged  28  December,  1865. 

Dunlap,  A.  B. 

Acting  First  Assistant  Engineer,  14  July,  1863.  Appointment  revoked  (Sick,)  27 
February,  1864. 

Dunlap,  Andrew,  Jr. 

Midshipman,  23  April,  1862.  Graduated  6 June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Dunlap,  Charles  W. 

Mate,  24  November,  1863.  Honorably  discharged  1 November,  1865. 

Dunlap,  John. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Honorably  discharged  12  April, 
1866. 

Dunlap,  Thomas  J. 

Acting  Ensign,  3 September,  1863.  Resigned  21  September,  1863. 

Dunlop,  John. 

% Acting  Ensign,  18  April,  1863.  Resigned  19  November,  1863. 

Dunlop,  X.  W. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  (Sick,)  29  April,  1862. 

Dunn,  Charles. 

Midshipman,  30  Noyember,  1814.  Drowned  31  July,  1819. 

Dunn,  During. 

Midshipman,  14  January,  1800.  Discharged  10  April,  1801,  under  Peace  Estab- 
lishment Act. 

Dunn,  Edward  T. 

Purser,  21  February,  1831.  Chief  Bureau  Provisions  and  Clothing,  12  July,  1869. 
Pay  Director,  3 March,  1871.  Retired  22  January,  1873. 

Dunn,  Elisha  W. 

Purser,  30  March,  1858.  Died  26  February,  1869. 

Dunn,  George. 

Acting  Gunner,  14  March,  1863.  Acting  Ensign,  7 July,  1863.  Dismissed  3 Feb- 
ruary, 1865.  Mate,  10  February,  1870.  Gunner,  11  April,  1871. 

Dunn,  Henry  J. 

Acting  Ensign,  15  December,  1864.  Honorably  discharged  18  September,  1865. 

Dunn,  Mari  bib. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  3 August,  1863. 
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Duim9  Ricbard  F. 

Gunner,  t November,  1837.  Died  at  Kittery,  Maine,  1 February,  1863. 

Bnnn,  Thomas  C. 

Acting  Master,  14  December,  1861.  Acting  Volunteer  Lieutenant,  on  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.  Honorable  discharged  26  Octo- 
ber, 1865. 

Dimn,  William. 

Midshipman,  30  June,  1799.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Bairn,  Williamson. 

Acting  Midshipman,  24  September,  1860.  Acting  Ensign,  1 October,  1863.  Re- 
signed 8 June,  1866.  C. 

Dunne,  William. 

Mate,  20  June,  1862.  Acting  Ensign,  2 May,  1864.  Drowned  28  December,  1864. 

Dnnnels,  Henry  F. 

Mate,  26  March,  1863.  Acting  Gunner,  5 November,  1863.  Honorably  discharged 
7 October,  1865. 

Running,  E.  €. 

Assistant  Surgeon,  21  April,  1868.  Resigned  1 January,  1873. 

Running,  William  11. 

Cadet  Engineer,  1 October,  1873.  Graduated  20  June,  1876,  Assistant  Engineer, 
1 July,  1878.  • 

Running,  William  If. 

Acting  Third  Assistant  Engineer,  28  May,  1863.  Honorably  discharged  1 Decem- 
ber, 1865. 

Runnington,  John  W. 

Midshipman,  10  April,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  16  October,  1856.  Resigned  26  April,  1861. 

Diinscomh,  Charles  F.  _ ~- 

Acting  Assistant  Paymaster,  1 June,  1864.  Discharged  15  October,  1865. 

Runsmore,  Rani  el. 

Gunner,  28  August,  1861.  Warranted  29  May,  1862.  Resigned  5 June,  1868. 

Runston,  William. 

Master,  3 April,  1815.  Last  appearance  on  Records  of  Navy  Department. 

Ruplaine,  Bevoni  C. 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Acting  Second  Assistant 
Engineer,  20  June,  1864.  Honorably  discharged  29  November,  1865. 

Ruplaine,  E.  A.  C. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  10  August,  1861.  Resigned  14  May,  1867. 

Dii  Pont,  Samuel  F. 

Midshipman,  19  December,  1815.  Lieutenant,  26  April,  1826.  Commander,  28 
October,  1842.  Captain,  14  September,  1855.  Rear-Admiral,  16  July,  1862. 
Died  23  June,  1865. 

Rural  cl , Martin. 

Midshipman,  6 September,  1838.  Resigned  17  September,  1845. 

Rurand,  George  R. 

Mate,  28  October,  1861.  Acting  Master,  14  April,  1862.  Acting  Volunteer 
Lieutenant,  27  June,  1866.  Master,  12  March,  1868.  Lieutenant,  18  December, 
1868.  Lieutenant-Commander,  25  November,  1877. 

Rurand,  William  F. 

Cadet  Engineer,  14  September,  1876.  Graduated  10  June,  1880. 

Rurant,  Edward, 

Gunner,  3 July,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Rurdine,  Thomas. 

Boatswain,  30  October,  1840.  Last  appearance  on  Records  of  Navy  Department. 
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Dtird,  Jolm  B. 

Midshipman,  6 December,  1848.  Dropped  12  July,  1849. 

Diirfee,  Bichard. 

Acting  Second  Assistant  Engineer,  4 February,  1868.  Appointment  revoked 
(Sick,)  9 June,  1864. 

Dwrgiji,  W.  F. 

Mate,  30  June,  1862.  Appointment  revoked  17  April,  1863. 

Durham,  Andrew  E. 

Acting  Ensign,  18  August,  1864.  Resigned  14  June,  1865. 

Durham,  Thomas  M. 

Mate,  26  May,  1863.  Discharged  23  October,  1864. 

Durham,  Telford. 

Acting  Master,  22  November,  1861.  Resigned  5 May,  1865. 

Bsirkliam,  Moses. 

Master,  29  November,  1799.  Discharged  20  May,  1801,  under  Peace  Establish- 
ment Act. 

Darney*  Micliael  J. 

Mate,  11  June,  1863.  Honorably  discharged  22  December,  1865. 

Duryee,  Charles  H. 

Midshipman,  19  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
31  December,  1833.  Dismissed  30  October,  1837. 

Dtisenbury,  Samuel. 

Midshipman,  16  January,  1809.  Resigned  16  March,  1810. 

Duseialmry,  Samuel. 

Midshipman,  16  July,  1814.  Master,  2 June,  1820.  Died  4 October,  1827. 

Huston,  John  £§. 

Acting  Third  Assistant  Engineer,  7 October,  1864.  Honorably  discharged  10  May, 

4866. 

Dutch,  John  C. 

Acting  Master,  7 December,  1861.  Honorably  discharged  6 April,  1866. 

Dutcher,  Charles. 

Acting  Assistant  Paymaster,  26  September,  1863.  Discharged  5 October,  1865. 

Butcher,  Matthew  J. 

Gunner,  16  August,  1871.  Died  3 October,  1879. 

Duvall,  Marins. 

Assistant  Surgeon,  25  January,  1842.  Passed  Assistant  Surgeon,  22  January,  1848. 
Surgeon,  17  September,  1856.  Medical  Inspector,  3 March,  1871.  Medical  Di- 
rector, 1 December,  1871.  Retired  list,  9 June,  1880. 

Duvall,  Robert  C. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  12  December, 
1859. 

Duycker,  Bernard. 

Gunner,  29  August,  1857.  Drowned  at  Sea,  while  in  charge  of  the  Prize  Schooner 
“ Na/ry  Clinton ,”  26  June,  1861. 

Dwyer,  William  W.  W. 

Carpenter,  10  October,  1861.  Resigned  21  October,  1865. 

Dwyer,  Daniel. 

Carpenter,  16  July,  1869.  Appointment  revoked  13  May,  1870. 

3>wyer,  Jolm  B. 

Mate,  1 October,  1862.  Acting  Ensign,  8 December,  1862.  Resigned  30  May, 
1864. 

Dwyer,  Joseph, 

Purser,  20  February,  1838.  Resigned  25  June,  1838. 
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Dwyer,  Thomas  J. 

Mate,  24  October,  1861.  Acting  Master,  9 May,  1862. 

Dwyer,  Richard* 

Acting  Third  Assistant  Engineer,  10  August,  1863.  Deserted  1864. 

Dyce,  Charles  F. 

Acting  Third  Assistant  Engineer,  9 August,  1864.  Honorably  discharged  19  Octo- 
ber, 1867. 

Rye,  Charles  B. 

Acting  Assistant  Paymaster,  6 November,  1863.  Resigned  22  March,  1864. 

I)yer,  Benjamin. 

Acting  Master,  22  January,  1862.  Honorably  discharged  12  September,  1865. 
Acting  Master,  11  September,  1866.  Died  on  the  u Fredonia”  (destroyed  by 
tidal  wave,)  18  August,  1868. 

Dyer,  Charles,  Jr. 

Midshipman,  25  January,  1840.  Passed  Midshipman,  11  July,  1846.  Drowned  in 
Pensacola  Bay,  23  August,  1850. 

Dyer,  Everett  B. 

Acting  Third  Assistant  Engineer,  11  December,  1862.  Appointment  revoked 
(Sick,)  4 October,  1864. 

Dyer,  Frederick:  If* 

Mate,  14  January,  1864.  Died  at  Key  West,  Florida,  11  June,  1864. 

Dyer,  George  B. 

Midshipman,  26  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  25  September,  1873.  Lieutenant,  5 February,  1879. 

Dyer,  ST.  May©. 

Mate,  4 April,  1862.  Acting  Master,  12  January,  1864.  Acting  Volunteer  Lieu- 
tenant, 22  April,  1865.  Lieutenant-Commander,  12  March,  1868.  18  December, 

1868. 

Byes0,  William. 

Mate,  30  July,  1866.  Appointment  revoked  12  February,  1868. 

Dyer,  William  15.,  Jr. 

Mate,  4 April,  1862.  Dismissed  31  March,  1863 

Dyes,  John  W.  W. 

Master’s  Mate,  18  March,  1843.  Died  11  September,  1855. 

Dykes,  Francis  M. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Honorably  discharged  29 
September,  1868. 

Dykes.  George  T. 

Mate,  20  October,  1862.  Resigned  28  October,  1863. 

Dyson,  Bogan. 

Mate,  11  August,  1863.  Acting  Ensign,  21  September,  1864.  Honorably  dis- 
charged 15  August,  1865. 

Dyson,  Henry. 

Midshipman,  1 January,  1815.  Died  November,  1823. 

Eager,  Robert. 

Midshipman,  10  February,  1838.  Resigned  4 September,  1838. 

Eager,  Tali  as. 

Mate,  13  July,  1863.  Resigned  6 May,  1865. 

Eagle,  Henry. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  4 June, 
1844.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired  list, 

1 January,  1863. 

Eakin,  James. 

Midshipman,  21  February,  1800.  Resigned  1 June,  1801. 
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Cakin,  James. 

Master,  4 August,  1807.  Resigned  6 March,  1811. 

Eakan,  Samuel  A. 

Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Died  80  October,  1822. 

Eakins,  Samuel. 

Acting  Master,  24  March,  1863.  Appointment  revoked  15  April,  1863. 

Eakle,  William  P. 

Mate,  9 June,  1863.  Honorably  discharged  20  September,  1865. 

Easnes,  Samuel. 

Master,  6 July,  1798.  Resigned  7 January,  1799. 

Earl,  J oil u T. 

Acting  Third  Assistant  Engineer,  12  January,  1863.  Resigned  15  June,  1865. 

Earl,  William. 

Mate,  30  December,  1863.  Honorably  discharged  16  September,  1865. 

Earl®,  John. 

Master,  6 December,  1805.  Died  10  October,  1825. 

Earle,  John  J.9  Jr. 

Mate.  Resigned  15  December,  1862. 

Earle,  William. 

Acting  Master,  17  December,  1861.  Honorably  discharged  15  January,  1866. 
Earsashaw,  Charles. 

Gunner,  12  June,  1862.  Died  27  March,  1875. 

Easby,  John  W. 

Assistant  Naval  Constructor,  17  May,  1866.  Naval  Constructor,  17  June,  1870. 
Chief  Bureau  of  Construction  and  Repair,  15  April,  1878. 

Eason,  Henry. 

Mate,  14  November,  1861.  Acting  Ensign,  6 October,  1862.  Honorably  discharged 
11  December,  1865. 

Eastfeurn,  Joseph. 

Midshipman,  9 June,  1811.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Frigate  “ Essex.” 

Easterbrook,  Mason  C. 

Mate,  28  November,  1864.  Resigned  21  June,  1865. 

East  lake,  Abraham. 

Acting  Assistant  Paymaster,  20  January,  1864.  Honorably  discharged  10  Novem- 
ber,' 1865. 

Eastman,  Charles  T. 

Assistant  Paymaster,  28  April,  1870.  Died  29  March,  1876. 

Eastman,  Frank  N. 

Mate,  25  August,  1863.  Acting  Ensign,  12  July,  1864.  Honorably  discharged  12 
February,  1868. 

Eastman,  John  IS. 

Professor,  17  February,  1865. 

Eastman,  Thomas  51. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  20  June,  1856.  Passed 
Midshipman,  29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  16  Janu- 
ary, 1861.  Lieutenant-Commander,  30  September,  1862.  Commander,  19  June. 
1871. 

Easton,  James  W. 

Acting  Ensign,  8 February,  1865.  Honorably  discharged  12  January,  1866. 

Eastwick,  Philip  G. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer,  23 
March,  1864.  Resigned  5 August,  1865. 

Eastwood,  Charles  &. 

Acting  Assistant  Surgeon,  19  December,  1862.  Honorably  discharged  22  January, 
1866. 
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Easton,  David. 

Boatswain,  8 August,  1811.  Died  22  February,  1840. 

Eaton,  Edwin. 

Chaplain,  27  February,  1847.  Resigned  3 August,  1855. 

Eaton,  Henry. 

Acting  Master,  27  June,  1862.  Acting  Volunteer  Lieutenant,  on  recommendation 
of  Commanding  Officer,  23  March,  1864.  Resigned  28  September,  1864. 

Eaton,  Horace  B. 

Mate,  1 June,  1864.  Honorably  discharged  19  June,  1868. 

Eaton,  Joseph  Giles. 

Midshipman,  24  September,  1863.  Ensign,  18  December,  1868.  Master,  21  March, 
1870.  Lieutenant,  21  March,  1871. 

Eaton,  Thomas  €. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  1 June,  1856. 

Eaton,  William  B. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  12  December,  1864.  Honorably  discharged  13  January,  1866. 

Eaton,  William  C. 

Cadet  Engineer,  1 October,  1872.  Graduated  30  May,  1874.  Assistant  Engineer, 
26  February,  1875. 

Eayrs,  Charles  G.  A. 

Acting  Assistant  Surgeon,  30  November,  1861.  Resigned  21  July,  1862. 

Eccles,  Janies. 

Acting  Third  Assistant  Engineer,  22  September,  1863.  Acting  Second  Assistant 
Engineer,  27  May,  1865.  Died  on  “ Glasgow ,”  11  September,  1867. 

Eckart,  W illiam  R. 

Third  Assistant  Engineer,  8 July,  1861.  Resigned  2 May,  1864. 

Eckel,  Frederick* 

Third  Assistant  Engineer,  1 July,  1861.  Resigned  6 September,  1863. 

Eckert,  George  W. 

Mate,  31  August,  1863.  Resigned  6 July,  1864. 

Eckert,  Thomas  J. 

Mate,  3 August,  1864.  Honorably  discharged  6 July,  1865. 

Eckford,  Henry. 

Naval  Constructor,  13  July,  1817.  Resigned  6 June,  1820. 

Eckford,  Joseph  B. 

Midshipman,  1 May,  1827.  Resigned  16  November,  1831. 

Eckstein,  Henry  C. 

Assistant  Surgeon,  22  December,  1862.  Resigned  31  January,  1866.  Acting 
Assistant  Surgeon,  1 February,  1866.  Discharged  1 August,  1869.  Re-ap- 
pointed Assistant  Surgeon,  28  September,  1870.  Passed  Assistant  Surgeon,  17 
November,  1873. 

Eekworth,  Philip. 

Acting  Second  Assistant  Engineer,  14  November,  1864.  Appointment  revoked 
9 May,  1865. 

EcofF,  Samuel. 

Acting  Second  Assistant'Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 2 July,  1864.  Honorably  discharged  17  November,  1865. 

Eddowes,  Archibald  K. 

Acting  Second  Assistant  Engineer,  1 July,  1861.  Acting  First  Assistant  Engi- 
neer, 3 October,  1862.  Acting  Chief  Engineer,  18  June,  1863.  Honorably  dis- 
charged 1 December,  1865. 

Eddy,  Charles  €. 

Acting  Ensign,  19  December,  1862.  Honorably  discharged  23  June,  1868. 
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Eddy,  George  $. 

Acting  Assistant  Surgeon,  11  February,  1863.  Resigned  21  April,  1865. 

Eddy,  Haven  B. 

Mate,  7 February,  1863.  Resigned  19  November,  1864. 

Edelin,  John  M. 

Midshipman,  1 September,  1811.  Died  28  May,  1812. 

Edes,  Renjamin  Long. 

Midshipman,  23  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Edes,  Robert  T. 

Assistant  Surgeon,  30  April,  1861.  Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  31  May,  1865. 

Edgar,  Henry. 

Boatswain,  29  July,  1839.  Resigned  9th  November,  1841. 

Edgar,  Janies  W. 

Acting  First  Assistant  Engineer,  2 December,  1863.  Dismissed  23  April,  1864. 

Edgar,  Richard  €. 

Assistant  Surgeon,  23  January,  1809.  Surgeon,  5 May,  1813.  Last  ajjpearance  on 
Records  of  Navy  Department,  1823.  Dead. 

Edgar,  William. 

Mate.  Appointment  revoked  (Sick,)  23  March,  1863. 

Edgar,  William. 

Mate,  22  December,  1863.  Resigned  6 May,  1865. 

Edgar,  William  H. 

Carpenter,  25  May,  1861.  Died  27  September,  1875. 

Edgecomb,  Charles  A. 

Mate,  25  October,  1862.  Dismissed  6 July,  1864. 

Edgerley,  Samuel. 

Acting  Ensign,  22  December,  1863.  Honorably  discharged  2 August,  1865. 

Edgren,  John  A. 

Acting  Ensign,  24  October,  1862.  Resigned  28  October,  1863.  Acting  Ensign,  1 
July,  1864.  Resigned  22  May,  1865. 

Edmond,  George. 

Gunner,  21  January,  1862.  Dead. 

Edmonston,  Harrison. 

Boatswain,  28  May,  1859.  Lost  in  the  “Levant”  last  intelligence  from  the 
ship,  18  September,  1860. 

Edmunds,  Eli  !>. 

Mate,  6 September,  1862.  Acting  Ensign,  9 September,  1863.  Acting  Master,  8 
May,  1865.  Honorably  discharged  30  January,  1866.  Acting  Master,  4 April, 
1866.  Mustered  out  9 September,  1868. 

Edmondson,  John  W. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged  6 July, 
1865. 

Edson,  Ambrose  H. 

Acting  Ensign,  1 October,  1862.  Died  on  “ Tuecumbia^  8 July,  1863. 

Edson,  Jarvis  R. 

Acting  Third  Assistant  Engineer,  1 November,  18(34.  Honorably  discharged  27 
August,  1868. 

Edson,  John  T. 

Midshipman,  27  June,  1867.  Graduated  6 June,  1871.  Resigned  17  July,  1872. 

Edwards,  Alexander  H. 

Midshipman,  4 March,  1823.  Resigned  2 February,  1830. 

Edwards,  David  S. 

Surgeon’s  Mate,  25  December,  1818.  Surgeon,  5 May,  1825.  Retired  21  Decern- 
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ber,  1861.  Medical  Director,  on  Retired  list,  3 March,  1371.  Died  18  March, 
1874. 

Edwards,  D.  W. 

Mate,  11  April,  1865.  Honorably  discharged  12  July,  1865. 

Edwards,  George. 

Mate,  8 May,  1862.  Acting  Ensign,  23  December,  1862.  Acting  Master,  30  May, 
1865.  Honorably  discharged  30  September,  1868. 

Edwards,  Henry  !>. 

Mate,  25  January,  1862.  Acting  Ensign,  17  September,  1862.  Acting  Master,  25 
October,  1864.  Honorably  discharged  19  August,  1865. 

Edwards,  James  I, 

Second  Lieutenant  Marine  Corps,  18  June,  1811.  Resigned  in  February,  1813. 

Edwards,  J.  B. 

Acting  Ensign  and  Pilot,  4 November,  1864.  Acting  Master  and  Pilot,  1 February, 
1865.  Honorably  discharged  21  October,  1865. 

Edwards,  John  B. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  6 June,  1864. 

Edwards,  John  E. 

Acting  Third  Assistant  Engineer,  11  January,  1864.  Honorably  discharged  19 
February,  1868. 

Edwards,  John  J. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Died  in  1814. 

Edwards,  John  IS. 

Cadet  Engineer,  1 October,  1871.  Graduated  30  May,  1874.  Assistant  Engineer, 
26  February,  1875. 

Edwards,  Philip. 

First  Lieutenant  Marine  Corps.  Killed  in  a duel  16  October,  1800. 

Edwards,  IS.  G. 

Midshipman,  1 January,  1809.  Lieutenant,  9 December,  1814.  Died  19  January, 
1824. 

Edwards,  Richard  F. 

Third  Assistant  Engineer,  1 July,  1863.  Died  23  March,  1866. 

Edwards,  Samuel  I). 

Acting  Third  Assistant  Engineer,  28  iftay,  1883.  Acting  Second  Assistant  Engi- 
neer, 5 December,  1864.  Honorably  discharged  22  September,  1865. 

Edwards,  Samuel. 

Midshipman,  9 March,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  21 
April,  1852.  Lieutenant,  17  January,  1853.  Died  23  March,  1861. 

Edwards,  Shnbael  P. 

Acting  Ensign,  11  July,  1863.  Honorably  discharged  6 September,  1865. 

Edwards,  Thomas. 

Acting  Master,  22  October,  1861.  Acting  Volunteer  Lieutenant,  12  April,  1864. 
Honorably  discharged  25  February,  1866.  Dead. 

Edwards,  William. 

Sailmaker,  date  not  known.  Last  appearance  on  Records  of  Navy  Department 
for  1815.  Frigate  “ Guerriere .” 

Edwards,  W.  W. 

Midshipman,  1 September,  1811.  Killed  in  action  14  August,  1813. 

Egbert,  Daniel. 

Assistant  Surgeon,  22  August,  1829.  Passed  Assistant  Surgeon,  3 March,  1835. 
Surgeon,  20  February,  1838.  Retired  21  December,  1861.  Medical  Director  on 
Retired  list,  3 March,  1871.  Died  24  October,  1875. 

Egbert,  Darnel  15. 

Third  Assistant  Engineer,  8 October,  1861.  Resigned  21  January,  1865. 

Ege,  George  A. 

Mate,  13  February,  1864.  Resigned  15  June,  1865. 
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Egerton,  31.  13. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Eger  ton,  Richard. 

Midshipman,  1 January,  1809.  Resigned  21  May,  1810. 

Eggleston,  John  K. 

Midshipman,  2 August,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15* 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  22  January,  1861. 

Eggleston,  Newton. 

Acting  Third  Assistant  Engineer,  26  November,  1861.  Acting  Second  Assistant 
Engineer,  4 June,  1862.  Acting  First  Assistant  Engineer,  24  June,  1864.  Hon- 
orably discharged  4 December,  1865. 

Egnor,  Frederic. 

Acting  Third  Assistant  Engineer,  7 March,  1865.  Honorably  discharged  5 July, 
1866. 

Egster,  Charles  W. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  (Sick,)  1 March, 
1865. 

Ekman,  Charles. 

Mate,  17  December,  1862.  Acting  Ensign.  Resigned  8 April,  1865. 

Elberson,  Francis. 

Master,  28  April,  1813.  Resigned  10  March,  1815. 

Elbert,  John  E. 

Midshipman,  18  May,  1809.  Resigned  1 July,  1811. 

Elbert,  Samuel. 

Midshipman,  11  December,  1798.  Lieutenant,  4 March,  1803.  Died  20  December, 

' 1812. 

Eld,  Henry. 

Midshipman,  7 January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
21  December,  1842.  Died  12  March,  1850. 

Elder,  Robert  33. 

Mate,  17  September,  1863.  Acting  Ensign,  6 October,  1864.  Honorably  dis- 
charged 1 April,  1868. 

Eldredge,  Alpheus  S§. 

Mate,  5 March,  1862.  Honorably  discharged  21  January,  1866. 

Eldredge.  Charles  If. 

Acting  Assistant  Paymaster,  10  July,  1861.  Assistant  Paymaster,  23  October, 
1861.  Paymaster,  6 February,  1862.  Pay  Inspector,  3 July,  1871. 

Eldredge,  Edward. 

Acting  Second  Assistant  Engineer,  30  January,  1862.  Resigned  21  April,  1862. 
Acting  Second  Assistant  Engineer,  5 May,  1862.  Acting  First  Assistant  Engi- 
neer, 16  October,  1863.  Appointment  revoked  (Sick,)  28  January,  1864. 

Eldredge,  Henry  C. 

Mate,  5 November,  1863.  Acting  Ensign,  20  February,  1865.  Honorably  dis- 
charged 20  October,  1865. 

Eldredge,  John. 

Acting  Volunteer  Lieutenant,  12  August,  1861.  Appointment  revoked  26  August, 
1861. 

Eldredge,  Joseph  C. 

Purser,  2 February,  1847.  Pay  Director,  3 March,  1871.  Retired  list,  8 March, 
1880. 

Eldredge,  Joshua  If. 

Acting  Master,  12  June,  1861.  Acting  Volunteer  Lieutenant,  27  June,  1865. 
Honorably  discharged  4 October,  1868.  Mate,  8 July,  1869.  Resigned  12  Jan- 
uary, 1870 
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EMredge,  Robert  I>. 

Acting  Master,  2 August,  1861.  Appointment  revoked  (Sick,)  24  July,  1862. 
Acting  Ensign,  2 January,  1863.  Resigned  2 March,  1864. 

EMredge,  Robert  If. 

Mate,  5 September,  1863.  Honorably  discharged  7 August,  1865. 

EMredge,  Samuel. 

Mate,  20  February,  1864.  Resigned  25  March,  1865. 

EMredge,  Sylvester  S. 

Acting  Ensign,  8 September,  1864.  Resigned  10  May,  1865 

EMredge,  William  J". 

Acting  Ensign,  29  July,  1863.  Honorably  discharged  24  October,  1865. 

EM  ridge,  l>aniel. 

Master,  9 May,  1802.  Resigned  17  October,  1803. 

Eldridge,  Daniel. 

Gunner,  10  April,  1805.  Died  31  December,  1806. 

Eldridge,  Frank  H. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877. 

Elledge,  John  W. 

Midshipman,  29  May,  1850.  • Dismissed  24  January,  1851. 

Ellery,  Charles.  4 

Midshipman,  8 March,  1814.  Lieutenant,  13  January,  1825.  Dismissed  24  No- 
vember, 1830. 

Ellery,  Frank. 

Midshipman,  1 January,  1812.  Lieutenant,  28  March,  1820.  Reserved  list,  13 
September,  1855.  Commodore  on  Retired  list,  4 April,  1867.  Died  24  March, 

1871. 

Ellery,  Frank,  Jr. 

Midshipman,  25  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 

1872.  Master,  23  January,  1875.  Resigned  31  December,  1880. 

Ellery,  William. 

Acting  Master,  18  May,  1861.  Resigned  2 July,  1862. 

Ellery,  William  II. 

Mate,  28  September,  1861.  Resigned  8 October,  1863. 

Elliot,  Alfred. 

Midshipman,  23  September,  1864.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Died  10  April,  1872. 

Elliot,  Charles  W. 

Midshipman,  7 January,  1832.  Resigned  1 February,  1834. 

Elliot,  Samuel  II. 

Midshipman,  20  August,  1838.  Passed  Midshipman,  11  July,  1846.  Resigned  21 
February,  1852. 

Elliot,  Stephen  I>. 

Midshipman,  1 March,  1827.  Resigned  12  September,  1832. 

Elliot,  William 

Midshipman,  1 April,  1828.  Died  in  1831. 

Elliot,  Wilson. 

Midshipman,  9 April,  1800.  Resigned  30  July,  1802. 

Elliott,  Frank  C. 

Mate,  1 February,  1870.  Appointment  revoked  2 October,  1871. 

Elliott,  Frederick. 

Acting  Ensign,  23  October,  1862.  Honorably  discharged  24  September,  1868. 

Elliott,  Ethan  A. 

Acting  Master  and  Pilot,  1 October,  1864.  Appointment  revoked  9 March,  1865. 
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Elliott,  George  W. 

Carpenter,  15  August,  1848.  Warranted  17  July,  1850.  Died  at  Hampton,  Vir- 
ginia, 16  December,  1867. 

Elliott,  Jared  E. 

Chaplain,  13  July,  1838.  Resigned  18  October,  1842. 

Elliott,  Jared  E. 

Acting  Master,  20  August,  1861.  Appointment  revoked  7 November,  1861. 

Elliott,  Jesse  I>. 

Midshipman,  2 April,  1804.  Lieutenant,  23  April,  1810.  Commander,  24  July, 
1813.  Captain,  27  March,  1818.  Died  10  December,  1845. 

Elliott,  John  B. 

Assistant  Surgeon,  20  May,  1829.  Passed  Assistant  Surgeon,  1 February,  1836. 
Retired  8 May,  1861.  Died  5 June,  1869. 

Elliott,  Joseph  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  25  Sep- 
tember, 1863. 

Elliott,  St.  Clair. 

Midshipman,  2 April,  1804.  Resigned  26  July,  1815. 

Elliott,  William. 

Midshipman,  18  May,  1809.  Lieutenant,  4 February,  1815.  Last  appearance  on 
Records  of  Navy  Department,  1815.  Schooner  “ Torch” 

Elliott,  William  Henry. 

Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Resigned 
27  April,  1870. 

Elliott,  William  F. 

Midshipman,  26  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  14  May,  1875. 

Ellis,  Edmund  C. 

Mate,  28  September,  1864.  Honorably  discharged  30  September,  1865. 

Ellis,  Elisha. 

Carpenter,  12  November,  1833.  Dismissed  23  May,  1835. 

Ellis,  Francis  E. 

Acting  Master,  25  February,  1862.  Resigned  6 April,  1865. 

Ellis,  George. 

Acting  Third  Assistant  Engineer,  8 September,  1863.  Honorably  discharged  29 
June,  1866. 

Ellis,  George  W. 

Acting  Third  Assistant  Engineer,  1 February,  1865.  Resigned  18  October,  1867. 

Ellis,  John  D. 

Acting  Ensign,  Admiral  Dahlgreen’s  Staff,  6 July,  1863.  Resigned  31  August, 
1864. 

Ellis,  Joseph  J>. 

Mate,  19  November,  1861.  Acting  Ensign,  27  October,  1863.  Honorably  dis- 
charged 17  December,  1865. 

Ellis,  Lemuel  K. 

Acting  Gunner,  11  September,  1862.  Honorably  discharged  5. February,  1866. 

Ellis,  Eeonard  K. 

Gunner,  3 February,  1853.  Resigned  31  January,  1859.  Gunner,  18  February, 
1861.  Dismissed  11  February,  1862.  Boatswain,  8 June,  1866.  Retired  list, 
* 7 October,  1876.  Died  at  Washington,  D.  C.,  3 July,  1877. 

Ellis,  Richard. 

Acting  Ensign,  1 October,  1862.  Died  on  “ Great  Western ,”  5 September,  1863. 

Ellis,  Robert  IV. 

Third  Assistant  Engineer,  8 August,  1861.  Second  Assistant  Engineer,  8 Decem- 
ber, 1864.  Resigned  15  October,  1867. 
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Ellis,  Samuel  1$. 

Acting  Third  Assistant  Engineer,  7 June,  1862.  Acting  Second  Assistant  Engi- 
neer, 30  December,  1864.  Honorably  discharged  12  January,  1866. 

Ellis,  Samuel  W. 

Midshipman,  1 April,  1828.  Resigned  6 April,  1829. 

Ellis,  Thomas. 

Midshipman,  23  February,  1799.  Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 

Ellis,  William  P. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Acting  Second  Assistant 
Engineer,  9 February,  1865.  Honorably  discharged  27  October,  1865. 

Ellison,  F.  II*  - 

Lieutenant,  10  July,  1798.  Discharged  9 September,  1801,  under  Peace  Establish- 
ment Act. 

Ellison,  Francis  B. 

Midshipman,  28  May,  1819.  Lieutenant,  17  May,  1828.  Commander,  29  May, 
1850.  Captain,  2 March,  1857.  Retired  1 October,  1864.  Commodore  on  Re- 
tired list,  4 April,  1867. 

Ellison,  Francis  II. 

Master,  3 July,  1813.  Died  18  May,  1843. 

Elliter,  Julius. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  9 October,  1863.  Honorably  discharged  5 December,  1865. 

Ell m ore,  Charles  F. 

Mate,  14  September,  1863.  Honorably  discharged  20  February,  1866. 

Ellms,  Franklin. 

Acting  Ensign,  4 May,  1863.  Honorably  discharged  4 November,  1868. 

Ellsmore,  Thomas. 

Mate,  2 December,  1863.  Honorably  discharged  20  October,  1865. 

Ellsworth,  John  T. 

Midshipman,  1 March,  1799.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Elmer,  Horace. 

Midshipman,  27  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 

Elsepper,  Harry  S. 

Cadet  Engineer,  1 October,  1874.  Graduated  10  June,  1879. 

Elston,  John  W. 

Acting  Assistant  Surgeon,  7 October,  1870.  Resigned  1 August,  1874. 

Elton,  John  H. 

Midshipman,  4 July,  1805.  Lieutenant,  8 June,  1810.  Commander,  5 March,  1817. 
Died  28  September,  1822. 

Eltringham,  Alexander. 

Mate,  28  June,  1865.  Honorably  discharged  1 October,  1865. 

Elwell,  Alonso. 

Mate,  23  January,  1862.  Acting  Ensign,  7 March,  1864.  Honorably  discharged 
11  November,  1865. 

Elwell,  Robert -W. 

Acting  Ensign,  21  August,  1863.  Resigned  5 May,  1865. 

Elwell,  William  If. 

Acting  Ensign,  31  August,  1863.  Honorably  discharged  7 October,  1865. 

Elwyn,  Thomas  E. 

Midshipman,  19  September,  1825.  Died  1 August,  1831. 
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Ely,  Griswold  L. 

Acting  Assistant  Paymaster,  23  September,  1863.  Honorably  discharged  31 
March,  1866. 

Ely,  Guy. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Portland,  Massachusetts. 

Ely,  Joint  Iff. 

Mate,  28  September,  1864.  Honorably  discharged  19  August,  18*65. 

Ely,  Robert  B. 

Mate,  12  September,  1861.  Acting  Master,  31  January,  1862.  Acting  Volunteer 
Lieutenant,  on  recommendation  of  Commanding  Officer,  9 September,  1864. 
Honorably  discharged  20  May,  1865. 

Ely,  Theodore  R. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  2 August,  ' 
1859.  Died  23  September,  1861. 

Emanuel,  Jonathan  Manly. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  First  Assistant  Engineer,  6 June,  1869. 

Emerson,  Andrew  L. 

Acting  Ensign,  15  September,  1862.  Acting  Master,  on  recommendation  of  Com- 
manding Officer,  19  May,  1864.  Honorably  discharged  6 August,  1865. 

Emerson,  Arthur  W. 

Acting  Master,  26  December,  1861. 

Emerson,  A.  W. 

Acting  Ensign,  18  February,  1865.  Honorably  discharged  21  October,  1865. 

Emerson,  George. 

Mate,  9 January,  1865.  Honorably  discharged  15  July,  1865. 

Emerson,  George  A. 

Acting  Assistant  Paymaster,  22  June,  1863.  Discharged  25  November,  1865. 

Emerson,  George  T. 

Mate,  25  Feoruary,  1864.  Appointment  revoked  28  February,  1865. 

Emerson,  boring  G. 

Acting  Ensign  li  August,  1862.  Acting  Master,  on  recommendation  of  Com- 
manding Officer,  15  January,  1864.  Honorably  discharged  28  February,  1869. 

Emerson,  Thomas  A. 

Acting  Assistan  Paymaster,  16  October,  1863.  Discharged  25  November,  1865. 

Emerson,  Thomas  3L. 

Midshipman,  4 March,  1823.  Resigned  24  November,  1825. 

Emery,  Alfred  E. 

Acting  Assistant  Burgeon,  30  March,  1862.  Appointment  revoked  29  June,  1863. 
Re-appointed  21  August,  1863.  Resigned  9 February,  1865. 

Emery,  Alfred  J. 

Mate,  18  February,  1864.  Resigned  12  January,  1865. 

Emery,  Caleb  J. 

Purser,  18  April,  1855.  Pay  Director,  3 March,  1871. 

Emery,  Charles  E. 

Third  Assistant  Engineer,  11  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  26  December,  1867. 

Emery,  George  R. 

Acting  First  Assistant  Engineer,  19  September,  1861.  Resigned  9 December,  1861 

Emley,  E.  C. 

Mate,  22  November,  1864.  Honorably  discharged  9 November,  1865. 

Emmerich,  Charles  F, 

Midshipman,  26  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 
1872.  Master,  30  January,  1875. 


GENERAL  NAVY  REGISTER. 


237 


Emmet,  Christopher  T. 

Midshipman,  1 October,  1814.  Last  appearance  on  Records  of  Navy  Department, 

15  March,  1822.  Dead. 

Emmons,  George  D. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  21  April,  18G2. 
First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  5 March,  1871.  Re- 
tired list,  31  October,  1879. 

Emmons,  George  F. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  28  January,  1856.  Captain,  7 February,  1863. 
Commodore,  20  September,  1868.  Rear-Admiral,  25  November,  1872.  Retired 
list,  23  August,  1873. 

Emmons,  George  T. 

Midshipman,  4 June,  1870.  Graduated  15  October,  1874.  Ensign,  17  July,  1875. 

Emmons,  William. 

Acting  Third  Assistant  Engineer,  26  August,  1862.  Honorably  discharged  16 
September,  1865. 

Emory,  William  Hensley. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Endieott,  Charles. 

Acting  Master,  12  August,  1861.  Appointment  revoked  20  January,  1862. 

Endieott,  M.  E. 

Civil  Engineer,  13  July,  1874.  * 

Enter.  Emile  J. 

Acting  Ensign,  8 May,  1864.  Honorably  discharged  15  June,  1867. 

Engard,  Albert 

Acting  Third  Assistant  Engineer,  1861.  Resigned  11  October,  1862.  Third 
Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  25  July,  1865. 
First  Assistant  Engineer,  11  January,  1873. 

Engell,  William 

Mate,  12  September,  1861.  Acting  Ensign,  1 March,  1865.  Honorably  discharged 
10  January,  1869. 

Enggren,  Charles  A. 

Acting  Third  Assistant  Engineer,  21  September,  1864.  Honorably  discharged  19 
October,  1867. 

Engle,  Frederick. 

Midshipman,  6 December,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore  on  Retired  list, 

16  July,  1862.  Rear-Admiral,  Retired  list,  25  July,  1866.  Died  12  February, 
1868. 

Engles,  $.  Alien. 

Assistant  Surgeon,  24  July,  1849.  Passed  Assistant  Surgeon,  24  July,  1854.  Sur- 
geon, 24  April,  1861.  Retired  12  August,  1863.  Died  28  February,  1865. 

English,  Earl. 

Midshipman,  25  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  28  September,  1871.  Chief 
Bureau  Equipments  and  Recruiting,  20  November,  1878.  Commodore,  25  March, 
1880. 

English,  George  15. 

Second  Lieutenant  Marine  Corps,  1 March,  1815.  Resigned  in  1817. 

English,  Henry  C. 

Acting  Midshipman,  29  September,  1862.  Ensign,  18  December,  1868.  Died  15 
August,  1869. 
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English,  John  T. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Honorably  discharged  26  No- 
vember, 1865. 

English,  Morgan  H. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2 
August,  1859.  Died  23  December,  1862. 

English.  William  H. 

Mate,  29  June,  1863.  Honorably  discharged  1 January,  1866. 

Enos,  Albert  G. 

Midshipman,  7 November,  1840.  Dismissed  10  December,  1840. 

Entwistle,  James. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Eppes,  James  Iff. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Appointment  revoked  13  De- 
cember, 1864. 

Erben,  Henry. 

Midshipman,  17  June,  1848.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  27  December,  1856.  Lieutenant-Commander,  16 
July,  1862.  Commander,  6 May,  1868.  Captain,'  1 November,  1879. 

Erickson,  Christian, 

Master,  15  August,  1812.  Last  appearance  on  Records  of  Navy  Department,  17 
February,  1814. 

Erickson,  Conrad. 

Acting  Engineer,  2 July,  1863.  Honorably  discharged  6 November,  1865. 

Ernest,  James  E. 

Mate,  1 October,  1862.  Acting  Ensign,  15  June,  1864.  Resigned  16  June,  1865. 

Ernest,  William  M. 

Mate,  22  April,  1863.  Acting  Ensign,  5 June,  1863.  Honorably  discharged  11 
December  1865. 

Erskine,  John  F. 

Gunner,  7 February,  1848.  Died  10  September,  1849. 

Ervin,  Henry  J. 

Acting  Carpenter,  19  February,  1864.  Honorably  discharged  25  December,  1805. 

Esenwein,  Augustus. 

Acting  Assistan  Paymaster,  3 August,  1861.  Dismissed  6 December,  1864. 

Eskeridge,  Vernon. 

Chaplain,  11  March,  1851.  Died  of  Yellow  Fever,  at  Portsmouth,  Virginia,  11 
September,  1855. 

Eskridge,  Alex. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Died  17  March,  1832. 

Esler,  James  S. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Honorably  discharged  23  July, 
1866. 

Espy,  James  P. 

Professor  of  Mathematics,  7 May,  1842.  Resigned  5 July,  1845. 

Essex,  Edwin. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 28  April,  1817.  Dead. 

Essex,  James. 

Midshipman,  4 July,  1818.  Died  10  February,  1819. 

Estabrook,  Edward  E. 

Mate,  14  October,  1864.  Honorably  discharged  19  May,  1866. 

Estabrooke,  Ethan. 

Professor,  30  October,  1843.  Dropped  4 September,  1848. 
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Estes,  Sepli. 

Acting  Ensign,  18  November,  1864.  Honorably  discharged  15  May,  1865. 

Etting,  Henry. 

Midshipman,  1 January,  1818.  {See  Purser.) 

Etting,  Henry. 

Purser,  7 November,  1826.  Pay  Director  on  Retired  list,  3 March,  1871.  Died  15 
February,  1876. 

Etting,  Theodore  M. 

Midshipman,  25  November,  1862.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  3 March,  1874.  Resigned  1 July, 
1877. 

Ettringtaam,  Hebert  .1. 

Mate,  1 October,  1862.  Acting  Ensign,  29  January,  1863.  Honorably  discharged 
1 December,  1865. 

Ewstis,  Alexander  IS. 

Midshipman,  4 January,  1833.  Resigned  8 June,  1835. 

Evans,  Ames  A. 

Assistant  Surgeon,  1 September,  1808.  Surgeon,  20  April,  1810.  Resigned  15 
April,  1824.  ;V  . 

Evans,  Baruch  M. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department,  21 
June,  1819.  Dead. 

Evans,  Benjamin. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Evans,  Clarence  .A. 

Third  Assistant  Engineer,  17  March,  1863.  Resigned  4 September,  1865. 

Evaps,  Edward  A, 

Midshipman,  1 January,  1808.  Last  appearance  on  Records  of  Navy  Department, 
25  March,  1808. 

Evans,  George. 

Master,  11  June,  1812.  Resigned  10  April,  1815. 

Evans,  George  B. 

Midshipman,  21  May,  1800.  Lost  in  the  “ Insurgent .” 

Evans,  George  W. 

Assistant  Surgeon,  30  June,  1834.  Lost  in  the  Steamer  “Pulaski”  June,  1838. 

Evans,  Isaac  $• 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged  15 
May,  1865. 

Evans,  John. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Died  5 February, 
1835. 

Evans,  John,  Jr. 

Midshipman,  1 January,  1811.  Killed  in  action  1 June,  1813. 

Evans,  John. 

Acting  Second  Assistant  Engineer,  28  October,  1863.  Resigned  16  July,  1864. 
Acting  Second  Assistant  Engineer,  6 March,  1865.  Honorably  discharged  12 
July,  1866. 

Evans,  John. 

Mate,  1 February,  1864.  Resigned  August,  1865. 

Evans,  Richard. 

Acting  Second  Assistant  Engineer,  25  February,  1864.  Honorably  discharged  19 
November,  1865. 

Evans,  Richard  JL. 

Mate,  12  February,  1864.  Honorably  discharged  14  August,  1865. 
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Evans,  Rohley  !>. 

Acting  Midshipman,  20  September,  1860.  Acting  Ensign,  1 October,  1863. 
Master  on  Retired  list,  10  May,  1866.  Lieutenant  on  Retired  list,  25  July,  1866. 
Active  list,  25  January,  1867.  Lieutenant-Commander,  12  March,  1868.  Active 
list.  Commander,  12  July,  1878. 

Evans,  Samuel. 

Midshipman,  11  May,  1798.  Lieutenant,  25  November,  1799.  Commander,  24 
April,  1806.  Captain,  4 July,  1812.  Died  2 June,  1824. 

Evans,  S.  W. 

Acting  Second  Assistant  Engineer,  26  September,  1863 

Evans,  Thomas. 

1 Boatswain,  1 January,  1819.  Died  9 July,  183 

Evans,  Thomas. 

Midshipman,  23  October,  1820.  Resigned  4 February,  1825. 

Evans,  William. 

Mate,  24  May,  1865.  Honorably  discharged  9 November,  1865. 

Evans,  William  E. 

Acting  Midshipman,  4 June,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Resigned  2 February, 
1861. 

Everdean,  Charles  S. 

Mate,  20  August,  1863.  Honorably  discharged  29  May,  1868. 

Everding,  John. 

Third  Assistant  Engineer,  2 December,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Resigned  19  June,  1864 

Evered,  Charles  P, 

Acting  Third  Assistant  Engineer,  2 September,  1864.  Resigned  5 May,  18(55. 

Everett,  Alfred. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  15  November, 
1865. 

Everett,  l>eSos. 

Acting  Third  Assistant  Engineer,  26  July,  1864.  Resigned  (Sick,)  28  October, 
1864. 

Everett,  James. 

Chaplain,  28  December,  1818.  Resigned  12  April,  1837. 

Everett,  Thomas  II. 

Midshipman,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
1818.  Resigned. 

Everett,  WiSliam  II. 

Midshipman,  1 February,  1823.  Dismissed  8 June,  1831. 

Everett,  William  E. 

Third  Assistant  Engineer,  1 September,  1845.  Second  Assistant  Engineer,  10 
June,  1847.  First  Assistant  Engineer,  31  October,  1848.  Chief  Engineer,  30 
August,  1852.  Resigned  30  November,  1859. 

Everett,  William  H. 

Midshipman,  23  July,  1863.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  12  December,  1873. 

Everhardt,  John  II. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 28  November,  1863.  Honorably  discharged  20  November,  1865. 

Everhart,  John  J. 

Mate,  19  April,  1862.  Dismissed  2 July,  1864. 

Evers,  Edward. 

Assistant  Surgeon,  5 October,  1872.  Resigned  12  June,  1874. 

Everstield,  Charles. 

Assistant  Surgeon,  29  May,  1843.  Passed  Assistant  Surgeon,  12  February,  1850. 
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Surgeon,  15  August,  1857.  Medical  Inspector,  3 March,  1871.  Medical  Direc- 
tor, 29  June,  1872.  Died  5 October,  1873. 

Everson,  Albert. 

Acting  First  Assistant  Engineer,  16  December,  1862.  Resigned  11  August,  1863. 

Everson,  Alfred. 

Acting  Master,  3 December,  1861.  Resigned  6 April,  1865. 

Everson,  R enjoin  in. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged-  1 De- 
cember, 1865. 

Everson,  Emus  J. 

Acting  Third  Assistant  Engineer,  19  December,  1862.  Acting  Second  Assistant 
Engineer,  17  November,  1864.  Honorably  discharged  17  September,  1865. 

Ewart,  Horatio. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Ewell,  Edward. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  6 De- 
cember, 1865. 

Ewell,  Thomas. 

Surgeon,  16  January,  1808.  Resigned  5 May,  1813. 

Eweis,  Warren. 

Acting  Third  Assistant  Engineer,  7 January,  1862.  Acting  Second  Assistant  En- 
gineer, 13  December,  1862.  Acting  First  Assistant  Engineer,  12  November, 

1863.  Honorably  discharged  13  November,  1865. 

Ewer,  €*•  W. 

Acting  Master,  18  November,  1»861.  Appointment  revoked  (Sick,)  22  September, 

1864. 

Ewer,  Joins. 

Acting  Master,.  7 August,  1861.  Resigned  16  October,  1863. 

Ewing,  Joins  Jt. 

Mate,  5 February,  1864.  Resigned  (Sick,)  15  September,  1864. 

Ewing,  Hobert  T. 

Acting  Third  Assistant  Engineer,  17  August,  1863. 

Eytinge,  Henry 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Appointment  revoked  1 Decem- 
ber, 1863. 

Ey tinge,  Henry  S.,  Jr. 

Mate,  1 December,  1862.  Deserted  1 April,  1865. 

Fattens,  George  ©. 

Acting  Ensign,  30  May,  1863.  Honora'bly  discharged  11  May,  1865. 

Fader,  Havid. 

Mate,  8 October,  1862.  Honorably  discharged  13  January,  1869.  Mate,  27  Janu- 
ary, 1870.  Resigned  6 June,  1871. 

Fagan,  Henry. 

Third  Assistant  Engineer,  5 September,  1860.  Name  stricken  from  the  rolls  of 
the  Navy,  8 July,  1861. 

Fagan,  James. 

Acting  Third  Assistant  Engineer,  6 January,  1862.  Acting  Second  Assistant 
Engineer,  24  February,  1863.  Honorably  discharged  19  November,  1865. 

Fagen,  Peter  W. 

Mate,  11  December,  1861.  Acting  Ensign,  16  November,  1864.  Honorably  dis- 
charged 20  March,  1868. 

Falss,  Charles  T. 

Assistant  Surgeon,  19  April,  1851.  Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  1 May,  1861.  Dismissed  13  November,  1861. 
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Fain,  Nicholas. 

Midshipman,  15  November,  1809.  Resigned  1 October,  1810. 

Fair,  John. 

Gunner,  8 July,  1815.  Resigned  14  June,  1825. 

Fairbairn,  John  ®. 

Acting  Third  Assistant  Engineer,  23  April,  1863.  Acting  Second  Assistant  Eugi> 
neer,  29  October,  1863.  Honorably  discharged  19  May,  1866. 

Fairbanks  Allen. 

Mate,  18  September,  1866.  Mustered  out  8 September,  1868. 

Fairchild,  Charles. 

Acting  Assistant  Paymaster,  15  March,  1862.  Assistant  Paymaster,  30  June,  1864. 
Resigned  6 December,  1864. 

Fairchild,  J.  15. 

Mate,  1 September,  1862.  Acting  Ensign,  2 April,  1863.  Honorably  discharged 
3 November,  1865. 

Fairchild,  Louis. 

Midshipman,  20  June,  1806.  Appointed- Purser,  29  September,  1813.  Lost  in  the 
“ Wasp”  1815. 

Faircoit,  Charles  O. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Honorably  discharged  12 
October,  1865. 

Fairfax,  Archibald  B. 

Midshipman,  4 August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
13  July,  1832.  Commander,  22  August,  1855.  Dismissed  18  April,  1861. 

Fairfax,  Donald  McN. 

Midshipman,  12  August,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  4 
August,  1850.  Lieutenant,  26  February,  1851.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore  24  August,  1873.  Rear-Admiral  11  July, 
1880. 

Fairfax,  Octavius.' 

Midshipman,  1 January,  1828.  Passed  Midshipman,  3 July,  1835.  Died  4 Janu- 
ary, 1837. 

Fairfax,  Reginald. 

Midshipman,  28  May,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  3 Sep- 
tember, 1853.  Lieutenant,  28  April,  1854.  Resigned  15  April,  1861. 

Fairfield,  Jason  W. 

Acting  Assistant  Paymaster,  5 November,  1862.  Passed  Assistant  Paymaster,  23 
July,  1866.  Died  5 September,  1867. 

Fair  fowl,  A.  W. 

Acting  First  Assistant  Paymaster,  31  March,  1863.  Honorably  discharged  7 No- 
vember, 1865. 

Fairlie,  Robert  Y. 

Midshipman,  4 May,  1816.  Resigned  25  August,  1823. 

Failing,  William  A. 

Mate,  19  July,  1867.  Resigned  15  July,  1870. 

Falconer,  R.  T. 

Assistant  Surgeon,  28  March,  1820.  Resigned  12  May,  1824. 

Fales,  Charles. 

Gunner,  30  October,  1827.  Dropped  23  May,  1834. 

Fales,  N. 

Acting  Master, 28  January,  1862.  Died  from  injuries  received  on  the  “ Minnesota ,” 

1 September,  1862. 

Fales,  Pliny  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Honorably  discharged  10 
June,  1868. 
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Tales,  William. 

Acting  Master,  9 October,  1861.  Honorably  discharged  2 November,  1865. 

Fallon,  James  E. 

Third  Assistant  Engineer,  17  December,  1862.  Second  Assistant  Engineer,  8 
April,  1864.  Resigned  21  May,  1866. 

Fanning,  J.  15. 

Purser,  29  December,  1817.  Died  24  October,  1822. 

Fanning,  Nathaniel. 

Lieutenant,  5 December,  1804.  Died  30  September,  1805. 

Farenliolt,  Oscar  W. 

Acting  Ensign,  19  August,  1864.  Ensign,  12  March,  1868.  Master,  18  December, 
1868.  Lieutenant,  21  March,  1870. 

Farewell,  William  G. 

Assistant  Surgeon,  10  November,  1868.  Passed  Assistant  Surgeon,  23  January, 
1874. 

Fargo,  Hansom  J. 

Mate,  5 June,  1863.  Resigned  2'9  July,  1863. 

Faries,  George  G. 

Midshipman,  17  December,  1810.  Resigned  6 June,  1811. 

Farley,  William. 

Mate,  25  December,  1863.  Deserted  April,  1864. 

Farmer,  15  enfant  in  A. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  5 July,  1864.  Honorably  discharged  28  September,  1865. 

Farmer,  Edward. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  16  October, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  4 March,  1871. 

Farmer,  Henry. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Acting  Second  Assistant 
Engineer,  26  February,  1864.  Honorably  discharged  24  August,  1866. 

Farmer,  John  W. 

Acting  Ensign,  14  December,  1863.  Honorably  discharged  29  August,  1865. 

Far nh am,  Hela  M. 

Acting  Assistant  Paymaster,  23  September,  1864.  Discharged  7 June,  1865. 

Farnsworth,  John. 

Midshipman,  25  September,  1869.  Graduated  1 June,  1874.  Resigned  30  June, 
1877. 

Far  on,  Edward. 

Third  Assistant  Engineer,  1 September,  1845.  Second  Assistant  Engineer,  10 
July,  1847.  First  Assistant  Engineer,  31  October,  1848.  Resigned  1 June,  1849. 
Acting  Chief  Engineer,  13  March,  1863.  Appointment  revoked  21  July,  1863. 

Far  on,  George. 

Acting  First  Assistant  Engineer,  9 May,  1861.  Honorably  discharged  24  May, 
1868. 

Faron,  John. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  23April, 
1859.  Lost  on  the  “ Tecumseh ,”  5 August,  1864. 

Faron,  John,  Jr. 

First  Assistant  Engineer,  15  November,  1837.  Chief  Engineer,  13  January,  1840. 
Resigned  3 April,  1848. 

Faron,  Robert  J>. 

Acting  Third  Assistant  Engineer,  7 October,  1862.  Acting  Second  Assistant  En- 
gineer, 29  September,  1864.  Appointment  revoked  (Sick,)  9 December,  1864. 

Farquhar,  Norman  H. 

Acting  Midshipman,  27  September,  1854.  Midshipman,  9 June,  1859.  Lieutenant, 
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81  August,  1861.  Lieutenant-Commander,  5 August,  1865.  Commander,  12 
December,  1872. 

Farqnliarson,  A.  J. 

Assistant  Surgeon,  26  April,  1847.  Passed  Assistant  Surgeon,  26  April,  1852. 
Resigned  2 1 September,  1855. 

Farragut,  David  CL 

Midshipman,  17  December,  1810.  Lieutenant,  13  January,  1825.  Commander,  & 
September,  1841.  Captain,  14XJSeptember,  1855.  Rear-Admiral,  16  July,  1862. 
Vice-Admiral,  31  December,  1864.  Admiral,  26  July,  1866.  Died  14  August, 
1870. 

Farragnt,  George. 

Master,  2 March,  1807.  Dismissed  25  March,  1814. 

Farragnt,  W.  A.  C. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Dropped  13 
September,  1855.  Commissioned  Lieutenant  from  9 December,  1814,  on  Reserved 
list.  Died  20  December,  1859. 

Farrand,  Ehenezer. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant,, 
3 March,  1831.  Commander,  10  July,  1854.  Resigned  21  January,  1861. 

Farrand,  James  33. 

Acting  Second  Assistant  Engineer,  12  November,  1862.  Acting  First  Assistant 
Engineer,  26  May,  1865.  Honorably  discharged  7 October,  1868. 

Farrar,  Jarvis  G. 

Mate,  11  July,  1863.  Drowned  near  Bogue  Inlet,  North  Carolina,  10  June,  1864. 

Farrar,  William  C. 

Midshipman,  1 April,  1826.  Passed  Midshipman,  28  April,  1832.  Died  24  Feb- 
ruary, 1835. 

Farrell,  Edward. 

Mate,  12  October,  1863.  Deserted  17  October,  1863. 

Farrell,  James. 

Boatswain,  30  July,  1875. 

Farrell,  James  W. 

Acting  First  Assistant  Engineer,  3 September,  1863.  Honorably  discharged  9 
July,  1865. 

Farrell,  Hedger. 

Mate,  5 September,  1863.  Acting  Ensign,  19  January,  1864.  Appointment  re- 
voked 17  November,  1865. 

Farrell,  Thomas  M. 

Acting  Ensign,  27  December,  1862.  Acting  Master,  29  June,  1863.  Honorably 
discharged  7 December,  1865. 

Farrer,  Frank  M. 

Acting  First  Assistant  Engineer,  8 January,  1864.  Honorably  discharged  29  July, 
1865. 

Farrer,  George  W. 

Acting  First  Assistant  Engineer,  10  September,  1861,  Acting  Chief  Engineer,  19 
January,  1863.  Honorably  discharged  26  October,  1865. 

Farrer,  Solon. 

Acting  First  Assistant  Engineer,  4 October,  1861.  Acting  Chief  Engineer,  19 
January,  1863.  Honorably  discharged  16  October,  1865. 

Farris,  John. 

Gunner,  23  September,  1813.  Last  appearance  on  Records  of  Navy  Department, 
for  1815.  Sloop  “ Frolic.” 

Farr  oat,  Thomas  G. 

Acting  Third  Assistant  Engineer,  20  December,  1831.  Appointment  revoked 
(Sick,)  8 November,  1864. 
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Farr  on,  James. 

Acting  Third  Assistant  Engineer,  24  November,  1863.  Honorably  discharged  22 
August,  1865. 

Farrow,  William. 

Boatswain,  5 May,  1838.  Resigned  16  July,  1839. 

Farwell,  Augustus. 

Mate.  Dismissed  9 January,  1863. 

Farwell,  Joseph  M. 

Acting  Master,  24  June,  1861.  Resigned  19  April,  1862. 

Fassett,  Thomas  O. 

Sailmaker,  5 June,  1861. 

Fassig,  B.  F. 

Assistant  Surgeon,  14  July,  1871.  Died  10  May,  1875. 

Fassoux,  Peter,  Jr. 

Midshipman,  16  January,  1809.  Resigned  18  February,  1812. 

Fatio,  JL.  C. 

Midshipman,  8 March,  1822.  Resigned  7 July,  1829. 

Faticon,  Edward  II. 

Acting  Master,  23  July*,  1861.  Acting  Volunteer  Lieutenant,  4 October,  1862. 
Honorably  discharged  4 September,  1865. 

Faul,  William  J. 

Acting  Third  Assistant  Engineer,  9 December,  1863.  Honorably  discharged  9 
November,  1865.  Acting  Third  Assistant  Engineer,  1 December,  1866.  Mus- 
tered out  12  December,  1868. 

Faulkner,  William  I>. 

Acting  Chief  Engineer,  1 October,  1862.  Resigned  10  October,  1864. 

Faunce,  George  A. 

Mate,  25  January,  1862.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
11  November,  1865. 

Faunce,  Peter. 

Mate,  12  October,  1861.  Acting  Ensign,  15  June,  1863.  Honorably  discharged 

15  July,  1867. 

Fauntleroy,  €.  M. 

Midshipman,  3 March,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  16 
October,  1851.  Lieutenant,  2 November,  1852.  Dismissed  13  May,  1861. 

Fauntleroy,  IX 

Purser,  7 July,  1834.  Died  31  August,  1853. 

Fauntleroy,  W.  H. 

Midshipman,  2 March,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 

16  August,  1849. 

Fauth,  Henry. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27 
June,  1855.  Resigned  29  August,  1856. 

Fawciry,  D.  €. 

Acting  Assistant  Surgeon,  7 September,  1864.  Honorably  discharged  10  October, 
1865. 

Fawkes,  Thomas. 

Acting  Second  Assistant  Engineer.  Appointment  revoked  (Sick,)  22  September, 
1864. 

Faxon,  Josials. 

Sailmaker,  22  October,  1841.  Died  30  June,  1844. 

Faxon,  William  SI. 

Acting  Assistant  Surgeon,  23  July,  1865.  Honorably  discharged  31  November, 
1870. 
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Fay,  Jonas. 

Assistant  Surgeon,  30  June,  1799.  Commission  returned  21  September,  1800. 

Fay,  Josiah  S. 

Acting  Third  Assistant  Engineer.  Resigned  10  December,  1862. 

Fay,  W.  Gaston. 

Acting  Assistant  Paymaster,  31  December,  1862.  Resigned  25  November,  1863. 

Fearing,  William  G. 

Mate,  2 January,  1864.  Resigned  14  March,  1865. 

Feast er,  Joseph. 

Assistant  Naval  Constructor,  29  July,  1875. 

Feather st on,  John. 

Boatswain,  7 December,  1841.  Warranted  1 December,  1846.  Died  30  October,, 
1852. 

Febiger,  John  €1 

Midshipman,  4 September,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  13 
July,  1852.  Lieutenant,  30  April,  1853.  Commander,  27  August,  1862.  Cap- 
tain, 6 May,  1868.  Commodore,  9 August,  1874. 

Fechteler,  Augustus  F. 

Cadet  Midshipman,  5 June,  1873.  Graduated  18  June,  1879. 

Fegan,  John  R. 

Mate,  21  December,  1861.  Dismissed  28  June,  1862. 

Feilburg,  IJlric. 

Acting  Ensign,  9 June,  1863.  Honorably  discharged  18  September,  1865. 

Fetch,  Cheever. 

Chaplain,  12  May,  1815.  Resigned  29  August,  1825. 

Fetch,  €.  F. 

Mate,  4 December,  1867.  Appointment  revoked  14  March,  1872. 

Felix,  Ambrose. 

Mate,  20  November,  1861.  Acting  Ensign,  14  May,  1863.  Honorably  discharged 
21  December,  1865. 

Fell,  Robert. 

Carpenter,  6 June,  1803.  Resigned  14  February,  1820. 

Fellows,  Caleb. 

Mate,  8 September,  1862.  Resigned  24  September,  1863. 

Felt,  John. 

Carpenter,  9 June,  1803.  Resigned  16  May,  1806. 

Feltas,  William  II. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Brooklyn. 

Felter,  Jacob. 

Midshipman,  10  July,  1805.  Broke  by  Court  Martial,  2 March,  1808. 

Fendall,  Benjamin. 

Master,  26  September,  1800.  Discharged  8 June,  1801,  under  Peace  Establish- 
ment Act. 

Fendall,  John. 

Midshipman,  10  July,  1805.  Resigned  4 January,  1808. 

Fendall,  T.  II.  M. 

Assistant  Surgeon,  28  August,  1800.  Discharged  8 June,  1801,  under  Peace 
Establishment  Act. 

Fen  gar,  Alvan  A. 

Acting  Master,  11  June,  1861.  Resigned  7 August,  1861. 

Fengler,  Richard. 

Acting  Second  Assistant  Engineer,  10  October,  1863.  Honorably  discharged  18 
December,  1865. 
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Fennell,  David  I>. 

Acting  Third  Assistant  Engineer,  14  December,  1863.  Acting  Second  Assistant 
Engineer,  17  March,  1865.  Honorably  discharged  19  December,  1867. 

Fenner,  Jeremiah. 

Lieutenant,  9 March,  1799.  Discharged  9 July,  1801,  under  Peace  Establishment 
Act. 

Fennimore,  Wesley. 

Third  Assistant  Engineer,  4 May,  1863.  Resigned  12  October,  1865. 

Fen  no,  George. 

Midshipman,  20  June,  1799.  Resigned  30  May,  1800. 

Fenton,  Ashhel. 

Purser,  14  October,  1799.  Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 

Fentress,  Walter  E.  II. 

Mate,  11  December,  1861.  Acting  Ensign,  27  August,  1862.  Acting  Master,  24 
January,  1863.  Honorably  discharged  13  September,  1867. 

Ferebee,  N.  McPherson. 

Assistant  Surgeon,  12  September,  1872.  Passed  Assistant  Surgeon,  11  January, 
1876. 

Ferguson,  Edward  h. 

Acting  Third  Assistant  Engineer,  16  September,  1861.  Acting  First  Assistant 
Engineer,  29  May,  1862.  Dismissed  13  January,  1863. 

Ferguson,  James. 

Midshipman,  22  May,  1800.  Discharged  4 June,  1804,  under  Peace  Establishment 
Act. 

Ferguson,  James. 

Sailmaker,  24  February,  1835.  Died  at  Philadelphia,  22  July,  1869. 

Ferguson,  James. 

Master,  27  May,  1814.  Reserved  list,  10  October,  1855.  Died  at  Rio  de  Janeiro, 
4 December,  1858. 

Ferguson,  James  E. 

Midshipman,  9 September,  1841.  Resigned  5 March,  1847. 

Ferguson,  John  F. 

Acting  Master,  11  July,  1861.  Resigned  20  March,  1862. 

Ferguson,  William. 

Acting  Ensign,  24  January,  1863.  Acting  Master,  18  January,  1864.  Honorably 
discharged  20  November,  1865. 

Ferguson,  William  J. 

Gunner,  3 August,  1861. 

FernaM,  Henjamin  E. 

Carpenter,  20  February,  1872. 

FernaM,  Charles  C. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged  21 
September,  1865. 

FernaM,  Charles  II. 

Mate,  28  April,  1863.  Acting  Ensign,  6 August,  1864.  Honorably  discharged  20 
August,  T 865. 

Fern  a Id,  Frank.  E. 

Assistant  Naval  Constructor,  4 May,  1871.  Naval  Constructor,  12  March,  1875. 

FernaM,  Joseph. 

Acting.  Second  Assistant  Engineer,  25  August,  1863.  Honorably  discharged  5 
July,  1865. 

FernaM,  Mark. 

Lieutenant,  ID  June,  1879.  Last  appearance  on  Records  of  Navy  Department. 

FernaM,  Theodore. 

Boatswain,  15  March,  1836.  Resigned  6 October,  1836. 
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Ferney,  Thomas  H. 

For  duty  at  N.  Rendezvous,  New  Bedford,  Massachusetts,  11  June,  1862.  Appoint- 
ment revoked,  Rendezvous  having  closed,  21  April,  1865.  Acting  Ensign,  Coast 
Survey  Duty,  19  May,  1866.  Mustered  out  30  November,  1868. 

Ferrall,  Peter. 

Midshipman,  26  March,  1800.  Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 

Ferrall,  Thomas  D. 

Carpenter,  31  May,  1850.  Warranted  19  May,  1853.  Dismissed  6 April,  1859. 

Ferrell,  Joseph  JL. 

Acting  Assistant  Paymaster,  1 November,  1864.  Honorably  discharged  15  Octo- 
ber, 1865. 

Ferrell,  J.  W. 

Acting  Third  Assistant  Engineer,  10  July,  1863.  Honorably  discharged  20  No- 
vember, 1865. 

Ferries*,  William  A. 

Acting  Gunner, 4 December,  1862.  Resigned  21  September,  1864.  Acting  Gunner, 
10  February,  1865.  Honorably  discharged  9 August,  1866.  Mate,  11  January, 
1870.  Gunner,  8 July,  1872. 

Ferris,  George. 

Acting  Master,  21  October,  1861.  Resigned  28  February,  1865. 

Ferris,  Henry  K. 

Mate,  24  November,  1863. 

Ferris,  John. 

Boatswain,  30  July,  1833.  Last  appearance  on  Records  of  Navy  Department. 

Ferris,  Jolm  1>. 

Mate,  3 September,  1863.  Resigned  7 November,  1863. 

Ferris,  John  i>. 

Acting  Third  Assistant  Engineer,  9 July,  1864.  Honorably  discharged  2 Octo- 
ber, 1865. 

Ferriss,  Jonathan  I>. 

Master,  28  February,  1809.  Lieutenant,  13  July,  1832.  Died  13  November,  1855. 

Fewkes,  Thomas. 

Acting  Second  Assistant  Engineer,  10  August,  1863.  Appointment  revoked  22 
September,  1864. 

Fickhohm,  Merman  F. 

Midshipman,  31  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  6 January,  1874.  Lieutenant,  24  February,  1880. 

Fickett,  Levi 

Acting  Ensign,  17  September,  1862.  Acting  Master,  on  recommendation  of  Com- 
manding Officer,  26  April,  1864.  Honorably  discharged  7 December,  1868. 

Fiehl,  Jolm. 

Acting  Third  Assistant  Engineer,  9 May,  1864.  Honorably  discharged  18  July, 
1866. 

Field,  Ambrose  !>. 

Midshipman,  1 December,  1809.  Last  appearance  on  Records  of  Navy  Depar- 
ment,  1815.  Frigate  “ Constitution .” 

Field,  Charles  A. 

Acting  Gunner,  12  September,  1863.  Drowned  6 October,  1863. 

Field,  Edward. 

Assistant  Surgeon,  6 August,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 6 July,  1801. 

Field,  Edward  A. 

Midshipman,  22  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  26  December,  1871.  Lieutenant,  10  February,  1875. 
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Field,  Jacob  T. 

Acting  Assistant  Surgeon,  9 March,  1883.  Honorably  discharged  13  October, 

1865. 

Field,  Jolm  HE. 

Mate,  24  October,  1861.  Acting  Ensign,  28  October,  1862.  Resigned  29  October, 
1863. 

Field,  Joseph. 

Midshipman,  7 December,  1799.  Discharged  9 June,  1800,  under  Peace  Establish- 
ment Act. 

Field,  Mannsell  II. 

Midshipman,,  25  February,  1863.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resignation  accepted  1 
April,  1873. 

Field,  Robert. 

Midshipman,  1 September,  1811.  Lieutenant,  27  April,  1816.  Resigned  4 Octo- 
ber, 1822. 

Field,  Samuel  II. 

Acting  Ensign,  17  September,  1862.  Appointment  revoked  (Sick,)  25  May,  1863. 
Acting  Ensign,  2 October,  1863.  Acting  Master,  on  recommendation  of  Com- 
manding Officer,  2 April,  1864.  Honorably  discharged  5 July,  1865. 

Field,  Timothy  B. 

Midshipman,  1 March,  1825.  Resigned  18  July,  1831. 

Field,  Wells  Haflin. 

Acting  Midshipman,  20  November,  *1862.  Ensign,  18  December,  1868.  Master, 
21  March,  1870.  Lieutenant,  21  March,  1871. 

Field,  William. 

Mate,  29  September,  1861.  Acting  Ensign,  15  June,  1863.  Honorably  discharged 
12  April,  1868. 

Field,  Wiliam. 

Mate,  26  April  1865.  Honorably  discharged  15  September,  1866. 

Fife,  George  S. 

Acting  Assistant  Surgeon,  20  October,  1863.  Assistant  Surgeon,  10  November, 

1866.  Dropped  31  December,  1867. 

Fife,  Joseph  A. 

Acting  Assistant  Surgeon,  22  May,  1863.  Resigned  9 September,  1864. 

Field,  William  II. 

Mate.  Appointment  revoked  20  May,  1863. 

Fillebrown,  George  11. 

Mate,  1861.  Appointment  revoked  5 February,  1862. 

Fillebrowm,  Thomas  Scott. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  6 January,  1874. 

Fillmore,  John  H. 

Cadet  Midshipman,  24  September,  1874.  Graduated  4 June,  1880. 

Finch,  William  SI. 

Midshipman,  20  June,  1806.  Lieutenant,  4 January,  1813.  Commander,  28  March, 
1820.  ^aptain,  21  February,  1831.  ( See  Bolton.) 

Fiocke,  Frederick  ©•  G. 

Mate,  1 June,  1864.  Appointment  revoked  5 May,  1865.  Mate,  1 July,  1865. 
Appointment  revoked  27  September,  1865. 

Findlay ; James. 

Acting  Second  Assistant  Engineer,  23  March,  1864.  Honorably  discharged  28 
September,  1865. 

Finger,  Robert. 

Acting  Third  Assistant  Engineer,  26  October,  1861.  Resigned  20  December,  1862. 
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Fink,  Joseph  H. 

Acting  Carpenter,  10  July,  1863.  Acting  Ensign,  22  April,  1865.  Honorably  dis- 
charged 21  March,  1866. 

Finley  son,  Janies. 

Mate.  Dismissed  15  September,  1862. 

Finn,  I>ennis. 

Mate.  Dismissed  22  June,  1864. 

Finn,  James  H. 

Acting  Third  Assistant  Engineer,  17  July,  1864.  Honorably  discharged  24 
August,  1869. 

Finn,  W.  H. 

Mate,  11  February,  1864.  Resigned  (Sick,)  13  May,  1864. 

Finn,  William. 

Acting  Third  Assistant  Engineer,  10  September,  1864.  Honorably  discharged  1*3 
October,  1868. 

Finnegan,  Patrick. 

Acting  Third  Assistant  Engineer,  13  January,  1862.  Resigned  1*2  August,  1862. 

Finnegan,  William. 

Acting  Gunner,  2 May,  1864.  Dismissed  29  October,  1864. 

Finnegan,  William. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  15 
December,  1865. 

Finnemore,  Thomas  E. 

Midshipman,  20  Februtary,  1813.  Lost  in  the  “ Ejpervier ,”  1815. 

Finney,  Elkanah  C. 

Mate,  12  May,  1864.  Honorably  discharged  9 August,  1867. 

Finney,  George. 

Acting  Master,  27  December,  1861.  "Honorably  discharged  28  October,  1865. 

Finney,  Robert. 

Mate,  25  January,  1862.  Resigned  12  October,  1863. 

Finnic,  Thomas. 

Acting  Second  Assistant  Engineer,  4 May,  1864.  Honorably  discharged  30  No- 
vember, 1865. 

Fischer,  Frederick  U. 

Acting  Ensign,  15  November,  1864.  Dismissed  17  November,  1865. 

Fish,  M.  Porter. 

Mate,  8 April,  1864.  Honorably  discharged  20  October,  1865. 

Fish,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.  Honorably  discharged  20  Sep- 
tember, 1865. 

Fisher,  Albert  H. 

Mate,  4 November,  1863.  Honorably  discharged  20  August,  1(865. 

Fisher,  Arthur  H. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  27 
June,  1862.  First  Assistant  Engineer,  1 March,  1864.  Resigned  26  September, 
1870. 

Fisher,  Charles. 

Mate,  25  May,  1863.  Boatswain,  19  June,  1863.  Dismissed  6 Decetnber,  1865. 

Fisher,  Charles  A. 

Acting  Third  Assistant  Engineer,  5 June,  1863.  Acting  Second  Assistant  Engi- 
neer, 16  December,  1863.  Honorably  discharged  13  December,  1865. 

Fisher,  Charles  F. 

Mate,  5 January,  1864.  Resigned  27  April,  1865. 

Fisher,  Clark. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  1 July,  1861. 
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First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  23  January,  1871. 
Resigned  27  March,  1872. 

Fisher,  Elstner  Bf. 

Midshipman,  21  September,  1872.  Graduated  20  June,  1876.  Ensign,  27  October, 
1879. 

Fisher,  Frank. 

Mate,  5 June,  1862.  Acting  Ensign,  17  April,  1863.  Honorably  discharged  13 
November,  1865. 

Fisher,  Hendrick. 

Lieutenant,  20  darch,  1799.  Last  appearance  on  Records  of  Navy  Department, 
30  May,  1799. 

Fisher,  Henry. 

Acting  Third  Assistant  Engineer,  9 December,  1863.  Honorably  discharged  7 
August,  1866. 

Fisher,  John. 

Master,  12  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Fisher,  John. 

Carpenter,  20  March,  1823.  Dismissed  18  June,  1838. 

Fisher,  John. 

Midshipman,  1 November,  1826.  Died  11  November,  1828. 

Fisher,  John. 

Mate,  23  January,  1862.  Resigned  9 September,  1862. 

Fisher,  John. 

Mate,  6 December,  1862.  Acting  Ensign,  3 May,  1864.  Honorably  discharged  31 
October,  1865. 

Fisher,  John  D. 

Midshipman,  18  June,  1812.  Died  October,  1817. 

Fisher,  John  ,E. 

Midshipman,  19  June,  1799.  Discharged  11  May,  1801,  under  Peace  Establish- 
ment Act. 

Fisher,  John  F. 

Master,  11  May,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Fisher,  John  P. 

Assistant  Surgeon,  22  September,  1800.  Resigned  5 June,  1801. 

Fisher,  John  P. 

Mate,  12  January,  1864.  Honorably  discharged  6 November,  1865. 

Fisher,  Joseph. 

Midshipman,  1. December,  1809.  Resigned  18  March,  1811. 

Fisher,  Hodney. 

Midshipman,  15  August,  1814.  Resighed  19  October,  1814. 

Fisher,  Thomas  E. 

Mate,  3 November,  1863.  Honorably  discharged  6 January,  1866. 

Fisher,  William. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Appointment  revoked  (Sick,)  12 
October,  1864. 

Fisher,  Willi  ant  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discharged  12 
September,  1865. 

Fisher,  William  W. 

Gunner,  16  November,  1848.  Resigned  14  November,  1853. 

Fisk,  Addison. 

Acting  Gunner,  8 December,  1864.  Honorably  discharged  30  September,  1865. 

Fisk,  James  W. 

Acting  Ensign,  12  October,  1864.  Resigned  27  April,  1865. 
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Fisk,  Piloting. 

Chaplain,  14  March,  1842.  {See  Kavasales.)  Retired  list,  18  July,  1864. 

Fisk,  Squire. 

Master,  7 May,  1812.  Dismissed  23  August,  1816. 

Fisk,  S.  N. 

Acting  Assistant  Surgeon,  28  May,  1861.  Resigned  25  January,  1864. 

Fisk,  Timothy  W. 

Midshipman,  2 March,  1839.  Died  16  February,  1845. 

Fisk,  William. 

Acting  Gunner,  14  November,  1862.  Died  6 August,  1863. 

Fiske,  Bradley  A. 

Midshipman,  22  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Fiske,  Edward  W. 

Mate.  Resigned  11  April,  1864. 

Fiske,  Samuel. 

Third  Assistant  Engineer,  9 March,  1858.  Resigned  12  June,  1858. 

Faster,  Thomas  I>. 

Acting  Midshipman,  29  September,  1855. 

Fitch,  B.  F.  S>. 

Acting  Assistant  Paymaster,  24  May,  1862.  Resigned  15  October,  1864’. 

Fitch,  Charles  T. 

Acting  Assistant  Paymaster,  17  December,  1861.  Died  on  “ Tioga”  22  June,  1864. 

Fitch,  Elisha. 

Professor  of  Mathematics,  25  September,  1831.  Died  15  October,  1839. 

Fitch,  Henry  W. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  3 October, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  4 March,  1871. 

Fitch,  Le  Hoy. 

Acting  Midshipman,  1 October,  1851.  Passed  Midshipman,  29  April,  1859. 
Master,  5 September,  1859.  Lieutenant-Commander,  21  September,  1862.  Com- 
mander, 28  August,  1870.  Died  13  April,  1875. 

Fitch,  Benbeis. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  29 
October,  1861.  First  Assistant  Engineer,  1 October,  1863.  Resigned  19  April, 
1869. 

Fitch,  Thomas  W. 

Third  Assistant  Engineer,  23  June,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  First  Assistant  Engineer,  8 October,  1873.  Resigned  31  December, 
1875. 

Fitchett,  Sylvan  s W. 

Mate,  30  December,  1861.  Resigned  14  August,  1862. 

Fithian,  Edwin. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  15  December,  1853.  Chief  Engi- 
neer, 23  October,  1859. 

Fitzgerald,  Edward. 

Purser,  25  April,  1812.  Died  27  February,  1857. 

Fitzgerald,  Thomas. 

Acting  Second  Assistant  Engineer,  13  June,  1864.  Honorably  discharged  9 Sep' 
tember,  1865. 

Fitzgerald,  William  A. 

Mate,  14  June,  1864.  Honorably  discharged  13  November,  1865. 

Fitzgerald,  William  15. 

Midshipman,  30  January,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  21 
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November,  1851.  Lieutenant,  4 November,  1852.  Reserved  list,  13  September, 
1855.  Resigned  15  April,  1861. 

Fitzbngb,  Andrew. 

Midshipman,  9 June,  1811.  Lieutenant,  27  April,  1S16.  Commander,  9 February, 
1837.  Captain,  14  February,  1843.  Died  2 October,  1850. 

Fitzlmgh,  €J.  C. 

Midshipman,  date' not  known.  Last  appearance  on  Records  of  Navy  Department. 

FitzMtgli,  Cole. 

Midshipman,  15  November,  1809.  Resigned  23  April,  1810. 

Fitzbugb,  CJeorge. 

Master,  10  July,  1812.  Last  appearance  on  Records  of  Navy  Department,  17 
July,  1812.  Discharged. 

Fitzbngb,  John,  Jr. 

Assistant  Surgeon,  28  December,  1818.  Died  6 July,  1826. 

Fitzhugb,  Robert. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Resigned  18 
December,  1833. 

Fitzbngb,  Wo  E. 

Midshipman,  2 February,  1847.  Dismissed  7 July,  1847. 

Fitzbugb,  William  E. 

Midshipman,  20  November,  1848.  Passed  Midshipman,  15  June,  1854.  Master, 
16  September,  1855.  Lieutenant,  15  December,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  25  November,  1876. 

Fitzosborn,  Henry  W. 

Gunner,  9 May,  1857.  Resigned  24  December,  1864. 

Fitzpatrick,  James. 

Acting  Master,  1 October,  1862.  Honorably  discharged  30  December,  1865. 

Fitzpatrick,  James. 

Acting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  discharged  9 
December,  1868. 

Fitzpatrick,  John  F. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  4 November,  1864.  Honorably  discharged  3 August,.  1865. 

Fitzpatrick,  Micbael  F. 

Acting  Second  Assistant  Engineer,  8 December,  1863.  Honorably  discharged  19 
November,  1865. 

Fitzsimmons,  Pawl. 

Assistant  Surgeon,  19  December,  1871.  Passed  Assistant  Surgeon,  4 January, 
1876. 

Fitzsimmons,  William  J. 

Assistant  Second  Engineer,  28  December,  1863.  Appointment  revoked  (Sick,)  7 
February,  1865. 

Flagg,  €»e©rge  A. 

Midshipman,  21  September,  1861.  Graduated  22  November,  1864.  Ensign,  21 
November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Died  20  June,  1869. 

Flagg,  H.  Jr. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Reserved  list,  13  September,  1855.  Commander,  19  July,  1861. 
Died  23  August,  1862. 

Flagg,  Samuel  I>. 

Assistant  Surgeon,  30  July,  1861.  Retired  list,  20  June,  1864. 

Flagg,  William. 

Lieutenant,  7 March,  1799.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 
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Flaglie,  Bernard. 

Acting  Cai^enter,  25  April,  1863.  Appointment  revoked  17  August,  1864. 

Flanders,  Timothy. 

Acting  Third  Assistant  Engineer,  16  June,  1862.  Honorably  discharged  27  April, 
1866. 

Flanner,  F.  W. 

Acting  Master,  1 October,  1862.  Dismissed  2 March,  1863. 

Flannigan,  M.  E. 

Acting  Ensign,  9 April,  1863.  Resigned  14  June,  1864. 

Flansherg,  John  W. 

Acting  Ensign,  22  August,  1863.  Honorably  discharged  4 October,  1865. 

Fleet,  Henry. 

Mate,  19  July,  1864.  Discharged  26  June,  1865. 

Fleetwood,  William. 

Master,  7 May,  1812.  Last  appearance  on  Records  of  Navy  Department,  30  June, 
1812. 

Fleming,  Charles  E. 

Midshipman,  15  January,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  12 
January,  1848.  Lieutenant,  2 October,  1848.  Dismissed  6 February,  1857. 
Re-appointed  Lieutenant,  13  December,  1859.  Lieutenant-Commander,  16  July, 

1862.  Died  26  September,  1867. 

Fleming,  Charles  H. 

Mate,  8 November,  1861.  Acting  Ensign,  16  September,  1864.  Honorably  dis- 
charged 2 July,  1868. 

Fleming,  James. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  3 December, 
1865. 

Fleming,  John  J. 

Sailmaker,  date  not  known.  Died  in  October,  1820. 

Fleming,  Matthew. 

Acting  Second  Assistant  Engineer,  17  December,  1862.  Resigned  7 June,  1864. 

Fleming,  Bohert. 

Acting  Second  Assistant  Engineer,  8 March,  1864.  Resigned  (Sick,)  6 October, 
1864. 

Fleming,  William. 

Sailmaker,  date  not  known.  Died  in  November,  1824. 

Fleming,  William. 

Midshipman,  20  February,  1799.  Discharged  5 June,  1801,  under  Peace  Estab- 
lishment Act. 

Flemming,  Watson  B. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Appointment  revoked  (Sick,) 
19  May,  1863. 

Flenner,  John  P. 

Chaplain,  25  February,  1828.  Resigned  23  September,  1833. 

Fletcher,  Arthur  Henry. 

Midshipman,  29  November,  1861.  Graduated  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Fletcher,  Frank  F. 

Midshipman,  22  September,  1870.  Graduated  15  October,  1874.  Ensign,  18 
July,  1876. 

Fletcher,  Frank  H. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  9 July, 

1863.  Resigned  6 February,  1869. 

Fletcher,  George  G. 

Acting  Master,  21  May,  1861.  Resigned  6 August,  1862. 
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Fletcher,  George  H. 

Mate,  7 July,  1863.  Acting  Ensign,  23  February,  1865.  Honorably  discharged  6 
December,  1865. 

Fletcher,  James  H. 

Midshipman,  26  September,  1864.  Graduated  2 June,  1868.  Resigned  1 Septem- 
ber, 1868. 

Fletcher,  John  D. 

Gunner,  5 October,  1861.  Warranted  24  April,  1862.  Died  at  Phipsburg,  Maine, 
24  November,  1867. 

Fletcher,  Montgomery. 

Third  Assistant  Engineer,  24  June,  1850.  Second  Assistant  Engineer,  26  Febru- 
ary, 1851.  First  Assistant  Engineer,  20  June,  1856.  Chief  Engineer,  25  Octo- 
ber, 1859. 

Fletcher,  Nathan. 

Midshipman,  26  September,  1798.  Resigned  10  January,  1800 

Fletcher,  N.  C. 

Chaplain,  7 April,  1845.  Resigned  9 June,  1845. 

Fletcher,  Patrick. 

Lieutenant,  9 July,  1798.  Captain,  11  September,  1798.  Lost  in  the  “ Insurgent 
in  1800. 

Fletcher,  Knfns. 

Midshijnnan,  30  May,  1816.  Last  appearance  on  Records  of  Navy  Department. 

Fletcher,  William  M. 

Acting  Third  Assistant  Engineer,  4 December,  1862.  Acting  Second  Assistant 
Engineer,  2 July,  1.864.  Honorably  discharged  10  February,  1866. 

Flick,  George  T. 

Mate,  6 June,  1862.  Acting  Gunner,  20  December,  1862.  Aj)pointment  revoked 
21  October,  1863. 

Flinn,  James  M. 

Acting  Third  Assistant  Engineer,  27  January,  1863.  Acting  Second  Assistant 
Engineer,  gallant  conduct  in  battle,  22  May,  1863.  Honorably  discharged  1 
September,  1865. 

Flint,  James  M. 

Acting  Assistant  Surgeon,  14  April,  1862.  Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.  Surgeon,  24  June,  1874. 

Flood,  Christopher. 

Acting  Ensign,  6 November,  1862.  Acting  Master,  9 June,  1865.  Honorably  dis- 
charged 23  October,  1865. 

Flood,  James  M. 

Acting  Assistant  Paymaster,  24  August,  1864.  Discharged  25  November,  1865. 

Flood,  Thomas  $. 

Mate,  10  December,  1864.  Dismissed  24  July,  1865. 

Flood,  William  U. 

Mate,  14  October,  1863.  Acting  Ensign,  29  March,  1865.  Honorably  discharged 
16  January,  1866. 

Florence,  Charles  If. 

Mate,  29  June,  1864.  Appointment  revoked  (Sick,)  22  September,  1864. 

Flournoy,  J.  J.  K. 

Midshipman,  1 March,  1825.  Resigned  20  September,  1825. 

Flournoy,  Thomas. 

Midshipman,  10  February,  1841.  Dropped. 

Flowers,  Edward  K. 

Mate,  6 February,  1862.  Killed  on  “ Maratanza”  11  October,  1862. 

Flowry,  Eewis  If. 

Acting  First  Assistant  Engineer,  14  September,  1861.  Honorably  discharged  18 
October,  1865. 
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Floyd,  John. 

Naval  Constructor,  11  July,  1820.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 8 September,  1830. 

Floyd,  John  A. 

Acting  Boatswain,  22  December,  1864.  Honorably  discharged  11  August,  1865. 

Floyd,  William  R. 

Mate,  30  June,  1864.  Honorably  discharged  18  September,  1865. 

Fludder,  CJeorge  I. 

Mate,  4 April,  1862.  Appointment  revoked  28  November,  1862. 

Flusser,  Charles  W. 

Midshipman,  19  July,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Killed  on  board  the  “ Miami ,”  19  April,  1864. 

Flye,  William. 

Professor,  7 December,  1841.  Commissioned  14  August,  1848.  Resigned  7 March, 
1857. 

Flye,  William. 

Acting  Volunteer  Lieutenant,  6 December,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  18  July,  1865.  Honorably  discharged  24  December,  1865. 

Flyina,  John,  Jr. 

Acting  Assistant  Surgeon,  17  December,  1862.  Honorably  discharged  24  Octo- 
ber, 1866. 

Fly  mi,  Robert. 

Midshipman,  12  November,  1799.  Discharged  12  October,  1801,  under  Peace 
Establishment  Act. 

Flyime,  Lucian. 

Midshipman,  22  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Flynt,  James  M. 

Mate,  1 October,  1862.  Acting  Ensign,  24  April,  1863.  Resigned  28  October, 
1863.  Acting  Ensign,  7 June,  1864.  Honorably  discharged  5 November,  1865. 

Fobes,  Edwin  A. 

Acting  Assistant  Surgeon,  1 April,  1865.  Honorably  discharged  27  July,  1865. 

Fogg,  Granville  W. 

Mate,  27  January,  1863.  Died  on  “ Mercedita”  30  July,  1863. 

Fogg,  William  If. 

Mate,  25  February,  1863.  Acting  Ensign,  31  December,  1864.  Honorably  dis- 
charged 3 November,  1865. 

Foley,  Michael  J. 

Mate,  13  March,  1865.  Resigned  5 March,  1866. 

Foley,  Thomas. 

Acting  Third  Assistant  Engineer,  14  May,  1864.  Acting  Second  Assistant  Engi- 
neer, 2 June,  1865.  Honorably  discharged  8 December,  1865. 

Folger,  James. 

Acting  Third  Assistant  Engineer,  26  November,  1862.  Died  on  “ Silver  Cloud  ” 7 
October,  1864. 

Folger,  James. 

Acting  Master,  9 October,  1861.  Died  on  “ Roebuck  ” from  wounds,  15  April,  1863. 

Folger,  William  May  hew. 

Midshipman,  21  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 

Follansbie,  Josh  a a. 

Third  Assistant  Engineer,  17  January,  1842.  Second  Assistant  Engineer,  20  July, 
1845.  First  Assistant  Engineer,  10  July,  1847.  Chief  Engineer,  31  October, 
1848.  Resigned  1 May,  1865 
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Follet,  Benjamin. 

Midshipman,  6 December,  1814.  Died  in  1823. 

Follett,  Fletcher  M. 

Acting  Assistant  Surgeon,  17  January,  1863.  Honorably  discharged  13  October, 
1865. 

Foil iiis,  Richard. 

Boatswain,  15  November,  1850.  Resigned  15  November,  1853. 

Folsom,  Charles. 

Chaplain,  12  May,  1816.  Last  appearance  on  Records  of  Navy  Department,  1818. 

Folsom,  Charles. 

Acting  Master,  31  October,  1861.  Resigned  8 February,  1864. 

Folson,  John. 

Midshipman,  10  July,  1799.  Resigned  6 March,  1800. 

Folson,  Samuel. 

Midshipman,  28  August,  1799.  Resigned  8 April,  1800. 

Foltz,  Jonathan  M. 

Assistant  Surgeon,  4 April,  1831.  Passed  Assistant  Surgeon,  8 December, 
1838.  Surgeon,  8 December,  1838.  Medical  Director,  3 March,  1871.  Chief 
Bureau,  Medicine  and  Surgery,  25  October,  1871.  Retired  list,  25  April,  1872. 
Died  12  April,  1877. 

Fontaine,  M. 

Midshipman,  10  July,  1809.  Resigned  2 November,  1811. 

Foot,  John. 

Lieutenant,  26  August,  1800.  Last  appearance  on  Records  of  Navy  Department, 
29  December,  1801.  Lost. 

Foot,  Samuel  €. 

Midshipman,  4 April,  1850.  Resigned  20  December,  1850. 

Foote,  Andrew  If. 

Midshipman,  4 December,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
27  May,  1830.  Commander,  19  December,  1852.  Captain,  29  June,  1861. 
Rear-Admiral,  16  July,  1862.  Died  26  June,  1863. 

Foote,  John  P. 

Acting  Master  and  Pilot,  l^October,  1864.  Honorably  discharged  6 December, 
1865. 

Foote,  Samuel  F. 

Mate,  6 June,  1862.  Died  12  June,  1862. 

Forbes,  Charles  W 

Acting  Third  Assistant  Engineer,  2 December,  1864.  Honorably  discharged  29 
February,  1868. 

Forbes,  Cornelius  A. 

Third  Assistant  Engineer,  18  May,  1847.  Resigned  5 November,  1847. 

Forbes,  Frank  II. 

Mate,  18  July,  1864.  Honorably  discharged  10  July,  1865. 

Forbes,  Janies  J. 

Midshipman,  30  August,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Resigned  23  November,  1844. 

Forbes,  William  I>. 

Acting  Third  Assistant  Engineer,  4 September,  1861.  Acting  Second  Assistant 
Engineer,  29  September,  1862.  Acting  First  Assistant  Engineer,  6 November, 
1863.  Honorably  discharged  25  November,  1865. 

Force,  Horace  W. 

Acting  Third  Assistant  Engineer,  19  July,  1864.  Honorably  discharged  16  De- 
cember, 1867, 

Ford,  Augustus. 

Master,  28  March,  1810.  Died  4 August,  1855. 
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Ford,  Charles  M. 

Acting  Assistant  Surgeon,  17  May,  1861.  Resigned  11  April,  1862. 

Ford,  Edward. 

Midshipman,  8 March,  1799.  Last  appearance  on  Records  of  Navy  Department 
20  June,  1799. 

Ford,  Franklin  E. 

Acting  Ensign,  3 August,  1863.  Honorably  discharged  20  January,  1866. 

Ford,  George  T. 

Mate,  16  September,  1862.  Acting  Ensign,  25  July,  1863.  Acting  Master,  11 
May,  1865.  Honorably  discharged  15  December,  1868. 

Ford,  Jefferson. 

Acting  Master,  26  August,  1861.  Died  at  Beaufort,  North  Carolina,  18  June, 
1864. 


Ford,  J.  Malachi. 

Midshipman,  18  January,  1841.  Resigned  17  April,  1848. 

Ford,  John. 

Mate,  25  March,  1863.  Resigned  11  August,  1863. 

Ford,  John  S>. 

Third  Assistant  Engineer,  12  August,  1862.  Second  Assistant  Engineer,  15  Feb- 
ruary, 1864.  First  Assistant  Engineer,  6 June,  1868. 

Ford,  Jolm  €|.  A. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  2 
June,  1868.  Second  Assistant  Engineer,  2 June,  1869.  Passed  Assistant  Engi- 
neer, 19  February,  1875.  Died  23  February,  1878. 

Ford,  John  W.  I>. 

Midshipman,  2 February,  1829.  Dismissed  2 June,  1836. 

Ford,  Eeighton  I. 

Midshipman,  27  September,  1861.  Ensign,  1 December,  1866.  Died  22  February 
1868. 

Ford,  Oscar  K. 

Acting  Second  Assistant  Engineer.  Resigned  28  November,  1862. 

Ford,  William  15.  H. 

Acting  Ensign,  1 October,  1862.  Resigned  10  April,  1863. 

Force,  Alfred. 

Acting  Midshipman,  17  April,  1862.  Ensign,  18  December,  1868.  Master,  21 
March,  1870. 

Forgey,  Alfred  V. 

Mate,  24  November,  1863.  Honorably  discharged  28  October,  1865. 

Forlaw,  James  L. 

Acting  Master  and  Pilot,  15  November,  1864.  Appointment  revoked  9 March, 
1865. 


Forman,  Isaac  15. 

Midshipman,  1 August,  1800.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Forman,  M.  V. 

Mate,  14  November,  1861.  Appointment  revoked  1 February,  1862. 

Forman,  Samuel  R. 

Assistant  Surgeon,  1 September,  1861.  Resigned  20  September,  1864. 

Fornance,  John. 

Third  Assistant  Engineer,  3 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  Lost  on  the  “ Oneida ,”  24  January,  1870. 


Forrest,  15.  G. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1809.  Dea^d. 
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Forrest,  I>.  A. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  6 December,  1861. 

Forrest,  Dulaney  A. 

Midshipman,  P March,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  7 December, 
1861. 

Forrest,  Dulany,  ' 

Midshipman,  18  May,  1809.  Lieutenant,  9 December,  1814.  Died  1 October, 
1825. 

Forrest,  French. 

Midshipman,  9 June,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 February, 
1837.  Captain,  30  March,  1844.  Dismissed  19  April,  1861. 

Forrest,  Henry. 

Mate,  24  April,  1863.  Deserted  20  August,  1863. 

Forrest,  James  W. 

Midshipman,  15  November,  1809.  Resigned  17  April,  1810.  Midshipman,  30 
May,  1810.  Cashiered  29  April,  1814. 

Forrest,  Moreau. 

Acting  Midshipman,  22  September,  1858.  Lieutenant,  1 August,  1862.  Lieu- 
tenant-Commander, 25  July,  1866.  Died  24  November,  1866. 

Forrest,  Kichard. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Reserved  list,  13  September,  1855.  Died  31  August,  1859. 

Forrest,  Samuel. 

Purser,  8 October,  1836.  Died  15  March,  1860. 

Forrest,  Thomas. 

Acting  Third  Assistant  Engineer,  13  June,  1864.  Dismissed  20  December,  1865. 

Forrester,  George  B. 

Midshipman,  1 January,  1818.  Resigned  10  June,  1822. 

Forse,  Charles  Tliomas. 

Midshipman,  24  September,  1863.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  11  February,  1873. 

Forsyth,  James  M. 

Entered  Volunteer  Service,  25  September,  1861.  Master,  12  March,  1868.  Lieu- 
tenant, 18  December,  1868.  Lieutenant-Commander,  9 May,  1878. 

Forsyth,  James  N. 

Midshipman,  1 November,  1826.  Lost  in  the  “ Hornet ,”  September,  1829. 

Fort,  Isaac  B. 

Third  Assistant  Engineer,  8 September,  1863.  Died  1 December,  1865. 

Fort,  William  F. 

Third  Assistant  Engineer,  27  June,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  21  April,  1865. 

Fort,  William  S. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  28  June,  1865. 
Died  24  March,  1873. 

Fortune,  Thomas  H. 

Gunner,  18  January,  1862. 

Fosdick,  John  H. 

Midshipman,  17  December,  1810.  Resigned  16  March,  1812. 

Fosdick,  Stephen. 

Boatswain,  6 September,  1850.  Resigned  14  July,  1851. 

Foss,  Cyrus  I>. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  2 
June,  1868.  Second  Assistant  Engineer,  2 June,  1869.  Resigned  1 November, 
1873. 
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Foss,  Fa  Roy. 

Mate,  20  January,  1870.  Resigned  1 December,  1870. 

Foss,  Stephen. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  24  November,  1862. 

Fossett,  Poring  II. 

Acting  Ensign,  27  November,  1863.  Honorably  discharged  14  September,  1865. 

Foster,  Amos  P.  * 

Acting  Master,  23  September,  1861.  Acting  Volunteer  Lieutenant,  for  gallant 
conduct,  10  September,  1862.  Honorably  discharged  2 September,  1865. 

Foster,  Charles  A. 

Midshipman,  1 August,  1866.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  15  March,  1876. 

Foster,  Christopher  II. 

Mate,  8 January,  1864.  Appointment  revoked  (Sick,)  1 December,  1864. 

Foster,  Edward. 

Acting  Paymaster,  5 June,  1861.  Assistant  Paymaster,  23  October,  1861.  Pay-r 
master,  6 February,  1862.  Pay  Inspector,  23  Januarv,  1873.  Died  11  April, 
1877. 

Foster,  JEIiezer. 

Boatswain,  4 August,  1841.  Dismissed  26  January,  1849. 

Foster,  George. 

Acting  Third  Assistant  Engineer,  19  September,  1863.  Appointment  revoked 
(Sick,-)  4 June,  1864. 

Foster,  George  R. 

Mate,  15  September,  1864.  Honorably  discharged  3 October,  1865. 

Foster,  George  BL 

Acting  Second  Assistant  Engineer,  20  July,  1863.  Acting  First  Assistant  Engi- 
neer, 8 June,  1864.  Honorably  discharged  1 September,  1865. 

Foster,  Graham  P. 

Acting  Master,  22  November,  1861.  Appointment  revoked  (Sick.)  11  February, 
1863. 

Foster,  Henry  II. 

Mate,  6 March,  1862.  Acting  Master,  8 May,  1862.  Honorably  discharged  4 
November,  1865. 

Foster,  Henry  P. 

Mate,  8 January,  1862.  Acting  Ensign,  9 September,  1862.  Honorably  discharged 
9 January,  1869.  Mate,  3 August,  1869.  Resigned  25  March,  1870. 

Foster,  James. 

Gunner,  12  April,  1815.  Died  5 August,  1818. 

Foster,  Janies. 

Midshipman,  3 March,  1838.  Passed  Midshipman,  20  May,  1844.  Died  11  No- 
vember, 1847. 

Foster,  James  P. 

Midshipman,  14  May,  1846.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Died  2 June,  1869. 

Foster,  Jesse  W. 

Mate,  1 October,  1862.  Acting  Ensign,  1 September,  1864.  Honorably  discharged 
28  November,  1865. 

Foster,  John  €. 

Mate,  21  October,  1864.  Resigned  26  March,  1866. 

Foster,  John  G. 

Gunner,  25  November,  1861. 

Foster,  John  If. 

Acting  Second  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  8 July,  1864.  Honorably  discharged  11  October,  1865. 
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Foster cv  John  f£. 

Acting  Third  Assistant  Engineer,  14  November,  1864.  Honorably  discharged  29 
July,  1865. 

Foster,  J.  W. 

Mate,  26  November,  1869.  Discharged  2 February,  1871. 

Foster^  Joseph. 

Acting  Assistant  Paymaster,  19  October,  1863.  Assistant  Paymaster,  23  July, 
1866.  Passed  Assistant  Paymaster,  10  May,  1867.  Paymaster,  23  February, 
1877. 

Foster,  Robert  C.,  Jr. 

Midshipman,  1 October,  1850.  Resigned  21  October,  1851. 

Foster,  Thomas  J. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Acting  Third  Assistant  Engi- 
neer, 19  June,  1865. 

Foster,  William. 

Midshipman,  1 February,  1814.  Lieutenant,  28  April,  1826.  Cashiered  28  De- 
cember, 1827. 

Foster,  William  €. 

Acting  Assistant  Surgeon,  16  February,  1863.  Resigned  4 October,  1864. 

Foster,  William  E. 

Acting  Assistant  Paymaster,  30  July,  1862.  Resigned  25  February,  1865. 

Foster,  William  J. 

Acting  Master  26  August,  1861.  Died  at  New  York,  April,  1862. 

Foster,  Wiiaslow. 

Master,  10  March,  1811.  Last  appearance  on  Records  of  Navy  Department,  8 Jan- 
uary, 1814. 

Foulk,  George  C. 

Midshipman,  14  June,  1872.  Graduated  20  June,  1876.  Ensign,  25  November, 
1877. 

Fountain,  James. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Died  at  New  York,  20  Octo- 
ber, 1863. 

Fountain,  James. 

Acting  Master  and  Pilot,  14  October,  1864.  Appointment  revoked  27  May,  1865. 

Fouse,  George. 

Gunner,  13  May,  1862. 

Foully,  George  W. 

Acting  Master,  1 October,  1862.  Died  at  Hospital,  Fort  Donelson,  10  April,  1863. 

Fowle,  Charles  W. 

Midshipman,  15  November,  1809.  Died  15  March,  1811. 

Fowle,  William  W. 

Acting  Master,  26  February,  1862.  Resigned  12  May,  1865.  - 

Fowler.  Albert  C. 

Acting  Ensign,  13  May,  1864.  Honorably  discharged  15  September,  1865. 

Fowler,  Archibald  €. 

Acting  Assistant  Surgeon,  18  June,  1863.  Honorably  discharged  27  October,  1866. 

Fowler,  Benjamin  W. 

Acting  Second  Assistant  Engineer,  27  June,  1864.  Honorably  discharged  25  Feb- 
ruary, 1868. 

Fowler,  Charles  IS. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Acting  Second  Assistant 
Engineer,  9 December,  1863.  Appointment  revoked  (Sick,)  17  December,  1864. 
Fowler,  George  M. 

Midshipman,  1 November,  1828.  Drowned  2 May,  1832. 
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Fowler,  Gilbert. 

Midshipman,  23  June,  1869.  Graduated  31  May,  1873.  Died  22  August,  1874. 

Fowler,  Richard. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Resigned  12  May,  1865. 

Fowler,  Samuel. 

Acting  Third  Assistant  Engineer,  26  January,  1863.  Resigned  9 May,  1863. 
Acting  Third  Assistant  Engineer,  1 September,  1863.  Honorably  discharged  19 
October,  1865. 

Fowler,  Thomas. 

Lieutenant,  20  March,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Fowler,  William. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  “ Guerrierey 

Foy,  William  I>. 

Carpenter,  28  October,  1858.  Warranted  3 Aoril,  1860. 

Foye,  Edward. 

Mate,  4 March,  1862.  Resigned  23  August,  1862. 

Fox,  Almond  F. 

Acting  Second  Assistant  Engineer,  13  April,  1863.  Resigned  11  June,  1864. 

Fox,  Charles  E. 

Midshipman,  23  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 

Fox,  Gustavus  V. 

Midshipman,  12  January,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  29 
August,  1851.  Lieutenant,  9 July,  1852.  Resigned  10  July,  1852. 

Fox,  Irvin. 

Acting  Second  Assistant  Engineer,  18  March,  1863.  Acting  First  Assistant  Engi- 
neer, 9 June,  1863.  Honorably  discharged  3 January,  1866. 

Fox,  Janies  A. 

Acting  Second  Assistant  Engineer,  13  January,  1862.  Discharged  31  March,  1865, 

Fox,  James  E. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  20  November,  1862.  Resigned  28  November,  1862.  Acting  Second 
Assistant  Engineer,  15  December,  1862.  Acting  First  Assistant  Engineer,  16 
November,  1863.  Discharged  31  March,  1865. 

Fox,  John  E. 

Assistant  Surgeon,  9 February,  1837.  Passed  Assistant  Surgeon,  6 June,  1842. 
Surgeon,  16  August,  1847.  Died  17  December,  1864. 

Fox,  Joseph  W. 

Mate,  28  February,  1865.  Honorably  discharged  27  August,  1865. 

Fox,  Josiah. 

Naval  Constructor,  1 August,  1798.  Appointment  revoked  2 August,  1799. 

Fox,  Josiah. 

Carpenter,  4 May,  1804.  Last  appearance  on  Records  of  Navy  Department. 

Fox,  Thomas  J. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Honorably  discharged  2 No- 
vember, 1865. 

Fox,  William  S. 

Professor  of  Mathematics,  30  December,  1841.  Drowned  28  October.  1844. 

Foxcroft,  Samuel. 

Midshipman,  18  June,  1812.  Dismissed  24  November,  1814. 

Frailey,  James  M. 

Midshipman,  1 May,  1828.  Passed  Midshipman,  4 June,  1836.  Lieutenant,  8 
September,  1841.  Commander,  24  April,  1861.  Captain,  6 February,  1866. 
Commodore,  2 March,  1870.  Died  26  September,  1877- 


GENERAL  NAVY  REGISTER. 


263 


Frailey,  Leonard  A. 

Acting  Assistant  Paymaster,  20  August,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  29  January,  1869. 

Frailey,  William  15.  If. 

Midshipman,  22  July,  1863.  Ensign,  18  December,  1868.  Resigned  15  February, 
1870. 

France,  Richard. 

Mate,  20  July,  1863.  Deserted  17  October,  1863. 

Francis,  George  E. 

Acting  Assistant  Surgeon,  15  May,  1863.  Honorably  discharged  28  October,  1865. 

Francis,  Henry  B. 

Mate,  27  May,  1862.  Acting  Ensign,  14  June,  1863.  Honorably  discharged  12 
September,  1865. 

Francis,  Isaac,  Jr. 

Acting  Ensign,  17  October,  1862.  Died  at  Beaufort,  North  Carolina,  18  May,  1863. 

Frank,  Adam. 

Assistant  Surgeon,  26  September,  1867.  Resigned  25  July,  1872. 

Frank,  A.  J. 

Acting  Master,  18  November,  1861.  Honorably  discharged  26  January,  1866^ 

Frank,  John  A. 

Acting  Third  Assistant  Engineer,  24  November,  1863.  Honorably  discharged  26 
July,  1865.  Acting  Third  Assistant  Engineer,  24  March,  1866.  Mustered  out 
27  August,  1868. 

Frankland,  George  W. 

Sailmaker,  16  May,  1859. 

Frankland,  Henry  W. 

Sailmaker,  2 November,  1848.  Resigned  16  October,  1858.  Re-appointed  27  Feb- 
ruary, 1861. 

Franklin,  Benjamin  II. 

Acting  Assistant  Paymaster,  24  December,  1863.  Discharged  22  November,  1865. 

Franklin,  Charles  Eove. 

Acting  Midshipman,  23  October,  1854.  Midshipman,  11  June,  1858.  Lieutenant, 
19  April,  1861.  Lieutenant-Commander,  3 March,  1865.  Commander,  24  May, 
1872.  Died  18  September,  1874. 

Franklin,  Gustav  us  S. 

Assistant  Surgeon,  22  May,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Resigned  2 November,  1868. 

Franklin,  Janies. 

Midshipman,  26  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  29  December,  1871.  Lieutenant,  8 February,  1875. 

Franklin,  John,  Jr. 

Third  Assistant  Engineer,  10  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.  Resigned  26  June,  1865. 

Franklin,  John  S. 

Mate,  15  August,  1863.  Honorably  discharged  15  August,  1865. 

Franklin,  John 

Sailmaker,  15  August,  1873. 

Franklin,  Samuel  R. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master,. 
18  April,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Command eiy  25  July,  1866.  Captain,  13  August,  1872. 

Franks,  William  J. 

Mate,  gallant  conduct  in  action  at  Yazoo  City,  14  April,  1864.  Honorably  dis- 
charged 27  August,  1865. 

Franzen,  Asa  A. 

Mate,  17  February,  1862.  Acting  Ensign,  22  July,  1864.  Died  on  “ Mahaska”  10 
September,  1867. 
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Frary,  William  H. 

Boatswain,  18  April,  1879. 

Fraser,  Jolrn. 

Acting  Second  Assistant  Engineer,  19  December,  1861.  Killed  in  action  at  Sabine 
Pass,  8 September,  1868. 

Frasers,  Alexander  B. 


Second  Assistant  Engineer,  21  September,  1861.  First  Assistant  Engineer,  15 
October,  1863.  Retired  list,  24  March,  1874. 

Frasier,  Maxid. 

Acting  First  Assistant  Engineer,  19  December,  1861.  Honorably  discharged  4 
October,  1868. 

Fraxel,  TheophiUis  A. 

Acting  Assistant  Paymaster,  28  January,  1865.  Honorably  discharged  20  Septem- 
ber, 1865. 

Frazer,  Alexander. 

Assistant  Surgeon,  14  December,  1809.  Last  appearance  on  Records  of  Navy  De- 
partment. Resigned. 

Frazer,  Archibald. 

Midshipman,  16  April,  1799.  Discharged  5 June,  1801,  under  Peace  Establish- 
ment Act. 


Frazer,  Maxid  H. 

Assistant  Surgeon,  21  February,  1815.  Died  October,  1818. 

Frazer,  James. 

Sailmaker,  11  December,  1841.  Lost  in  the  11  Albany.'11  Last  intelligence,  28  Sep- 
tember, 1854. 

Frazer,  James  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.  Honorably  discharged  12  July, 
1865. 


Frazer,  Persifer,  Jr. 

Acting  Ensign,  25  October,  1864.  Honorably  discharged  3 October,  1865. 

Frazer,  Meals. 

Assistant  Paymaster,  15  July,  1875.  Passed  Assistant  Paymaster,  27  October, 
1879. 

Frazer,  Micliard. 

Purser,  19  April,  1803.  Died  25  March,  1804. 

Frazer,  Thomas. 

Master,  1 July,  1807.  Dismissed  2 August,  1809. 

Frazier,  James. 

Master,  4 March,  1809.  Discharged  7 April,  1814. 

Frazier,  John. 

Boatswain,  7 September,  1798.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Frazier,  Solomon. 

Lieutenant,  Flotilla  Service,  26  April,  1814.  Last  appearance  on  Records  of  Navy 
Department,  6 February,  1815.  Discharged. 

Freaney,  John. 

Acting  Third  Assistant  Engineer,  21  October,  1862.  Resigned  15  July,  1864. 

Frederic,  Louis. 

Acting  Gunner,  1 October,  1862.  Honorably  discharged  12  December,  1865. 

Fredericks©!*,  Meorge. 

Mate,  15  November,  1861.  Acting  Ensign,  31  October,  1862.  Lost  at  sea  on 
“Monitor”  30  December,  1862. 

Freebngher,  Isaac. 

Acting  Third  Assistant  Engineer,  16  October,  1862.  Resigned  15  May,  1863. 

Freeland,  Edward  H. 

Assistant  Surgeon,  11  March,  1829.  Died  3 June,  1834. 
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Freelon,  Thomas  Wo 

Midshipman,  12  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8 Sep- 
tember, 1841.  Died  10  May,  1847. 

Freeman,  Albert  T. 

Midshipman,  24  September,  1868.  Graduated  1 June,  1872.  Ensign,  15  July, 
1873.  Master,  25  November,  1877. 

Freeman,  diaries  €. 

Sailmaker,  15  January,  1874. 

Freeman,  €©i*ey  C. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged  19 
June,  1865. 

Freeman,  Edgar* 

Midshipman,  9 June,  1811.  Lieutenant,  5 March,  1817.  Resigned  14  November, 
1828. 

Freeman,  Edward  R. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1878 

Freeman,  Frank  H. 

Mate,  26  June,  1862.  Acting  Ensign,  21  July,  1864.  Honorably  discharged  18 
February,  1866. 

Freeman,  Isaac. 

Sailmaker,  24  July,  1827.  Last  appearance  on  Records  of  Navy  Department,  1831. 
Sloop  “ Erie.” 

Freeman,  Isaac  IK 

Sailmaker,  9 July,  1838.  Died  24  March,  1863. 

Freeman,  lames  M. 

Midshipman,  24  May,  1814.  Died  in  October,  1820. 

Freeman,  John. 

Master,  11  May,  1839.  Resigned  26  August,  1846. 

Freeman,  John. 

Boatswain,  10  May,  1830.  Resigned  20  July,  1836. 

Freeman,  Joseph  M. 

Third.  Assistant  Engineer,  16  February,  1852.  Resigned  8 October,  1853. 

Freeman,  Julius  C. 

Midshipman,  4 October,  1866.  Graduated  6 June,  1871.  Ensign,  14  July,  1872 
Master,  11  July,  1877. 

Freeman,  Martin. 

Acting  Volunteer  Lieutenant  and  Pilot,  18  October,  1864.  Honorably  discharged 
20  January,  1867. 

Freeman,  I.  II. 

Carpenter,  28  April,  1840.  Last  appearance  on  Records  of  Navy  Department. 

Freeman,  Nathaniel  Chapman. 

Acting  Assistant  Paymaster,  17  February,  1863.  Resigned  24  February,  1864 

Freeman,  Nathaniel  W. 

Mate,  12  February,  1864.  Resigned  17  May,  1865. 

Freeman,  Peter. 

Gunner,  13  December,  1841.  Dismissed  7 June,  1842. 

Freeman,  Hebert  J. 

Assistant  Surgeon,  6 July,  1859.  Dismissed  4 June,  1861. 

Freeman,  Bomeyn. 

Acting  Assistant  Paymaster,  3 June,  1863.  Discharged  26  November,  1865. 

Freeman,  Simeon  N. 

Acting  Master,  14  August,  1861.  Appointment  revoked  28  July,  1865. 

Freeman,  Yirginius. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21 
May,  1853.  First  Assistant  Engineer,  9 May,  1857.  Name  stricken  from  the 
Rolls  of  the  Navy,  8 July,  1861. 
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Freeman,  Watson,  Jr. 

Acting  Master,  26  February,  1862.  Resigned  19  September,  1863. 

Freeman,  William. 

Boatswain,  10  July,  1823.  Resigned  6 October,  1823. 

Freeman,  William  I>. 

Acting  Master,  6 July,  1861.  Resigned  5 May,  1864: 

Fremont,  J.  €. 

Professor  of  Mathematics,  4 April,  1837.  Dropped. 

Fremont,  John  C. 

Midshipman,  24  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 

French,  Ahel  E.  C.  P. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  En- 
gineer, 7 July,  1864.  Honorably  discharged  1 December,  1865. 

French,  Anthony. 

Acting  Third  Assistant  Engineer.  Appointment  revoked  (Sick,)  13  July,  1863. 

French,  Charles  A. 

Acting  Master,  13  August,  lr861.  Acting  Volunteer  Lieutenant,  mark  of  appre- 
ciation of  gallantry,  18  September,  1862.  Acting  Volunteer  Lieutenant-Com- 
mander, 30  May,  1865.  Honorably  discharged  21  October,  1865. 

French,  Gustavns  E. 

Mate,  3 March,  1862.  Acting  Ensign,  1 September,  1863.  Resigned  23  June, 
1866. 

French,  George  11. 

Mate,  4 April,  1862.  Acting  Ensign,  30  May,  1864.  Honorably  discharged  23 
February,  1866. 

French,  Hayden  T. 

Acting  Midshipman,  2 December,  1859.  Ensign,  1 July,  1863.  Lieutenant,  22 
February,  1864.  Died  1 March,  1865. 

French,  Henry. 

Midshipman,  1 January,' 1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
15  April,  1840.  Commander,  1*4  September,  1855.  Retired  24  June,  1865.  Cap- 
tain on  Retired  list,  4 April,  1867.  Died  22  May,  1867. 

French,  James  A. 

Acting  Third  Assistant  Engineer,  15  March,  1865.  Honorably  discharged  20 
July,  1865. 

French,  James  S. 

Acting  Master,  29  August,  1861.  Acting  Volunteer  Lieutenant,  recommendation 
of*Commanding  Officer,  15  July,  1864.  Honorably  discharged  22  December, 
1865. 

French,  Jefterson  A. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  17  June,  1864. 

French,  John  A. 

Mate,  27  January,  1863.  Acting  Ensign,  31  August,  1863.  Acting  Master,  recom- 
mendation of  Commanding  Officer,  15  July,  1864.  Honorably  discharged  26 
November,  1865. 

French,  Matthew. 

Midshipman,  14  April,  1800.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

French,  Oratus  S. 

Acting  Second  Assistant  Engineer,  8 January,  1864..  Honorably  discharged  20 
April,  1866. 

French,  R.  H. 

Mate,  5 June,.  1863.  Appointment  revoked  (Sick,)  26  June,  1863. 

French,  Kobert. 

Assistant  Surgeon,  16  January,  1808.  Resigned  28  April,  1809 
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French,  Robert  F. 

Midshipman,  11  June,  1814.  Resigned  18  January,  1815. 

French,  Thomas. 

Acting  Chief  Engineer,  1 October,  1862.  Resigned  27  December,  1862. 

French,  Walter  S. 

Midshipman,  27  July,  1866.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  22  August,  1876. 

French,  William  H. 

Gunner,  26  July,  1861.  Died  30  December,  1868. 

Frick,  James. 

Mate,  6 April,  1863.  Dismissed  18  May,  1863, 

Frick,  Horace  E. 

Assistant  Engineer,  11  March,  1875. 

Frick,  William,  Jr. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  6 January,  1862.  Resigned  12  April,  1862. 

Friel,  Patrick  H. 

Acting  Third  Assistant  Engineer,  8 March,  1864.  Honorably  discharged  7 Sej)- 
tember,  1865. 

Friele,  l>aniel. 

Acting  Ensign,  5 October,  1864.  Honorably  discharged  30  October,  1865. 

Friell,  William  O. 

Mate,  3 November,  1865.  Resigned  22  December,  1865. 

Friend,  Joseph  L. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Died  18 
October,  1851. 

Fries,  Bra.  T. 

Mate,  6 April,  1864.  Acting  Ensign,  23  January,  1865.  Honorably  discharged 
30  July,  1868. 

Fries,  Frederick. 

Acting  Third  Assistant  Engineer,  21  November,  1863.  Resigned  18  May,  1864. 

Frisbie,  Charles  H. 

Acting  Ensign,  4 August,  1863.  Acting  Master,  5 September,  1864.  Acting  Vol- 
unteer Lieutenant,  2 June,  1865.  Honorably  discharged  4 October,  1865. 

Frisbie,  Edgar  H. 

Mate,  23  June,  1863.  Acting  Ensign,  1 July,  1864.  Honorably  discharged  13 
December,  1865. 

Frisbie,  J.  T. 

Acting  Assistant  Surgeon,  21  November,  1861.  Appointment  revoked  28  Decem- 
ber, 1863. 

Frisky,  Edgar. 

Professor,  11  June,  1878. 

Frizelle,  Seymour  C. 

Acting  Assistant  Paymaster,  9 December,  1861.  Dismissed  2 August,  1862. 

Frock,  Jolm  E. 

Acting  Assistant  Paymaster,  14  December,  1864.  Honorably  discharged  24  Octo- 
ber, 1865. 

Frost,  Charles. 

Sailmaker,  7 January,  1842.  Resigned  10  February,  1843. 

Frost,  Charles  T. 

Sailmaker,  10  August,  1848.  Warranted  6 November,  1851.  Lost  in  the  “ Levant” 
Last  intelligence  from  the  Ship,  18  September,  1860 

Frost,  O.  W. 

Acting  Master,  26  August,  1861.  Honorably  discharged  14  December,  1865. 
Frost,  John  A. 

Boatswain,  1 January,  1839.  Died  20  October,  1842. 
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Frost,  John  IV. 

Acting  Ensign,  26  July,  1864.  Honorably  discharged  12  October,  1865. 

Frost,  Joseph. 

Acting  Ensign,  10  September,  1862.  Resigned  27  June,  1865. 

Frost,  Eeslie  I>. 

Assistant  Surgeon,  10  April,  1866.  Resigned  27  November,  1866. 

Frost,  Nathaniel. 

Chaplain,  5 October,  1844.  Died  in  New  York,  14  July,  1868. 

Frost,  P.  M. 

Mate.  Appointment  revoked  10  January,  1865. 

Frost,  William. 

Assistant  Surgeon,  date  not  known.  Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 

Frost,  William. 

Mate,  6 February,  1862.  Resigned  20  June,  1863. 

Frost,  William  €. 

Mate,  19  December,  1863.  Acting  Ensign,  ®29  November,  1864.  Honorably  dis- 
charged 4 November,  1865. 

Frost,  Woodbury  ©. 

Acting  Assistant  Surgeon,  4 June,  1864.  Honorably  discharged  6 November, 
1865. 

Frothing!! am,  Edward. 

Acting  Assistant  Surgeon,  25  April,  1866.  Assistant  Surgeon,  23  May,  1866. 
Lost  in  the  “ Oneida ,”  24  January,  1870. 

Fry,  Henry. 

Purser,  27  February,  1813.  Last  appearance  on  Records  of  Navy  Department, 
1816.  Furloughed. 

Fry,  Joseph. 

Midshipman,  15  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  1 February, 
1861. 

Fry,  Pearson  JL. 

Acting  Third  Assistant  Engineer,  14  November,  1862.  Acting  Second  Assistant 
Engineer,  22  November,  1863.  Acting  First  Assistant  Engineer,  9 September, 
1864.  Resigned  28  February,  1865. 

Fugitf,  William  P. 

Sailmaker,  29  January,  1848.  Warranted  17  July,  1850.  Died  in  New  York,  28 
March,  1860. 

Fulir,  Isaac  M. 

Acting  Third  Assistant  Engineer,  12  April,  1864.  Honorably  discharged  1 Sep- 
tember, 1865. 

Fulcher,  John  II. 

Acting  Third  Assistant  Engineer,  28  August,  1863.  Honorably  discharged  17 
October,  1865. 

Full,  John  S. 

Mate,  1 October,  1862.  Acting  Ensign,  12  February,  1864.  Appointment  re- 
voked 3 June,  1864. 

Full  am,  William  F. 

Cadet  Midshipman,  24  September,  1873.  Graduated  18  June,  1879. 

Fuller,  Aug.  H. 

Mate,  25  January,  1862.  Acting  Ensign,  5 September,  1864.  Honorably  dis- 
charged 19  September,  1865. 

Fuller,  Charles  M. 

Mate,  10  January,  1863.  Acting  Ensign,  16  February,  1864.  Honorably  dis- 
charged 5 September,  1865 
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Fillies*,  Barius  S. 

Acting  Third  Assistant  Engineer,  4 October,  1864.  Honorably  discharged  17 
July,  1865. 

Fuller,  Edward  C. 

Midshipman,  27  September,  1870.  Graduated  1 June,  1874.  Resigned  9 Septem- 
ber, 1874. 

Fuller,  Caeorge  K. 

Acting  Third  Assistant  Engineer,  20  June,  1862.  Dismissed  11  September,  1862. 

Fuller,  Cteorge  W. 

Mate,  30  October,  1863.  Resigned  30  May,  1865. 

Fuller,  Henry  C. 

Mate,  28  J uly,  1862.  Honorably  discharged  23  November,  1868.  Mate,  4 February, 
1870.  In  Service. 

Fuller,  letsabod  C. 

Acting  Ensign,  26  September,  1864.  Honorably  discharged  30  September,  1865, 

Fuller,  James. 

Midshipman,  15  November,  1809.  Resigned  24  August,  1810. 

Fuller,  John. 

Acting  Master,  10  September,  1861.  designed  6 February,  1863. 

Fuller,  John. 

Mate,  8 July,  1864.  Resigned  9 June,  1865. 

Fuller,  Joint  J.,  Jr. 

Mate,  21  September,  1864.  Resigned  22  May,  1865. 

Fuller,  Walter. 

Acting  Assistant  Paymaster,  9 October,  1863.  Discharged  29  January,  1866. 

Fuller,  William  A. 

Acting  Third  Assistant  Engineer,  23  March,  1864.  Honorably  discharged  18  De- 
cember, 1865. 

Fuller,  William  II. 

Third  Assistant  Engineer,  23  May,  1861.  Resigned  16  November,  1861. 

Fuller,  Zacheus  R. 

Carpenter,  12  April,  1815.  Dismissed  30  June,  1829. 

Fulmer*  Bavid  HI. 

Third  Assistant  Engineer,  4 May,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.  Passed  Assistant  Engineer,  8 December,  1872. 

Fulton,  Albert  ft. 

Third  Assistant  Engineer,  6 January,  1862.  Second  Assistant  Engineer,  1 Octo- 
ber, 1863.  Resigned  25  April,  1864. 

Fulton,  CSeorge  W. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  4 No- 
vemmber,  1865. 

Fulton,  James. 

Purser,  20  November,  1858.  Pay  Inspector,  3 March,  1871.  Pay  Director,  28 
August,  1876. 

Fulton,  Janies  B. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  15  January,  1867. 

Fulton,  Thomas  €. 

Acting  First  Assistant  Engineer,  1861.  Resigned  31  October,  1862. 

Firnck,  John  M. 

Midshipman,  5 May,  1806.  Killed  in  action  25  October,  1812. 

Furber,  Edward  Q. 

Acting  Midshipman,  2 October,  1854.  Midshipman,  11  June,  1858.  Resigned  25 
August,  1860.  Mate,  16  January,  1862.  Acting  Master,  11  April,  1862.  Hon- 
orably discharged  21  January,  1866. 
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Fnrbnsh,  Frederick. 

Mate,  27  May,  1862.  Acting  Ensign,  25  July,  1863. 

Furch,  William. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  30 
November,  1865. 

Furey,  John. 

Acting  Assistant  Paymaster,  6 October,  1863.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  24  October,  1871. 

Furlong,  Joseph. 

Acting  Gunner,  31  March,  1863.  Honorably  discharged  13  May,  1865. 

Furniss,  Hartman  K. 

Acting  Master,  18  July,  1861.  Acting  Volunteer  Lieutemant,  for  gallant  conduct, 
11  November,  1861.  Dismissed  12  September,  1863. 

Furniss,  Leon. 

Acting  Assistant  Paymaster,  1 July,  1863.  Resigned  13  October,  1863. 

Fussell,  Finneas. 

Acting  Assistant  Surgeon,  1 March,  1865.  Acting  Passed  Assistant  Surgeon,  29 
July,  1868.  Resigned  3 September,  1874. 

FylFe,  Joseph  P. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Retired  list,  3 June,  1865. 
Lieutenant-Commander  from  16  July,  1862.  Commander,  2 December,  1367. 
Captain,  13  January,  1879. 


Gabriel  son,  Eric. 

Mate,  13  December,  1861.  Acting  Ensign,  20  May,  1863.  Honorably  discharged 
30  September,  1865. 

Gadsden,  Christopher,  Jr. 

Midshipman,  22  February,  1799.  Lieutenant,  12  January,  1807.  Commander,  10 
July,  1812.  Died  28  August,  1812. 

Gadsden,  Thomas. 

Purser,  21  July,  1840.  Resigned  31  March,  1843. 

Gaedicke,  IS.  J. 

Midshipman,  19  August,  1823.  Died  17  December,  1829. 

Gage,  George  S. 

Mate,  6 March,  1865.  Honorably  discharged  2 October,  1865. 

Gage,  Howard. 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Gage,  Lemuel. 

Acting  Master,  10  October,  1861.  Dismissed  8 May,  1862. 

Gager,  E.  V. 

Acting  Master,  17  May,  1861.  Resigned  8 July,  1862. 

Gagg,  William. 

Acting  Third  Assistant  Engineer,  16  February,  1865.  Resigned  15  June,  1865. 

Gaillard,  Augustin. 

Midshipman,  30  Novomber,  1814.  Resigned  16  June,  1815. 

Gaillard,  S>.  S. 

Midshipman,  1 February,  1815.  Resigned  25  August,  1815. 

Gaillard,  Samuel. 

Midshipman,  10  May,  1820.  Resigned  28  January,  1823. 

Gaines,  James  H. 

Assistant  Surgeon,  20  December,  1873.  Passed  Assistant  Surgeon,  15  June,  1877. 

Gainsford,  Charles. 

Mate,  5 June,  1862.  Died  29  May,  1880. 
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dairy,  George. 

Acting  Ensign,  28  October,  1868.  Appointment  revoked  (Sick,)  16  January,  1865. 

Galbraith,  William. 

Acting  Second  Assistant  Engineer,  12  June,  1863.  Honorably  discharged  8 No- 
vember, 1865. 

Gale,  George  W. 

Acting  Assistant  Surgeon,  19  April,  1862.  Acting  Passed  Assistant  Surgeon,  6 
July,  1865.  Honorably  discharged  29  June,  1869. 

Gale,  John. 

Midshipman,  19  October,  1841.  Dismissed  9 September,  1848. 

Gale,  William. 

Acting  Assistant  Surgeon,  18  October,  1862.  Acting  Passed  Assistant  Surgeon,  13 
June,  1865.  Honorably  discharged  2 August,  1868. 

Gale,  William  A. 

Acting  Assistant  Paymaster,  25  April,  1865.  Discharged  12  October,  1865. 

Galindo,  Edward  A. 

Mate,  5 March,  1862.  Resigned  15  March,  1865. 

Gallagher,  James. 

Mate,  8 February,  1862.  Dismissed  22  January,  1863. 

Gallagher,  James  G. 

Sailmaker,  27  November,  1829.  Died  at  the  Naval  Hospital,  Chelsea,  Massachu- 
setts, 8 March,  1865. 

Gallagher,  John. 

Master,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  2 March,  1825. 
Captain,  22  December,  1835.  Died  1 November,  1842. 

Gallagher,  John. 

Third  Assistant  Engineer,  21  January,  1842.  Second  Assistant  Engineer,  22  Janu- 
ary, 1846.  Resigned  17  February,  1847. 

Gallagher,  John  JL. 

Acting  Chief  Engineer,  24  February,  1864.  Dismissed  6 July,  1864. 

Gallagher,  Joseph  P. 

Acting  Ensign,  2 November,  1863.  Honorably  discharged  15  May,  1865. 

Gallagher,  Lawrence. 

Boatswain,  15  November,  1828.  Died  at  Naval  Hospital,  New  York,  3 December, 
1861. 

Gallagher,  Eawresice  B. 

Mate,  12  February,  1870. 

Gallagher,  William  F. 

Acting  Third  Assistant  Engineer,  5 January,  1865.  Resigned  7 November,  1865. 

Gallaher,  Benjamin  F. 

Purser,  15  July,  1852.  Dismissed  22  August,  1862. 

Gallgher,  Barms  F. 

Acting  Third  Assistant  Engineer,  5 November,  1862.  Dismissed  15  July,  1863. 

Gallishan,  Charles  A. 

Acting  Ensign,  20  January,  1865.  Deserted  22  May,  1866. 

Gallonp,  John  L. 

Mate,  23  December,  1863.  Resigned  2 August,  1866. 

Galloway,  Charles 

Midshipman,  22  September,  1866.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  9 December,  1875. 

Galloway,  John. 

Midshipman,  28  February,  1799.  Died  22  September,  1804. 

Galloway,  Thomas. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  14  January,  1863.  Honorably  discharged  1 May,  1866. 
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Galt,  Francis  L. 

Assistant  Surgeon,  2 October,  1855.  Passed  Assistant  Surgeon,  4 May,  1860.  Re- 
signed 20  March,  1861. 

Galt,  Robert  W. 

Assistant  Engineer,  12  October,  1871.  Passed  Assistant  Engineer,  24  February, 
1879. 


Galt,  Rogers  H. 

Midshipman,  20  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  11  December,  1877. 

Galt,  William  W. 

Assistant  Paymaster,  25  January,  1878. 

Gaiveis,  Jolm. 

Lieutenant,  3 June,  1800.  Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 

Gamble,  Fras.  B. 

Midshipman,  18  May,  1809.  Lieutenant,  19  December,  1814.  Died  29  September, 
1824. 

Gamble,  Jolm  F. 

Acting  Ensign,  2 August,  1862.  Acting  Master,  favorable  report  of  services,  24 
February,  1864.  Honorably  discharged  11  April,  1866. 

Gamble,  Jolm  M. 

Midshipman,  16  January,  1809.  Appointed  Second  Lieutenant  Marine  Corps,  16 
January,  1809.  First  Lieutenant,  5 March,  1811.  Captain,  18  June,  1814.  Major 
by  Brevet,  18  April,  1816.  Major,  1 July,  1834.  Lieutenant-Colonel,  by  Brevet,  3 
March,  1827.  Died  11  September,  1836. 

Gamble,  Joseph  G. 

Master,  19  March,  1812.  Dismissed  5 January,  1814. 

Gamble,  Peter. 

Midshipman,  16  January,  1809.  Lieutenant,  17  March,  1814.  Killed  in  action  11 
September,  1814. 

Gamble,  Robert  M. 

Midshipman,  9 May,  1803.  Lieutenant,  21  February,  1809.  Last  appearance  on 
Records  of  Navy  Department,  28  August,  1811. 

Gamble,  Thomas. 

Midshipman,  2 April,  1804.  Lieutenant,  27  April,  1810.  Commander,  27  April, 
1816.  Died  10  October,  1818. 

Gamble,  William  51. 

Third  Assistant  Engineer,  8 July,  1862.  Died  26  August,  1862. 

Gamble,  William  M. 

Midshipman,  1 March,  1841.  Passed  Midshipman,  1 August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Retired  26  April,  1866.  Commander  on  Retired  list,  4 April,  1867. 

Gamble,  W.  P. 

Midshipman,  10  October,  1832.  Died  3 September,  1838. 

Gambrill,  Amos  G. 

Assistant  Surgeon,  10  June,  1829.  Passed  Assistant  Surgeon,  3 March,  1835.  Sur- 
geon, 20  February,  1838.  Died  12  February,  1854. 

Game,  Mark. 

Carpenter,  20  November,  1799.  Discharged  25  May,  1801. 

Gammon,  Thomas  15. 

Mate.  Resigned  12  September,  1863.  Mate,  26  April,  1870.  Resigned  23  March, 
1871. 


Gansevoort,  Guert. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired list,  28  January,  1867.  Commodore,  Retired  list.  Died  15  July,  1868. 
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GanseYOort,  Hunn. 

Midshipman,  8 May,  1823.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  27 
February,  1842.  Lost  in  the  “ Grampus ,”  March,  1843. 

GasascYoort,  I*.  3L. 

Midshipman,  1 June,  1828.  Drowned  7 March,  1832. 

Gansevoort,  gtasswix. 

Midshipman,  3 November,  1841.  Resigned  9 October,  1847. 

Gantt,  Resijantin  S. 

Midshipman,  16  June,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  26 
August,  1846.  Lieutenant,  25  February,  1847.  Died  12  March,  1852. 

Gantt,  Joseph. 

Midshipman,  18  June,  1799.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Gantt,  Richard. 

Midshipman,  16  July,  1799.  Lost  in  the  “ Insurgent .” 

Garehedian,  H.  Paul. 

Acting  Third  Assistant  Engineer,  6 August,  1864.  Honorably  discharged  19 
August,  1865. 

Gardiner,  A.  F. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Dismissed  13  October,  1864. 

Gardiner,  Charles  A. 

Acting  Assistant  Paymaster,  20  August,  1862.  Honorably  discharged  7 September, 
1865. 

Gardiner,  Eben.  G. 

Acting  Third  Assistant  Engineer,  25  June,  1862.  Appointment  revoked  (Sick,) 
31  July,  1863. 

Gardiner,  Henry  R. 

Mate,  29  September,  1864.  Honorably  discharged  3 October,  1865. 

Gardiner,  Robert  M. 

Acting  First  Assistant  Engineer,  24  August,  1863.  Resigned  3 November,  1863. 

Gardner,  A.  S. 

Acting  Master,  26  August,  1861.  Dismissed  13  July,  1865. 

Gardner,  Charles  F. 

Acting  Assistant  Paymaster,  18  August,  1864.  Honorably  discharged  9 September, 
1865. 

Gardner,  Edward  C. 

Master,  18  August,  1812.  Dismissed  as  Supernumerary,  6 March,  1813. 

Gardner,  Francis. 

Gunner,  7 September,  1832.  Died  1 May,  1835. 

Gardner,  Frank  P. 

Mate,  1862.  Died  25  March,  1862. 

Gardner,  F.  W. 

Acting  Assistant  Paymaster,  17  February,  1863.  Resigned  12  November,  1864. 

Gardner,  Gilbert. 

Master,  15  December,  1817.  Resigned  1 February,  1822. 

Gardner,  Janies  E. 

Assistant  Surgeon,  3 July,  1876.  Passed  Assistant  Surgeon,  7 August,  1880. 

Gardner,  James  W. 

Mate,  21  September,  1863.  Honorably  discharged  6 July,  1865. 

Gardner,  John  M. 

Midshipman,  1 May,  1799.  Lieutenant,  19  January,  1807.  Commander,  4 Feb- 
ruary, 1815.  Died  1 September,  1815. 

Gardner,  John  M. 

Midshipman,  1 June,  1826.  Passed  Midshipman,  18  April,  1832.  Lieutenant,  8 
March,  1837.  Died  27  November,  1847. 
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Gardner,  John  Wesley. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.  Passed  Assistant  Engineer,  31  December,  1872. 

Gardner,  Lafayette. 

Acting  Ensign,  22  June,  1863.  Honorably  discharged  26  July,  1865. 

Gardner,  Sana  net  Iff. 

Mate,  16  November,  1864.  Discharged  24  August,  1865. 

Gardner,  Thomas  €. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1820.  Died  in  New  York. 

Gardner,  Thomas  M. 

Acting  Master,  13  June,  1861.  Master,  12  March,  1868.  Lieutenant.  18  December, 
1868.  Lieutenant-Commander,  2 February,  1878. 

Gardner,  Walter. 

Midshipman,  6 December,  1814.  Resigned  16  July,  1817. 

Gardner,  Walter. 

Midshipman,  1 January,  1818.  Died  21  February,  1820. 

Gardner,  William  Iff. 

Midshipman,  6 December,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore  on  Retired  list, 
16  July,  1862.  Died  19  December,  1870. 

Gardner,  William  Ross. 

Midshipman,  29  December  ,1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Died  22  April,  1857. 

Garfield,  Walter  IS. 

Acting  Master,  4 Cfctober,  1861.  Acting  Volunteer  Lieutenant,  recommendation 
of  Rear-Admiral  Dahlgren,  25  May,  1864.  Honorably  discharged  4 August, 
1867. 

Garland,  Hudson  M. 

Midshipman,  20  November,  1848.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant.  17  October,  1856.  Died  26  February,  1861. 

Garlick,  George  W. 

Mate,  1 October,  1862.  Acting  Ensign,  5 August,  1863.  Resigned  (Sick,)  28 
January,  1865. 

Garlick,  John. 

Midshipman,  26  July,  1799.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Garner,  John  M. 

Acting  Assistant  Surgeon,  2 February,  1863.  Acting  Passed  Assistant  Surgeon, 
18  May,  1865.  Honorably  discharged  10  October,  1865. 

Garnett,  Algernon  S. 

Assistant  Surgeon,  16  May,  1857.  Dismissed  10  May,  1861. 

Garnett,  A.  ¥.  P. 

Assistant  Surgeon,  8 September,  1841.  Resigned  21  October,  1850. 

Garnett,  James. 

Acting  Assistant  Paymaster,  28  August,  1863.  Resigned  19  January,  1865. 

Garner,  John  C. 

Acting  Third  Assistant  Engineer,  19  September,  1863.  Resigned  27  April,  1865. 

Garrard,  William,  Jr. 

Midshipman,  1 January,  1808.  Last  appearance  on  Records  of  Navy  Department, 
12  June,  1809. 

Garrecht,  William  II. 

Acting  Third  Assistant  Engineer,  18  October,  1864.  Honorably  discharged  9 
September,  1865. 

Garretson,  Isaac. 

Purser,  25  April,  1812.  Died  30  January,  1830. 
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Garrigau,  Michael. 

Acting  Third  Assistant  Engineer,  15  February,  1865.  Honorably  discharged  27 
October,  1865. 

Garrisoai,  George  W. 

Mate,  18  November,  1861.  Resigned  3 May,  1862.  Acting  Ensign,  23  January, 
1863.  Acting  Master,  1 September,  1864.  Appointment  revoked  12  January, 
1866. 

Garrison,  J.  CJ. 

Assistant  Surgeon,  22  December,  1812.  Died  18  November,  1820. 

Garrison,  Samuel. 

Midshipman,  11  January,  1832.  Cashiered  20  October,  1834. 

Garrison,  William  IS. 

Acting  Third  Assistant  Engineer,  7 September,  1864.  Honorably  discharged  29 
November,  1865. 

Garst,  Per ry. 

Midshipman,  28  July,  1863.  Graduated  2 July,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  5 April,  1874. 

Garthwaite,  George  W. 

Acting  Assistant  Paymaster,  10  June,  1864.  Drowned  on  “ Sassacus ,”  5 April, 
1865. 

Garts,  Peter. 

Purser,  29  August,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Garvin,  Benjamin  F. 

Third  Assistant  Engineer,  29  March,  .1847.  Second  Assistant  Engineer,  31  Octo- 
ber, 1848.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  11 
May,  1858. 

Garvin,  John. 

Midshipman,  22  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  3 October,  1874. 

Garvin,  Michael  F. 

Acting  Assistant  Surgeon,  11  September,  1863.  Appointment  revoked  17  October, 
1863. 

Gaskill,  Tin  cent  H. 

Acting  Assistant  Surgeon,  19  February,  1864.  Resigned  18  May,  1865. 

Gaskins,  B’Arcy  M. 

Mate,  21  March,  1862.  Acting  Ensign,  2 May,  1864.  Honorably  discharged  30 
December,  1865. 

Gaskins  John. 

Gunner,  20  April,  1857. 

Gassaway,  John. 

Midshipman,  16  January,  1809.  Appointed  Second  Lieutenant  Marine  Corps,  18 
June,  1810.  Resigned  29  December,  1810. 

Gassoway,  Elmore  S. 

Mate,  10  September,  1864.  Honorably  discharged  26  October,  1865. 

Gates,  George  I. 

Acting  Third  Assistant  Engineer,  10  October,  1 866.  Third  Assistant  Engineer,  2 
June,  1868.  Second  Assistant  Engineer,  2 June,  1869.  Passed  Assistant  Engi- 
neer, 29  October,  1874. 

Gates,  James  A. 

Gunner,  26  December,  1855.  Warranted  21  March,  1857.  Died  13-  December, 
1857. 

Gates,  T.  Brace. 

Mate,  25  July,  1864.  Dismissed  29  December,  1864. 

Gatewood,  James  I>. 

Assistant  Surgeon,  6 July,  1880. 
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Gatewood,  Rickard. 

Purser,  10  January,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Gatewood,  Richard.  * 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Gaul,  Andrew  K. 

Acting  First  Assistant  Engineer,  27  July,  1863.  Honorably  discharged  7 August, 
1865.* 

Gant,  William. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Reduced  to  Fireman,  14 
November,  1864. 

Gault,  Joins. 

Midshipman,  16  January,  1799.  Resigned  23  January,  1799. 

Gault,  John. 

Midshipman,  19  March,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Gaunt t,  Charles. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 
February,  1837.  Captain,  24  February,  1847.  Died  at  New  Brunswick,  New 
Jersey,  21  August,  1855. 

Gautier,  Thomas  W. 

Lieutenant,  15  February,  1800.  Discharged  20  October,  1801,  under  Peace  Estab- 
lishment Act. 

Gautier,  Thomas  Ji. 

Master,  4 August,  1807.  Resigned  25  November,  1814. 

Gavagan,  Thomas. 

Acting  Third  Assistant  Engineer,  16  May,  1863.  Acting  Second  Assistant  Engi- 
neer, 2 February,  1865.  Honorably  discharged  9 August,  1865. 

Gavaret,  Emile. 

Acting  Assistant  Surgeon,  1 October,  1862.  Honorably  discharged  21  October, 
1865. 

Gay,  Charles  W. 

Midshipman,  27  October,  1818.  Resigned  11  April,  1828. 

Gay,  Edward. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  Died  19  January,  1870. 

Gay,  George  W. 

Midshipman,  1 April,  1828.  Dismissed  28  November,  1828. 

Gay,  James  W. 

Acting  Ensign,  14  July,  1863.  Appointment  revoked  19  November,  1863. 

Gay,  Jesse. 

First  Assistant  Engineer,  20  February,  1847.  Chief  Engineer,  31  October,  1848. 
Resigned  22  October,  1859. 

Gay,  John. 

Carpenter,  1 September,  1803.  Last  appearance  on  Records  of  Navy  Department. 

Gay,  Thomas  S. 

Mate,  30  March,  1864.  Acting  Ensign,  27  October,  1864.  Honorably  discharged 
4 November,  1868.  Sailmaker,  6 December,  1871.  Resigned  3 March,  1873. 

Gay,  Timothy. 

Midshipman,  6 June,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1821.  Ship  “ Independence.” 

Gayle,  John  Iff. 

Mate,  20  May,  1864.  Resigned  4 October,  1864. 

Gayle,  Richard  Iff. 

Midshipman,  13  October,  1848.  Resigned  27  June,  1853. 

Gaylor,  Charles  Iff. 

Mate,  10  December,  1863.  Acting  Ensign,  22  November,  1864.  Resigned  15  May, 
1865. 
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Gajlord,  Charles. 

Acting  Assistant  Surgeon,  10  August,  1864.  Honorably  discharged  22  May,  1866. 

Gayring,  ©avid. 

Acting  Second  Assistant  Engineer,  12  October,  1863.  Honorably  discharged  15 
September,  1866. 

Gearisig,  Henry  C. 

Midshipman,  12  June,  1872.  Graduated  20  June,  1876.  Ensign,  25  November, 
1877. 

Geary,  Alexander  M. 

Acting  Second  Assistant  Engineer,  1 February,  1864.  Honorably  discharged  22 
November,  1865. 

Geary,  Amos  If. 

Mate,  20  January,  1863.  Dismissed. 

Geddes,  C.  Wright. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  11 
January,  1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  5 Sep- 
tember, 1855.  Re-appointed  Second  Assistant  Engineer,  27  August,  1859.  De- 
clined appointment  31  August,  1859. 

Geddeg,  George  1. 

Midshipman,  14  October,  1799.  Lieutenant,  28  April,  1809.  Resigned  24  Janu- 
ary, 1811. 

GeaMIg,  George  William. 

Third  Assistant  Engineer,  8 July,  1862.  Resigned  9 March,  1864. 

Geddes,  Henry. 

Captain,  24  September,  1799.  Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 

Geddes,  Henry,  Jr. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
15  March,  1809. 

Geddis,  Henry,  Jr. 

Midshipman,  30  April,  1800.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Gedney,  Jonathan. 

Carpenter,  1 August,  1809.  Last  appearance  on  Records  of  Navy  Department,  18 
December,  1815. 

Gedney,  Thomas  IS. 

Midshipman,  4 March,  1815.  Lieutenant-,  13  January,  1825.  Commjnder,  8 Sep- 
tember, 1841.  Died  30  November,  1857. 

Gee,  Saiimel. 

Mate,  12  November,  1869. 

Geer,  Abram. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Honorably  discharged  10  July, 
1866. 

Geer,  George  §. 

Acting  Third  Assistant  Engineer,  19  January,  1863.  Acting  Second  Assistant 
Engineer,  6 June,  1864.  Honorably  discharged  1 December,  1865. 

Geer,  Shubael. 

Acting  Third  Assistant  Engineer,  31  January,  1865.  Honorably  discharged  15 
February,  1866. 

Geisinger,  ©avid. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 
11  March,  1829.  Captain,  24  May,  1838.  Reserved  list,  13  September,  1855. 
Died  5 March,  1860. 

Gelatt,  Joseph  S. 

Acting  Ensign,  16  December,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  16  April,  1864.  Honorably  discharged  1 November,  1865. 
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Genet,  Charles  Edmund. 

Midshipman,  22  February,  1841.  Dissmised  18  February,  1850. 

Genther,  Samuel. 

Acting  Second  Assistant  Engineer,  1 August,  1862.  Acting  First  Assistant  Engi- 
neer, 12  November,  1862.  Dismissed  3 February,  1865. 

George,  Enoch. 

Acting  Second  Assistant  Engineer,  18  August,  1864.  Honorably  discharged  22 
September,  1865. 

George,  F.  A.  R. 

Third  Assistant  Engineer,  11  April,  1859.  Resigned  13  August,  1862.  Acting 
Second  Assistant  Engineer,  11  December,  1862.  Acting  First  Assistant  Engi- 
neer, 7 January,  1863.  Dismissed  8 June,  1864. 

Geoghegan,  John. 

Master,  16  September,  1813.  Discharged  15  April,  1815. 

Geoltz,  Eewis. 

Mate,  7 October,  1863.  Acting  Ensign,  17  March,  1865.  Honorably  discharged  8 
October,  1868. 

Germain,  Charles. 

Acting  Master,  17  May,  1861.  Resigned  23  June,  1863. 

Germain,  George. 

Acting  Third  Assistant  Engineer,  21  October,  1862.  Resigned  (Sick,)  13  Feb- 
ruary, 1865. 

Germain,  John. 

Acting  First  Assistant  Engineer,  21  October,  1862.  Acting  Chief  Engineer,  19 
January,  1863.  Honorably  discharged  2 December,  1866. 

German,  James  15. 

Acting  Third  Assistant  Engineer,  31  August,  1863.  Resigned  16  November,  1864. 

German,  Eewis. 

Midshipman,  15  November,  1809.  Lieutenant,  24  July,  1813.  Died  12  April,  1819. 

Gerould,  M.  L. 

Acting  Assistant  Surgeon,  22  September,  1863.  Honorably  discharged  7 Decem- 
ber, 1865. 

Gerrand,  Henry. 

Acting  Assistant  Paymaster,  1 July,  1862.  Assistant  Paymaster,  27  February, 
1867.  Passed  Assistant  Paymaster,  26  August,  1868.  Died  8 July,  1872. 

Gerrans,  Charles. 

Acting JThird  Assistant  Engineer,  18  November,  1863.  Acting  Second  Assistant 
Engineer,  28  May,  1864.  Honorably  discharged  25  November,  1865. 

Gerrard,  George. 

Acting  Ensign,  6 January,  1863.  Honorably  discharged  2 December,  1865.  Acting 
Ensign,  12  March,  1867.  Resigned  29  May,  1867. 

Gerrish,  HaYid  F. 

Acting  Assistant  Engineer,  25  November,  1863.  Honorably  discharged  26  August, 
1865 

Gerrish,  Francis. 

Assistant  Surgeon,  10  December,  1814.  Died  12  April,  1819. 

Gerry,  Charles  M.  S. 

Acting  Third  Assistant  Engineer,  30  January,  1864.  Honorably  discharged  28 
September,  1865. 

Gerry,  James  T. 

Midshipman,  20  December,  1815.  Lieutenant,  28  April,  1826.  Commander,  17 
April,  1842.  Lost  on  the  “Albany,”  28  September,  1854. 

Gerry,  Martin  H. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  23  October,  1863.  Resigned  12  March,  1866. 
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Gerry,  Oliver  H. 

Carpenter,  29  May,  1861.  Warranted  11  December,  1861.  Died  at  Sea  on  board 
the  “ Iroquois ,”  10  August,  1867. 

Gerry,  §anmel  IS* 

Master,  17  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  1820. 

Gerry,  Thomas  E. 

Midshipman,  6 December,  1814.  Resigned  27  August,  1833. 

Getty,  Bofeert. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  21  August,  1863. 

Getty?  Robert  If. 

Midshipman,  16  June,  1837.  Passed  Midshipman,  29  June.  1843.  Died  6 July, 
1847. 

Getz,  George. 

Midshipman,  1 January,  1812.  Resigned  5 February,  1814. 

Geutsh,  Ferdinand  R. 

Midshipman,  22  July,  1866.  Graduated  7 June,  1870.  Resigned  22  May,  1873. 

Glieen,  Edward  Hickman. 

Acting  Midshipman,  25  September,  1862.  Graduated  June,  1867.  Ensign,  18 
December,  1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Gheradi,  Bancroft. 

Midshipman,  26  June,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Comyiander,  25  July,  1866.  Captain,  9 November,  1874. 

Gibbon,  Frederick  S. 

Midshipman,  9 June,  1811.  Lieutenant,  1 April,  1818.  Died  3 December,  1825. 

Gibbon , James. 

Midshipman,  20  June,  1799.  Lieutenant,  21  Januarv,  1807.  Died  in  December, 
1811. 

Gibbon,  Eardner. 

Midshipman,  22  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  10 
April,  1851.  Lieutenant,  5 December,  1851.  Resigned  15  May,  1857. 

Giberson,  diaries  If. 

Assistant  Surgeon,  19  October,  1861.  Passed  Assistant  Surgeon,  24  April,  1865. 
Resigned  9 November,  1868. 

Giberson,  Bober t B 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Acting  Second  Assistant 
Engineer,  16  June,  1864.  Honorably  discharged  27  August,  1867.  Acting 
Second  Assistant  Engineer  14  March*  1866.  Mustered  out  27  August,  1867. 

Gibbs,  Albion  P. 

Acting  Ensign,  22  February,  1864.  Honorably  discharged  28  October,  1865. 
Mate,  21  January,  1876.  Appointment  revoked  30  October  1871. 

Gibbs,  Benjamin  F. 

Assistant  Surgeon,  12  November,  1858.  Passed  Assistant  Surgeon,  22  May,  1862. 
Surgeon,  22  May,  1862.  Medical  Inspector,  17  March,  1876. 

Gibbs,  Charles  J. 

Acting  Master,  8 February,  1862.  Acting  Volunteer  Lieutenant,  good  service,  4 
February,  1864.  Honorably  discharged  5 January,  1866.  O jV'GY  ^ j 

Gibbs,  George  T. 

Acting  Second  Assistant  Engineer,  27  July,  1864.  Honorably  discharged  2 No- 
vember, 1865. 

Gibbs,  Henry  E. 

Acting  Assistant  Surgeon,  2 February,  1864.  Resigned  3 June,  1865. 

Gibbs,  John  W. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December*  1814.  Resigned  26  Feb- 
ruary, 1816. 
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Gibbs,  Paul  €. 

Acting  Master,  15  April,  1862.  Resigned  5 October,  1863. 

Gibbs,  William  C. 

Acting  Master,  26  February,  1862.  Resigned  21  February,  1863. 

Gibbs,  William  R. 

Acting  Master,  26  December,  1861.  A2)pointment  revoked  25  July,  1864. 

Gibsiey,  James  C. 

Mate,  25  January,  1862.  Acting  Ensign,  21  July,  1862.  Resigned  12  October, 
1863. 

Gibson,  Alexander. 

Midshipman,  4 July,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  28 
February,  1838.  Reserved  list,  13  September,  1855.  Commissioned  Commander 
on  Active  list,  14  September,  1855.  Captain  on  Retired  list,  4 April,  1867. 
Died  8 August,  1872. 

Gibson,  A.  J. 

Acting  Ensign,  Admiral  Farragut’s  Staff*  28  August,  1864.  Resigned  14  April, 
1865. 

Gibson,  Edward  I£» 

Acting  Assistant  Paymaster,  4 June,  1862.  Discharged  24  June,  1865. 

Gibson,  James. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Gibson,  James. 

Acting  Third  Assistant  Engineer,  9 March,  1865.  Honorably  discharged  12  May, 
1865. 

Gibson,  Jolm  I>. 

Purser,  8 June,  1840.  Retired  list,  10  December,  1867.  Died  3 September,  1869. 

Gibson,  Jolm  J. 

Assistant  Surgeon,  4 July,  1860.  Surgeon,  22  September,  1863.  Died  19  February, 
1870. 

Gibson,  Otis  W. 

Acting  Assistant  Surgeon,  10  September,  1861.  Appointment  revoked  2 Decem- 
ber, 1862. 

Gibson,  Thomas. 

Acting  Ensign,  24  February,  1863.  Acting  Master,  5 December,  1863.  Honorably 
discharged  21  October,  1865. 

Gibson,  Thomas  W. 

Midshipman,  8 February,  1832.  Dismissed  30  April,  1835. 

Gibson,  William. 

Midshipman,  11  February,  1841.  Passed  Midshipman,  10  July,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Retired  26  April,  1867.  Commander  on  Retired  list,  27  April, 
1867.  Lieutenant-Commander,  Active  list,  12  December,  1878.  Commander, 
Active  list,  13  January,  1879. 

Gibson,  William  15. 

Assistant  Surgeon,  2 November,  1861.  Died  8 November,  1862 

Gibson,  William  €. 

Entered  Volunteer,  Service,  15  December.  1862.  Ensign,  12  March,  1868.  Master, 
18  December,  1868.  Lieutenant,  21  March,  1870. 

Gibson,  William  II. 

Acting  Ensign,  16  November,  1863.  Resigned  27  March,  1865. 

Giddeons,  William. 

Midshipman,  20  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Giddings,  Jolm  E. 

Acting  Master,  20  August,  1861.  Resigned  16  May,  1863.  Acting  Ensign,  3 
August,  1864.  Acting  Master,  10  July,  1865.  Honorably  discharged  29  July, 
1865.  Acting  Master,  1 May,  1866.  Mustered  out  4 September,  1868. 
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Gideon,  Caspar  JP. 

Boatswain,  8 May,  1826.  Resigned  3 June,  1826. 

Gideon,  George,  Jr. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  23  April, 
1859.  Died  16  June,  1863. 

Giet,  George  W.  * 

Sailmaker,  3 October,  1861.  Died  30  August,  1877. 

Giet,  Jolrn  N. 

Acting  Master,  23  September,  1861.  Resigned  6 December,  1862. 

Gifford,  Charles  P. 

Acting  Ensign,  2 September,  1864.  Appointment  revoked  (Sick,)  24  April,  1865. 

Gifford,  George  P. 

Mate,  25  February,  1864.  Appointment  revoked  8 April,  1868.  Mate,  27  January, 
1870.  Resigned  9 September,  1870. 

Gifford,  John  !L. 

Acting  Ensign,  11  October,  1862.  Acting  Master,  faithful  manner  of  performing 
duties,  31  October,  1863.  Acting  Volunteer  Lieutenant,  recommendation  of 
Commanding  Officer,  1 May,  1865.  Honorably  discharged  29  November,  1865. 

Gifford,  Robinson. 

Acting  Ensign,  9 August,  1864.  Honorably  discharged  27  October,  1865. 

Gifford,  R.  W. 

Acting  Assistant  Surgeon,  3 March,  1863.  Resigned  28  April,  1865. 

Gifford,  Thomas  H. 

Acting  Master,  10  June,  1861.  Dismissed  23  August,  1861. 

Gift,  George  W. 

Midshipman,  30  November,  1847.  Resigned  10  January,  1851. 

Gihon,  Albert  Jh. 

Assistant  Surgeon,  2 May,  1855.  Passed  Assistant  Surgeon,  4 May,  1860.  Sur- 
geon, 1 August,  1861.  Medical  Inspector,  7 November,  1872.  Medical  Direc- 
tor, 20  August,  1879. 

Gilbert,  Raniel  ©* 

Acting  Assistant  Surgeon,  8 November,  1861.  Assistant  Surgeon,  25  January, 
1863.  Resigned  8 August,  1864. 

Gilbert,  Foster  SI. 

Acting  Assistant  Paymaster,  3 June,  1864.  Honorably  discharged  28  November, 
1865. 

Gilbert,  John. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Appointment  revoked  (Sick,) 
8 August,  1864. 

Gilbert,  John 

Acting  Assistant  Surgeon,  18  December,  1861.  Appointment  revoked  12  Novem- 
ber, 1862. 

Gilbert,  Philip  J. 

Acting  Assistant  Surgeon,  20  February,  1865.  Appointment  revoked  7 June, 
1865. 

Gilbert,  William  I. 

Acting  Third  Assistant  Engineer,  28  December,  1864.  Honorably  discharged  14 
September,  1865. 

Gilchrist,  Edward. 

Assistant  Surgeon,  26  January,  1832.  Passed  Assistant  Surgeon,  8 November, 
1836.  Surgeon,  27  September,  1840.  Died  6 November,  1869. 

Gilderdale,  George  I). 

Mate,  22  October,  1862.  Acting  Ensign,  14  August,  1863.  Honorably  discharged 
20  September,  1865. 
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Gilder  sleeve,  Benjamin. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Resigned  24  June,  1862. 

Gildersleeve,  Thomas  J. 

Mate,  20  November,  1862.  Deserted  31  October,  1863. 

Giles,  Alpha  E. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Resigned  17  June,  1864. 

Giles,  Edward, 

Midshipman,  10  May,  1800.  Resigned  25  April,  1804. 

Giles,  Melvin  P. 

Acting  Third  Assistant  Engineer,  10  March,  1865.  Honorably  discharged  24 
October,  1865. 

Giles,  William  D. 

Mate,  28  July,  1864.  Resigned  3 April,  1866. 

Giles,  William  W. 

Midshipman,  17  December,  1810.  Dismissed  8 August,  1812. 

Gilfillan,  William  J. 

Acting  Assistant  Surgeon,  17  April,  1863.  Resigned  28  April,  1865. 

Gill,  Christopher  C. 

Acting  Ensign,  16  August,  1862.  Acting  Master,  25  July,  1863.  Resigned  25 
February,  1864.  Acting  Ensign,  4 April,  1864.  Acting  Master,  recommenda- 
tion of  Commanding  Officer,  11  August,  1864.  Honorably  discharged  26  Octo- 
ber, 1865.  Acting  Master,  30  April,  1866.  Discharged  13  August,  1866. 

Gill,  Clifford  B. 

Midshipman,  25  September,  1862.  Graduated  22  November,  1864.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Gill,  J.  W. 

Acting  Master,  23  September,  1861.  Resigned  24  November,  1863. 

Gill,  Thomas  A. 

Chaplain,  22  December,  1874. 

Gill?  William  L. 

Midshipman,  8 March,  1814.  Resigned  21  January,  1815. 

Gillais,  Bavid. 

Mate,  6 March,  1865.  Resigned  15  June,  1865. 

Gillan,  James. 

Mate,  4 November,  1861.  Dismissed  24  October,  1864. 

Gillander,  Alexander. 

Acting  Third  Assistant  Engineer,  21  May,  1862.  Dismissed  14  March,  1863. 

Giilaspy,  George. 

Surgeon,  13  March,  1798.  Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 

Gillespie,  E.  C. 

Mate,  12  October,  1866.  Resigned  13  January,  1869. 

Gillespie,  Edward. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Resigned  22  November,  1862. 
Acting  Third  Assistant  Engineer,  4 May,  1863.  Resigned  18  April,  1864. 
Acting  Third  Assistant  Engineer,  27  August,  1864.  Honorably  discharged  21 
July,  1865. 

Gillespie,  George. 

Acting  First  Assistant  Engineer,  14  July,  1863.  Honorably  discharged  3 May, 
1868. 

Gillespie,  John  E. 

Assistant  Surgeon,  29  June,  1868.  Died  29  June,  1872. 

Gillespie,  William,  Jr. 

Acting  Assistant  Paymaster,  4 December,  1862.  Resigned  28  October,  1863. 
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Gillespie,  William  T. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  13  March,  1865. 
Honorably  discharged  29  December,  1865. 

Gilless,  Walter  V. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Died  11 
June,  1853. 

Gillel,  Samuel  T. 

Midshipman,  1 December,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9 February,  1837.  Appointed  Chaplain,  8 September,  1841.  Resigned  19  Janu- 
ary, 1843. 

Gillett,  Francis  T. 

Acting  Assistant  Paymaster,  20  October,  1863.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  23  January,  1873.  Died  15  February,  1878. 

Gillett,  Simeon  P. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  27  April,  1866.  Resigned  30  De- 
cember, 1871. 

Gillette,  Robert  H. 

Acting  Assistant  Paymaster,  21  July,  1863.  Killed  on  “ Gettysburg 16  January, 
1865. 

Gilley,  John  II. 

Mate,  24  December,  1861.  Honorably  discharged  14  October,  1865. 

Gilley,  William  L. 

Mate,  28  November,  1863.  Acting  Ensign,  14  November,  1864.  Honorably  dis- 
charged 8 October,  1868.  Mate,  9 March,  1870. 

Gilliam,  Henry. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Last  appearance 
on  Records  of  Navy  Department,  1823.  New  Orleans. 

Gilliam,  James  S. 

Assistant  Surgeon,  26  April  $ 1847.  Resigned  2 December,  1858.  Re-appointed  11 
March,  1869.  Lost  in  the  “ Levant ,”  June,  1861 

Gilliland,  Christopher  C. 

Acting  Carpenter,  15  October,  1863.  Resigned  12  January,  1865. 

Gilliland,  David. 

Acting  Third  Assistant  Engineer,  12  April,  1864.  Honorably  discharged  29 
August,  1865. 

Gilliland,  Samuel. 

Assistant  Surgeon,  1 August,  1809.  Resigned  13  June,  1812. 

Gillingham,  Edward  E. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Resigned  29  October,  1864. 

Gillis,  James  H. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  16 
September,  1855.  Lieutenant,  17  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  30  September,  1876. 

Gilliss,  James  M. 

Midshipman,  1 March,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant,  28 
February,  1838.  Reserved  list,  17  September,  1855.  Commander,  Reserved 
list,  19  July,  1861.  Captain,  16  July,  1862.  Died  8 February,  1865. 

Gilliss,  John. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  30  May,  1864. 

Gilliss,  John  F. 

Midshipman,  12  December,  1825.  Passed  Midshipman,  4 January,  1831.  Lieu- 
tenant, 9 February,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1862.  Retired  list,  24  September,  1864.  Commodore  on  Retired  list,  28  Sep. 
tember,  1866.  Died  25  February,  1873. 
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Gillmartm,  Peter  P. 

Acting  Assistant  Surgeon,  12  June,  1863.  Resigned  28  September,  1864. 

Gillmore,  John. 

Acting  Third  Assistant  Engineer,  9 February,  1864.  Honorably  discharged  22 
August,  1865. 

Gill  snore,  James  C. 

Midshipman,  20  September,  1871.  Graduated  20  June,  1876.  Ensign,  30  January, 
1879. 

Gillpairick,  W.  Wilberforce. 

Midshipman,  30  September,  1862.  Graduated  22  November,  1864.  Ensign,  12 
March,  1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Gilman,  Augustus  H. 

Paymaster,  1 June,  1861.  Pay  Inspector,  3 March,  1871.  Pay  Director,  15  May, 
1879. 

Gilman,  Henry  M. 

Mate,  22  June,  1863.  Resigned  30  September,  1863. 

Gilman,  H. 

Acting  Assistant  Paymaster,  31  December,  1862.  Honorably  discharged  27  Sep- 
tember, 1865. 

Gilman,  William  H. 

Acting  Assistant  Paymaster,  22  September,  1862.  Discharged  5 July,  1866. 

Gilnscyer,  Jacob  E* 

Midshipman,  1 January,  1813.  Resigned  20  February,  1822. 

Gilmore,  A.  W. 

Acting  Second  Assistant  Engineer,  3 November,  1863.  Honorably  discharged  2 
October,  1868. 

Gilmore,  Fernando  P. 

Acting  Midshipman,  28  February,  1863.  Graduated.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Gilmore,  €>tis  If. 

Gunner,  10  June,  1861.  Dismissed  7 May,  1862. 

Crilmore,  Thomas  8. 

Mate,  8 September,. 1864.  Honorably  discharged  12  September,  1865. 

Gingleii,  Humphrey. 

Acting  Third  Assistant  Engineer,  29  December,  1864.  Honorably  discharged  22 
September,  1865. 

Gipson,  James  C. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  24  October,  1863.  Acting  Vol- 
unteer Lieutenant,  9 July,  1864.  Honorably  discharged  14  November,  1865. 

Giraud,  Henry  E. 

Mate,  17  November,  1863.  Resigned  12  May,  1865. 

Giraiul,  James  8. 

Appointed  Volunteer  Service,  12  December,  1864.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  2 July,  1869.  Dismissed  25  March,  1871. 

Giraud,  Pierre. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
on  “ Montaulc”  5 August,  1863,  Acting  Volunteer  Lieutenant-Commander,  9 
December,  1864.  Honorably  discharged  15  January,  1869. 

Girault,  A r sene  IV. 

Professor,  14  August,  1848.  Retired  list,  25  December,  1863.  Died  2 M£y,  1874. 

Girty,  5>avid. 

Acting  Third  Assistant  Engineer,  3 September,  1864.  Appointment  revoked 
(Sick,)  1 December,  1864. 

Girty,  Thomas. 

Acting  Second  Assistant  Engineer,  1 November,  1862.  Acting  First  Assistant 
^ Engineer,  13  May,  1863.  Honorably  discharged  8 November,  1865. 
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Gist,  Mordecai. 

Midshipman,  14  April,  1800.  Discharged  31  August,  1801,  under  Peace  Estab- 
lishment Act. 

Gist,  Spencer  G. 

Midshipman,  1 May,  182G.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Died  22  October,  1847. 

Gist,  W.  Ferguson. 

Midshipman,  19  November,  1799.  Permitted  to  Retire,  1 August,  1801. 

Ghan,  George  W. 

Mate,  10  September,  1863.  Appoint?nent  revoked  (Sick,)  8 March,  1864. 

Given,  Robert. 

Chaplain,  13  October,  1855. 

Gladding,  William  If. 

Acting  Third  Assistant  Engineer,  21  July,  1864.  Dismissed  13  May,  1865. 

Gladding,  William  O. 

Mate,  21  December,  1863.  Resigned  29  May,  1865. 

Gladding,  William  If. 

Third  Assistant  Engineer,  20  September,  1858.  Dropped  4 August,  1863. 

Glass,  Carsen. 

Mate,  18  May,  1865.  Honorably  discharged  7 October,  1865. 

Glass,  George. 

Acting  Ensign,  14  September,  1864.  In  Service. 

Glass,  Henry. 

Acting  Midshipman,  24  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868.  Commander,  27  October,  1879. 

Glasseoek,  Thomas  G. 

Midshipman,  17  July,  1832.  Resigned  11  May,  1839. 

Glassell,  William  T. 

Midshipman,  15  March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  6 December, 
1861. 

Glass  ford « Henry  A. 

Acting  Volunteer  Lieutenant,  3 December,  1862.  Honorably  discharged  29  Novem- 
ber, 1865. 

Glasson,  John  J. 

Midshipman,  1 February,  1823.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
9 February,  1837.  Reserved  list,  13  September,  1855.  Commissioned  Com- 
mander on  Active  list,  from  14  September,  1855.  Retired  1 October,  1864. 
Commodore,  Retired  list,  4 April,  1867. 

Glaster,  James. 

Sailmaker,  6 June,  1803.  Last  appearance  on  Records  of  Navy  Department. 

Gleason,  Joins  If. 

Mate,  18  December,  1861.  Dismissed  15  July,  1864. 

Gleaves,  Albert. 

Cadet  Midshipman,  10  June,,  1873.  Graduated  18  June,  1879. 

Gleaves,  John  W. 

Midshipman,  16  January,  1809.  Resigned  15  July,  1811. 

Glendy,  William  M. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  25  Feb- 
ruary, 1847.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired 
16  July,  1862.  Died  16  July,  1873. 

Glenn,  Noble  W. 

Midshipman,  2 July,  1801.  Resigned  23  April,  1804. 

Glenn,  Marshall, 

Midshipman,  22  May,  1800.  Resigned  25  March,  1802. 
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Glenney,  I>aoiel  W. 

Acting  Ensign,  8 October,  1862.  Acting  Master,  2 October,  1863.  Deserted  4 
November,  1864. 

Glennon,  James  If. 

Cadet  Midshipman,  24  September,  1874.  Graduated  4 June,  1880. 

Glennon,  Martin. 

Acting  Third  Assistant  Engineer,  21  October,  1862.  Honorably  discharged  2 
December,  1866. 

Glen tw or th,  H.  N. 

Assistant  Surgeon,  11  March,  1829.  Passed  Assistant  Surgeon,  8 March,  1835. 
Surgeon,  9 February,  1837.  Died  15  August,  1847. 

Glent worth,  J.  B. 

Midshipman,  19  August,  1823.  Resigned  21  January,  1831. 

GlicMen,  George  B.  B. 

Acting  Midshipman,  23  September,  1860.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  May,  1886.  Lieutenant,  21  February,  1867.  Lieutenant- Commander,  12 
March,  1868. 

Glisson,  Henry  Y. 

Acting  Assistant  Paymaster,  11  December,  1862.  Resigned  14  March,  1865. 

Glisson,  Oliver  S. 

Midshipman,!  November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 8 March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Bear-Admiral,  10  June,  1870.  Retired  18  January, 
1871. 

Glover,'  William. 

Master,  date  not  known.  Discharged  13  April,  1801,  under  Peace  Establishment 
Act. 

Glynn,  James. 

Midshipman,  4 March,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Reserved  list,  13  September,  1855.  Commissioned  Captain  on 
Active  list,  from  14  September,  1855.  Commodore  on  Retired  list,  4 April,  1867. 
Died  13  May,  1871. 

Goble,  Edward  H. 

Acting  Second  Assistant  Engineer,  7 November,  1862.  Appointment  revoked 
(Sick,)  17  September,  1864. 

Goble,  Samuel  B. 

Acting  Chief  Engineer,  1 October,  1862.  Appointment  revoked  (Sick,)  21  June, 
1864. 

Godby,  William. 

Carpenter,  16  January,  1802.  Died  26  November,  1808. 

Goddard,  John. 

Surgeon,  28  August,  1800.  Died  31  December,  1802. 

Goddard,  Wiiliam. 

Acting  Third  Assistant  Engineer,  20  January,  1862.  Resigned  18  November, 
1862. 

Godfrey,  George. 

Mate.  Resigned  6 March,  1862. 

Godfrey,  John  W. 

Acting  Master,  21  November,  1861.  Resigned  12  September,  1863. 

Godfrey,  Jones. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer,  2 
June,  1868.  Dismissed  27  September,  1873. 

Godfrey,  Thomas. 

Master,  8 April,  1815.  Died  13  February,  1820. 

Godfrey,  Washington. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
at  Port  Hudson,  7 March,  1864.  Honorably  discharged  4 December,  1865. 
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Godmsiii,  Hamilton. 

Midshipman,  19  December,  1837.  Resigned  15  May,  1839. 

Godman,  Stewart  A. 

Midshipman,  4 November,  1841.  Resigned  4 May,  1842. 

Godon,  Vidor  I*. 

Assistant  Surgeon,  23  February,  1835.  Passed  Assistant  Surgeon,  8 July,  1841. 
Resigned  20  September,  1844. 

Godon,  Sylvan  us  W. 

Midshipman,  4 March,  1819.  Lieutenant,  17  December,  1836.  Commander,  14 
September,  1855.  Captain,  16  July,  1862.  Commodore,  2 January,  1863. 
Rear-Admiral,  25  February,  1866.  Retired  list,  18  June,  1871.  Died  i.7  May, 
1879. 

Godwin,  Joint. 

Midshipman,  2 January,  1800.  Died  2 June,  1804. 

doe,  William. 

Master,  15  April,  1799.  Resigned  19  May,  1801. 

Got!*,  Albert  H. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  25  No- 
vember, 1865. 

Golf,  Joseph  W. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged  14 
July,  1865. 

Golf,  William  F. 

Acting  Second  Assistant  Engineer,  24  February,  1863.  Resigned  21  March,  1865, 

Goin,  John  W. 

Acting  Master,  recruiting  duty  at  New  York,  16  April,  1863.  Appointment  re- 
voked 25  August,  1864. 

Goin,  Thomas- 

Master,  23  November,  1839.  Died  14  March,  1847. 

Gold,  Cornelius  H. 

Acting  Assistant  Paymaster,  31  October,  1864.  Discharged  1 March,  1866. 

Gold,  Joseph. 

Midshipman,  1 July,  1836.  Resigned  27  February,  1839. 

Golden,  William  H. 

Acting  Second  Assistant  Engineer,  21  October,  1862.  Acting  First  Assistant 
Engineer,  6 November,  1862.  Honorably  discharged  2 December,  1866. 

Golding,  Thomas. 

Acting  Ensign,  22  September,  1863.  Honorably  discharged  27  April,  1869. 

Goldshorough,  John  31. 

Midshipman,  16  November,  1824.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 6 September,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 
1862.  Commodore,  13  April,  1867.  Retired  2 July,  1870.  Died  22  June,  1877. 

Goldshorough,  Louis  M. 

Midshipman,  18  June,  1812.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Captain,  14  September,  1855.  Rear-Admiral,  16  July,  1862. 
Retired  list,  6 October,  1873.  Died  20  February,  1877. 

Goldshorough,  It,  W. 

Purser,  30  April,-  1804.  Last  appearance  on  Records  of  Navy  Department,  21 
March,  1810.  Died  at  Norfolk. 

Goldshorough,  Worthington. 

Acting  Assistant  Paymaster,  30  September,  1862.  Assistant  Paymaster,  2 July, 
1864.  Paymaster,  4 May,  1866. 

Goldshorough,  W.  S. 

Midshipman,  5 May,  1806.  Last  appearance  on  Records  of  Navy  Department, 
May,  1807 
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Goldsmith,  Isaac  K. 

Mate,  5 June,  1868.  Acting  Ensign,  5 September,  1863.  Honorably  discharged  8 
November,  1865. 

Goldsmith,  Xathan  A. 

Mate,  6 June,  1864.  Honorably  discharged  22  June,  1866. 

Goll,  John  J. 

Acting  Third  Assistant  Engineer,  18  December,  1861.  Resigned  3 April,  1862. 

Gollet,  Janies  M. 

Master,  18  October,  1798.  Discharged  10  April,  1801,  under  Peace  Establishment 
Act. 

Golsten,  Emile  II. 

Acting  Third  Assistant  Engineer,  24  November,  1863.  Acting  Second  Assistant 
Engineer,  5 December,  1864.  Honorably  discharged  28  September,  1865. 

Good,  George. 

Mate,  6 March,  1862.  Resigned  27  August,  1862. 

Good,  Samuel. 

Mate,  14  November,  1861.  Cancelled  22  January,  1862. 

Goodlme,  Havid  I*. 

Acting  Assistant  Surgeon,  4 January,  1864.  Honorably  discharged  9 October, 
1865. 

Gooding,  Frederick  A. 

Mate,  29  January,  1863.  Resigned  18  November,  1865. 

Gooding,  George  H. 

Acting  Ensign,  19  August,  1864.  Honorably  discharged  21  August,  I860 

Gooding,  I®.  C. 

Acting  Ensign,  15  February,  1865.  Honorably  discharged  30  September,  1865. 

Gooding,  William  T. 

Mate,  1862.  Resigned  28  June,  1862. 

Gooding,  W.  M. 

Acting  Assistant  Surgeon,  12  September,  1865.  Resigned  1 November,  1866. 

Goodloe,  John  J.  • 

Midshipman,  14  October,  1845.  Resigned  1 June,  1846. 

Goodloe,  Joseph  A. 

Acting  Third  Assistant  Engineer.  Resigned  13  April,  1864. 

Goodman,  Richard  F. 

Acting  Assistant  Paymaster,  3 February,  1864.  Honorably  discharged  23  August, 
1865. 

Goodmanson,  George  II. 

Mate,  21  December,  1863.  Honorably  discharged  30  September,  1865= 

Goodman  son,  John  P. 

Acting  Master,  26  August,  1861.  Dismissed  20  January,  1863. 

Goodrich,  Caspar  Frederick. 

Midshipman,  10  December,  1861.  Graduated  22  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 26  March,  1869. 

Goodrich,  George  F. 

Mate,  25  January,  1862.  Appointment  revoked  (Sick,)  24  August,  1864. 

Goodrich,  Isaiah  W. 

Mate,  11  March,  1863.  Resigned  (Sick,)  12  November,  1863.  Acting  Ensign,  1 
December,  1864.  Honorably  discharged  16  September,  1865. 

Goodrich,  James  M. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Honorably  discharged  8 
July,  1865. 
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Goodsoe,  Augustas  G. 

Carpenter,  3 June,  1861. 

Goodsu  si! , J asises. 

Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Died  9 May,  1836. 

Goodwin,  Benjamin. 

Master,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  22 
October,  1810.  Drowned  at  Sea. 

Goodwin,  €.  G. 

Midshipman,  17  October,  1799.  (See  Ridgely.) 

Goodwill,  Charles. 

Acting  Third  Assistant  Engineer,  11  May,  1863.  Acting  Second  Assistant  Engi- 
neer, 4 May,  1864.  Acting  First  Assistant  Engineer,  22  March,  1865.  Hon- 
orably discharged  4 December,  1865 

Goodwin,  diaries  J. 

Acting  Ensign,  30  December,  1862.  Appointment  revoked  (Sick,)  21  March,  1864. 
Acting  Ensign,  16  December,  1864.  Honorably  discharged  7 August,  1865. 

Goodwill 9 Charles  M. 

Acting  Third  Assistant  Engineer,  11  November,  1862.  Honorably  discharged  16 
September,  1865. 

Goodwin?  Daniel. 

Midshipman,  80  November,  1814.  Struck  off  3 Jannary,  1825. 

Goodwin,  Edward  M. 

Acting  Assistant  Surgeon,  4 January,  1864.  Honorably  discharged  21  Octobe 
1865. 

Goodwin,  Ezra  S. 

Acting  Master,  7 December,  1861.  Resigned  5 April,  1867. 

Goodwin,  Francis  C. 

Third  Assistant  Engineer,  12  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Retired  list,  2 March,  1868. 

Goodwin,  Henry  B. 

Acting  Third  Assistant  Engineer,  10  February,  1863.  Acting  Second  Assistant 
Engineer,  21  January,  1865.  Honorably  discharged  19  March,  1866. 
Goodwin,  J.  f£. 

Mate,  20  August,  1863,  Resigned  17  May,  1865. 

Goodwin,  John. 

Midshipman,  27  May,  1800.  Resigned  29  December,  1802. 

Goodwin,  John  D.,  Jr. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Philadelphia. 

Goodwin,  Joseph  IS. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  21  Octo- 
ber, 1865. 

Goodwin,  Joseph  W. 

Mate,  12  September,  1862.  Acting  Ensign,  12  November,  1863.  Honorably  dis- 
charged 27  August,  1865. 

Goodwin,  Nathaniel. 

Acting  Master,  31  August,  1861.  Resigned  30  June,  1862. 

Goodwin,  William. 

Midshipman,  2 April,  1804.  Drowned  7 June,  1808. 

Goodwin,  W.  Wallace. 

Acting  Assistant  Paymaster,  4 October,  1861.  Honorably  discharged  3 March,  1866 

Goodwin,  Walton. 

Acting  Midshipman,  26  February,  1863.  Graduated.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 
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Goodwyn,  George. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department,  14 
December,  1812.  Resigned. 

Goold,  Jolm. 

Master,  16  July,  1812.  Discharged  7 May,  1813. 

Gordan.  Alexander  G. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  14  March, 
1849.  Died  11  October,  1849. 

Gordon,  Benjamin. 

Boatswain,  8 November,  1814.  Resigned  9 March,  1815. 

Gordon,  Charles. 

Midshipman,  24  June,  1799.  Lieutenant,  16  January,  1800.  Commander,  25  April 
1806.  Captain,  2 March,  1813.  Died  in  1817. 

Gordon,  Edward. 

Midshipman,  21  September,  1841.  Dismissed  21  August,  1849. 

Gordon,  James. 

Acting  Second  Assistant  Engineer,  15  August,  1864.  Appointment  revoked  (Sick,) 
8 March,  1865. 

Gordon,  James  B. 

Acting  Master,  10  June,  1861.  Appointment  revoked  24  August,  1861.  Acting 
Master,  28  August,  1861.  Dismissed  21  March,  1862. 

Gordon,  James  II. 

Mate,  11  October,  1862.  Resigned  17  January,  1863.  Mate,  1 August,  1863.  Re- 
signed 2 December,  1864. 

Gordon,  Jolm. 

Acting  Assistant  Surgeon,  5 June,  1864.  Honorably  discharged  16  December 
1865. 

Gordon,  Jolm  II. 

Assistant  Surgeon,  24  July,  1813.  Surgeon,  27  March,  1818.  Resigned  27  March, 
1827. 

Gordon,  Jolm  S. 

Acting  Master,  26  April,  1862.  Dismissed  7 June,  1863. 

Gordon,  Joseph  B. 

Acting  Master,  10  June,  1861.  Resigned  1 February,  1862. 

Gordon,  Gliver  A. 

Mate.  Resigned  29  March,  1865. 

Gordon,  Kohert  F. 

Acting  Third  Assistant  Engineer,  28  March,  1865.  Honorably  discharged  12 
April,  1866. 

Gordon,  Robert  II. 

Acting  Third  Assistant  Engineer,  26  May,  1863.  Dismissed  2 May,  1864. 

Gordon,  Samuel. 

Mate,  28  July,  1864.  Acting  Ensign,  15  September,  1865.  Honorably  discharged 
13  February,  1866. 

Gordon,  Thomas. 

Midshipman,  7 April,  1799.  Discharged  10  June,  1801,  under  Peace  Establish- 
ment Act. 

Gordon,  Tonihighee. 

Midshipman,  3 June,  1823.  Resigned  12  August,  1824. 

Gordon,  William. 

Mate,  5 August,  1863.  Resigned  17  May,  1865. 

Gordon,  William  B. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 
24  April,  1828.  Died  25  May,  1834. 
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Gorgas,  Albert  C. 

Assistant  Surgeon,  30  August,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  13  October*  1861.  Medical  Inspector,  6 October,  1873. 

Gorman,  Baniel. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  Appointment  revoked 
(Sick,)  8 November,  1864. 

Gorman,  John. 

Mate,  23  January,  1862.  Acting  Ensign,  8 June,  1863.  Honorably  discharged  30 
September,  1865. 

Gorman,  Maurice  M. 

Acting  Ensign,  30  November,  1864.  Honorably  discharged  6 May,  1868. 

Gormley,  Henry. 

Acting  Second  Assistant  Engineer,  14  May,  1861.  Honorably  discharged  15  Sep- 
tember, 1865. 

Gorringe,  Henry  II. 

Mate,  13  July,  1862.  Acting  Ensign,  1 October,  1862.  Acting  Master,  26  Sep- 
tember, 1863.  Acting  Volunteer  Lieutenant,  27  April,  1864.  Acting  Volunteer 
Lieutenant-Commander,  10  July,  1865,  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 18  December,  1868. 

Gorton,  William  F. 

Third  Assistant  Engineer,  16  February,  1852.  Died  31  August,  1853. 

Gossick,  John  I). 

Mate,  5 July,  1862.  Acting  Ensign,  20  July,  1864.  Honorably  discharged  30 
September,  1865. 

GotwoM,  J.  21. 

Assistant  Surgeon,  10  June,  1861.  Killed  in  action,  31  January,  1863. 

Goudy,  Jason. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Died  28  March,  1865. 

Gough,  George  W. 

Acting  Second  Assistant  Engineer,  13  May,  1863.  Honorably  discharged  30  No- 
vember, 1865. 

Gough,  Oliver  P. 

Acting  Third  Assistant  Engineer,  27  November,  1862.  Acting  Second  Assistant 
Engineer,  3 August,  1863.  Resigned  12  December,  1863. 

Goiald,  Abraham  X. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  capture  of 
“ Mail ,”  12  November,  1863.  Honorably  discharged  29  December.  1865. 

Gould,  Charles. 

Acting  Third  Assistant  Engineer,  21  June,  1864.  Honorably  discharged  15  June, 
1865. 

Gould,  Charles  H. 

Acting  Assistant  Paymaster,  11  September,  1862.  Discharged  9 January,  1866. 

Gould,  Edward  A. 

Mate,  12  April,  1864.  Resigned  12  May,  1865. 

Gould,  James  B. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  October,  1844. 
Resigned  6 March,  1854. 

Gould,  James  L. 

Mate,  8 March,  1864.  Acting  Ensign,  8 May,  1865.  Honorably  discharged  19 
February,  1866. 

Gould,  John  K. 

Mate,  25  July,  1863.  Honorably  discharged  21  August,  1865. 

Gould,  X.  Goddard. 

Acting  Assistant  Paymaster,  1861.  Appointment  revoked  23  November,  1861. 

Gould,  Xorthup. 

Carpenter,  16  May,  1871.  Warranted  22  October,  1872.  l 
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Gould,  William  E. 

Mate,  11  February,  1863.  Resigned  30  May,  1865. 

Gonrdiu,  William  Theodore  I. 

Midshipman,  1 January,  1812.  Resigned  11  September,  1812. 

Goie,  Charles  A, 

Midshipman,  5 June,  1871.  Graduated  20  June,  1876.  Ensign,  29  March,  1879. 

Gove,  Francis  Mills. 

Midshipman,  27  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Re- 
signed 12  May,  1875. 

Gore,  Gilman  I>. 

Acting  Midshipman,  22  May,  1852.  Midshipman,  1 October,  1856.  Resigned  19 
January,  1858. 

Gove,  Gilman  I>. 

Acting  Ensign,  1 October,  1862.  Resigned  28  February,  1863. 

Gove,  James  Iff. 

Midshipman,  25  July,  1866.  Graduated  7 June,  1870. 

Gove,  Samuel  A. 

Acting  Ensign,  15  July,  1863.  Honorably  discharged  14  October,  1866. 

Gover,  Frederick  John. 

Acting  Master,  22  November,  1861.  Acting  Volunteer  Lieutenant,  25  June,  1864. 
Honorably  discharged  16  January,  1866. 

Gow,  John  E. 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Gowing,  II.  €« 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer,  30 
July,  1863.  First  Assistant  Engineer,  11  October,  1866. 

Grace,  Henry  JP. 

Boatswain,  19  January,  1858.  Dismissed  4 June,  1859.  Re-appointed  23  Septem- 
ber, 1859.  Dismissed  16  May,  1863.  Boatswain,  16  October,  1872.  Dismissed 
26  February,  1874.  Boatswain,  21  December,  1874.  Warranted  from  3 August, 
1868. 

Grace,  John  Iff. 

Acting  Master,  19  November,  1861.  Honorably  discharged  4 January,  1866/ 

Grady,  John  G. 

Mate,  18  November,  1861.  Resigned  3 May,  1862 

Graef,  C.  T. 

Mate,  9 October,  1867.  Resigned  2 July,  1868. 

Grad*,  William.  T. 

Acting  Second  Assistant  Engineer,  29  April,  1863.  Honorably  discharged  5 
August,  1865. 

Grady,  Daniel  W. 

Third  Assistant  Engineer,  21  April,  1862.  Second  Assistant  Engineer,  2 February, 
1864.  First  Assistant  Engineer,  1 January,  1868.  Resigned  1 April,  1873. 

Grafton,  Edward  C. 

Midshipman,  5 October,  1841.  Passed  Midshipman,  10  August,  1847.  Reserved 
list,  28  September,  1855.  Commissioned  as  Lieutenant  on  Active  list,  from  15 
September,  1855.  Lieutenant-Commander,  16  July,  1862.  Commander,  20  De- 
cember, 1866.  Retired  18  January,  1871.  Died  24  June,  1876. 

Grafton,  Frank  W. 

Acting  Ensign,  1 August,  1864.  Honorably  discharged  5 June,  1865. 

Grafton,  Henry  T. 

Acting  Midshipman,  23  September,  1858.  Ensign,  8 October,  1863.  Dismissed  7 
January,  1864. 

Grafton,  Joseph  I>. 

Assistant  Surgeon,  20  May,  1859.  Resigned  2 July,  1859.  Re-commissioned  23 
December,  1859.  Dismissed  2 May,  1861 
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Gragg,  Samuel. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  8 August, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Gragg,  William  F. 

Mate,  20  November,  1861.  Acting  Ensign,  15  December,  1864.  Honorably  dis- 
charged 8 December,  1865. 

-Graham,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  5 September,  1863.  Honorably  discharged  8 
August,  1865. 

Graham*  Charles  K. 

Midshipman,  19  October,  1841.  Resigned  3 May,  1848. 

Graham,  Franklin  A. 

Gunner,  17  December,  1861.  Died  4 September,  1873. 

Graham,  George  W. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 80  October,  1812.  Dead. 

Graham,  James  Ren  can. 

Acting  Midshipman,  25  September,  1857.  Acting  Ensign,  2 October,  1862. 
Lieutenant,  1 August,  1862.  Lieutenant-Commander,  25  July,  1866.  Com- 
mander, 9 September,  1876. 

Grali am,  I.  E.  M. 

Mate,  80  April,  1864.  Acting  Ensign,  29  December,  1864.  Honorably  discharged 
2 January,  1867. 

Graham,  John. 

Midshipman,  27  February,  1819.  Lieutenant,  17  May,  1828.  Died  27  June,  1846. 

Graham,  John  CL 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June.  1834.  Resigned  11 
January,  1836. 

Graham,  John  U. 

Midshipman,  18  May,  1809.  Resigned  9 July,  1810. 

Grali am,  John  U. 

Midshipman,  18  June,  1812.  Lieutenant,  5 March,  1817.  Commander,  28  Feb- 
ruary, 1838.  Captain,  7 March,  1849.  Reserved  list,  13  September,  1855.  Com- 
modore on  Retired  list,  4 April,  1867.  Died  15  March,  1878. 

Graham,  John  W. 

Midshipman,  1 January,  1825.  Dismissed  9 Julv,  1833. 

Graham,  Joseph. 

Mate,  14  January,  1864.  Acting  Ensign,  22  March,  1865.  Honorably  discharged 
8 November,  1865. 

Graham,  Michael. 

Assistant  Surgeon,  date  not  known.  Surgeon,  16  January,  1809.  Last  appearance 
on  Records  of  Navy  Department,  26  October,  1812.  Dead. 

Graham,  Newell. 

Acting  Master,  11  January,  1862.  Dismissed  17  November,  1864. 

Graham,  Oliver. 

Acting  Third  Assistant  Engineer.  Appointment  revoked  (Sick,)  28  August,  1863. 

Graham,  Richard  W.  M. 

Midshipman,  9 June,  1855.  Died  19  November,  1856. 

Graham,  Samuel  Si. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  5 June,  1874. 

Graham,  Wallace. 

Midshipman,  6 December,  1861.  Graduated  22  November,  1864.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died  6 
March,  1876. 
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Graham,  William. 

Surgeon,  7 June,  1799.  Permitted  to  retire  30  July,  1801. 

Graham,  William  C. 

Mate,  13  December  1861.  Dismissed  20  October,  1862. 

Graham,  William  It. 

Midshipman,  2 April,  1804.  Resigned  18  April,  1805. 

Graham,  W.  It. 

Midshipman,  18  June,  1812.  Discharged  19  June,  1813. 

Grail,  Thomas. 

Acting  Gunner,  15  December,  1863.  Honorably  discharged  11  March,  186& 

Grainger,  John  R. 

Gunner,  23  November,  1861. 

Grandison,  C.  F. 

Master,  20  September,  1805.  Dismissed  12  January  1808. 

Grandison,  Charles. 

Master,  25  March,  1812.  Dismissed  1 May,  1813. 

Granger,  Brownell. 

Civil  Engineer,  14  July,  1874.  Removed  22  January,  1877. 

Granger,  H.  M. 

Midshipman,  23  August,  1836.  Resigned  28  April,  1837. 

Granger,  Lyman  C. 

Acting  Assistant  Surgeon,  24  June,  1863.  Died  September,  1864. 

Grant,  Albert  W. 

Cadet  Midshipman,  9 June,  1873.  Graduated  18  June,  1879. 

Grant,  Alexander  M. 

Acting  Master,  1 October,  1862.  Resigned  23  July,  1863. 

Grant,  Baniel  J. 

Acting  Ensign,  22  December,  1862.  Honorably  discharged  22  Octobei,  1Stj5. 
Grant,  Franklin. 

Mate,  7 October,  1863.  Honorably  discharged  13  May,  1867. 

Grant,  Gough  W. 

Midshipman,  30  May,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant,  1 
March,  1845.  Resigned  15  July,  1850. 

Grant,  Joel. 

Professor  of  Mathematics,  15  October,  1839.  Resigned  2 October,  1843. 

Grant,  John. 

Midshipman,  18  June,  1812.  Resigned  23  February,  1813. 

Grant,  John  W. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  30 
October,  1866. 

Grant,  Joseph. 

Boatswain,  27  November,  1801.  Not  in  Service,  31  December,  1803. 

Grant,  William. 

Purser,  12  October,  1844.  Commissioned  expired  3 March,  1845. 

Grant,  William. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged  4 No- 
vember, 1865. 

Grantzour,  F.  W. 

Acting  Ensign,  8 June,  1864.  Honorably  discharged  22  March,  1866. 

Grattan,  J.  W. 

Acting  Ensign,  Admiral  Porter’s  Staff,  6 December,  1863.  Discharged  20  April,. 
1865. 

Gravatt,  Charles 

Assistant  Surgeon,  27  September,  1871:  Passed  Assistant  Surgeon,  24  March, 

1874. 
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Graves,  Benjamin  F. 

Mate,  3 June,  1864.  Resigned  20  August,  1864. 

Graves,  Charles  J. 

Acting  Midshipman,  17  December,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  8 April, 
1861.  Dismissed  24  December,  1861. 

Graves,  George  W. 

Acting  Master,  11  July,  1861.  Acting  Volunteer  Lieutenant,  29  January,  1863. 
Honorably  discharged  10  February,  1866. 

Graves,  If i ram  II. 

Mate,  22  June,  1863.  Acting  Ensign,  26  August,  1863.  Honorably  discharged  6 
December,  1865. 

Graves,  James  C. 

Mate,  3 November,  1863.  Acting  Assistant  Paymaster,  2 March,  1864.  Mustered 
out  2 May,  1867. 

Graves,  John. 

Master,  6 July,  1812.  Resigned  29  October,  1813. 

Graves,  Sewell  F. 

Mate,  29  December,  1863.  Acting  Ensign,  27  July,  1864.  Resigned  19  June 
1865. 

Gray,  Andrew  F.  V.  _ 

Midshipman,  15  October,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant. 
8 September,  1841.  Died  15  March,  1860. 

Gray,  Charles. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dropped 
13  September,  1855. 

Gray,  Edwin  F. 

Midshipman,  8 April,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Resigned  29  December,  1857. 

Gray,  Ezra. 

Acting  Third  Assistant  Engineer,  23  March,  1864.  Resigned  24  June,  1865. 

Gray,  George. 

Midshipman,  14  April,  1800.  Last  appearance  on  Records  of  Navy  Department,  5 
September,  1800.  Resigned. 

Gray,  George  E. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
8 December,  1838.  Reserved  list,  13  September,  1855.  Died  2 October,  1866. 

Gray,  George  W. 

Midshipman,  1 January,  1812.  Resigned  10  August,  1814. 

Gray,  G.  Harrison. 

Acting  Assistant  Surgeon,  16  June,  1871.  Resigned  4 October,  1872. 

Gray,  Henry. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Last  appearance  on. 
Records  of  Navy  Department.  Dead. 

Gray,  Howard  P. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Honorably  discharged  16 
October,  1865. 

Gray,  James  L. 

Mate.  Dismissed  23  January,  1862. 

Gray,  flobert  F. 

Mate,  18  May,  1864.  Resigned  16  November,  1864. 

Gray,  S.  €. 

Acting  Master,  22  May,  1861.  Dismissed  22  August,  1864. 

Gray,  Sidney  W. 

Mate,  8 May,  1862.  Acting  Ensign,  21  November,  1864.  Honorably  discharged 
10  November,  1865. 
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Gray,  W.  H.  II. 

Midshipman,  2 February,  1829.  Resigned  4 June,  1829. 

Gray,  'William  F. 

Carpenter.  8 July,  1869.  Died  13  December,  1871. 

Gray,  William  II. 

Mate,  11  June,  1863.  Honorably  discharged  7 August,  1885. 

Graydojs,  James  W« 

Midshipman,  22  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  January,  1870. 
Master  27  March,  1873.  Lieutenant,  25  November,  1877. 

Grayson,  Joint. 

Midshipman,  28  June,  1799.  Resigned  18  October,  1800. 

Grayson,  John.  II. 

Master,  14  February,  1809.  Resigned  29  March,  1815. 

Grayson,  William  H. 

Midshipman,  20  June,  1806.  Resigned  2 April,  1808. 

Great  on,  John* 

Midshipman,  6 December,  1814.  Resigned  23  February,  1815. 

Greatorex,  Henry. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Acting  Second  Assistant 
Engineer,  18  April,  1865.  Honorably  discharged  13  June,  1866. 

Greatrake*  C.  E. 

Second  Assistant  Engineer,  15  March,  1847.  Resigned  25  October,  1847. 

Greeley,  Alfred  J. 

Acting  Assistant  Paymaster,  21  October,  1864.  Discharged  20  November,  1865. 
Acting  Assistant  Paymaster.  2 March,  1867.  Passed  Assistant  Paymaster,  10 
February,  1870.  Retired  30  June,  1875.  Died  10  August,  1875. 

Green,  Allen  J. 

Midshipman,  6 January,  1800.  Resigned  17  January,  1803. 

Green,  Archibald. 

Midshipman,  1 March,  1825.  Resigned  19  October,  1827. 

Green,  Bennett  W. 

Assistant  Surgeon,  21  August,  1859.  Dismissed  May,  1861. 

Green,  Charles. 

Midshipman,  1 May,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Re- 
tired 15  November,  1862.  Commodore,  Retired  list,  4 April,  1867. 

Green,  Charles. 

Acting  Third  Assistant  Engineer,  3 October,  1864.  Resigned  13  January,  1865. 

Green,  Charles  1L. 

Acting  Assistant  Surgeon,  31  May,  1864.  Assistant  Surgeon,  23  June,  1864. 
Passed  Assistant  Surgeon,  11  October,  1867.  Resigned  15  January,  1870. 

Green,  David. 

Boatswain,  24  January,  1848.  Dismissed  26  June,  1850. 

Green,  Edward  II. 

Assistant  Surgeon,  11  March,  1875. 

Green,  Elliott. 

Carpenter,  17  August,  1823.  Died  14  November,  1834. 

Green,  Ellis 

Midshipman,  3 July,  1798.  Resigned  18  December  1798. 

Green,  Farnilold. 

Midshipman,  1 May,  1822.  Dismissed  17  December,  1827. 

Green,  Francis  M. 

Acting  Master,  18  June,  1861.  Acting  Volunteer  Lieutenant,  2 April,  1864.  Horn 
orably  discharged  24  May,  1866.  Acting  Volunteer  Lieutenant,  3 September, 
1866.  Lieutenant,  12  March,  1868.'  Lieutenant-Commander,  18  December,  1868. 
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Green,  George. 

Acting  Third  Assistant  Engineer,  4 August,  1864.  Resigned  12  May,  1865. 

Green , Henry  A® 

Acting  Ensign,  27  July,  1868.  Acting  Master,  80  November,  1864.  Honorably 
lischarged  26  September,  1865. 

Green,  Henry  IS. 

Acting  Third  Assistant  Engineerr,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  3 March,  1864.  Resigned  (Sick,)  22  March,  1865. 

Green,  Henry  D. 

Mate,  3 September,  1863.  Acting  Ensign,  10  December,  1S63.  Honorably  dis- 
charged 11  November,  1865. 

Green,  Henry  E. 

Midshipman,  21  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  23  May,  1874. 

Green,  Henry  W. 

Acting  Master,  10  June,  1861.  Dismissed  6 July,  1861. 

Green,  James  E. 

Acting  Carpenter,  1 October,  1862.  Appointment  revoked  29  October,  1863. 

Green,  James  G. 

Mate,  11  May,  1861.  Acting  Ensign,  27  November,  1862.  Acting  Master,  11 
August,  1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieu- 
tenant-Commander, 3 July,  1870. 

Green,  John. 

Purser,  5 April,  1805.  Last  appearance  on  Records  of  Navy  Department,  11  Jan- 
uary, 1811. 

Green,  John. 

Carpenter,  23  January,  1833.  Died  12  January,  1864. 

Green,  Jolm  M. 

Gunner,  23  November,  1828.  Resigned  8 September,  1836. 

Green,  Jelut  P. 

Third  Assistant  Engineer,  24  February,  1862.  Appointment  revoked  1 March, 
1862. 

Green,  Jolaia  R. 

Purser,  25  April,  1812.  Died  24  August,  1812. 

Green,  Joseph  F. 

Midshipman,  1 November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  2 December,  1867.  Rear-Admiral,  13  July,  1870.  Retired  list,  25 
November,  1872,. 

Green,  Joseph  Story. 

Third  Assistant  Engineer,  11  February,  1862.  Second  Assistant  Engineer,  15 
October  1863.  Retired  24  May,  1867 

Green,  Eevi  R. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  1 Decem- 
ber, 1860.  First  Assistant  Engineer,  15  October,  1863.  Resigned  2 August 
1869. 

Green,  Nathaniel* 

Acting  Midshipman,  28  May,  1852.  Midshipman,  1 October,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  27  February, 
1861.  Lieutenant-Commander,  2 January,  1863.  Retired  list,  21  January,  1873 
Died  22  March,  1873. 

Green,  Richard. 

Boatswain,  12  December,  1799.  Discharged  1 August,  1800. 

Green,  Samuel. 

Master,  19  January,  1809.'  . Appointment  ^revoked  8_May7H809. 
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Green,  Saumel  -V. 

Midshipman,  1 April,  1828.  Resigned  9 July,  1828. 

Green,  Samuel  S. 

Sailmaker,  1802.  Last  appearance  on  Records  of  Navy  Department,  19  December, 
1803. 

Green,  Stephen  S. 

Acting  Assistant  Surgeon,  5 March,  1864.  Honorably  discharged  5 December, 
1865.  - 

Green,  Thomas  B. 

Acting  Third  Assistant  Engineer,  28  October,  1861.  Acting  Second  Assistant 
Engineer,  26  December,  1863.  Acting  First  Assistant  Engineer,  3 October,, 
1864.  Honorably  discharged  20  March,  1866. 

Green,  Thomas  51. 

Acting  Gunner,  14  September,  1863.  Honorably  discharged  16  October,  1865. 

Green,  Willi an^. 

Master,  26  June,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Champlain. 

Green,  William. 

Boatswain,  30  September,  1861.  Warranted  30  September,  1862.  Appointment 
revoked  19  May,  1869. 

Green,  William. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  17  May, 
1847.  Reserved  list,  13  September,  1855.  Resigned  6 May,  1861. 

Green,  William  H. 

Acting  First  Assistant  Engineer,  11  June,  1862.  Acting  Chief  Engineer,  21  July, 
1863.  Resigned  15  August,  1863. 

Green,  Willis  M. 

Midshipman,  30  November,  1814.  Resigned  14  June,  1819. 

Green,  W.  M.,  Jr. 

Midshipman,  16  December,  1836.  Dismissed  19  September,  1840. 

Greene,  Albert  S. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  17 
November,  1862.  First  Assistant  Engineer,  1 March,  1864.  Chief  Engineer,  5 
March,  1871. 

Greene,  Benjamin  F. 

Professor,  21  March,  1873.  Retired  list,  25  October,  1879. 

Greene,  Charles  If. 

Midshipman,  13  May,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Wholly  retired  17  May,  1867. 

Greene,  Christopher  N. 

Midshipman,  1 February,  1827.  Resigned  23  October,  1827. 

Greene,  I>aniel  S. 

Assistant  Surgeon,  18  October,  1833.  Passed  Assistant  Surgeon,  1 August,  1837. 
Surgeon,  8 September,  1841.  Dismissed  2 May,  1861. 

Greene,  David  M. 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  28  October, 
1862.  First  Assistant  Engineer,  1 January,  1865.  Resigned  16  September, 
1869. 

Greene,  Edward  If. 

Mate,  21  November,  1864.  Honorably  discharged  6 May,  1867.  Mate,  26  Novem- 
ber, 1869.  Deserted  16  April,  1872. 

Greene,  Francis  E. 

Midshipman,  25  September,  1867.  Graduated  6 June,  r1871.  Ensign,  14  July, 
1872.  Master,  16  June,  1875,' 
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Greene,  Francis  V. 

Acting  Assistant  Surgeon,  19  December,  1862.  Acting  Passed  Assistant  Surgeon, 

14  August,  1865.  Passed  Assistant  Surgeon,  Retired  list,  80  June,  1879. 

Greene,  Frank  €- 

Acting  Gunner.  5 August,  1863.  Honorably  discharged  6 December,  1865. 

Greene,  George  Max  on. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  First  Assistant  Engineer,  1 January,  1868.  Died  2 June,  1878. 

Greene,  George  W. 

Carpenter,  16  November,  1875. 

Greene,  Hugh  W. 

Purser,  28  February,  1839.  Resigned  15  May,  1851. 

Greene,  James  C. 

Acting  Ensign,  11  November,  1862.  Dismissed  7 June,  1863.  Acting  Ensign,  8 
November  1864.  Honorably  discharged  29  July,  1865. 

Greene,  Janies  M. 

Surgeon’s  Mate,  20  April,  1825.  Surgeon,  4 December,  1828.  Retired  21  Decem- 
ber, 1861.  Medical  Director  on  Retired  list,  3 March,  1871.  Died  9 June,  1871. 

Greene,  Paul. 

Acting  Ensign,  17  September,  1864.  Honorably  discharged  13  July,  1865. 

Greene,  K.  H. 

Acting  Assistant  Surgeon,  5 November,  1863.  Resigned  18  May,  1865. 

Greene,  Samuel  Pan  a. 

Acting  Midshipman,  21  September,  1855.  Midshipman,  9 June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  11  August,  1865.  Commander,  12 
December,  1872. 

Greene,  Stewart. 

Acting  Second  Assistant  Engineer,  28  March,  1863.  Resigned  10  April,  1863. 
Acting  Second  Assistant  Engineer,  21  May,  1863.  Honorably  discharged  19 
October,  1865. 

Greene.  Theodore  P. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 20  December,  1837.  Commander,  14  September,  1855.  Captain,  16  July, 

1862.  Commodore,  24  July,  1867.  Retired  1 November,  1871.  Rear-Admiral, 
Retired  list,  24.  May,  1872. 

Greene,  William  A. 

Assistant  Surgeon,  7 March,  1838.  Died  November,  1839. 

Greene,  William  IS. 

Acting  Second  Assistant  Engineer,  17  December,  1861.  Killed  in  action  at  Gal- 
veston, Texas,  1 January,  1863. 

Greenlaalgla,  John. 

Acting  Ensign,  19  December,  1863.  Honorably  discharged  5 May,  1868. 

Green  hough,  J.  W.  15. 

Assistant  Surgeon,  7 March,  1838.  Resigned  10  September,  1844.  Re-appointed 
24  April,  1847.  Passed  Assistant  Surgeon.  Retired  14  May,  1861.  Dismissed 
5 July,  1861. 

Greenlaw,  James. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 

15  November,  1814. 

Greenleaf,  Charles  IS. 

Third  Assistant  Engineer,  3 October,  1861.  Second  Assistant  Engineer,  3 August, 

1863.  First  Assistant  Engineer,  11  October,  1866. 

Greenleaf,  Frederick  W. 

Midshipman,  29  July,  1863.  Graduated  1 June,  1867;  Ensign,  18  March,  1868. 
Master,  21  March,  1870.  Lieutenant,  31  October,  1871. 
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Greenleaf,  Jonathan , 

Midshipman,  81  October,  1700.  Died  80  June.  1800. 

Greeigow,  John. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Greenow,  Samnd. 

Carpenter,  15  April,  1799.  Warrant  returned  1 May,  1801. 

Green  way,  C.  Hunter. 

Mate,  5 May,  1870.  Resigned  21  November,  1871. 

Green  way  9 William.  W.  T. 

Acting  Assistant  Paymaster,  1 August,  1861.  Dismissed  4 December,  1863. 

Green  well,  Edward. 

Midshipman,  9 June,  1811.  Dismissed  4 December,  1819. 

Greenwood,  Charles  H. 

Mate.  Deserted  25  April,  1866. 

Greenwood,  E.  E. 

Midshipman,  1 December,  1826.  Resigned  13  May,  1833. 

Greenwood,  George  W. 

Acting  Third  Assistant  Engineer,  14  May,  1864.  Honorably  discharged  10  August, 
1865. 

Greenwood,  John  T. 

Acting  Third  Assistant  Engineer,  8 October,  1863.  Honorably  discharged  23  Oc- 
tober, 1868. 

Greenwood,  Thales. 

Midshipman,  1 January,  1808.  Dismissed  6 November,  1809. 

Greer,  Alexander. 

Third  Assistant  Engineer,  1 December,  1854.  Second  Assistant  Engineer,  9 May, 
1857.  First  Assistant  Engineer,  2 August,  1859.  Chief  Engineer,  21  May,  1863. 
Died  10  September,  1867. 

Greer,  James  A. 

Midshipman,  10  January,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant- Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  26  April,  1876. 

Greeves,  Thomas. 

Midshipman,  9 November,  1813.  Die^iu  1817. 

Gregg,  John. 

Mate,  24  January,  1863.  Acting  Ensign,  13  February,  1864.  Honorably  dis- 
charged 12  December,  1865. 

Gregg,  William. 

Mate,  24  January,  1863.  Appointment  revoked  (Sick,)  1 August,  1863. 

Gregg,  William  W. 

Mate,  23  September,  1862.  Dismissed  4 February,  1863.  Mate,  4 February,  1864. 
Discharged  29  April,  1865.  Mate,  22  April,  1870.  Appointment  revoked  24 
September,  1870. 

Gregory,  Francis. 

Midshipman,  23  May,  1840.  Passed  Midshipman,  11  July,  1846.  Died  27  Feb- 
ruary, 1852. 

Gregory,  Francis  IS. 

Midshipman,  16  January,  1809.  Lieutenant,  28  June,  1814.  Commander,  28 
April,  1828.  Captain,  18  January,  1838.  Rear-Admiral  on  Retired  list,  16  July, 
1862.  Died  4 October,  1866. 

Gregorys  Frank:  F. 

Mate,  27  April,  1864.  Acting  Ensign,  18  May,  1865.  Honorably  discharged  18 
July,  1865. 

Gregory,  George  A. 

Mate,  3 June,  1864.  Honorably  discharged  13  May,  1866. 


GENERAL  NAVY  REGISTER. 


301 


Gregory 9 Henry 

Acting  Assistant  Paymaster,  31  October,  1863.  Honorably  discharged  21  Novem- 
ber, 1865. 

Gregory,  If.  M. 

Acting  Assistant  Surgeon,  2 August,  1861.  Resigned  27  February,  1862. 

Gregory?  5®° 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer,  30 
July,  1863.  Resigned  27  April,  1865. 

Gregory,  Hugh.  M. 

Acting  Master,  27  May,  1861.  Acting  Volunteer  Lieutenant,  13  October,  1862. 
Resigned  6 February,  1864. 

Gregory,  Joint  H. 

Mate,  4 November,  1861.  Acting  Ensign,  1 April,  1864.  Honorably  discharged 
30  November,  1865.  Acting  Ensign,  22  August,  1867.  Mustered  out  9 Decem- 
ber, 1868. 

Gregory,  Joseph,  Jr. 

Mate,  24  December,  1861.  Honorably  discharged  24  October,  1865. 

Gregory,  Justus  E. 

Acting  Assistant  Surgeon,  16  February,  1864.  Honorably  discharged  9 October, 
1865. 

Gregory,  Michael  JI. 

Acting  Master,  24  July,  1861.  Dismissed  1 October,  1861. 

Gregory,  Richard  C. 

Assistant  Surgeon,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Gregory,  Robert. 

Mate,  20  June,  1863.  Deserted  18  September,  1863. 

Gregory,  Samuel  B. 

Acting  Master,  3 October,  1861.  Resigned  15  November,  1864. 

Gregory,  Thomas  15. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Honorably  discharged  30  October, 
1865. 

Gregory,  Weston. 

Mate,  5 March,  1862.  Acting  Ensign,  26  December,  1862.  Resigned  8 May,  1863. 

Gregory,  William  I>. 

Acting  Master,  20  August,  1861.  Dismissed  6 September,  1861.  Re- appointed  3 
October,  1861.  Appointment  revoked  27  June,  1862. 

Gregory,  William  H. 

Mate,  7 January,  1864.  Honorably  discharged  21  May,  1866. 

Grenlick,  Joseph. 

Mate,  17  May,  1864.  Dismissed  3 August,  1865. 

Greimel,  Stoss  H. 

Midshipman,  30  April,  1800.  Lieutenant,  19  February,  1807.  Dismissed  1 August,- 
1807. 

Great  net,  Stoss  H. 

Master,  24  April,  1812.  Died  24  March,  1813 

Greppiaa,  Joseph. 

Acting  Second  Assistant  Engineer,  10  December,  1862.  Honorably  discharged 
28  March,  1867. 

Grey,  Henry  W. 

Mate,  10  September,  1864.  Honorably  discharged  4 October,  1865. 

Grice,  Francis. 

Naval  Constructor,  7 May,  1817.  Chief  Naval  Constructor,  1 December,  1846. 

Grice,  Joseph. 

Carpenter,  19  February,  1819.  Last  appearance  on  Records  of  Navy  Department, 
24  February,  1819. 
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Gridley,  Charles  Vernon. 

Acting  Midshipman,  26  September,  1860.  Acting  Ensign,  1 October,  1863. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Grier,  Edward  H. 

Mate,  17  December,  1864.  Honorably  discharged  26  October,  1865. 

Grier,  George  W. 

Acting  Third  Assistant  Engineer,  11  February,  1864.  Honorably  discharged  9 
October,  1865.  # 

Grier,  Henry  F. 

Acting  Third  Assistant  Engineer,  19  October,  1863.  Honorably  discharged  7 
October,  1865. 

Grier,  John  A. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3 August,  1859.  Chief  Engineer,  31  January, 
1862.  Resigned  15  November,  1865. 

Grier,  John  W. 

Chaplain,  3 March,  1825.  Resigned  15  October,  1859. 

Grier,  William. 

Assistant  Surgeon,  7 March,  1838.  Passed  Assistant  Surgeon.  Surgeon,  14  April, 
1852.  Medical  Director,  3 March,  1871.  Surgeon-General,  Retired  list,  5 Octo- 
ber, 1878. 

Grieve,  Charles. 

* Mate,  9 January,  1864.  Acting  Ensign,  30  August,  1864.  Acting  Master,  6 April, 
1865.  Honorably  discharged  7 July,  1866. 

Gridin,  Allen. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April.  1818.  Died  18  September, 
1828.  ' ~ 

Gridin,  Charles  E.  L. 

Midshipman,  2 November,  1828.  Passed  Midshipman,  14  June,  1834.  Dismissed 
11  January,  1840. 

Gridin,  Colnmbns  E. 

Acting  Third  Assistant  Engineer,  1861.  Appointment  revoked  (Sick,)  19  March, 
1862.  Actin  Third  Assistant  Engineer,  1 August,  1862.  Appointment  revoked 
(Sick,)  15  September,  1862. 

Gridin,  George  B. 

Mate,  27  February,  1863.  Acting  Ensign,  17  April,  1864.  Honorably  discharged 
25  October,  1865. 

Gridin,  George  W. 

Acting  Assistant  Paymaster,  14  January,  1862.  Resigned  19  September.  1864. 

Gridin,  Israel  S. 

Midshipman,  4 March,  1823.  Dismissed  8 June,  1831. 

Gridin,  James. 

Gunner,  26  February,  1840.  Appointment  revoked  12  December,  1840. 

Gridin,  John. 

Mate,  8 May,  1862.  Acting  Ensign,  31  August,  1863.  Honorably  discharged  6 
November,  1865.  Mate,  15  March,  1867.  In  service. 

Gridin,  Earkin. 

Assistant  Surgeon,  8 September,  1802.  Surgeon,  27  November,  1804.  Died  1 
November,  1814. 

Gridin,  Eevi, 

First  Assistant  Engineer,  1 November,  1842.  Disrated  to  Second  Assistant  Engi- 
neer, 28  July,  1845.  Resigned  2 November,  1847. 

Gridin,  Robert  IVechoIs. 

Midshipman,  21  January,  1862.  Graduated  22  November,  1864.  Died  7 Septem- 
ber, 1867. 
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Griffin,  Robert  §. 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878, 

Griffin,  Samuel  L. 

Acting  Ensign,  7 October,  1863,  Resigned  3 December,  1866. 

Griffin,  Samuel  P, 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Dis- 
missed 15  June,  1854. 

Griffin,  Thomas  S>. 

* Midshipman,  20  September,  1872.  Graduated  20  June,  1876.  Ensign,  1 Novem- 
ber, 1879. 

Griffin,  Thomas  J. 

Second  Assistant  Engineer,  28  May,  1861.  Resigned  6 April,  1863. 

Griffin,  Timothy  J. 

Sailmaker,  13  May,  1846.  Resigned  6 April,  1852. 

Griffin,  William. 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Honorably  discharged  16 
September,  1865. 

Griffin,  William  P. 

Midshipman,  1 October,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Died  4 December,  1851. 

Griffin  g,  George  If. 

Acting  Assistant  Paymaster,  18  November,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  3 October,  1874. 

Griffith,  Alberto. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 6 September,  1837.  Died  20  December,  1842. 

Griffith,  Alfred. 

Assistant  Surgeon,  16  October,  1867.  Resigned  13  October,  1871. 

Griffith,  Milton. 

Acting  Ensign,  31  March,  1863.  Appointment  revoked  10  January,  1865. 

Griffith,  Samuel  If. 

Assistant  Surgeon,  15  December,  1877. 

Griffith,  Theophilns. 

Mate.  23  January,  1862.  Resigned  9 September,  1862. 

Griffith,  William. 

Acting  Guuner,  5 August,  1863.  Deserted  19  November,  1863. 

Griffith,  William.  . 

Midshipman,  17  February,  1800.  Lost  on  the  “ Insurgent .” 

Griffiths,  Bomiiiiek 

Mate,  2 November,  1863.  Discharged  22  April,  1864. 

Griffiths,  Herbert  M. 

Carpenter,  25  September,  1861. 

Griffiths,  Isaac  J-. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  20  February,  1863. 

Griffiths,  John  J. 

Acting  Assistant  Paymaster,  16  September,  1862.  Resigned  30  May,  1864. 

Griffiths,  John  W. 

Acting  Ensign,  27  April,  1864.  Honorably  discharged  29  October,  1865. 

Griffiths,  Montgomery  P. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  4 
September,  1865. 

Griffiths,  ©liver  W. 

Carpenter,  16  September,  1862.  Resigned  15  October,  1868. 

Griffiths,  Walter  II. 

Acting  Gunner,  13  December,  1862.  Resigned  19  August,  1864. 
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Griggs,  Charles  D. 

Mate,  2 September,  1864.  Honorably  discharged  3 October,  1865. 

Griggs,  George  If. 

Acting  Third  Assistant  Engineer,  15  January,  1862.  Resigned  24  March,  1862. 
Acting  Third  Assistant  Engineer,  12  June,  1862.  Resigned  16  December,  1862. 
Grim  ball,  John. 

Acting  Midshipman,  23  September,  1854.  Midshipman,  11  June,  1858.  Resigned 

24  December,  1860. 

Grimball,  William, 

Midshipman,  1 September,  1811.  Resigned  20  December,  1813. 

Grimes,  James  McF. 

Midshipman,  28  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  26  December,  1871. 

Grimes,  Jolm. 

Acting  Third  Assistant  Engineer,  16  April,  1863.  Honorably  discharged  13  Octo- 
ber, 1865. 

Grimes,  Joins., 

Acting  Third  Assistant  Engineer,  6 August,  1866.  Mustered  out  5 March,  1868. 

Grimke,  Renjamin 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Drowned  in 
November,  1825. 

Grimsliaw,  E» 

Midshipman,  4 August,  1823.  Resigned  16  October,  1823. 

Grinnell,  M.  Walton. 

Mate,  23  June,  1862.  Acting  Ensign,  11  November,  1862.  Acting  Master,  6 
January,  1864.  Acting  Volunteer  Lieutenant.  3 May,  1865.  Ensign,  but  did 
not  accept,  12  March,  1868.  Honorably  discharged  25  July,  1868. 

Griscoin,  John  S. 

Mate,  12  October,  1862.  Acting  Ensign,  22  February,  1 864.  Killed  on  “ Mackinaw ,n 

25  December,  1864. 

Griswold,  Charles  Denning. 

Midshipman,  20  November,  1861.  Graduated  22  November,  1864.  Ensign,  1 
December,  1866. 

Griswold,  David  If. 

Mate,  20  December,  1861.  Resigned  (Sick,)  3 December,  1862. 

Griswold,  Edward  D. 

Lieutenant,  31  October,  1799.  Resigned  29  September,  1800. 

Griswold,  George  It. 

Purser,  15  September,  1853.  Died  5 April,  1857. 

Griswold,  George  It. 

Mate,  2 May,  1862.  Deserted  30  March,  1863. 

Griswold,  William  K. 

Acting  Master,  9 July,  1861.  Honorably  discharged  18  September,  1865. 

Grivett,  Jolm  W. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  27  December* 
1865. 

Grooms,  Robert  E. 

Acting  First  Assistant  Engineer,  11  May,  1863.  Dismissed  5 August,  1863. 

Gross,  Charles  W. 

Mate,  29  June,  1863.  Appointment  revoked  13  April,  1864. 

Gross,  Daniel  M. 

Mate,  8 January,  1862.  Acting  Ensign,  23  May,  1863.  Dismissed  5 December,. 
1863. 

Gross,  F.  A. 

Acting  Ensign,  30  May,  1863.  Acting  Master,  8 Mav,  1865.  Honorably  dis 
charged  23  December,  1865. 
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Gross,  Frederick.  A.,  Jr. 

Mate,  29  December,  1863.  'Honorably  discharged  25  October,  1865. 

Gross,  Thom  sis  H.  P. 

Mate,  5 September,  1863.  Resigned  30  June,  1865. 

Grosvenor,  G.  11- 

Mate,  27  April,  1865.  Honorably  discharged  24  December,  1865.  Mate,  26  May, 
1866.  Resigned  13  October,  1866. 

Groth,  Theodore  A. 

Acting  Third  Assistant  Engineer,  22  March,  1865.  Honorably  discharged  7 Octo- 
ber, 1865. 

Grout,  John  K. 

Midshipman,  21  November,  1848.  Dropped  12  July,  1849. 

Grove,  Francis  H. 

Acting  Master,  22  January,  1862.  Honorably  discharged  23  November,  1865. 

Grove,  James  It. 

Mate,  29  December,  1863.  Resigned  6 May,  1865. 

Grove,  Thomas  G. 

Acting  Master,  18  June,  1862.  Acting  Volunteer  Lieutenant,  4 February,  1865. 
Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March, 
1870. 

Grover,  Elclridg©  H. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Appointment  revoked  (Sick,) 
8 November,  1864. 

Groves,  Charles  E« 

Acting  Third  Assistant  Engineer,  2 September,  1864.  Honorably  discharged  30 
June,  1865. 

Groves,  George  T. 

Acting  Master,  1 October,  1862.  Honorably  discharged  11  December,  1865. 

Grow,  Artemus  17. 

Acting  Third  Assistant  Engineer,  25  July,  1863.  Honorably  discharged  31  Octo- 
ber, 1868. 

Gross! er,  William  W. 

Acting  Master,  28  October,  1861.  Honorably  discharged  24  December,  1865. 

Grubb,  George  G. 

Midshipman,  4 June,  1801.  Discharged  17  March,  1804. 

Grubb,  William  I. 

Acting  Ensign,  15  August,  1864.  Honorably  discharged  18  August,  1865. 

Grumley,  William  1. 

Mate,  *24  October,  1861.  Resigned  25  February,  1862. 

Grundy,  Felix. 

Midshipman,  2l  October,  1845.  Dismissed  12  June,  1851, 

Gry mes,  William  F. 

Midshipman,  4 March,  1823.  Dismissed  8 June,  1831. 

Gudgeon,  William  H. 

Acting  Ensign,  10  March,  1863.  Resigned  22  April,  1863. 

Guernsey,  ©avid  W. 

Acting  Assistant  Paymaster,  23  October,  1863.  Honorably  discharged  12  Septem- 
ber, 1865. 

Guernsey,  Thomson. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  15 
December,  1865. 

Guerard,  Richard  ©. 

Third  Assistant  Engineer,  11  January,  1849.  Dismissed  20  July,  1850. 
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Guertin,  Frank. 

Midshipman,  1 July,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  3 August,  1877. 

Guest,  John. 

Midshipman,  16  December,  1837.  Passed  Midshipman,  20  June,  1843.  Master, 
16  July,  1850.  Lieutenant,  24  December,  1850.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore,  12  December.  1872.  Died  12  January, 
1879. 

Guild,  diaries  F. 

Acting  Assistant  Paymaster,  8 October,  1864.  Assistant  Paymaster,  12  December, 
1864.  Paymaster,  1 September,  1865. 

Guild,  diaries  M. 

Acting  Assistant  Paymaster,  19  September,  1861.  Mustered  out  28  April,  1869. 

Guild,  Henry  A. 

Acting  Third  Assistant  Engineer,  3 September,  1864.  Honorably  discharged  18 
December,  1865. 

Guild,  Samuel  E. 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Honorably  discharged  5 Jan- 
uary, 1866. 

Guilford,  Henry  M. 

Mate,  15  December,  1864..  Dismissed  13  March,  1866. 

Guillon,  C.  T. 

Assistant  Surgeon,  9 February,  1837.  Passed  Assistant  Surgeon,  6 June,  1842. 
Surgeon,  28  August,  1847.  Resigned  15  September,  1854. 

Guion,  John  A. 

Assistant  Surgeon,  20  June,  1838.  Resigned  30  January,  1843. 

Gutter  as,  Raniel. 

Assistant  Surgeon,  3 June,  1879. 

Guliek,  diaries  H. 

Mate,  1 October,  1862.  Acting  Ensign,  22  June,  1863.  Honorably  discharged  30 
November,  1865. 

Guliek,  John  S. 

Purser,  1 February,  1851.  Pay  Director,  3 March,  1871. 

Gumpert,  P.  P. 

Carpenter,  30  October,  1828.  Resigned  26  April,  1831. 

Gumphert,  William. 

Acting  Third  Assistant  Engineer,  4 December,  1863.  Acting  Second  Assistant 
Engineer,  19  April,  1864.  Honorably  discharged  18  August,  1865. 

Gundenratk,  William. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  1 
September,  1865. 

Gunderson,  Morgan. 

Acting  Master,  27  December,  1861.  Dismissed  14  January,  1862. 

Gunn,  John. 

Mate,  6 June,  1862.  Acting  Ensign,  28  May,  1863.  Honorably  discharged  22 
January,  1869. 

Gunn,  John  C.  C. 

Midshipman,  17  December,  1810.  Appointed  Second  Lieutenant  Marine  Corps, 
12  September,  1812.  Last  appearance  on  Records  of  Navy  Department.  Re- 
signed. 

Gunnell,  Francis  M. 

Assistant  Surgeon,  22  March,  1849.  Surgeon,  23  April,  1861.  Medical  Inspector, 
3 March,  1871.  Medical  Director,  3 February,  1875. 

Gunnell,  Robert  II. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  27 
June,  1862.  First  Assistant  Engineer,  1 March,  1864.  Retired  8 July,  1873. 
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Gnniiiiig,  Josiah  If. 

Assistant  Surgeon,  2 September,  1861.  Resigned  29  April,  1865. 

Gunning,  William. 

Midshipman,  16  January,  1809.  Lost  at  Sea,  5 October,  1811. 

Gurley,  Royal. 

Midshipman,  2 December,  1799.  Resigned  25  February,  1801. 

Guthrie,  John  J. 

Midshipman,  28  February,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  22 
March,  1847.  Lieutenant,  7 July,  1847.  Dismissed  13  July,  1861. 

Guyenne,  Thomas. 

Midshipman,  27  April,  1799.  Resigned  9 August,  1800. 

Guyer,  George  If. 

Acting  Second  Assistant  Engineer,  22  September,  1862.  Appointment  revoked 
15  July,  1865. 

Gwathmey,  Washington. 

Midshipman,  21  July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  28 
June,  1843.  Dismissed  17  April,  1861. 

Gwin,  William. 

Midshipman,  7 April,  1847.  Passed  Midshipman,  19  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Killed  in  battle,  3 January,  1863. 

Gwin  it,  John. 

Midshipman,  18  May,  1809.  Lieutenant,  27  April,  1816.  Commander,  9 February, 
1837.  Captain,  17  April,  1842.  Died  4 September,  1849. 

G winner,  Henry  W. 

Midshipman,  2 October,  1861.  Graduated  22  November,  1864.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died  26 
September,  1 872. 

Haas,  Clement  J. 

Mate,  18  November,  1861.  Died  1863. 

Haas,  Jerome. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  4 
November,  1865. 

Habersham,  Alexander  W. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Resigned  30  May,  1860. 

Habighurst,  Conrad  J. 

Third  Assistant  Engineer,  1 July,  1863.  Second  Assistant  Engineer,  2 September, 
1865.  First  Assistant  Engineer,  17  September,  1873. 

Habirshaw,  William  M. 

Third  Assistant  Engineer,  29  July,  1861.  Appointment  revoked  5 February,  1862. 

Hackett,  Frank  W. 

Acting  Assistant  Paymaster,  11  September,  1862.  Resigned  6 October,  1864. 

Hackett,  Samuel  H.  * 

Acting  Midshipman,  28  September,  1855.  Midshipman,  9 June,  1859.  Dismissed 
18  July,  1861. 

Hackley,  George  S. 

Midshipman,  3 January,  1801.  Died  8 July,  1805. 

Maddaway,  Edward  H. 

Midshipman,  20  June,  1806.  Lieutenant,  9 December,  1814.  Died  15  June,  1817. 

Maddaway,  W.  H. 

Midshipman,  20  June,  1806.  Lieutenant,  9 December,  1814.  Died  30  March) 
1815. 

Hadden,  G.  W. 

Acting  Ensign  and  Pilot,  26  July,  1864.  Honorably  discharged  30  September, 
1865. 
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Hadden,  William  A. 

Midshipman,  28  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  1 January,  1872.  Lieutenant,  12  March,  1875. 

Haddock,  William  J. 

Mate.  Resigned  30  June,  1863. 

Haddock,  Worcester. 

Acting  Third  Assistant  Engineer,  24  March,  1865.  Appointment  revoked  16 
June,  1865. 

Hadfield,  JesepSs. 

Acting  Ensign,  7 October,  1863.  Honorably  discharged  26  August,  1865. 

Madfielci,  William. 

Acting  Third  Assistant  Engineer,  16  September,  1864.  Honorably  discharged  21 
August,  1865. 

Hadley,  Francis  J. 

Acting  Third  Assistant  Engineer,  10  January,  1863.  Acting  Second  Assistant 
Engineer,  7 October,  1864.  Honorably  discharged  24  December,  1865. 
Hadley,  W. 

Acting  Master  and  Pilot,  28  October,  1864.  Honorably  discharged  6 December, 
1865. 

Hailliigton,  Jesse. 

Master,  15  September,  1813.  Discharged  15  April,  1815. 

Hafner,  Joseph. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  25 
October,  1865. 

Hagan,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1863.  Honorably  discharged  27 
July,  1865. 

Hagen  man,  John  William. 

Midshipman,  21  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  9 

Hager,  Elijah  W. 

Chaplain,  1 March,  1873.  Died  7 July,  1880. 

Magernp,  Anthony. 

Acting  Ensign,  3 September,  1863.  Honorably  discharged  17  October,  1865. 

Haggerty,  Francis  S. 

Midshipman.  17  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
19  December,  1843.  Commander,  11  October,  1861.  Retired  5 May,  1862. 
Captain  on  Retired  list,  4 April,  1867. 

Haggins,  .Edmnnd  If. 

Acting  Third  Assistant  Engineer,  8 December,  1863.  Honorably  discharged  12 
October,  1865. 

Ha  his,  Jacob. 

Mate,  2 February,  1863.  Dismissed  31  December,  1863. 

Haight,  James. 

Midshipman,  21  October,  1799.  Resigned  27  July,  1802. 

Haight,  Samuel. 

Midshipman,  1 March,  1827.  Resigned  17  March,  1829. 

Main,  Franklin  K. 

Third  Assistant  Engineer,  21  November,  1857.  Resigned  9 August,  1858.  Third 
Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  29  October, 
1862.  Resigned  24  January,  1863. 

Haines,  Matthias  R. 

Acting  Ensign,  13  December,  1862.  Honorably  discharged  10  December,  1865. 

Haines,  Edward  L. 

Acting  Master,  7 December,  1861.  Honorably  discharged  11  January,  1866 
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Haines,  Hiram* 

Third  Assistant  Engineer,  16  February,  1852.  Resigned  25  July,  1854. 

Ilaiites9  Martin  V.  11. 

Acting  Ensign,  22  January,  1863.  Acting  Master,  4 December,  18G3.  Honorably 
discharged  16  September,  1865.  Acting  Master,  11  December,  1866.  Mustered 
out  27  August,  1868. 

Halcra,  Edward  W. 

Mate,  5 March,  1862.  Acting  Ensign,  27  November,  1863.  Honorably  discharged 
3 February,  1866.  Acting  Ensign,  5 April,  1866.  Appointment  revoked  6 Feb- 
ruary, 1867. 

Hald9  Vigo  E.  T. 

Mate,  21  June,  1862.  Dismissed  17  December,  1862. 

Haldeman,  Bobert  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.  Ai)pointment  revoked  (Sick,) 
30  January,  1865. 

Mate,  Benjamin  P. 

Mate,  12  April,  1865.  Dismissed  2 March,  1866. 

Hale,  Charles  S. 

Chaplain,  10  March,  1863.  Resigned  26  March,  1871. 

Males  David  ¥. 

Acting  Assistant  Paymaster,  24  May,  1862.  Resigned  3 March,  1863.  Acting 
Assistant  Paymaster,  25  September,  1863.  Mustered  out  17  November,.  1865. 

Male,  E.  W.,  Jr. 

Mate,  23  September,  1861.  Resigned  10  July,  1863. 

Hale,  Howard. 

Mate,  24  January,  1863.  Acting  Ensign,  17  January,  1864.  Honorably  discharged 
1 December,  1865. 

Male,  Mark. 

Midshipman,  1 March,  1825.  Resigned  29  May,  1832. 

Male,  Thomas  Cl. 

Mate,  2 October,  1861.  Acting  Master,  31  March,  1862.  Dismissed  4 November, 
1862.  Mate,  20  February,  1863.  Acting  Ensign,  22  April,  1864.  Acting  Mas- 
ter, 26  May,  1865.  Honorably  discharged  31  August,  1865. 

Haley,  Patrick. 

Boatswain,  18  October,  1878. 

Halford,  William. 

Gunner,  14  April,  1871. 

Hall,  Albert  B. 

Acting  Ensign,  5 December,  1864.  Honorably  discharged  7 August,  1865. 

Mall,  Alfred  IL. 

Midshipman,  26  September,  1872.  Graduated  18  June,  1879. 

Hall,  Asaph. 

Professor,  2 May,  1863. 

Hall,  Ashton  8. 

Midshipman,  9 November,  1813.  Lost  in  the  “ WcCsp”  in  1815. 

Mall,  Charles. 

Master,  11  June,  1799.  Resigned  8 February,  1800. 

Hall,  Charles. 

Mate,  7 August,  1862  Acting  Ensign,  10  September,  1SG4.  Honorably  discharged 
30  November,  1865.  Acting  Ensign,  18  May,  1866.  Mustered  out  22  Septem- 
ber, 1868. 

Hall,  Charles  IS.  II. 

Assistant  Surgeon,  1 May,  1874.  Passed  Assistant  Surgeon,  6 December,  1878. 

Hall,  Charles  N. 

Mate,  7 August,  1862.  Acting  Ensign,  24  February,  1863.  Resigned  2 July, 
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1864.  Acting  Ensign,  3 October,  1864.  Honorably  discharged  21  July,  1865. 
Acting  Ensign,  1 February,  1867.  Mustered  out  17  July,  1868. 

Mall,  Crawford  W. 

Midshipman,  1 June,  1826.  Resigned  16  January,  1827. 

Mall,  David. 

Master,  17  August,  1812.  Last  appearance  on  Records  of  Navy  Department.  Dis- 
charged. 

Mall,  David  A. 

Mate,  9 June,  1863.  Acting  Ensign,  9 July,  1864.  Honorably  discharged  8 
August,  1868. 

Hall,  David  M. 

Mate,  7 October,  1864.  Resigned  17  May,  1865. 

Mall,  Fldridge  D. 

Mate,  2 March,  1870.  Carpenter,  3 July,  1870. 

Mall,  Francis  C. 

Midshipman,  2 March,  1803.  Resigned  23  September,  1805. 

Mall,  Frank  C. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  30  July,  1868. 

Mall,  George. 

Acting  Third  Assistant  Engineer,  5 November,  1864.  Resigned  10  May,  1865. 

Mall,  George  B. 

Mate,  29  December,  1863.  Honorably  discharged  20  December,  1865. 

Mall,  George  F. 

Assistant  Paymaster,  11  June,  1862.  Died  2 September,  1862. 

Mall,  George  O. 

Acting  Second  Assistant  Engineer,  7 January,  1865.  Honorably  discharged  25 
January,  1866. 

Mall,  George  O. 

Acting  Second  Assistant  Engineer,  18  August,  1864.  Honorably  discharged  28 
January,  1866. 

Mall,  George  S. 

Acting  Second  Assistant  Engineer,  4 June,  1864.  Dismissed  5 November,  1864. 

Mall,  George  W. 

Mate,  9 June,  1863.  Dismissed  19  March,  1864. 

Mall,  George  W. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  3 October, 
1861.  First  Assistant  Engineer,  25  July,  1866.  Resigned  16  November,  1866. 

Mall,  George  W. 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer,  3 
August,  1863.  First  Assistant  Engineer,  11  October,  1866. 

Mall,  Marry. 

Cadet  Engineer,  14  September,  1876.  Graduated  10  June,  1880. 

Mail,  M.  Flay. 

Acting  Master,  12  April,  1862.  Dismissed  28  August,  1862. 

Mall,  Isaac. 

Sailmaker,  1 April,  1822.  Died  18  April,  1828. 

Mall,  James  C. 

Acting  Ensign,  28  April,  1863.  Honorably  discharged  23  November,  1865. 

Mall,  John. 

Boatswain,  15  January,  1802.  Last  appearance  on  Records  of  Navy  Department. 

Mall,  John. 

Boatswain,  16  March,  1866.  Died  22  February,  1880. 

Mall,  John. 

Midshipman,  11  January,  1832.  Passed  Midshipman,  28  June,  1838.  Lieutenant, 
28  June,  1843.  Reserved  list,  13  September,  1855.  Died  5 October,  1860. 
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Mall,  Jolm  €• 

Sallmaker,  25  August,  1829.  Last  appearance  on  Records  of  Navy  Department, 

11  March,  1833. 

Mall,  Jolm  II. 

Assistant  Surgeon,  31  March,  1874.  Passed  Assistant  Surgeon,  9 November,  1877. 

Mall,  Jolm  I i. 

Mate,  19  April,  1864.  Lost  on  “ Narcissus ,”  4 January,  1866. 

Hall,  John  I*. 

Acting  Ensign,  24  February,  1864.  Acting  Master,  8 April,  1865.  Honorably  dis- 
charged 11  November,  1865. 

Mall,  Jolm  P. 

Midshipman,  29  December,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 
March,  1855.  Dropped  13  September,  1855.  Died  8 September,  1862. 

Hall,  John  IS. 

Gunner,  29  August,  1861.  Died  10  September,  1866. 

Mall,  Jolm  S. 

Acting  Master,  12  August,  1861.  Resigned  23  May,  1862. 

Mall,  Leonard. 

Master,  7 September,  1813.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Hall,  Martin  JE. 

Midshipman,  19  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  December,  1873.  Lieutenant,  1 November,  1875. 

Hall,  Michael. 

Boatswain,  18  April,  1842.  Died  22  August,  1864. 

Hall,  Moses. 

Boatswain,  11  June,  1847.  Died  13  February,  1851. 

Hall,  Nathaniel,  Jr. 

Mate,  1 July,  1864.  Resigned  9 June,  1865. 

Hall,  Reynold  T. 

Assistant  Engineer,  22  April,  1880. 

Hall,  Richard  R. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  16  June,  1863. 

Hall,  Samuel. 

Acting  Master,  25  January,  1862.  Honorably  discharged  24  November,  1865. 

Hall,  Samuel  Cl. 

Acting  Second  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  3 July, 
1865. 

Hall,  Sidney. 

Mate,  4 September,  1861.  Acting  Ensign,  21  May,  1863.  Honorably  discharged 

12  December,  1866. 

Hall,  Thomas  G. 

Mate,  21  May,  1862.  Killed  in  action,  “ Diana”  28  March,  1863. 

Hall,  Thomas  N. 

Acting  First  Assistant  Engineer,  12  August,  1863.  Honorably  discharged  28  Sep- 
tember, 1865. 

Hall,  T.  R. 

Boatswain,  15  November,  1836.  Died  27  September,  1857. 

Hall,  Warren. 

Midshipman,  17  December,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 

Hall,  Wesley  13. 

Acting  Third  Assistant  Engineer,  30  August,  1864.  Honorably  discharged  8 
October,  1865. 
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Mali 5 Wilburn  B, 

Acing  Midshipman,  9 June,  1855.  Midshipman,  20  September,  1855.  Resigned 
7 March,  18G1. 

Hall,  William. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
3 November,  1812.  Dead. 

Mall,  William. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
10  July,  1812. 


Hall,  William  B. 

Midshipman,  1 January,  1808.  Dismissed  3 May,  1813. 

Mall,  William  B. 

Acting  Ensign,  11  June,  1863.  Dismissed  20  October,  1864. 

Mall,  'William  II. 

Mate,  4 December,  1867.  Mustered  out  20  April,  1869. 

Hall,  William  K. 

Third  Assistant  Engineer,  15  November,  1817.  Second  Assistant  Engineer,  11 
January,  1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  15  Feb- 
ruary, 1858. 


Halladay,  Cliarles  g. 

Acting  Assistant  Paymaster,  7 June,  1864.  Appointment  revoked,  3 June,  1865. 

Mallei,  F.  A. 

Midshipman,  13  September,  1841.  Resigned  1 December,  1845. 

Hallett,  Charles. 

Acting  Master,  4 November,  1861.  Honorably  discharged  22  August,  1865. 

Hal  left,  Daniel  B. 

Mate,  11  September,  1862.  Acting  Ensign,  20  December,  1863.  Resigned  12 
May,  1864. 

Hallett,  George  15. 

Acting  Ensign,  Coast  Survey,  duty  30  November,  1866.  Mustered  out  30  November, 
1868. 

Hallett,  James  If. 

Acting  Master,  12  August,  1861.  Resigned  30  July,  1862. 

Hallett,  Oliver. 

Mate.  Resigned  27  June,  1S62. 

Hallett,  'Warren. 

Acting  Ensign,  15  December,  1862.  Resigned  1 June,  1863. 

Malloels:,  Isaac. 

Mate,  23  October,  1861.  Acting  Ensign,  2 April,  1864.  Acting  Master,  25  May, 
1865.  Honorably  discharged  8 June,  1868. 

Halloway,  James  C. 

Mate,  13  February,  1864.  Resigned  11  June,  1864. 

Hallo  well,  Francis  5s. 

Third  Assistant  Engineer,  3 September,  1863.  Resigned  12  November,  1867. 

Hallo  well,  George  A. 

Master,  4 October,  1798.  Disappeared  till  5 December,  1812.  Appointed  Master, 
5 December,  1812.  Last  appearance  on  Records  of  Navy  Department,  1820. 
Furloughed. 

Halpiia,  John. 

Acting  Third  Assistant  Engineer,  7 October,  1862.  Appointment  revoked  (Sick,) 
13  November,  1863.  Acting  Third  Assistant  Engineer,  20  April,  1864.  Re- 
signed 5 May,  1865. 

Halpsne,  I.  J.  L.  T. 

Midshipman,  9 June,  1871.  Graduated  18  June,  1879. 
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Malsall,  Joshua. 

Acting  Third  Assistant  Engineer,  20  August,  1864.  Lost  on  “ Narcissus  ,,r  4 Janu- 
ary, .866. 

Halsall,  William  F. 

Mate,  1 November,  1862.  Appointment  revoked  (Sick.)  4 June,  1863. 

Halsey,  Oeorge  W. 

Midshipman,  31  October,  1799.  Resigned  2 October,  1800. 

Halsey,  Jolm  M. 

Purser,  25  April,  1812.  Died  2 January,  1838. 

Halsey,  Richard  E. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  30  October,  1883. 

Halsey,  William  F. 

Midshipman,  21  September.  1869.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874.  Master,  18  March, *1880. 

Halstead,  Israel  T. 

Acting  Ensign,  10  September,  1862.  Resigned  11  May,  1865. 

Halstead,  W.  IS.  R. 

Midshipman,  1 November,  1828.  Resigned  10  December,  1829, 

Halsted,  Frank  W. 

Mate.  Resigned  3 April,  1862.  Acting  Ensign,  12  October,  1863.  Honorably 
discharged  4 November,  1865. 

Hamblen,  Andrew  T. 

Acting  Ensign,  16  October,  1862.  Honorably  discharged  2 October,  1865. 

Hambleton,  John  W. 

Chaplain,  26  October,  1819.  Purser,  26  May,  1824.  Retired  21  December,  1861. 
Died  5 December,  1870. 

Hambleton,  Samuel. 

Purser,  25  April,  1812.  Died  18  January,  1851. 

Hambrick,  James  W. 

Mate,  15  December,  1863.  Acting  Ensign,  21  April,  1865.  Honorably  discharged 

10  February,  1866. 

Hamell9  Renjamfn  F. 

Acting  Assistant  Surgeon,  27  October,  1863.  Resigned  81  August,  1864.  Acting 
Assistant  Surgeon,  1 November,  1864.  Honorably  discharged  16  April,  1866. 

Hamer,  Thomas  M. 

Midshipman,  26  June,  1847.  Resigned  24  August,  1849. 

Hamersly,  George  W. 

Midshipman,  18  May,  1809.  Lieutenant,  3 May,  1S15.  Died  12  September,  1823. 

Hamersly,  George  Wr. 

Midshipman,  1 September,  1837.  Passed  Midshipman,  29  June,  1843.  Resigned 

11  June,  1850. 

Hamersly,  [Lewis*  R. 

Mate,  4 February,  1862.  Acting  Ensign,  3 December,  1863.  Honorably  dis- 
charged 23  July,  1866. 

Hamersly,  Mohert. 

Midshipman,  1 January,  1812.  Died  in  March,  1815. 

Hamersly,  Thomas  S. 

Master,  14  January,  1812,  Lieutenant,  27  April,  1816.  Dismissed  16  July,  1831. 

Hamilton,  Alanson. 

Mate,  11  June,  1863.  Honorably  discharged  7 August,  1865. 

Hamilton,  Alexander. 

Acting:  Master,  28  October,  1861.  Dismissed  23  September,  1862. 

Hamilton,  Archibald. 

Midshipman,  18  Mav  1809.  Lieutenant,  24  July,  1813.  Killed  in  action  15 
January,  1815. 
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Hamilton,  Burt. 

Acting  Third  Assistant  Engineer,  24  December,  1864.  Honorably  discharged  27 
July,  1865. 

Hamilton,  €•  B. 

Assistant  Surgeon,  2 April,  1811.  Surgeon,  15  April,  1814.  Resigned  12  April, 
1826. 

Hamilton,  Charles  C. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Dismissed  21  September,  1863. 

Hamilton,  Charles  H. 

Acting  Master,  17  September,  1861.  Resigned  7 February,  1865. 

Hamilton,  Cleason  F. 

Acting  Third  Assistant  Engineer,  20  July,  1864.  Honorably  discharged  20  Janu- 
ary, 1866. 

Hamilton,  Edward  W. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 

.1822. 

Hamilton,  Henry. 

Gunner,  20  August,  1861.  Appointment  revoked  23  September,  1868. 

Hamilton,  James. 

Acting  Gunner,  24  March,  1864.  Appointment  revoked  9 January,  1865. 

Hamilton,  James. 

Acting  First  Assistant  Engineer,  30  July,  1862.  Deserted  5 February,  1863. 

Hamilton,  James. 

Assistant  Surgeon,  22  July,  1844.  Died  6 September,  1854. 

Hamilton,  James  A. 

Acting  Ensign,  20  December,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  16  July,  1864.  Honorably  discharged  1 March,  1866. 

Hamilton,  James  F. 

Acting  Assistant  Paymaster,  19  May,  1863.  Assistant  Paymaster,  3 March,  1865. 
Paymaster,  29  June,  1866.  Resigned  14  January,  1875. 

Hamilton,  James  T. 

Acting  Ensign,  22  October,  1864.  Honorably  discharged  29  August,  1865. 

Hamilton,  John. 

Midshipman,  4 July,  1818.  Lieutenant,  3 March,  1827.  Lost  in  the  “ Hornet'' 
September,  1829. 

Hamilton,  John  B. 

Midshipman,  8 September,  1845.  Passed  Midshipman,  6 October,  1851.  Master, 
19  September,  1855.  Lieutenant,  16  September,  1856.  Resigned  15  December, 
1860. 

Hamilton,  John  B. 

Acting  Master,  18  January,  1862.  Honorably  discharged  15  January,  1866. 

Hamilton,  John  W. 

Acting  Assistant  Surgeon,  24  November,  1861.  Honorably  discharged  4 August, 
1865. 

Hamilton,  Bohert. 

Master,  1 March,  1814.  Resigned  21  November,  1814. 

Hamilton,  Bohert. 

Acting  Third  Assistant  Engineer,  13  September,  1861.  Resigned  11  February, 
1862. 

Hamilton,  Bohert  B. 

Mate,  6 March,  1865.  Honorably  discharged  9 September,  1865. 

Hamilton,  Bohert  W. 

Lieutenant,  17  September,  1798,  Resigned  25  January,  1802. 

Hamilton,  Thomas  H. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discharged  21  July, 
1865. 
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Hamilton,  Thomas  J. 

Acting  Third  Assistant  Engineer,  15  August,  1864.  Honorably  discharged  30 
October,  1865. 

Hamilton^  William 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  12  April,  1864. 
Acting  Volunteer  Lieutenant-Commander,  17  July,  1865.  Honorably  discharged 
15  April,  1866. 

Hamilton,  William  F. 

Acting  Master,  1 October,  1862.  Acting  Volunteer  Lieutenant,  10  October,  1862. 
Resigned  6 April,  1863. 

Hamilton,  William  H. 

Gunner,  15  June,  1850.  Died  18  September,  1865. 

Hamilton,  William  J. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 29  March,  1864.  Honorably  discharged  3 November,  1865. 

Hamlin,  Henjamin  N. 

Mate,  6 July,  1863.  Lost  at  Sea,  21  August,  1863. 

Hamlin,  John  C. 

Mate,  11  October,  1861.  Acting  Ensign,  7 October,  1862.  Acting  Master,  con- 
sideration of  good  service,  19  November,  1863.  Appointment  revoked  7 Decem- 
ber, 1865. 

Hammatt,  Charles  Iff. 

Acting  Assistant  Paymaster,  5 September,  1863.  Honorably  discharged  27  Jan- 
uary, 1866. 

Hammett,  Charles* 

Mate.  Dismissed  24  September,  1862. 

Hammett,  William,  Jr, 

Mate,  5 March,  1863.  Acting  Ensign,  18  November,  1863.  Honorably  discharged 
9 November,  1865. 

Hammond,  Charles  E. 

Assistant  Paymaster,  14  November,  1861.  Died  27  February,  1862. 

Hammond,  C.  E.  0. 

Midshipman,  8 November,  1847.  Resigned  23  March,  1854. 

Hammond,  George  F. 

Acting  Master,  7 December,  1861.  Resigned  5 May,  1864. 

Hammond,  G.  W. 

Acting  Ensign,  Admiral  Dahlgren’s  Staff,  20  August,  1864.  Resigned  11  January, 
1865. 

Hammond,  Joseph  Iff. 

Acting  Master,  27  December,  1861.  Resigned  2 April,  1862. 

Hammond,  Josiah. 

Mate,  28  October,  1861.  Acting  Master,  18  February,  1862.  Dismissed  6 June, 
1862. 

Hammond,  Nathan  W. 

Acting  Master,  1 April,  1862.  Acting  Volunteer  Lieutenant,  29  November,  1862. 
Honorably  discharged  8 August,  1865. 

Hammond,  W. 

Midshipman,  29  December,  1840.  Resigned  27  October,  1846. 

Hamre,  Henry. 

Mate,  1 September,  1862.  Acting  Ensign,  31  July,  1863.  Honorably  discharged 
21  January,  1866. 

Han  away,  James  W. 

Mate,  4 November,  1864.  Honorably  discharged  21  July,  1865. 

Hancock,  John. 

Mate,  21  March,  1862.  Acting  Ensign,  8 October,  1863.  Honorably  discharged 
8 November,  1865. 
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Maud,  Bayard  E. 

Midshipman,  7 April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Died  16  July,  1859. 
Maud,  Benjamin. 

Acting  First  Assistant  Engineer,  17  November,  1862.  Appointment  revoked 
(Sick,)  17  March,  1864. 

Hand,  George  Dallas. 

Midshipman,  9 September,  1847.  Resigned  28  April,  1853. 

Hand,  Henry  W. 

Acting  Master,  13  November,  1861.  Honorably  discharged  21  February,  1866. 
Acting  Master,  1 May,  1866.  Mustered  out  1 February, 1869. 

Hand,  Jasper. 

Surgeon,  7 March,  1809.  Dismissed  9 April,  1810. 

Maud,  Samuel  T. 

Acting  Third  Assistant  Engineer,  13  August,  1864.  Resigned  29  May,  1865. 

Maud,  Sells. 

Acting  Ensign,  1 July,  1863.  Honorably  discharged  21  October,  1868. 

If  an  cl,  g. 

Mate,  7 June,  1862.  Acting  Ensign,  10  December,  1863.  Honorably  discharged 

7 September,  1866. 

Hand,  William  M. 

Mate,  23  August,  1862.  Acting  Ensign,  4 April,  1863.  Honorably  discharged  6 
April,  1869. 

Handey,  James  A. 

Acting  Ensign,  2 June,  1864.  Honorably  discharged  20  October,  1865. 

Handlan,  Eugene  IT. 

Acting  Ensign,  1 October,  1862.  Resigned  17  April,  1863. 

Handren,  Joins  W. 

Acting  Third  Assistant  Engineer,  17  May,  1861.  Resigned  23  April,  1862. 

Mauds,  fiobinson  W. 

Third  Assistant  Engineer,  1 February,  1862.  Lost  on  the  “ Monitor ,”  31  December, 
1862. 

Handy,  Albert  G. 

Master,  28  September,  1838.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Handy,  Betlmel  G. 

Acting  Master,  4 November,  1861.  Disrated  to  Acting  Ensign,  28  August,  1862. 
Resigned  2 September,  1862. 

Handy,  € la  aides  O. 

Purser,  29  December,  1817.  Resigned  4 June,  1846. 

Handy,  Edward  IL. 

Midshipman,  1 June,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Commander,  14  September,  1855.  Dismissed  14  June,  1861. 

Handy,  Henry  ©. 

Midshipman,  28  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  9 November,  1874. 

Handy,  Levin. 

Midshipman,  1 June,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Died  14  September,  1842. 

Handy,  Robert, 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 

8 March,  1837.  Reserved  list,  13  September,  1855.  Commander  on  Active  list, 
14  September,  1855.  Retired  list,  6 February,  1862.  Commodore,  Retired  list, 
4 April,  1867. 

Handy,  Sewall. 

Midshipman,  28  August,  1800.  Resigned  12  April,  1804. 
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Handy 9 Thomas  B. 

Midshipman,  28  January,  1814.  Died  27  October,  1824. 

Hanes,  Samnel. 

Acting  Master,  21  September,  1861.  Honorably  discharged  30  October,  18GG. 

Haney,  Hugh. 

Acting  Third  Assistant  Engineer,  28  September,  1863.  Honorably  discharged  1 
September,  1865. 

Hanford,  Franklin. 

Midshipman,  29  November,  1862.  Graduated  June,  ,1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Hanford,  William  C. 

Mate,  4 April,  1862.  Acting  Ensign,  4 December,  1862.  Appointment.  revoked 
(Sick,)  10  August,  1863.  Acting  Ensign,  2 September,  1863.  Resigned  10 
June,  1864. 

Hanks,  A.  IP®  R. 

Mate,  9 October,  1867.  Resigned  27  August,  1871. 

Hanna,  Benjamin. 

Midshipman,  7 January,  1813.  Resigned  16  March,  1814. 

Hanna,  George  II. 

Midshipman,  2 April,  1804.  Resigned  30  December,  1806. 

Hanna,  H.  Melville. 

Assistant  Paymaster,  11  June,  1862.  Resigned  13  February,  1865. 

Hanna,  Thomas. 

Acting  Third  Assistant  Engineer,  18  August,  1864.  Resigned  17  June,  1865. 

Hannah,  William  A. 

Mate,  15  September,  1863.  Honorably  discharged  25  October,  1865. 

Hannegan,  S. 

Midshipman,  2 January,  1834.  Dismissed  8 July,  1839. 

Haimifer,  Thomas  S. 

Boatswain,  16  September,  1828.  Died  3 January,  1880. 

Hannigan,  Thomas. 

Acting  Third  Assistant  Engineer,  6 July,  1864.  Resigned  23  March,  1865. 

Hannon,  Horace  A. 

Mate,  19  October,  1862.  Acting  'Ensign,  12  November,  1863.  Honorably  dis- 
charged 19  November,  1865. 

Hannum,  .James. 

Midshipman,  30  April,  1800.  Dismissed  4 September,  1801. 

Hannnm,  Josiala  A. 

Acting  Master,  27  May,  1861.  Honorably  discharged  26  October,  1865.  Acting 
Master,  5 February,  1867.  Mustered  out  30  December,  1868. 

Han mun,  William  G. 

Midshipman,  23  September,  1872.  Ensign,  2 August,  1879. 

Hanmine,  John.  ILewis. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.  First  Assistant  Engineer,  23  November,  1872. 

Hanrahan,  Thomas. 

Acting  Master,  5 May,  1862.  Honorably  discharged  9 February,  1866. 

ISanseom,  Isaiah. 

Naval  Constructor,  14  March,  1856.  Chief  Bureau  Construction  and  Repair,  28 
January,  1871.  Retired  list,  29  June,  .1877.  Died  5 March,  1880. 

Mass  scorn , John  F. 

Assistant  Naval  Constructor,  29  July,  1875. 

Manscom,  ILeoisard. 

Carpenter,  14  May,  1866. 


318 


GENERAL  NAVY  REGISTER. 


Kan  scorn,  William  F. 

Naval  Constructor,  15  October,  1853.  Resigned  4 January,  1866.  Re-instated  17 
April,  1871.  Retired  list,  15  August,  1874. 

Kansen,  Alexander. 

Acting  Ensign,  1 October,  1863.  Honorably  discharged  27  October,  1865. 

Kansen,  Kerman. 

Sailmaker,  17  January,  1876. 

Kansen,  Peter. 

Acting  Ensign,  2 September,  1864.  Honorably  discharged  20  August,  1865. 

Kansford,  C.  H. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Died  3 September,  1830. 

Kansford,  Jefferson. 

Midshipman,  4 December,  1821.  Died  10  September,  1826. 

Hanson,  Aaron  Y. 

Acting  Assistant  Surgeon,  6 October,  1863.  Honorably  discharged  19  January, 
1866, 

Kanson,  Barthold  €.  K. 

Acting  Third  Assistant  Engineer,  27  February,  1865.  Honorably  discharged  5 
September,  1865. 

Kanson,  Charles  K. 

Mate,  3 July,  1863.  Acting  Ensign,  26  July,  1864.  Honorably  discharged  2 No- 
vember, 1865. 

Kanson,  Frederick  W. 

Acting  Assistant  Paymaster,  14  April,  1864.  Honorably  discharged  25  Novem- 
ber, 1865. 

Kanson,  James  W. 

Acting  Assistant  Paymaster,  17  January,  1865.  Honorably  discharged  1 Novem- 
ber, 1865. 

Kanson,  John. 

Acting  Master,  27  March,  1862.  Honorably  discharged  16  December,  1865. 

Kanson,  John  J. 

Midshipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
25  August,  1853. 

Kanson,  Robert  W. 

Acting  Ensign,  12  November,  1863.  Honorably  discharged  12  December,  1865. 

Kanson,  Samuel,  of  S. 

Purser,  30  March,  1804.  Dismissed  16  July,  1811 

Kanson,  William. 

Acting  Master,  22  January,  1862.  Appointment  revoked  2 July,  1867. 

Kanson,  William. 

Acting  Ensign,  1 September,  1864.  Honorably  discharged  20  September,  1865. 

Manus,  Gustavus  C. 

Midshipman,  26  July,  1865.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  3 May,  1875. 

Kapsgood,  Charles  B. 

Mate,  20  September,  1864.  Honorably  discharged  26  October,  1865. 

Maradon,  A.  F. 

Mate,  23  January,  1862.  Resigned  15  April,  1863. 

Karalson,  C.  L. 

Midshipman,  10  September,  1847.  Resigned  13  December,  1854. 

Harben,  James  W. 

Mate,  12  September,  1864.  Resigned  (Sick,)  20  April,  1865. 

Karbenson,  Henry. 

Acting  Third  Assistant  Engineer,  5 November,  1862.  Acting  Second  Assistant 
Engineer,  6 May,  1864.  Honorably  discharged  27  October,  1865. 
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Harbcr,  Giles  B. 

Midshipman,  24  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  19  September,  1874. 

Harberson,  S.  H. 

Mate,  24  January,  1863.  Acting  Ensign,  17  June,  1864.  Honorably  discharged 
9 December,  1865. 

Harby,  M. 

Midshipman,  18  June,  1812.  Resigned  4 December,  1827. 

Harconrt,  Clearies* 

Mate,  17  December,  1864.  Appointment  revoked  22  April,  1865. 

Harcosirt,  William. 

Gunner,  1 June,  1853.  Dismissed  12  January,  1852.  Re-appointed  Gunner,  1 
June,  1853.  Dismissed  13  August,  1855.  Mate,  22  January,  1862.  Acting 
Ensign,  25  February,  1863.  Acting  Master,  26  April,  1864.  Honorably  dis- 
charged 10  November,  1865. 

Harden,  John  F. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  recommendation 
of  Admiral  Farragut,  29  March,  1864.  Honorably  discharged  12  December, 
1865.  Acting  Master,  24  April,  1867.  Mustered  out  15  September,  1868. 

Harden,  Walter  S. 

Acting  Third  Assistant  Engineer,  21  July,  1862.  Appointment  revoked  (Sick,)  6 
March,  1863. 

Harden,  William  N. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  4 No- 
vember, 1865. 

Harden  bu rgli , T.  R. 

Midshipman,  29  February,  1799.  Struck  off  in  January,  1805. 

Hardesty,  James  H. 

Acting  Master,  30  October,  1861.  Dismissed  27  May,  1863. 

Hardie,  David. 

Third  Assistant  Engineer,  11  May,  1860.  Second  Assistant  Engineer,  28  October, 
1862.  Retired  list,  15  March,  1867. 

Harding,  James  R. 

Acting  Ensign,  1 December,  1864.  Honorably  discharged  8 August,  1865. 

Harding,  Jeremiah. 

Acting  Boatswain,  5 April,  1865.  Honorably  discharged  11  September,  1865. 
Boatswain,  21  May,  1866. 

Harding,  Samuel,  Jr. 

Mate,  31  October,  1861.  Acting  Ensign,  22  June,  1863.  Dismissed  6 July,  1864. 

Harding,  Thomas  W. 

Acting  Second  Assistant  Engineer,  4 January,  1863.  Honorably  discharged  14 
January,  1866. 

Harding,  William  A. 

Mate.  Resigned  20  February,  1862. 

Hardison,  William. 

Gunner,  30  August,  1861.  Dismissed  29  June,  1864. 

Hardman,  James  W. 

Acting  Third  Assistant  Engineer,  5 March,  1864.  # Resigned  31  May,  1864. 

Hardwich,  Charles. 

Acting  Third  Assistant  Engineer,  9 September,  1862.  Resigned  4 May,  1863. 

Hardwick,  Thomas. 

Master,  21  April,  1814.  Discharged  22  May,  1815. 

Hardy,  Albert  W. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  15 
January,  1863.  Honorably  discharged  30  November,  1865. 
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Hardy,  diaries  S. 

Mate,  9 November,  1863.  Resigned  27  April,  18G5. 

Hardy,  E.  S. 

Acting  Master,  11  June,  1861.  Dismissed  27  March,  1862. 

Hardy,  Henry. 

Acting  Third  Assistant  Engineer,  21  April,  1864.  Honorably  discharged  11  June, 

1865. 

Hardy,  Isliam  G. 

Acting  First  Assistant  Engineer,  2 February,  1863.  Acting  Chief  Engineer,  10 
June,  1864.  Honorably  discharged  10  October,  1865. 

Hardy,  J.  JL.  €. 

Midshipman,  18  June,  1812.  ( See  Marine  Corps.) 

Hardy,  Otis  B. 

Acting  Third  Assistant  Engineer,  12  April,  1865.  Honorably  discharged  30  Octo- 
ber, 1865. 

Hardy  man,  Tyler. 

Midshipman,  28  June,  1804.  Resigned  27  July,  1805. 

Hare,  George  H. 

Midshipman,  19  October,  18.41.  Passed  Midshipman,  10  August,  1847.  Master,  14 
September,  1855.  Lieutenant,  15  September,  1855.  Died  24  July,  1857. 

Hare,  James. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Honorably  discharged  17 
August,  1865. 

Hargis,  Thomas  G. 

Acting  Ensign,  1 May,  1863.  Died  at  Naval  Hospital,  Norfolk,  Virginia,  19  May, 
1864. 

Hargous,  Peter  J. 

Mate,  11  October,  1861.  Acting  Master,  having  distinguished  himself  on  the 
“ Congress ,”  14  June,  1862.  Resigned  17  March,  1865. 

Marker,  John  €. 

Midshipman,  1 March,  1826.  Dismissed  9 July,  1833. 

Harkins,  Henry. 

Acting  Ensign,  1 October,  1862.  Resigned  25  January,  1864. 

Harkness,  George. 

Acting  Master,  27  August,  1861.  Resigned  29  November,  1861. 

Harkness,  William. 

Professor,  24  August,  1863. 

Harlan,  David. 

Assistant  Surgeon,  23  February,  1835.  Passed  Assistant  Surgeon,  8 July,  1841. 
Surgeon,  6 December,  1845.  Medical  Director,  3 March,  1871.  Retired  list,  3 
November,  1871. 

Harlan,  J.  €. 

Acting  Assistant  Surgeon,  21  May,  1861.  Resigned  15  August,  186 1 . 

Marloe,  Matthew. 

Acting  Second  Assistant  Engineer,  30  August,  1864.  Honorably  discharged  22 
July,  1865. 

Harlow,  Alexander  H. 

Acting  Ensign,  26  August,  1863.  Honorably  discharged  10  December,  1865. 

Harlow,  Encius. 

Acting  Third  Assistant  Engineer,  23  July,  1863.  Honorably  discharged  25  July, 

1866. 

Harman,  Hansel. 

Acting  Assistant  Paymaster,  22  July,  1862.  Resigned  4 September,  1862. 

Harmon,  Andrew. 

Acting  Gunner,  17  November,  I860.  Honorably  discharged  6 May,  1866.  Gunner, 
9 February,  1870. 


GENERAL  NAVY  REGISTER. 


321 


Harmon,  George  E.  H. 

Assistant  Surgeon,  20  December,  1873.  Passed  Assistant  Surgeon,  25  May, 
1877. 

Harmony,  Daritl  II. 

Midshipman,  7 April,  1847.  Passed  Midshipman,  7 April,  1847.  Master,  10  June, 
1853.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16  July,  1862. 
Commander,  25  July,  1866  Captain,  4 February,  1875. 

Harmony,  Joseph  H. 

Third  Assistant  Engineer,  8 July,  1862.  Second  Assistant  Engineer,  25  July,  1866. 
First  Assistant  Engineer,  1 January,  1868.  Died  27  November,  1877. 

Harmony,  Peter. 

Mate,  17  February,  1865.  Resigned  3 April,  1866.  Mate,  7 January,  1867.  Re- 
signed 10  July,  1868. 

Harnett,  Jolm  W* 

Acting  Third  Assistant  Engineer,  26  January,  1863.  Resigned  12  October,  1863. 
Acting  Third  Assistant  Engineer,  19  January,  1864.  Acting  Second  Assistant 
Engineer,  25  February,  1864.  Resigned  25  March,  1865. 

Harnish,  William  M. 

Mate,  18  December,  1863.  Appointment  revoked  19  February,  1864. 

Harper,  Jolin  S. 

Acting  Third  Assistant  Engineer,  10  December,  1862.  Acting  Second  Assistant 
Engineer,  23  December,  1863.  Acting  First  Assistant  Engineer,  22  March,  1865. 
Honorably  discharged  11  November,  1865. 

Harper,  Joseph  J*. 

Midshipman,  4 June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1818.  Dead. 

Harper,  William. 

Master,  23  January,  1809.  Resigned  25  June,  1814. 

Harper,  W.  J. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Philadelphia. 

Harrell,  Aferam  Haris. 

Midshipman,  4 January,  1834.  Passed  Midshipman,  16  July,  1840,  Master, 
22  March,  1847.  Lieutenant,  17  May,  1847.  Dropped  14  September,  1855. 
Commissioned  Commander,  16  July,  1862.  Retired  9 February,  1867.  Captain 
on  Retired  list,  4 April,  1867.  Died  16  December,  1871. 

Harris!©!!,  U® 

Master,  30  June,  17^9.  Lieutenant,  31  March,  1807.  Commander,  27  April,  1816. 
Died  9 January,  1818. 

Harrs gan,  Michael  T. 

Acting  Third  Assistant  Engineer,  28  December,  1864.  Resigned  3 May,  1865. 
Harriman,  Charles  H. 

Acting  Master,  22  January,  1862.  Appointment  revoked  25  November,  1862. 

Harriman,  George  A. 

Mate,  21  March,  1862.  Acting  Ensign,  1 March,  1863.  Honorably  discharged  20 
December,  1865. 

Harriman,  Mora©©  M. 

Acting  Assistant  Paymaster,  11  September,  1862.  Honorably  discharged  29  Jan- 
uary, 1866. 

Harrington 9 Charles  H. 

Acting  Second  Assistant  Engineer,  29  August,  1861.  Acting  First  Assistant 
Engineer,  5 February,  1863.  Resigned  5 December,  1864. 

Harrington,  Haniel  €J. 

Mate,  17  November,  1862.  Dismissed  11  November,  1864.  Mate,  11  February, 
1870.  Resigned  19  May,  1871. 
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Harrington,  Hennas. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Honorably  discharged  17 
August,  1865. 

Harrington,  Eben. 

Carpenter,  1 April,  1822.  Resigned  25  June,  1823. 

Harrington,  Eliot  CL 

Mate,  5 February,  1868.  Resigned  20  November,  1870. 

Harrington,  Janies. 

Mate,  30  November,  1863.  Resigned  13  May,  1865. 

Harrington,  John  €. 

Acting  Ensign,  6 April,  1864.  Honorably  discharged  12  October,  1865. 

Harrington,  Purnell  F. 

Acting  Midshipman,  20  September,  1861.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Harrington,  W.  H. 

Midshipman,  17  December, -1810.  Resigned  12  April,  1813. 

Harris,  Abraham  W. 

Acting  First  Assistant  Engineer,  27  August,  1864.  Honorably  discharged  20 
June,  1865. 

Harris,  Amos. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged  28 
August,  1865. 

Harris,  Andrew. 

Acting  Third  Assistant  Engineer,  8 August,  1863.  Acting  Second  Assistant  Engi- 
neer, 28  October,  1864.  Honorably  discharged  21  August,  1865. 

H arris,  Arnold 

Acting  Ensign,  24  March,  1863.  Resigned  21  February,  1865. 

Harris,  Arnold  G. 

Acting  Master,  26  October,  1861.  Dismissed  17  July,  1862. 

Harris,  Benjamin  G. 

Assistant  Surgeon,  1 January,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  February,  1800. 

Harris,  Charles. 

Mate,  23  October,  1861.  Died  7 February,  1862. 

Harris,  Charles  II. 

Mate,  24  May,  1861.  Acting  Master,  24  April,  1862.  Honorably  discharged  17 
December,  1865. 

Harris,  Dwight  J. 

Acting  Assistant  Surgeon,  13  May,  1864.  Resigned  1 May,  1865. 

Harris,  E.  Raymond. 

Mate,  1862.  Appointment  revoked  14  May,  1862. 

Harris,  Fielder. 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Depaetment, 
3 July,  1807.  Dead. 

Harris,  Francis  R. 

Mate,  21  January,  1862.  Acting  Ensign,  19  December,  1862.  Honorably  dis- 
charged 28  October,  1865. 

Harris.  George. 

Acting  Master,  29  October,  1861.  Dismissed  17  December.  1862. 

Harris,  George. 

Acting  Third  Assistant  Engineer,  27  June,  1864.  Honorably  discharged  5 Decem- 
ber, 1865. 

Harris,  George  1). 

Acting  Assistant  Surgeon,  12  November,  1863.  Resigned  1 May,  1865. 
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Harris,  George  J. 

Mate,  9 October,  1867.  Mustered  out  22  September,  1871. 

Harris,  George  B. 

Acting  Third  Assistant  Engineer,  28  January,  1862.  Acting  Second  Assistant 
Engineer,  20  October,  1862.  Acting  First  Assistant  Engineer,  17  June,  1863. 
Honorably  discharged  17  November.  1867. 

Harris,  Gwiim. 

Purser,  25  April,  1812.  Resigned  29  September,  1830. 

Harris,  Ileiary. 

Midshipman,  1 August,  1866.  Graduated  7 June,  1870.  Resigned  24  July,  1872. 

Harris,  H.  T.  B. 

Acting  Assistant  Paymaster,  1 November,  1864.  Honorably  discharged  13  Sep- 
tember, 1865.  Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Pay- 
master, 17  February,  1869. 

Harris,  Ira. 

Acting  Midshipman,  22  September,  1860.  Ensign,  28  May,  1863.  Lieutenant,  25 
July,  1866.  Lieutenant-Commander,  12  March,  1868.  Resigned  21  March, 
1871.  OcAC 

Harris,  James  M. 

Third  Assistant  Engineer,  16  September,  1853.  Second  Assistant  Engineer,  9 
May,  1857.  Died  6 October,  1864 

Harris,  J.  George. 

Purser,  19  August,  1845.  Pay  Director,  3 March,  1871.  Retired  list,  23  October, 
1871. 

Harris,  J.  Bonis. 

Mate,  2 March,  1864.  Acting  Ensign,  6 April,  1864.  Honorably  discharged  8 
October,  1868. 

Harris,  Jolin. 

Midshipman,  27  May,  1800.  Last  appearance  on  Records  of  JNavy  Department. 
Resigned. 

Harris,  Jolrn, 

Acting  Second  Assistant  Engineer,  16  September,  1861.  Acting  First  Assistant 
Engineer,  18  April,  1863.  Honorably  discharged  7 October,  1865. 

Harris,  Jolm  H. 

Mate,  4 June,  1862.  Acting  Ensign,  1 August,  1862.  Acting  Master,  16  July, 
1864.  Honorably  discharged  18  January,  1866. 

Harris,  Joseph  W. 

Acting  Midshipman,  1 January,  1853.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  12  January, 
1861.  Died  24  August,  1861. 

Harris,  Martin  J. 

Acting  Master,  11  November,  1861.  Dismissed  23  November,  1861. 

Harris,  Reuben. 

Midshipman,  25  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  24 
November,  1854.  Lieutenant,  8 August,  1855.  Died  28  October,  1857. 

Harris,  Robert. 

Assistant  Surgeon,  17  July,  1798  ' Surgeon,  7 November,  1799.  Resigned  5 De- 
cember, 1802. 

Harris,  Robert,  Jr„ 

Midshipman,  1 January,  1818.  Died  in  1822. 

Harris,  Robert  JL. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  29  July,  1861. 
First  Assistant  Engineer,  20  May,  1863.  Chief  Engineer,  4 March,  1871. 

Harris,  T.  A. 

Acting  Master,  2?  Maj,  1861.  Acting  Volunteer  Lieutenant- Commander,  27 
April,  1863.  Honorably  discharged  24  October,  1865. 
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Harris,  Thomas. 

Surgeon,  6 July,  1812.  Died  5 March,  1861. 

Harris,  Thomas  C. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September.  1855.  Lieutenant-Commander. 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  1.2  December,  1872.  Died 
24  January,  1875. 

Harris,  Thomas  J. 

Midshipman,  1 May,  1822.  Resigned  27  May,  1830. 

Harris,  Thomas  J. 

Third  Assistant  Engineer,  27  January,  1848.  Dismissed  7 July,  1849. 

Harris,  Thomas  It. 

Mate,  1 May,  1861.  Acting  Master,  12  April,  1862.  Acting  VolfThteer  Lieutenant, 
11  November,  1863.  Honorably  discharged  22  September,  1865. 

Harris,  Thompson  S. 

Chaplain,  23  April,  1841.  Died  28  December,  1842. 

Harris,  Uriah  It. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  1 January,  1872.  Lieutenant,  11  February,  1875. 

Harris,  William. 

Acting  Ensign,  31  October,  1862.  Honorably  discharged  28  February,  1866. 

Harris,  William  A. 

Assistant  Surgeon,  27  November,  1844.  Passed  Assistant  Surgeon.  4 February, 
1851.  Retired  list,  8 May,  1861. 

Harris,  William  It. 

Midshipman,  16  January,  1809.  Resigned  18  August,  1809. 

Harris,  William  IE. 

Third  Assistant  Engineer,  21  September.  1861.  Second  Assistant  Engineer,  30 
July,  1863.  First  Assistant  Engineer,  11  October.  1866. 

Harris,  William  J. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  November,  1811.  Resigned. 

Harris,  William  IS. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Died  15  May,  1848. 

Harrison,  A.  C. 

Midshipman,  26  June,  1799.  Master.  7 June.  1803.  Lieutenant,  3 February,  1807. 
Discharged  16  February,  1809. 

Harrison,  Benjamin. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1816.  Furloughed. 

Harrison,  C.  IP.  C. 

Midshipman,  4 June,  1823.  Last  appearance  on  Records  of  Navy  Department. 
Drowned. 

Harrison,  George  R. 

Midshipman.  2' October,  1850.  Dismissed  12  June,  1851. 

Harrison.  Gnstavns,  Jr. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
3 November,  1854. 

Harrison,  G.  W. 

Midshipman,  21  June,  1839.  Died  6 June,  i844. 

Harrison,  G.  W. 

Midshipman,  20  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
2 November,  1842.  Resigned  17  April,  1861. 

Harrison,  IS.  II. 

Midshipman,  21  September,  1837.  Resigned  25  April,  1845. 
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Harrison,  Horace  W. 

Cadet  Midshipman,  26  September,  1872.  Graduated  18  June,  1879. 

Harrison  9 Mo  N. 

Midshipman,  1 April,-  1828.  Passed  Midshipman,  3 July,  1835.  Lieutenant,  8 
September,  1841.  Reserved  list,  28  September,  1855.  Died  29  March,  1861. 

Harrison,  James  F. 

Assistant  Surgeon,  5 March,  1847.  Passed  Assistant  Surgeon,  26  April,  1852. 
Surgeon,  5 March,  1861.  Resigned  15  June,  1861. 

Harrison,  John. 

Assistant  Surgeon,  16  January,  1805.  Died  4 March,  1825. 

Harrison,  Napoleon  H. 

Midshipman,  27  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  2 
April,  1852.  Lieutenant,  6 January,  1853.  Commander,  16  July,  1862.  Cap- 
tain, 28  April,  1868.  Died  27  October,  1870. 

Harrison,  Basidolplia 

Assistant  Surgeon,  4 August,  1851.  Resigned  1 April,  1856. 

Harrison,  Bichard. 

Midshipman,  7 July,  1800.  Lost  in  the  “ Insurgent 

Harrison,  Bichard 

Assistant  Surgeon,  6 September,  1837.  Died  28  February,  1842. 

Harrison,  B.  M. 

Midshipman,  9 November,  1825.  Died  5 April,  1828. 

Harrison,  Bohert. 

Master,  13  July,  1799.  Lieutenant,  14  October,  1799.  Discharged  8 July,  1801, 
under  Peace  Establishment  Act. 

Harrison,  Thomas. 

Acting  Third  Assistant  Engineer,  7 September,  1863.  Honorably  discharged  5 
October,  1865. 

Harrison,  Thomas  Locke. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Dis- 
missed 26  July,  1861. 

Harrison,  Thomas  >S. 

Acting  Assistant  Paymaster,  10  July,  1861.  Appointment  revoked  April,  1863. 

Harrison,  Timothy  J. 

Chaplain,  2 October,  1829.  Died  10  March,  1865. 

Harrison,  T.  P. 

Midshipman,  9 June,  1811.  Resigned  29  January,  1820. 

Harrison,  William  J>. 

Assistant  Surgeon,  25  April,  1848.  Surgeon,  22  April,  1861.  Dismissed  3 Febru- 
ary, 1863. 

Harrison,  William  H. 

Mate,  13  December,  1861.  Appointment  revoked  (Sick,)  28  August,  1862.  Acting 
Ensign,  1 October,  1862.  Acting  Master,  16  June,  1863.  Appointment  revo  ° 
21  November,  1864. 

Harrison.  William  H. 

Mate,  24  May,  1862.  Acting  Ensign,  11  March,  1865.  Appointment  revoked  23 
November,  1865. 

Harrison,  William  Henry. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865.  Resigned  8 October, 
1872. 

Harrison,  W.  P. 

Midshipman.  19  October,  1841.  Resigned  10  June,  1843. 

Harriss,  John  1L. 

Midshipman,  30  November,  1814.  Resigned  4 October,  182 
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Marsen,  Elisha. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistgait  Engineer,  20  April, 
1868.  Lost  on  the  “ Tecumseh ,”  5 August,  1864. 

Hart,  Benjamin  F. 

Purser,  8 February,  1838.  Died  2 November,  1842. 

Hart,  Edwin  M. 

Acting  Assistant  Paymaster,  19  August,  1862.  Passed  Assistant  Paymaster,  23 
July,  1866.  Resigned  18  July,  1868. 

Hart,  Ezekiel  B. 

Midshipman,  30  April,  1814.  Killed  in  action  26  August,  1814. 

Hart,  George  W. 

Acting  Second  Assistant  Engineer,  11  March,  1864.  Honorably  discharged  28- 
October,  1865. 

Hart,  Henry  C. 

Midshipman,  1 September,  1827.  Resigned  29  December,  1834. 

Hart,  Joins. 

Midshipman,  1 January,  1825.  Dismissed  31  December,  1828. 

Mart,  John. 

Assistant  Surgeon,  10  September,  1798.  Last  appearance  on  Records  of  Navy  De- 
partment. Dead. 

Hart,  John  E. 

Midshipman5  23  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant -Commander, 
16  July,  1862.  Killed  in  Battle  11  June,  1863. 

Hart,  Samuel. 

Naval  Constructor,  1 June,  1819.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 6 December,  1839. 

Hart,  Samuel  T. 

Naval  Constructor,  15  July,  1847. 

Hart,  Simeon. 

Midshipman,  8 June,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Hart,  William. 

Boatswain,  2 December,  1831.  Died  26  February,  1861. 

Harter,  La  Fayette. 

Acting  Assistant  Paymaster,  31  December,  1862.  Honorably  discharged  4 De- 
cember, 1865. 

Hartford,  lii  chard  F. 

Mate,  21  January,  1864.  Acting  Ensign,  3 December,  1864.  Honorably  discharged 
26  August,  1865. 

Hartigan,  William. 

Midshipman,  11  April,  1799.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Hartleb,  Louis. 

Mate.  Resigned  1 March,  1865. 

Hartley,  John. 

Midshipman,  20  March,  1800.  Resigned  2 January,  1802. 

Hartley,  William  W. 

Acting  Third  Assistant  Engineer,  9 September,  1863.  Appointment  revoked 
(Sick,)  24  October,  1864. 

Hartman,  W\  B. 

Acting  Assistant  Surgeon,  4 April,  1864.  Honorably  discharged  21  October,  1865. 

Hartnett,  John  M. 

Acting  Second  Assistant  Engineer,  3 July,  1863.  Honorably  discharged  6 Novem- 
ber, 1865, 
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Hartshorn,  Andre. 

Mate,  21  January,  1862.  Acting  Ensign,  22  June,  1863.  Honorably  discharged  30 
June,  1866. 

Hartshorn,  J.  H. 

Acting  Ensign,  27  November,  1862.  Died  on  “ Katahdin 18  August,  1863. 

Hartstene,  Henry  J. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  23 
February,  1840.  Commander,  14  September,  1855.  Resigned  9 January,  1861. 

Martt,  Clark. 

Acting  Third  Assistant  Engineer,  27  April,  1863.  Acting  Second  Assistant  Engi- 
neer, 6 March,  1865.  Honorably  discharged  6 October,  1866. 

Martt,  Edward. 

Naval  Constructor,  25  July,  1866. 

Martt,  Lawrence  C*. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  31 
March,  1868. 

Martt,  Seth. 

Acting  Third  Assistant  Engineer,  9 March,  1864.  Honorably  discharged  7 August, 
1865. 

Hartuper,  John  W. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  22 
April,  1863.  Honorably  discharged  15  December,  1865. 

Hartwell,  Charles  F. 

Mate,  19  May,  1864.  Honorably  discharged  15  August,  1865. 

Hartwell,  Samuel 

Acting  First  Assistant  Engineer,  20  December,  1861.  Appointment  revoked  17 
March,  1862.  Acting  First  Assistant  Engineer,  24  March,  1862.  Acting  Chief 
Engineer,  24  March,  1863.  Honorably  discharged  22  January,  1866. 

Hartwell,  Seth  E. 

Acting  Assistant  Paymaster,  8 February,  1865.  Mustered  out  4 October,  1865. 

Hartwell,  W.  II. 

Purser,  11  November,  1845.  Died  at  Sea  12  July,  1849. 

Martwig,  Henry. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  2 December,  1865 

Hart  wig,  Peter  SI, 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  11  November, 
1865. 

Harty,  John  I>. 

Acting  Master,  14  May,  1863.  Acting  Yolunteer  Lieutenant,  9 April,  1864.  Re- 
signed 28  March,  1865. 

Martzell,  Franklin  I£. 

Assistant  Surgeon,  10  November,  1868.  Resigned  31  December,  1873. 

Harvey,  Alexander  .1. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Resigned  22  June,  1865. 

Harvey,  Andrew  W. 

Mate,  29  August,  1861.  Acting  Ensign,  2 November,  1864.  Honorably  discharged 
29  October,  1865. 

Harvey,  Charles. 

Sailmaker,  27  January,  1842.  Resigned  18  April,  1846. 

Harvey,  Clinton  D. 

Acting  Assistant  Paymaster,  4 December,  1862.  Died  at  New  York,  15  December, 
1864. 

Harvey,  David. 

Mate,  20  January,  1862.  Resigned  14  May,  1863. 

Harvey,  Henry  P. 

Assistant  Surgeon,  28  May,  1872.  Passed  Assistant  Surgeon,  12  June,  1876. 
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Harvey,  .1© sepia  S. 

Acting  Assistant  Paymaster,  11  September,  1862.  Resigned  13  April,  1866. 

Harvey,  Luther  Rogl.  * 

Third  Assistant  Engineer,  11  February,  1862.  Second  Assistant  Engineer,  15 
October,  1863.  First  Assistant  Engineer,  1 January,  1868. 

Harvey,  SSiefsard  M. 

Midshipman,  24  June,  1830.  Passed  Midshipman,  15  June,  1S37.  Dismissed  30 
July,  1841. 

Harvey,  Thomas. 

Gunner,  22  June,  1810.  Resigned  9 January,  1811. 

Harvey,  Thomas  £• 

Mate,  26  June,  1862.  Acting  Ensign,  21  January,  1864.  Honorably  discharged  8 
May,  1866. 

Harvey,  William. 

Midshipman,  30  November,  1814.  Resigned  18  October,  1817. 

Harvie,  Jacqueline  SS. 

Midshipman,  2 January,  1801.  Lieutenant, ' 25  February,  1809.  Resigned  28 
April,  1812. 

Harwood,  Andrew  A. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander.  2 October, 
1848.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired  list 
9 October,  1864.  Rear-Admiral,  Retired  list. 

Harwood,  James 

Purser,  24  November,  1852.  Dismissed  31  May,  1861. 

Harwood,  Nicholas. 

Assistant  Surgeon,  9 July,  1803.  Surgeon,  3 March,  1809.  Died  15  September, 
1812. 

Hascall,  Bailey. 

Acting  Assistant  Paymaster,  30  June,  1862.  Discharged  9 September,  1865. 

HaseUoe,  John  B. 

Acting  Assistant  Paymaster,  4 November,  1862.  Dismissed  22  April,  1863. 

Haskell,  Charles  W. 

Midshipman,  23  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 
Resigned  28  March,  1879. 

Haskell,  Cyrus  A. 

Mate,  24  March,  1865.  Honorably  discharged  6 October,  1868. 

Haskell,  Elijah. 

Gunner,  13  September,  1845.  Retired  list.  10  December.  1865.  Died  27  March, 
1877. 

Haskell,  Forbes  15. 

Mate,  18  June,  1863.  Honorably  discharged  22  August,  1865. 

Haskell,  Frank  A. 

Mate,  25  July,  1863.  Honorably  discharged  14  August,  1865.  Mate,  21  March, 
1866.  Resigned  14  May,  1867. 

Haskell,  Otis  JL. 

Acting  Ensign,  27  January,  1865.  Resigned  10  June,  1865. 

Haskell,  Theodore  II. 

Acting  Assistant  Paymaster,  14  October,  1861.  Discharged  5 February,  1866. 

Hasker,  Charles  H. 

Boatswain,  28  March,  1857.  Dismissed  4 Jyme,  1861. 

Haskin,  Benjamin  F. 

Acting  Midshipman,  2 November,  1859.  Ensign,  25  November,  1862.  Dropped 
7 July,  1864. 

Haskin,  Harry  R. 

Midshipman,  18  June,  1812.  Resigned  30  April,  1814. 


GENERAL  NAVY  REGISTER 


829 


Haskias,  diaries  R. 

Mate,  2 October,  1883.  Acting  Ensign,  9 December,  1864.  Honorably  discharged 
27  June,  1868.  * 

Haskins,  George  S. 

Sailmaker,  19  November,  1870. 

Master,  Charles  A. 

Assistant  Surgeon,  4 November,  1834.  Passed  Assistant  Surgeon,  12  July,  1839. 
Surgeon,  22  July,  1844.  Drowned  27  November,  1846. 

Haslet,  John. 

Assistant  Surgeon,  26  May,  1824.  Surgeon,  23  May,  1826.  Resigned  5 December, 
1845. 

Hasletl,  Andrew. 

Midshipman,  17  December,  1810.  Las'  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  “ Chesapeake .”  * 

Hasselteno,  S>®  Carlos. 

Acting  First  Assistant  Engineer,  27  July,  1863.  Acting  Chief  Engineer,  18  May, 
1864.  Honorably  discharged  7 May,  1866. 

Hassles*,  diaries  W. 

Assistant  Paymaster,  29  August,  1861.  Paymaster,  14  April,  1862.  Resigned  9 
February,  1870. 

Masson,  William  F.  C. 

Cadet  Engineer,  14  September,  1876.  Graduated  10  June,  1880. 

Hastings,  Charles. 

Civil  Engineer,  1852.  Commissioned,  28  March,  1867.  Resigned  23  April,  1874. 

Hastings,  Frank  F. 

Acting  Assistant  Paymaster,  22  September,  1862.  Discharged  26  March,  1866. 

Hastings,  John. 

Assistant  Surgeon,  8 September,  1841.  Passed  Assistant  Surgeon,  13  March,  1846. 
Passed  Assistant  Surgeon,  15  March,  1847.  Resigned  9 May,  1850. 

Hastings,  Foveas  W. 

Mate,  23  July,  1863.  Acting  Ensign,  6 April,  1865.  Honorably  discharged  1 
December,  1865. 

Mas  well,  Charles  II. 

Chief  Engineer,  12  July,  1836.  Engineer- in-Chief,  3 October,  1844.  Successor 
appointed,  1 December,  1850.  Dropped  from  the  Navy  list,  14  May,  1852. 

Has  well,  Gonvenor  M. 

Acting  Midshipman,  22  September,  1859.  Ensign,  7 October,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Retired  list,  23 
November,  1876. 

Has  well,  John  M. 

Midshipman,  15  October,  1800.  Lieutenant,  26  February,  1807.  Last  appearance 
on  Records  of  Navy  Department,  24  May,  1810. 

Has  well , Robert. 

Lieutenant,  4 March,  1799.  Last  appearance  on  Records  of  Navy  Department,  13 
April,  1801. 

Hatch,  Charles  F. 

Mate,  25  July,  1863.  Resigned  5 August,  1864. 

Match,  Georg©  Wo 

Acting  Assistant  Surgeon,  9.  May,  1863.  Resigned  18  March,  1865. 

Match  9 William. 

Carpenter,  1 November,  1831.  Discharged  29  January,  1836. 

Hatch,  William. 

Mate.  Dismissed  6 January,  1863. 

Hatch,  William  h. 

Acting  Ensign,  16  March,  1864.  Honorably  discharged  20  August,  1865. 
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Hatch,  William  S. 

Gunner,  16  August,  1854.  Dismissed  24  September,  1858. 

Watch,  William  W. 

Acting  Ensign,  13  March,  1865.  Honorably  discharged  21  August,  1865. 

Watcher,  Jackson  It. 

Third  Assistant  Engineer,  24  September,  1847.  Second  Assistant  Engineer,  26 
February,  1851.  Died  23  December,  1853 

Watcher,  Joseph  E. 

Carpenter,  20  February,  1872. 

Hatfield,  Charles  W. 

Acting  Boatswain,  10  August,  1861.  Dismissed  4 January,  1862. 

Wat fiel cl,  Chester. 

Acting  Midshipman,  21  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  23  January, 
1861.  Lieutenant-Commander,  2 October,  1862.  Commander,  28  October,  1870. 
Died  15  December,  1879. 

Hatfield,  Wan i el. 

Assistant  Surgeon,  5 May,  1810.  Surgeon,  15  September,  1814.  Last  appearance 
on  Records  of  Navy  Department,  23  April,  1814. 

flat  Is  eld,  John. 

Midshipman,  18  June,  1812.  Killed  in  action  27  April,  1813. 

Wat  held.  Robert  F. 

Third  Assistant  Engineer,  24  August,  1861.  Resigned  18  July,  1862. 

Watflelcl,  W.  B. 

Assistant  Surgeon,  24  March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 8 March,  1811. 

Hathaway,  Frederick  M. 

Acting  Ensign,  28  February,  1863.  Honorably  discharged  5 December,  1865. 

Hathaway,  F.  W. 

Mate,  10  June,  1865.  Honorably  discharged  16  June,  1866.  * 

Hathaway,  Henry  IP. 

Acting  Ensign,  19  May,  1864.  Honorably  discharged  18  February,  1866. 

Hathaway,,  Janies  If. 

Acting  Assistant  Pavmaster,  6 August,  1862.  Honorably  discharged  10  March, 
1866. 

Hathaway,  Joseph  T. 

Acting  Third  Assistant  Engineer,  18  June,  1862.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1862.  Acting  First  Assistant  Engineer,  16  May,  1863. 
Honorably  discharged  18  August,  1866. 

Hathaway,  William  R. 

Acting  Master,  30  July,  1861.  Acting  Volunteer  Lieutenant,  27  June,  1865.  Died 
11  February,  1867. 

Hat  home,  Eben. 

Midshipman,  16  January,  1809.  Resigned  6 December,  1810. 

Hath  ora  e,  W.  If. 

Acting  Assistant  Paymaster,  31  March,  1863.  Honorably  discharged  3 October, 
1865. 

Hat  borne,  William  H. 

Mate,  16  November,  1863.  Resigned  30  December,  1864. 

Haven,  William  H. 

Mate,  8 April,  1864.  Resigned  26  May,  1865. 

Havens,  Joseph  A. 

Mate,  22  January,  1862.  Resigned  25  August,  1862.  Acting  Ensign,  12  Decem- 
ber, 1863.  Honorably  discharged  12  October,  1865. 

Haverly,  Eewis  A. 

Third  Assistant  Engineer,  19  July,  1861.  Died  29  August,  1862. 


GENERAL  NAVY  REGISTER. 


831 


Havers  field,  John. 

Acting  Third  Assistant  Engineer,  28  October,  1862.  Honorably  discharged  27 
October,  1865. 

Haviland,  E.  M. 

Mate,  3 November;  1865.  Appointment  revoked  5 December,  1865. 

Hawes,  Asa  T. 

Mate,  11  September,  1862.  Died  26  November,  1868. 

Hawes,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  25  July,  1863.  Acting  First  Assistant  Engineer,  19  October,  1864. 
Honorably  discharged  14  November,  1865. 

Hawes,  David  B. 

Acting  Ensign,  17  June,  1863.  Resigned  31  May,  1866. 

Hawes,  Franklin. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  19 
January,  1866. 

Haves,  Sanford  B. 

Acting  Third  Assistant  Engineer,  28  May,  1863.  Appointment  revoked  (Sick,)  5 
November,  18637 


Hawes,  William  H. 

Mate,  26  June,  1862.  Acting  Ensign,  13  June,  1866.  Honorably  discharged  27 
June,  1868.  Mate,  6 December,  1869.  Resigned  14  October,  1871. 

Hawes,  William  H.  H. 

Acting  Third  Assistant  Engineer,  8 June,  1864.  Honorably  discharged  14  June, 
1865. 


Hawke,  J.  Albert. 

Assistant  Surgeon,  24  June,  1867.  Passed  Assistant  Surgeon,  26  February,  1873. 
Surgeon,  1 May,  1879. 

Hawkesworth,  George  T. 

Master,  11  April,  1815.  Last  appearance  on  Records  of  Navy  Department,  18 
April,  1815. 

Hawkey,  James. 

Acting  Third  Assistant  Engineer,  7 October,  1863.  Honorably  discharged  6 
August,  1866. 

Hawkey,  Thomas. 

Acting  Second  Assistant  Engineer,  31  May,  1861.  Dismissed  20  September,  1862. 


Hawkins,  Absalom  W.  . 

Assistant  Surgeon,  1 July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Re- 
signed 28  July,  1866. 

Hawkins,  Benjamin. 

Acting  Third  Assistant  Engineer,  24  September,  1863.  Appointment  revoked 
(Sick,)  25  May,  .1864. 

Mawkfsss,  Charles  E. 

Midshipman,  4 March,  1818.  Resigned  17  October,  1826. 

Hawkins,  Charles  E. 

Acting  Master,  26  May,  1862.  Honorably  discharged  29  November,  1865.  Boat- 
swain, 11  February,  1871. 

Hawkins,  George  X. 

Midshipman,  1 March,  1826.  Passed  Midshipman,  28  April,  1832.  Died  7 July, 
1837. 


Hawkins,  IS.  C. 

Mate.  Resigned  12  May,  1863. 

Hawkins,  John. 

Acting  Third  Assistant  Engineer,  13  September,  1862.  Acting  Second  Assistant 
Engineer,  25  May,  1864.  Honorably  discharged  5 August,  1865. 
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Hawkins,  Jobe  S. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865.  Resigned  18  January, 
1869. 

Hawkins,  Joseph. 

Sailmaker,  25  June,  1800.  Warrant  returned  10  July,  1S00. 

Hawkins,  Robert  M. 

Mate,  24  November,  1863.  Resigned  (Sick,)  8 November,  1864. 

Hawkins,  Samnel. 

Acting  Third  Assistant  Engineer,  1 October,  1864.  Resigned  12  May,  1865. 

Hawkins,  Sc  E. 

Sailmaker,  18  March,  1834.  Died  27  July,  1844. 

Hawks,  Phi  So  P. 

Mate,  14  February,  1863.  Acting  Ensign,  14  January,  1864.  Resigned  3 May, 
1865. 

Mawkswoaetis,  I>avid. 

Acting  Second  Assistant  Engineer,  24  July,  1862.  Resigned  30  May,  1864. 

Hawler,  Isaac. 

Master,  7 July,  1814.  Resigned  25  September,  1815. 

Hawley,  Charles  E. 

Midshipman,  3 December,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  26  June,  1856.  Retired  list,  10  August,  1864. 
Lieutenant-Commander  on  Retired  list,  4 April,  1867. 

Hawley,  Francis  M. 

Acting  Assistant  Paymaster,  30  August,  1862.  Resigned  4 April,  1863. 

Hawley,  John  Mitchell. 

Midshipman,  23  July,  1863.  Graduated  June,  1S68.  Ensign,  19  April,  1869.  Mas- 
ter, 12  July,  1870.  Lieutenant,  6 January,  1874. 

Hawthorn,  Joseph  W. 

Acting  Ensign,  22  July,  1862.  Resigned  4 May,  1863. 

Hawthorne,  Eugene  P. 

Mate,  6 January,  1863.  Acting  Ensign,  17  March,  1863.  Resigned  28  October, 
1863. 

Maxtiin,  Milton. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  12  January,  1867.  Captain,  2 February,  1878. 

Hay,  Edward  II. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Resigned  30  May,  1865. 

Hay,  Edward  II. 

Carpenter,  31  March,  1874.  Resigned  19  August,  1874.  Carpenter,  1 January, 
1875. 

Hay,  William  do 

Assistant  Surgeon,  12  September,  1854.  Passed  Assistant  Surgeon,  20  May,  1859. 
Surgeon,  1 August,  1861.  Resigned  18  February,  1862. 

Mayan  ga,  Cl.  A. 

Acting  Assistant  Surgeon,  8 September,  1863.  Honorably  discharged  9 October, 
1865. 

Hayden,  David  51. 

Acting  Master,  17  December,  1861.  Dismissed  29  November,  1862. 

Hayden,  I>.  H. 

Acting  Assistant  Surgeon,  15  May,  1863.  Honorably  discharged  2 December, 
1865. 

Hayden,  Edward  I>. 

Acting  Assistant  Paymaster,  27  September,  1862.  Honorably  discharged  2 Feb- 
ruary, 1866. 
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Hayden,  Henry  F. 

Acting  Third  Assistant  Engineer,  30  October,  1861.  Appointment  revoked  13 
December,  1861.  Acting  Third  Assistant  Engineer,  3 January,  1862.  Acting 
Second  Assistant  Engineer,  16  July,  1868.  Honorably  discharged  17  Septem- 
ber, 1867. 

Slay  den  9 Henry  J. 

Sailmaker,  4 November.  1861.  Resigned  16  February,  1865. 

Hayden,  John. 

Carpenter,-!  November,  1837.  Appointment  revoked  7 July,  1840. 

.Hayden,  John  C. 

Boatswain,  20  September,  1852.  Dismissed  2 November,  1857. 

Hayden,  John  W. 

Acting  Second  Assistant  Engineer,  9 January,  1865.  Honorably  discharged  14 
October,  1865. 

Hayden,  I. 

Acting  Ensign,  6 May,  1863.  Died  on  “ Penguin ,”  6 July,  1864. 

Hayes,  Mean  is® 

Acting  Third  Assistant  Engineer.  27  June,  1864.  Honorably  discharged  10  July, 
1865. 

Hayes,  Denny  M. 

Mate,  7 June,  1864.  Acting  Ensign,  18  November,  1864.  Honorably  discharged 
21  October,  1865.  Acting  Ensign,  5 July,  1866.  Appointment  revoked  7 De- 
cember, 1867. 

Hayes,  Henry  H. 

Chaplain,  3 March,  1827.  Resigned  18  April,  1833. 

Mayes,  Henry  S. 

Mate,  31  October,  1861.  Resigned  20  September,  1862. 

Mayes,  Jaeoh  F. 

Acting  Ensign,  10  April,  1863.  Honorably  discharged  14  September,  1865. 

Hayes,  James. 

Gunner.  11  September,  1863. 

Hayes.  John  J. 

Acting  Carpenter,  1 October,  1862.  Resigned  28  March,  1864. 

Mayes,  Meter. 

Acting  Volunteer  Lieutenant,  23  August,  1862.  Honorably  discharged  26  October, 
1865. 

llayes9  Peter. 

Mate,  21  October,  1863.  Dismissed  21  September,  1864. 

Hayes9  Thomas. 

Midshipman,  16  June,  1814.  Resigned  25  November,  1814. 

Mayes,  William  €»e 

Midshipman,  25  September,  1811.  Resigned  28  March,  1812. 

Hayes,  WTlliam  Fee, 

Acting  Master,  15  August,  1861.  Honorably  discharged  3 October,  1865. 

fiayman,  Anthony  W. 

Master,  22  April,  1813.  Discharged  7 July,  1814- 

Hay  man.  George  M. 

Acting  Third  Assistant  Engineer,  12  August,  1863.  Honorably  discharged  4 
November,  1865. 

Haynes,  John. 

Boatswain,  11  September,  1799.  Discharged  1 May,  1801. 

Haynes,  John. 

Mate,  22  November,  1862.  Deserted  15  August,  1863. 

Hayne,  Paul  H. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Died  14  September,  1831. 


234 


GENERAL  NAVY  REGISTER, 


Mays,  Adam. 

Surgeon,  28  September,  1811.  Resigned  4 December,  1811. 

Hays,  Charles  W. 

Midshipman,  12  March,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  25 
November,  1852.  Lieutenant,  9 September,  1853.  Dismissed  5 June,  1861. 

Hays,  John. 

Gunner,  14  March,  1800.  Last  appearance  on  Records  of  Navy  Department,  15 
May,  1800.  Resigned. 

Hays,  John  S. 

Acting  Third  Assistant  Engineer,  26  April,  1864.  Acting  Second  Assistant  Engi- 
neer, 1 February,  1865.  Honorably  discharged  5 October,  1865. 

Hays,  Walter  W. 

Midshipman,  3 August,  1838.  Died  9 November,  1839. 

Hays,  William  II. 

Midshipman,  7 November,  1845.  Died  10  August,  1849. 

Hayter,  Samuel  G. 

Mate,  5 March,  1862.  Resigned  24  November,  1862.. 

Hayward,  Addison  S. 

Acting  Third  Assistant  Engineer,  20  July,  1864.  Honorably  discharged  7 Novem- 
ber, 1865. 

Hayward,  deorge  W. 

Acting  Midshipman,  26  September,  1857.  Midshipman,  1 June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  9 No- 
vember, 1874. 

Hayward,  Richard. 

Chaplain,  2 October,  1876. 

Haywood,  Joley. 

'Boatswain,  4 May,  1828.  Dismissed  18  April,  1832. 

Haywood,  Philemon. 

Midshipman,  19  October,  1841.  Dismissed  28  August,  1849. 

Haywood,  Samuel. 

Captain,  (to  command  a Galley,)  2 September,  1 798.  Appointed  Lieutenant,  29 
January,  1800.  Discharged  1801,  under  Peace  Establishment  Act. 

Hazard,  Alfred. 

Midshipman,  23  March,  1800.  Dismissed  22  April,  1809. 

Hazard,  Andrew  It. 

Acting  Ensign,  30  November,  1864.  Honorably  discharged  28  October,  1865. 

Hazard,  Mantel. 

Midshipman,  20  January,  1814.  Resigned  6 April,  1815. 

Hazard,  John  A. 

Purser,  12  March,  1799.  Died  21  July,  1799. 

Hazard,  Josiah. 

Master,  23  October,  1799.  Dismissed  16  June,  1803. 

Hazard,  Samuel  F. 

Midshipman,  January,  1823.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  9 
February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Retired  3 November,  1863.  Died  15  January,  1867. 

Hazard,  Stanton. 

Midshipman,  16  January,  1799.  Resigned  23  January,  1799. 

Hazard,  William  S. 

Acting  Third  Assistant  Engineer,  30  October,  1861.  Appointment  revoked  13 
December,  1861. 

Hazell,  William. 

Midshipman,  1 January,  1808.  Resigned  28  June,  1810. 
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Hazeltine,  Edward  C. 

Acting  Midshipman,  22  September,  1859.  Ensign,  27  December,  1862.  Lost  on 
the  “ Housatonic,”  17  February,  1864. 

Hazelton,  John  A. 

Mate,  5 September,  1864.  Resigned  20  June,  1865. 

Hazleton,  Isaac. 

Assistant  Surgeon,  17  September,  1861.  Resigned  11  September,  1865. 

Haslet t,  George  J. 

Acting  Ensign,  18  May,  1863.  Resigned  1 March,  1865. 

Hazlett,  H.  R. 

Acting  Master,  1 October,  1862.  Appointment  revoked  (Declined,)  29  January, 
1863. 

Hazlett,  Isaac. 

Midshipman,  27  September,  1861.  Graduated  24  September,  1865.  Ensign,  1 
December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

ISazlitt,  James  W. 

Mate,  6 November,  1861.  Dismissed  25  May,  1863. 

Hazzard,  William  S. 

Acting  First  Assistant  Engineer,  24  September,  1863.  Honorably  discharged  16 
August,  1865. 

Heacock,  W illiam  C. 

Midshipman,  22  September,  1868.  Graduated  1 June,  1872.  Ensign,  15  July, 
1873.  Resigned  21  November,  1877. 

Heald,  Ephraim. 

Carpenter,  24  July,  1827.  Discharged  8 November,  1828. 

Heald,  Eugene  de  F. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign.  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Healey,  E.  €. 

Acting  Master,  28  February,  1862.  Honorably  discharged  4 March,  1866. 

Healey,  John. 

Acting  Third  Assistant  Engineer,  28  March,  1863.  Killed  in  action  20  April, 

1863. 

Healey,  William  J. 

Acting  Assistant  Paymaster,  23  September,  1863.  Honorably  discharged  2 No- 
vember, 1865.  Assistant  Paymaster,  27  February,  1867.  Passed  Assistant  Pay- 
master, 19  July,  1868.  Died  11  July,  1873. 

Heasiy,  John. 

Acting  Third  Assistant  Engineer,  7 October,  1862.  Resigned  12  March,  1863. 

Heap,  James  X. 

Midshipman,  5 June,  1830.  Passed  Midshipman,  14  June,  1836.  Died  15  Janu- 
ary, 1839. 

Heap,  Samuel  IX 

Assistant  Surgeon,  5 April,  1804.  Surgeon,  27  November,  1804.  Resigned  25 
December,  1825. 

Hearn,  Frederick  W. 

Acting  Ensign,  24  October,  1862.  Honorably  discharged  12  November,  1865. 

Hearson,  Frederick  L. 

Acting  Third  Assistant  Engineer  24  December,  1864.  Honorably  discharged  17 
July,  1865. 

Heart ie,  Isaac. 

Master,  6 July,  1815.  Last  appearance  on  Records  of  Navy  Department. 

Heath,  Allen  S. 

Acting  Assistant  Surgeon,  28  May,  1861.  Resigned  14  August,  1862. 

Heath,  Benjamin,  Jr. 

Mate,  8 February,  1864.  Honorably  discharged  1 December,  1865 
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Heath,  Byron  S. 

Acting  Third  Assistant  Engineer,  4 October,  1864.  Resigned  3 June,  1865. 

Meat  1b,  Daniel  C. 

Midshipman,  28  March,  1799.  Resigned  18  April,  1805. 

Meath,  May  id  P. 

Acting  Master,  4 November,  1861.  Resigned  13  March,  1865. 

Heath,  Frank.  K. 

Cadet  Midshipman,  23  September,  1873.  Graduated  18  June,  1879. 

Heath,  Henry. 

Mate.  Resigned  29  April,  1862. 

Meath,  Facias  E. 

Mate,  27  May,  1863.  Resigned  17  May,  1865. 

Meath,  Marcellas  €. 

Acting  Third  Assistant  Engineer,  22  November,  1862.  Acting  Second  Assistant 
Engineer,  19  November,  1863.  Honorably  discharged  21  January,  1868. 

Meath,  Nathan  15. 

Acting  Master,  9 September,  1861.  Acting  Volunteer  Lieutenant,  18  August, 
1865.  Honorably  discharged  8 May,  1866. 

Heath,  Richard  8. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1817.  Killed  in  a duel 
2 June,  1817. 

Heath,  Samuel  C. 

Mate,  8 May,  1862.  Resigned  28  March,  1864. 

Heath,  William. 

Midshipman,  20  June,  1806.  Resigned  5 June,  1809. 

11  eat  ley,  Thomas. 

Lieutenant,  20  March,  1799.  Discharged  13  March,  1802,  under  Peace  Establish- 
ment Act. 

Heaton,  William  War  ford. 

Third  Assistant  Engineer,  2 December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  First  Assistant  Engineer,  11  October,  1866. 

Mehard,  Henry. 

Chief  Engineer,  6 February,  1840.  Died  4 August,  1846. 

Mehard,  George  F. 

Second  Assistant  Engineer,  27  January,  1848.  First  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Dropped  17  September,  1856. 

Mehard,  George  F. 

Acting  First  Assistant  Engineer,  21  October,  1863.  Acting  Chief  Engineer,  1 
March,  1864.  Honorably  discharged  10  April,  1866. 

Mehard,  John  IS. 

Acting  Second  Assistant  Engineer,  24  November,  1863.  Honorably  discharged  20 
October,  1867. 

Mebbard,  Samrifel. 

Gunner,  23  January,  1822.  Died  9 July,  1832. 

Hebert  on,  Edward  P. 

Acting  Assistant  Paymaster,  25  September,  1861.  Appointment  revoked  (Sick,) 
23  April,  1863. 

Hebron,  Thomas. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  20 
November,  1862.  Honorably  discharged  11  November,  1865. 

Heburn,  Patricins. 

Midshipman,  18  June,  1812.  Dismissed  8 March,  1814. 

Mebiirn,  Patricias. 

Midshipman,  1 January,  1818.  Resigned  23  February,  1821. 
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Heckle,  John. 

Sailmaker,  9 November,  1831.  Died  15  January,  1847. 

Ifed den,  Edward  F. 

Acting  Third  Assistant  Engineer,  4 December,  1862.  Honorably  discharged  5 
August,  1865. 

Hedge,  Cornelius  G. 

Mate,  9 May,  1863.  Deserted  20  May,  1863. 

Hedger,  William. 

Acting  Master,  9 April,  1862.  Honorably  discharged  11  January,  1866. 

Hedges,  Frederick  E. 

Midshipman,  9 June,  1811.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Georgetown,  D.  C. 

Hedges,  James  !>. 

Acting  Third  Assistant  Engineer,  1 October,  1864.  Appointment  revoked  (Sick,) 

29  April,  1865. 

Hedricks,  Alfred. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1863.  Resigned  9 August,  1865. 

Meede,  Peter. 

Acting  Ensign,  17  December,  1862.  Resigned  14  March,  1864.  Acting  Ensign, 

30  June,  1864.  Dismissed  31  August,  .1864. 

Heenan,  Thomas. 

Acting  Third  Assistant  Engineer,  23  November,  1861.  Acting  Second  Assistant 
Engineer,  17  October,  1863.  Acting  First  Assistant  Engineer,  28  April,  1865. 
Honorably  discharged  4 February,  1866. 

Heerman,  Eewis. 

Surgeon’s  Mate,  8 February,  1802.  Surgeon,  27  November,  1804.  Died  19  May, 
1833. 

Heep,  Joseph  K. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  23 
November,  1863.  Honorably  discharged  25  October,  1865. 

Hetfenger,  Arthur  €. 

Assistant  Surgeon,  19  March,  1875.  Passed  Assistant  Surgeon,  4 June,  1878. 

Hedords*  William. 

Acting  Master,  14  November,  1861.  Acting  Volunteer  Lieutenant,  for  duty  as 
Pilot,  13  November,  1863.  Honorably  discharged  23  October,  1865. 

Heileman,  Julius  G. 

Midshipman,  10  March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  31  December, 
1856. 

Meilge,  Charles  C. 

Acting  Third  Assistant  Engineer,  14  December,  1863.  Appointment  revoked 
(Sick,)  12  September,  1864. 

Heilner,  Eewis  C. 

Midshipman,  25  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  27  September,  1873.  Lieutenant,  2 June,  1879. 

Heiser,  Henry  Billon. 

Third  Assistant  Engineer,  24  December,  1861.  Resigned  22  April,  1865. 

Heiskeli,  Horace  M. 

Purser,  13  September,  1841.  Pay  Director,  3 March,  1871.  Retired  list,  24  Sep- 
tember, 1875. 

fleif  mass,  Barthold  If. 

Mate,  12  July,  1865.  Resigned  2 March,  1866. 

ffeizerman,  John  B. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  11  November,  1865. 


22 


838 


GENERAL  NAVY  REGISTER. 


Hekey,  Peter. 

Carpenter,  19  October,  1799.  Drowned  at  Sea,  12  March,  1800. 

IIcMcn,  Clifton. 

Assistant  Paymaster,  8 November,  1861,  Paymaster,  16  November,  1862.  Re- 
signed 15  February,  1865. 

Heller,  Edward  L. 

Acting  Third  Assistant  Engineer,  22  October,  1868.  Honorably  discharged  1 Sep- 
tember, 1865. 

Helm,  Francis  T. 

Midshipman,  16  January,  1809.  Resigned  5 March,  181Q. 

Helm,  James  M. 

Midshipman,  29  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

Hemenway,  Peter. 

Carpenter,  11  November,  1813.  Resigned  10  August,  1814. 

Hemphill,  J.  A. 

Midshipman,  4 March,  1823.  Resigned  24  January,  1826. 

Hemphill,  Joseph  Newton. 

Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Hempstead,  William  I>. 

Acting  Assistant  Paymaster,  19  October,  1861.  Appointment  revoked  16  May, 
1862. 

Hensley,  James  T. 

Mate,  26  September,  1864.  Honorably  discharged  20  September,  1865. 

Henck,  E.  Wr. 

Mate,  8 April,  1865.  Honorably  discharged  5 August,  1866. 

Hen  eke,  Jacob. 

Acting  Third  Assistant  Engineer,  29  January,  1864.  Resigned  1 May,  1865. 

Hen  dee,  George  E. 

Acting  Assistant  Paymaster,  25  March,  1864.  Passed  Assistant  Paymaster,  23 
July,  1866.  Paymaster,  27  February,  1869. 

Henderson,  Albert  I>. 

Acting  Ensign,  8 April,  1864.  Honorably  discharged  9 December,  1865. 

Henderson,  Alexander. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21 
May,  1853.  First  Assistant  Engineer,  9 May,  1857.  Chief  Engineer,  28  June, 
1861. 

Henderson,  Alexander  M. 

Midshipman,  1 April,  1827.  Resigned  17  July,  1833. 

Henderson,  Andrew  A. 

Assistant  Surgeon,  8 September,  1841.  Surgeon,  1 March,  1856.  Medical  Direc- 
tor, 3 March,  1871.  Died  4 April,  1875. 

Henderson,  Andrew  H. 

Third  Assistant  Engineer,  8 September,  1863.  Dismissed  17  April,  1866. 

Henderson,  JB.  L.  T. 

Midshipman,  2 January,  1840.  Resigned  6 April,  1846. 

Henderson,  Charles. 

Midshipman,  6 April,  1830.  Resigned  12  March,  1832. 

Henderson,  E.  F. 

Mate,  11  October,  1861.  Dismissed  31  May,  1862. 

Henderson,  Francis. 

Acting  Second  Assistant  Engineer,  3 April,  1863.  Acting  First  Assistant  Engi- 
neer, 8 April,  1864.  Dismissed  12  November,  1864. 

Henderson,  George. 

Midshipman,  1 May,  1828.  Resigned  13  September,  1834. 
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Henderson,  George  5>. 

Chaplain,  2 July,  1864.  Died  20  May,  1875. 

Henderson,  Gerard. 

Carpenter,  19  April,  1845.  Resigned  1 February,  1850. 

Henderson,  James  B. 

Mate,  17  May,  1862.  Acting  Ensign,  11  August,  1863.  Dismissed  28  November, 

1865. 

Henderson,  James  L. 

Midshipman,  1 June,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  6 
July,  1840.  Commander,  14  September,  1855.  Resigned  18  April,  1861. 

Henderson,  Jo  la  si  A. 

Assistant  Engineer,  3 July,  1876. 

Henderson,  Jolin  E. 

Acting  Third  Assistant  Engineer,  23  March,  1864.  Honorably  discharged  13 
October,  1865. 

Henderson,  Joseph  W. 

Acting  Third  Assistant  Engineer,  7 March,  1864.  Honorably  discharged  1 No- 
vember,  1865. 

Henderson,  Moses  K. 

Mate,  26  March,  1863.  Honorably  discharged  27  October,  1870.  Gunner,  27 
August,  1872. 

Henderson,  Hichard. 

Midshipman,  25  September,  1872.  Graduated  20  June,  1876.  Ensign,  1 July, 
1878. 

Henderson,  Robert. 

Acting  Ensign,  23  December,  1863.  Honorably  discharged  5 August,  1365. 

Henderson,  Thomas. 

Acting  Third  Assistant  Engineer.  Dismissed  22  August,  1863. 

Henderson,  William. 

Midshipman,  6 March,  1800.  Resigned  20  March,  1800. 

Henderson,  William. 

Mate,  21  March,  1862.  Acting  Ensign,  16  March,  1864.  Dismissed  28  November, 
1864. 

Henderson,  William  F. 

Acting  Third  Assistant  Engineer,  11  September,  1863.  Honorably  discharged  8 
January,  1866. 

Hendricks,  William. 

Mate,  4 June,  1863.  Acting  Ensign  and  Pilot,  29  April,  1864.  Dismissed  3 June, 
1864. 

Hendricks,  William, 

Acting  Ensign  and  Pilot,  29  April,  1864.  Dismissed  2 July,  1864. 

Hendrickson,  William  W. 

Acting  Midshipman,  26  September,  1860.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  November,  1865.  Lieutenant,  10  November,  1866.  Lieutenant-Com- 
mander, 12  March,  1868.  Resigned  12  June,  1873.  Professor,  21  Mareh,  1873. 

Hendrix,  Fremont  M. 

- Midshipman,  21  March,  1862.  Graduated  September,  1865.  Ensign,  1 December, 

1866.  Master,  12  March,  1868.  Retired  list,  11  November,  1871.  Died  11 
June,  1880. 

Hendry,  Thomas,  Jr. 

Midshipman,  1 January,  1808.  Lieutenant,  8 March,  1813.  Resigned  16  Decem- 
ber, 1819. 

Heneberger,  Jiiicien  G. 

Assistant  Surgeon,  17  June,  1874.  Passed  Assistant  Surgeon,  10  November,  1877. 

Henery,  Samuel. 

Acting  Third  Assistant  Engineer,  20  May,  1864.  Honorably  discharged  2 Novem- 
ber, 1865. 
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Heney,  Joint  CL 

Mate,  19  September,  1862.  -Resigned  31  March,  1865. 

Menkle,  Franklin. 

Acting  Assistant  Surgeon,  8 August,  1861.  Resigned  20  September,  1862. 

Hen  ley  9 John  1>. 

Midshipman,  14  October,  1799.  Lieutenant,  3 January,  1807.  Commander,  24 
July,  1813.  Captain,  5 March,  1817.  Died  23  May,  1835. 

Henley,  P.  T. 

Midshipman,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
2 April,  1824.  Dead. 

Hess  ley,  Samuel. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  14  July,  1825. 

Henley,  William. 

Purser,  22  January,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Henley,  William  I>. 

Midshipman,  20  August,  1800.  Discharged  12  August,  1801,  under  Peace  Estab- 
ment  Act. 

Henly,  Robert. 

Midshipman,  8 April,  1799.  Lieutenant,  29  January,  1807.  Commander,  12 
August, 1814.  Captain,  3 March,  1825.  Died  7 October,  1828. 

Hennessey,  E.  J. 

Mate,  23  March,  1863.  Honorably  discharged  10  July,  1865. 

Hennessey,  James  M. 

Acting  Third  Assistant  Engineer,  30  July,  1864.  Honorably  discharged  20  July, 
1865. 

Hennessey,  William. 

Acting  Assistant  Paymaster,  24  January,  1862.  Appointment  revoked  (Sick,)  11 
March,  1863-1 

Hennessy,  Havici. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  15 
July,  1865. 

Mennessy,  J.  JB. 

Midshipman,  20  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 
Dead. 

Henop,  Eewis  W. 

Midshipman,  17  June,  1799.  Last  appearance  on  Records  of  Navy  Department, 
27  June,  1800. 

Henop,  Philip. 

Midshipman,  26  November,  1799.  Resigned  6 August,  1801. 

Henricks,  Edward  William. 

Midshipman,,  23  September,  1863.  / Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Resigned  13  October,  1871. 

Henrickson,  Charles  A. 

Acting  Ensign,  25  February,  1864.  Honorably  discharged  24  October,  1865. 

Henriques,  Frederic  H. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Acting  Second  Assistant 
Engineer,  14  October,  1864.  Honorably  discharged  8 October,  1865. 

Henry,  Bernard. 

Assistant  Surgeon,  27  November, -1844.  Passed  Assistant  Surgeon,  1 April,  1850. 
Resigned  11  October,  1850. 

Henry,  Charles  J. 

Acting  Third  Assistant  Engineer,  30  September,  1863.  Acting  Second  Assistant 
Engineer,  9 September,  1864.  Honorably  discharged  19  July,  1865. 

Henry,  Edmund  W. 

Midshipman,  7 April,  1842.  Passed  Midshipman,  5 August,  1848.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
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July,  1862.  Retired  19  March,  1867.  Commander  on  Retired  list,  23  April,  1867. 
Died  8 March,  1872. 

Henry 9 Edward  T. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  20  Octo- 
ber, 1865. 

Henry,  Henry. 

Master,  1 July,  1812.  Lieutenant,  5 March,  1817.  Commander,  9 February,  1837. 
Captain,  27  February,  1847.  Died  26  July,  1857. 

Henry,  Isaac. 

Assistant  Surgeon,  9 March,  1798.  Surgeon,  12  July,  1799.  Last  appearance  on 
Records  of  Navy  Department.  • 

Henry,  James. 

Master,  16  June,  1814.  Resigned  19  October,  1818. 

Henry,  J.  Cassin. 

Midshipman,  6 March,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant,  17 
May,  1844.  Died  18  February,  1846. 

Henry,  lolia. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  19  November,  1863.  Resigned  19  May,  1865. 

Henry,  John. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Honorably  discharged  19  Jan- 
uary, 1866. 

Henry,  John  B. 

Midshipman,  30  October,  1804.  Dismissed  13  July,  1808. 

Henry,  John  B. 

Master’s  Mate,  23  April,  1805.  Dismissed  26  May,  1806. 

Henry,  John  F. 

Acting  Assistant  Surgeon,  22  March,  1864.  Dismissed  9 June,  1865. 

Henry,  Morris  H. 

Acting  Assistant  Surgeon,  17  May,  1861.  Resigned  8 July,  1863. 

Henry,  Robert. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  Honorably  discharged  1 
March,  1866. 

Henry,  Botoert. 

Acting  First  Assistant  Engineer,  22  January,  1862.  Appointment  revoked  29  Jan- 
uary, 1863. 

Henry,  S.  B.  f>. 

Midshipman,  26  April,  1798.  Last  appearance  on  Records  of  Navy  Department,  11 
December,  1798. 

Henry,  Willies. 

Midshipman,  18  December,  1837.  Killed  by  South  Sea  Islanders,  24  July,  1840. 

Henry,  William. 

Mate.  Appointment  revoked  (Sick,)  26  July,  1862.  Mate,  9 September,  1862. 
Acting  Ensign,  6 October,  1862.  Honorably  discharged  29  August,  1865. 

lien  r y , W ill  i am , 

Boatswain,  20  February,  1815.  Dismissed  2 October,  1816. 

Henry,  William  A. 

Midshipman,  5 December,  1817.  Passed  Midshipman,  29  June,  1843.  Died  14 
December,  1844. 

Henry,  William  P. 

Mate,  12  February,  1863.  Resigned  10  February,  1864. 

Hense,  Frederick. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  2 March,  1863. 
Acting  Third  Assistant  Engineer,  13  August,  1863.  Appointment  revoked 
(Sick,)  20  July,  1864. 
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Hcnshaw,  H.  Clay. 

Acting  Third  Assistant  Engineer,  19  December,  1861.  Resigned  17  September, 
1863.  i » 

Henshaw,  J.  Sidney. 

Professor,  1 July,  1843.  Dropped  4 September,  1848. 

Hensley,  Edward  M. 

Mate,  8 July,  1863.  Resigned  30  January,  1864.  Mate,  13  February,  1864.  Re- 
signed 8 June,  1865. 

Hen  tig',  George. 

Acting  Master,  1 October,  1863.  Dismissed  6 June,  1863. 

X^nton,  William. 

Boatswain,  10  July,  1875.  Retired  list,  13  October,  1876. 

H&pburn,  Richard. 

Acting  Ensign,  3 December,  1863.  Honorably  discharged  13  January,  1866. 

Her  her,  Jacob. 

Acting  Second  Assistant  Engineer,  1 December,  1863.  Dismissed  31  July,  1864* 

Herbert,  John  C. 

Sailmaker,  10  June,  1861. 

Herbert,  Joshua. 

Midshipman,  13  November,  1798.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 39  April,  1801.  Resigned. 

Herbert,  Joshua. 

Master,  4 August,  1807.  Last  aj)pearance  on  Records  of  Navy  Department. 

Herbert,  Theodore  C. 

Sailmaker,  15  June,  1843.  Resigned  10  August,  1849.  Re-appointed  31  Novem- 
ber, 1850.  Retired  list,  30  Maph,  1876. 

Herbert,  Thomas. 

Master,  9 September,  1814.  Discharged  4 May,  1815. 

Herbert,  W illiam  H. 

Mate,  7 August,  1863.  Resigned  33  March,  1863. 

Midshipman,  1 April,  1838.  Resigned  30  March,  1830. 

Her  lot,  Thomas. 

Midshipman,  17  December,  1810.  Resigned  1 August,  1813. 

Herndon,  Cumberland  G. 

Assistant  Surgeon,  3 May,  1874.  Passed  Assistant  Surgeon,  33  March,  1878. 

Herndon,  W.  1L. 

Midshipman,  1 November,  1838.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
35  February,  1841.  Commander,  14  September,  1855.  Lost  13  September,  1857. 

Her  old,  James. 

Boatswain,' 31  January,  1863.  Warranted  30  September,  1863.  Died  at  Washing- 
ton, D.  C.,  10  July,  1869. 

Heron.  James. 

Midshipman,  19  October,  1841.  Dismissed  3 March,  1849. 

Heron,  James. 

Mate,  4 June,  1866.  Boatswain,  16  April,  1873. 

Herr,  Benjamin  W. 

Mate,  34  November,  1863.  Acting  Ensign,  13  March,  1865.  Honorably  dis- 
charged 13  October,  1865. 

Herrick,  Edward. 

Acting  Master,  19  April,  1863.  Dismissed  8 March,  1865. 

Herrick,  Richard  P. 

Mate,  3 August,  1863.  Resigned  13  March,  1865. 

Heriring,  Benjamin. 

Third  Assistant  Engineer,  11  August,  1860.  Dismissed  8 July,  1861. 
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Herring,  William  If. 

Mate,  9 January,  1862.  Gunner,  4 February,  1803.  Warranted  8 March,  1864. 
Dismissed  18  July,  1864.  Restored  on  probation.  Dismissed  8 June,  1865. 

Herring,  William  J. 

Acting  Ensign,  1 July,  1804.  Honorably  discharged  15  November,  1868. 

Herron,  Janies  ©. 

Acting  Third  Assistant  Engineer,  29  September,  1864.  Honorably  discharged  30 
October,  1865. 

Herron,  John, 

Acting  Second  Assistant  Engineer,  12  March,  1863.  Honorably  discharged  29 
October,  1865. 

Herron,  Jolm  E. 

Midshipman,  1 January,  1816.  Resigned  28  August,  1822. 

Herron,  Thomas  G. 

Mate,  1 October,  1862.  Acting  Ensign,  16  February,  1864.  Honorably  discharged 
5 September,  1865. 

Herron,  William  C. 

Mate,  1 October,  1862.  Promoted  to  Acting  Ensign,  6 June,  1863.  Resigned  22 
August,  1863. 

Hershey,  Andrew  If. 

Acting  Assistant  Surgeon,  2 July,  1862.  Died  6 February,  1863. 

Hers  hey,  Benjamin  J. 

Acting  Assistant  Surgeon,  14  December,  1861.  Resigned  31  August,  1864. 

Herty,  Janies  W. 

Assistant  Surgeon,  30  November,  1859.  Dismissed  17  December,  1861. 

Her  wig,  Henry. 

Assistant  Engineer,  9 September,  1874.  Passed  Assistant  Engineer,  22  May, 
1880. 

Heslewood,  Frederick. 

Mate,  22  January,  1864.  Appointment  revoked  (Sick,)  17  June,  1864.  Mate,  24 
August,  1864.  Died  at  New  Orleans,  Louisiana,  25  September,  1867. 

Haslip,  Joseph o 

Midshipman,  16  January,  1809.  Resigned  16  May,  1809. 

Hesse,  Frederick  G. 

Professor,  18  May,  1861.  Resigned  2 May,  1863. 

Hesselbaeher,  C.  C. 

Mate,  1 February,  1870.  Resigned  9 July,  1873. 

Hester,  Isaac  W. 

Midshipman,  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Died  18  January,  1859. 

Metis,  John. 

Midshipman,  25  June,  1814.  Resigned  1 May,  1822. 

Metherlngton,  Janies  K. 

Cadet  Midshipman,  9 June,  1874.  Graduated  4 June,  1880. 

Metherington,  Joins. 

Mate,  18  December,  1863.  Deserted  24  June,  1865. 

Hetrick,  Samnel  S. 

Acting  Second  Assistant  Engineer,  16  August,  1862.  Resigned  5 April,  1865. 

Hewes,  Joshua  I>. 

Acting  Second  Assistant  Engineer,  28  September,  1868.  Honorably  discharged  9 
August,  1865. 

Hewitt,  Edward  B. 

Third  Assistant  Engineer,  24  February,  1862.  Second  Assistant  Engineer,  15 
October,  1863.  Resigned  2 November,  1866. 
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Hewitt,  Isaac  B, 

Acting  Second  Assistant  Engineer,  1 November,  1862.  Acting  First  Assistant 
Engineer,  3 October,  1863.  Honorably  discharged  24  September,  1865. 

Hewitt,  Thomas. 

Midshipman,  29  June,  1798.  Resigned  23  November,  1798. 

Hewitt,  William. 

Midshipman,  81  March,  1840.  Resigned  26  December,  1840. 

Hewlett,  Felix. 

Boatswain,  25  August,  1851.  Warranted  2 July,  1853.  Died  1 August,  1854. 

Hewsie,  Daniel. 

Midshipman,  4 January,  1833.  Resigned  5 May,  1838. 

Hewsoaa,  Albert. 

Mate.  Resigned  10  August,  1863. 

Hey  dots,  Caleb. 

Carpenter,  5 November,  1814.  Resigned  2 March,  1815. 

Heyerman,  Oscar  Frederick. 

Midshipman,  30  November,  1861.  Graduated  22  November,  1864.  Ensign,  1 
November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  18  October,  1869. 

Heyl,  Theodore  €. 

Assistant  Surgeon,  21  March,  1870.  Passed  Assistant  Surgeon,  10  October,  1874, 

Hey  lisa,  F.  C. 

Midshipman,  1 January,  1817.  Resigned  16  January,  1826. 

Heywood,  Charles. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 8 March,  1837.  Died  16  January,  1853. 

Hihben,  Henry  JB. 

Chaplain,  2 July,  1864. 

Mihbert,  Stephen  I>. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21 
May,  1853.  First  Assistant  Engineer,  9 May,  1857.  Chief  Engineer,  29  June, 
1861. 

Mibbett,  Charles  T. 

Assistant  Surgeon,  15  January,  1875.  Passed  Assistant  Surgeon,  30  April*  1880. 

Mich  born,  Philip. 

Assistant  Naval  Constructor,  26  June,  1869.  Naval  Constructor,  12  March,  1875. 

Mickey,  Charles. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Acting  Second  Assistant  Engi- 
neer, 27  January,  1865.  Honorably  discharged  9 November,  1865. 

Mickey,  John  R. 

Acting  Third  Assistant  Engineer,  18  May,  1863.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1863.  Honorably  discharged  21  August,  1865. 

Hickey,  Michael. 

Mate,  12  September,  1861.  Acting  Master,  19  November,  1863.  Honorably  dis- 
charged 27  December,  1865.  Boatswain,  9 July,  1866.  Died  30  April,  1876. 

Micks,  A.  H. 

Mate.  Acting  Ensign,  gallant  conduct  in  action,  1 June,  1863.  Resigned  30 
March,  1865. 

Micks,  Charles  W. 

Acting  Ensign,  13  September,  1862.  Honorably  discharged  20  September,  1868. 

Hickman,  Edward. 

Midshipman,  18  June,  1812.  Resigned  8 November,  1812. 

Hider,  Arthur  J. 

Acting  Ensign,  24  October,  1863.  Honorably  discharged  25  July,  1865.  Acting 
Ensign,  11  September,  1866.  Resigned  4 May,  1867. 
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Ilierman,  Lewis. 

Assistant  Surgeon,  8 February,  1802.  Surgeon,  27  November,  1804.  Died  19 
May,  1833. 

MiHVesi;  William. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Resigned  18  April,  1864. 

Higbee,  Joaas  S. 

Acting  Master,  22  October,  1861.  Resigned  23  April,  1864. 

Higbee,  E.  P. 

Midshipman,  1 November,  1826.  Resigned  28  June,  1833. 

Higbee,  William  IS. 

Acting  Assistant  Paymaster,  14  January,  1862.  Resigned  16  January,  1864. 

Higbee*  William  IP. 

Mate,  24  January,  1863.  Acting  Ensign,  4 February,  1864.  Honorably  discharged 
8 September,  1865. 

Higdon,  Benedict. 

Midshipman,  1 January,  1812.  Discharged  5 May,  1 814. 

Higginbotham,  C»e©rge  IB. 

Acting  Assistant  Surgeon,  24  September,  1861.  Honorably  discharged  13  Feb- 
ruary, 1866. 

Higginbotham,  J.  E. 

Midshipman,  31  October,  1799.  Lieutenant,  18  March,  1801.  Last  appearance  on. 
Records  of  Navy  Department,  3 January,  1801.  Furloughed 

Higginbotham,  William  SI. 

Acting  Ensign,  Admiral  Farragut’s  Staff,  1 April,  1864.  Killed  in  Battle,  5 
August,  1864. 

Higgins,  Anthony. 

Acting  Third  Assistant  Engineer,  14  July,  1864.  Honorably  discharged  9 August, 
1865. 

Higgins,  Edward. 

Midshipman,  23  January,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  30 
May,  1849.'  Lieutenant,  20  August,  1849.  Resigned  16  February,  1854. 

Higgins,  Elias  IB. 

Mate,  28.  October,  1862.  Appointment  revoked  (Sick.)  26  August,  1863. 

Higgins,  James. 

Midshipman,  13  March,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  25 
February,  1854.  Lieutenant,  6 October,,  1854.  Resigned  31  December,  1856. 

Higgins,  James. 

Acting  Third  Assistant  Engineer,  13  May,  1864.  Discharged  20  August,  1864, 

Higgins,  Jesse. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Furloughed. 

Higgins,  Thomas. 

Acting  Assistant  Paymaster,  29  August,  1864.  Honorably  discharged  23  August, 
1865. 

Higgins,  William  P. 

Acting  Third  Assistant  Engineer,  9 September,  1862.  Resigned  28  April,  1865. 

Higginson,  Francis  J. 

Acting  Midshipman,  21  September,  1857.  Graduated  18  July,  1862.  Acting 
Master.  Lieutenant,  1 August,  1862.  Lieutenant-Commander,  25  July,  1866. 
Commander,  10  June,  1876. 

Mi  gin  both  am,  IK 

Midshipman,  18  June,  1812.  Died  15  October,  1817. 

Migman,  William. 

Acting  Second  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  30 
November,  1865. 
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Hiland,  Martin. 

Acting  Third  Assistant  Engineer,  31  December,  1864.  Honorably  discharged  4 
October,  1865. 

Hiland,  Thomas. 

Assistant  Surgeon,  22  November,  1861.  Passed  Assistant  Snrgeon,  28  June,  1865. 
Surgeon,  7 June,  1869. 

Hildlms'g,  Tonis. 

Mate.  Resigned  31  December,  1862. 

Hilderhrand,  ISalthaser. 

Acting  Third  Assistant  Engineer,  28  August,  1862.  Resigned  11  March,  1863. 

Hildreth,  C.  F.  P. 

Acting  Assistant  Surgeon,  28  October,  1862.  Resigned  4 February,  1864. 

Hill,  Alonzo  A.  T. 

Assistant  Surgeon,  14  March,  1848.  Resigned  6 April,  1854. 

Hill,  Charles  H. 

Acting  Assistant  Paymaster,  26  December,  1863.  Mustered  out  12  April,  1866. 

Hill,  Charles  J. 

Mate,  8 May,  1862.  Acting  Ensign,  5 June,  1863.  Resigned  20  March,  1866. 

Hill,  Eben  B. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  Engi- 
neer, 20  May,  1864.  Honorably  discharged  5 November,  1865. 

Hill,  Frederick  S. 

Acting  Master,  12  July,  1861.  Acting  Volunteer  Lieutenant,  11  December,  1862. 
Honorably  discnarged  12  May,  1865. 

Hill,  George  E. 

Acting  Master,  7 October,  1861.  Honorably  discharged  13  September,  1865. 

Hill,  Henry. 

Acting  Second  Assistant  Engineer,  17  October,  1861.  Acting  First  Assistant 
Engineer,  4 February,  1863.  Dismissed  16  September,  1863. 

Hill,  Henry  B. 

Master,  16  June,  1814.  Died  10  March,  1820. 

Hill,  James.  « 

Mate,  19  March,  1870.  In  Service. 

Hill,  James. 

Acting  Third  Assistant  Engineer,  31  August,  1864.  Resigned  9 June,  1865. 

Hill,  John,  Jr. 

Midshipman,  6 February,  1809.  Lieutenant,  27  April,  1816.  Discharged  by 
Court  Martial,  6 October,  1819. 

Hill,  John. 

Mate,  7 January,  1862.  Dismissed  16  August,  1862. 

Hill,  John. 

Acting  Ensign,  1 October,  1862.  Resigned  5 March,  1864. 

Hill,  John. 

Acting  Ensign,  25  November,  1863.  Honorably  discharged  5 December,  1865. 

Hill,  John  A. 

Acting  Third  Assistant  Engineer,  15  February,  1862.  Appointment  revoked  4 
November,  1862.  Acting  First  Assistant  Engineer,  30  June,  1863.  Honorably 
discharged  8 December,  1865. 

Hill,  John  S. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Honorably  discharged  28 
October,  1865. 

Hill,  John  W. 

Acting  Assistant  Paymaster,  4 November,  1862.  Died  on  “ Sea  Foam,"  1 October, 
1863. 
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Hill9  Justus. 

Boatswain,  4 April,  1827.  Last  appearance  on  Records  of  Navy  Department,  1832. 
Dead. 

Mill,  Leonard  W. 

Acting  Master,  28  August,  1861.  Resigned  25  February,  1865. 

Mill,  Oren  T. 

Acting  Third  Assistant  Engineer,  9 February,  1864.  Appointment  revoked  (Sick,) 
8 August  1864. 

Mill,  Kiehard  J. 

Gunner,  28  April,  1860. 

Mill,  Robert. 

Midshipman,  16  January,  1809.  Resigned  30  October,  1809. 

Hill,  Stephen  €. 

Acting  Ensign,  13  May,  1863.  Resigned  25  April,  1865.  Acting  Ensign,  19  De- 
cember, 1866.  Mustered  out  10  June,  1868. 

Mill,  Thomas  K. 

Acting  Third-  Assistant  Engineer,  9 June,  1863.  Honorably  discharged  21  August, 
1865. 

Mill,  Thomas  Quineey. 

Acting  Assistant  Paymaster,  17  December,  1861.  Resigned  1 August,  1863. 

Mill,  William. 

Sailmaker,  8 June,  1798.  Warrant  returned. 

Hill,  William  E. 

Midshipman,  28  June,  1804.  Resigned  2 April,  1808. 

Millar,  Benjamin. 

Lieutenant,  31  October,  1798.  Commander,  8 February,  1800.  Last  appearance 
on  Records  of  Navy  Department. 

Hillard,  Charles  C. 

Acting  Master,  16  May,  1861.  Died  on  u Relief f 3 February,  1862. 

Miller,  Edward. 

Acting  Ensign,  8 November,  1864.  Mate,  24  September,  186J.  Resigned  28  Feb- 
ruary, 1870. 

Milliard,  John  E. 

Acting  Third  Assistant  Engineer,  27  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 15  September,  1864.  Honorably  discharged  24  August,  1867. 

Milliard,  Joseph  E. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  7 No- 
vember, 1865. 

Milling,  Charles  J. 

Acting  Third  Assistant  Engineer,  5 June,  1863.  Acting  Second  Assistant  Engi- 
neer, 12  June,  1863.  Honorably  discharged  29  November,  1865. 

Hillman,  James  €. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Resigned  30  May,  1865. 

Hillman,  Julius. 

Acting  Third  Assistant  Engineer,  3 March,  1864.  Honorably  discharged  9 August, 
1865. 

Mills,  Frederick  C. 

Acting  Assistant  Paymaster,  11  September,  1862.  Resigned  12  December,  1864. 

Mills,  William  IE 

Sailmaker,  4 October,  1831.  Resigned  27  July,  1832. 

Hinckley,  Alexander. 

Acting  Ensign,  13  May,  1864.  Honorably  discharged  19  September,  1865. 

Hinckley,  Nathaniel  B. 

Mate,  7 March,  1864.  Resigned  17  May,  1865. 
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Hinckley  9 Thomas  G. 

Acting  Third  Assistant  Engineer,  10  December,  1861.  Resigned  3 April,  1862. 

Hindman,  James  W. 

Acting  First  Assistant  Engineer,  7 January,  1864.  Honorably  discharged  7 De- 
cember, 1865. 

Mine,  E.  Curtiss. 

Gunner,  3 August,  1850.  Resigned  1 November,  1852. 

Mine,  Robert  15. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Mines,  Benjamin  A. 

Mate,  13  February,  1864.  Resigned  3 June,  1864. 

Mines,  George  8. 

Mate,  20  December,  1861.  Resigned  14  August,  1862. 

Mines,  John  C. 

Second  Assistant  Engineer,  21  November,  1837.  Resigned  31  December,  1848. 

Mines,  Richard  B. 

Mate,  6 February,  1862.  Acting  Master,  26  May,  1862.  Honorably  discharged  7 
February,  1866. 

Hines,  Samuel  B. 

Gunner,  10  June,  1861. 

Hingerty,  Alfred. 

Boatswain,  27  January,  1842.  Retired  list,  12  May,  1865.  Died  27  July,  1875. 

Minman,  Frank  If. 

Acting  Assistant  Paymaster,  31  March,  1863.  Assistant  Paymaster,  2 July,  1864. 
Paymaster,  4 May,  1866. 

Hinman,  Joel  II. 

Mate,  27  September,  1862.  Resigned  16  April,  1863. 

Hinsdale,  Solomon  R. 

Acting  Assistant  Paymaster,  28  June,  1862.  Resigned  3 April,  1863. 

Hinton,  Ahijah  J. 

Midshipman,  17  February,  1800.  Discharged  12  January,  1802,  under  Peace  Es- 
tablishment Act. 


Minton,  A.  C. 

Midshipman,  1 February,  1827.  Resigned  28  October,  1833. 

Hinton,  Stephen. 

Acting  First  Assistant  Engineer,  15  December,  1863.  Honorably  discharged  26 
July,  1865. 

Hinsline,  Thomas  W. 

Acting  Third  Assistant  Engineer,  3 April,  1863.  Acting  Second  Assistant.  Engi- 
neer, for  cool  and  gallant  conduct  under  fire  of  the  enemy,  22  July,  1864.  Hon- 
orably discharged  10  January,  1866.  Acting  Second  Assistant  Engineer,  17 
March,  1866.  Mustered  out  27  August,  1867. 

Hipkins,  B.  G. 

Master,  4 August,  1807.  Dismissed  28  July,  1812. 


Hipkins,  Eeroy. 

Master,  4 August,  1807.  Died  in  October,  1808. 

Hirsch,  Charles  F. 

Acting  Third  Assistant  Engineer,  17  February,  1864.  Acting  Second  Assistant 
Engineer,  10  February,  1865.  Honorably  discharged  31  October,  1865. 

Hitch,  Ansel  S. 

Mate,  5 March,  1862.  Acting  Ensign,  11  October,  1864.  Honorably  discharged  6 
March,  1868. 

Hitchhorn,  J.  B. 

Lieutenant,  3 March,  1799.  Last  appearance  on  Records  of  Navy  Department,  17 
April,  1799. 
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Ifitchborn,  J.  B. 

Midshipman,  8 August,  1799.  Resigned  26  May,  1801. 

Hitchcock,  James  B. 

Acting  Third  Assistant  Engineer,  4 September,  1861.  Appointment  revoked 
(Sick,)  28  March,  1863. 

Hitchcock,  Robert  Bo 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  3 
March,  1835.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Com- 
modore, 16  July,  1862.  Retired  list,  25  September,  1866.  * 

Hitchcock,  Boswell  D.,  Jr. 

Midshipman,  18  January,  1862.  Graduated  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Hitchcock,  William. 

Mate.  Dismissed  11  March,  1862. 

Hiichcofck,  William  A. 

Chaplain,  8 October,  1862.  Resigned  25  November,  1867. 

Hite,  Jacob. 

Midshipman,  2 April,  1804.  Died  17  May,  1813. 

Hivling,  W.  If. 

Mate,  23  June,  1862.  Died  on  “ Magnolia ,”  12  September,  1862. 

Mixon 9 John  V. 

Midshipman,  29  June,  1835.  Resigned  4 February,  1841. 

Mixon,  Sanaa  el  C. 

Master,  30  April,  1814.  Died  9 September,  1840. 

Hoake,  George  F. 

Acting  Third  Assistant  Engineer,  12  August,  1863.  Appointment  revoked 
(Sick,)  23  November,  1863. 

Hoard,  Samuel. 

Sailmaker,  10  July,  1823.  Resigned  6 October,  1823. 

Moban,  Edward. 

Midshipman,  1 February,  1823.  Resigned  13  April,  1830. 

Ilobaaa,  Francis  P. 

Midshipman,  28  April,  1831.  Resigned  31  August,  1837. 

Hobart,  Bavid. 

Acting  Master,  1 October,  1861.  Appointment  revoked  (Sick,)  28  October,  1861. 

Hobart,  George. 

Midshipman,  6 December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 15  December,  1815. 

Hobbs,  George  E. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Honorably  discharged  28 
October,  1865. 

Hobbs,  H.  H. 

Midshipman,  4 March,  1815.  Lieutenant,  13  January,  1825.  Died  3 April,  1836. 

Hobbs,  I.  Goodwin. 

Acting  Assistant  Paymaster,  31  August,  1864.  Mustered  out  18  July,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.  Paymaster,  15  May,  1879. 

Hobbs,  Xaikaniel. 

Mate.  Acting  Gunner,  22  September,  1862.  Died  on  “ Tennessee ,”  8 July,  1863. 

Hobbs,  Seth  J. 

Acting  Third  Assistant  Engineer,  29  June,  1864.  Honorably  discharged  2 June, 
1868. 

Hobby,  James  M. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  21  June,  1855.  Second  Assistant  Engineer,  4 June, 
1861. 5 First  Assistant  Engineer,  2 May,  1863.  Retired  list,  19  October,  1870. 
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Hobreeker,  Thomas. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Resigned  5 October,  1863. 

Hobson,  Joseph  B. 

Midshipman,  25  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 2 November,  1871.  Lieutenant,  25  January,  1876.  Resigned  10  October, 
1880. 

Hockett,  Jonathan  W. 

Acting  Third  Assistant  Engineer,  4 February,  1863.  Honorably  discharged  11 
December,  1865: 

Hodder,  Ernest. 

Mate,  31  July,  1862.  Appointment  revoked  23  December,  1862.  Mate,  3 June, 
1863.  Appointment  revoked  (Sick,)  14  September,  1863. 

Hod  email,  John  D. 

Acting  Ensign,  28  November,  1863.  Honorably  discharged  20  October,  1865. 

Hodgdon,  Charles  A. 

Acting  Ensign,  31  March,  1863.  Dismissed  1.7  April,  1866. 

Hodgdon,  Charles  O. 

Acting  Assistant  Paymaster,  27  December,  1864:  Mustered  out  25  September, 
1865. 

Hodgdon,  J.  H. 

Acting  Master,  21  May,  186*1.  Died  23  April,  1862. 

Hodge,  George. 

Boatswain,  11  May,  1798.  Died  19  September,  1820. 

Hodge,  George  B. 

Midshipman,  16  December,  1845.  Resigned  25  January,  1850. 

Hodge,  Kosky. 

Mate,  1 February,  1863.  Resigned  5 May,  1863. 

Hodge,  S.  A. 

Acting  Ensign,  25  July,  1862.  Dismissed  21  February,  1863. 

Hodges,  Benjamin  W. 

Cadet  Midshipman,  23  September,  1873.  Graduated  18  June,  1879. 

Hodges,  Harry  M. 

Midshipman,  29  September,  1870.  Graduated  21  June,  1875.  Ensign,  11  July, 
1877. 

Hodges,  Henry  L.  M. 

Acting  Second  Assistant  Engineer,  26  April,  1864.  Honorably  discharged  17 
October,  1865. 

Hodges,  James. 

Midshipman,  9 November,  1813.  Died  in  March,  1824. 

Hodges*  Janies  B. 

Midshipman,  13  October,  1848.  Resigned  14  January,  1852. 

Hodgkins,  Charles  F. 

Acting  Ensign,  8 October,  1863.  Acting  Master,  27  March,  1865.  Honorably  dis- 
charged 31  July,  1865.  Acting  Master,  9 October,  1867.  Mustered  out  23  Feb- 
ruary, 1869. 

Hodgkinson,  William  F. 

Acting  Ensign,  27  June,  1864.  Honorably  discharged  19  November,  1868. 

Hodgson,  Albon  C. 

Midshipman,  5 June,  1871.  Graduated  21  June,  1875.  Ensign,  18  July,  1876. 

Hodgson,  Richard  M. 

Third  Assistant  Engineer,  9 December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Resignation  accepted  6 January,  1866. 

Hodson,  Baniel  W. 

Mate,  4 April,  1862.  Acting  Ensign,  23  October,  1863.  Died  at  New  Orleans, 
La.,  24  September,  1866. 
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MoehHng,  Adolph  A. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5 March,  1866. 
Surgeon,  2 October,  1867. 

Mod,  William  11. 

Acting  Volunteer  Lieutenant,  29  April,  1862.  Acting  Volunteer  Lieutenant-Com- 
mander, 10  November,  1864.  Honorably  discharged  30  December,  1865. 

Wolf,  Henry  H. 

Midshipman,  28  October,  1823.  Passed  Midshipman,  23  March,  1829.  Lieuten- 
ant, 3 March,  1831.  Commander,  6 February,  1854.  Captain,  30  June,  1861. 
Commodore,  16  July,  1862.  Rear-Admiral,  13  April,  1867.  Retired  list,  19 
September,  1868.  Died  25  December,  1878. 

Hoff,  Jeremiah  II. 

Acting  Assistant  Paymaster,  26  August,  1864.  Mustered  out  7 November,  1865. 

Hoff,  William. 

Boatswain,  23  October,  1841.  Resigned  8 December,  1849. 

II© If,  William  Bainbridge. 

Acting  Midshipman,  24  October,  1860.  Acting  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Mohan,  W.  B. 

Acting  Assistant  Surgeon,  9 December.  1862.  Resigned  23  December,  1863. 

Moflman,  Benjamin  A. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Promoted  Acting  First 
Assistant  Engineer,  7 February,  1863.  Honorably  discharged  20  September, 
1865. 

Mohan  an,  15.  V. 

Midshipman,  4 July,  1805.  Lieutenant,  21  May,  1812.  Commander,  5 March, 
1817.  Captain,  7 March,  1829.  Died  10  December,  1834. 

Hofiman,  Frank  J. 

Cadet  Engineer,  1 October,  1872.  Graduated  30  May,  1874.  Assistant  Engineer, 
26  February,  1875. 

Hoffman,  J.  B. 

Civil  Engineer,  18  August,  1866.  Commissioned,  28  March,  1867.  Resigned  12 
July,  1868. 

Hoffman,  John  €. 

Acting  Carpenter,  13  September,  1862.  Appointment  revoked  20  February,  1864 

Hoffman,  Ogden* 

Midshipman,  31  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, February,  1816.  Resigned. 

Hoffman,  It.  K. 

Surgeon,  16  July,  1814.  Resigned  16  July,  1825. 

Hofiman,  William  S>. 

Acting  Assistant  Surgeon,  3 December,  1862.  Resigned  23  December,  1863. 
Acting  Assistant  Surgeon,  7 March,  1864.  Honorably  discharged  1 September, 
1865. 

Hofiman,  W.  G. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
14  August,  1851. 

Heffner,  George  i>. 

Acting  Master,  18  October,  1861.  Resigned  7 February,  1863. 

Hofiner,  Richard  J. 

Acting  Master,  28  September,  1861.  Died  21  September,  1865. 

Hoge,  Francis  I. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Dismissed 
4 June,  1861. 
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Hogg,  Charles  B. 

Mate,  14  March,  1864.  Deserted  2 May,  1864. 

Hogg,  Janies  iff. 

Mate,  14  May,  1862.  Gunner,  10  July,  1862. 

Hogg,  William  S. 

Midshipman,  24  September,  1872.  Graduated  20  June,  1876.  Midshipman,  20 
September,  1872.  Ensign,  10  March,  1880. 

Mobil,  I*e©s*ge  T« 

Mate,  10  January,  1865.  Deserted  $0  July,  1866. 

Holbrook,  Eliplialct. 

Mate,  5 March,  1862.  Resigned  2 June,  1864. 

Holbrook,  Henry  E. 

Mate,  20  November,  1862.  Resigned  80  June,  1863.  Mate,  9 June,  1864.  Ap- 
pointment revoked  9 July,  1864. 

Holbrook,  Joins  A. 

Sailmaker,  3 January,  1862.  Died  2 January,  1866. 

Holbrook,  Samuel  F. 

Acting  Master,  21  March,  1862.  Appointment  revoked  27  June,  1864. 

Holbrook,  S.  F. 

Carpenter,  27  June,  1815.  Last  appearance  on  Records  of  Navy  Department,  30 
June,  1815. 

Holcomb,  Joins. 

Midshipman,  1 September,  1811.  Last  appearance  Records  of  Navy  Depart- 
ment, 13  July,  1812.  Dead. 

Holcomb,  William  ff«. 

Acting  Ensign,  10  October,  1862.  Acting  Master,  16  June,  1864.  Honorably  dis- 
charged 4 January,  1866. 

Holcombe,  Albert  A. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Reserved  list,  13  September,  1855.  Died  9 August,  18£8 

Holcombe,  J.  Iff.  L. 

Cadet  Midshipman,  27  June,  1874.  Graduated  4 June,  1880. 

Holden,  Edgar. 

Assistant  Surgeon,  3 October,  1861.  Resigned  12  October,  1864. 

Holden,  Edward  S. 

Professor,  21  March,  1873. 

Holden.  Oliver  IS. 

Acting  Gunner,  25  June,  1862.  Resigned  30  May,  1863.  Acting  Ensign,  28  No- 
vember, 1864.  Honorably  discharged  19  August,  1865. 

Holden,  William  B. 

Acting  Second  Assistant  Engineer,  10  July,  1863.  Appointment  revoked  (Si/jk,) 
23  February,  1865. 

Holden,  William  S. 

Mate,  16  May,  1864.  Resigned  17  June,  1865. 

Holdup,  Thomas. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  (See  Stevens .) 

Holland,  Hick.  V.  B. 

Midshipman,  23  February,  1849.  Dropped  12  July,  1849. 

Holland,  James  G. 

Acting  Assistant  Paymaster,  8 July,  1863.  Mustered  out  9 January,  1866. 

Holland,  John. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Appointment  revoked  8 Jan- 
uary, 1866. 

Holland,  John  C. 

Purser,  1 June,  1838.  Resigned  24  November,  1844. 
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Holland,  Thomas. 

Mate,  19  May,  1862.  Acting  Gunner,  18  September,  1863.  Honorably  discharged 
15  January,  1866. 

Holland,  William. 

Acting  Third  Assistant  Engineer,  2 December,  1864.  Honorably  discharged  2 
November,  1868. 

Holland,  William. 

Acting  Assistant  Paymaster,  6 April,  1865.  Honorably  discharged  17  October, 
1865. 

Holland,  William. 

Second  Assistant  Engineer,  23  March,  1848.  First  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Died  18  August,  1856. 

Holland,  Zach. 

Midshipman,  1 June,  1827.  Passed  Midshipman,  10  June,  1883.  Lieutenant,  28 
February,  1838.  Discharged  30  October,  1848. 

Holler,  Trank. 

Mate,  17  April,  1866.  In  Service. 

Holley,  Hohert  IT. 

Acting  Master,  3 September,  1861.  Honorably  discharged  14  January,  1868. 

Holliday,  Walter  S. 

Midshipman,  27  June,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  2 December,  1873.  Died  29  January,  1875. 

Mollihan,  James  W. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 
1864.  First  Assistant  Engineer,  6 June,  1868.  Retired  list,  31  October,  1879. 

Hollingsworth,  Charles  F. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3 Au- 
gust, 1863.  Resigned  11  September,  1865. 

Hollingsworth,  James. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Honorably  discharged  24  No- 
vember, 1865. 

Hollingsworth,  William. 

Purser,  21  May,  1799.  Resigned  4 November,  1799. 

Hollingsworth,  William* 

Purser,  22  September,  1800.  Discharged  21  September,  1801,  under  Peace  Estab- 
lishment Act  at  his  request. 

Hollins,  George  W. 

Midshipman,  1 February,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1845.  Captain,  14  September,  1855.  Dismissed  6 June,  1861. 

Hollins,  John. 

Third  Assistant  Engineer,  25  July,  1854.  Second  Assistant  Engineer,  9 May,  1857. 
Died  4 June,  1858. 

Hollins,  Thomas. 

Mate,  8 August,  1862.  Dismissed  25  July,  1864. 

Hollis,  George  F. 

Acting  Ensign,  20  August,  1862.  Acting  Master,  7 June,  1864.  Honorably  dis- 
charged 10  September,  1865. 

Hollis,  Ira  N.  * 

Cadet  Engineer,  1 October,  1874.  Graduated  20  June,  1878. 

Holloway,  George  W. 

Acting  Second  Assistant  Engineer,  9 September,  1862.  Acting  First  Assistant 
Engineer,  20  September,  1862.  Resigned  30  April,  1864.  Acting  First  Assistant 
Engineer,  14  October,  1864.  Honorably  discharged  6 October,  1865. 

Holloway,  Gideon  E. 

Acting  Ensign,  20  July,  1863.  Acting  Master,  25  May,  1865.  Honorably  dis- 
charged 27  May,  1869. 
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Holm,  So  re  si  G. 

Acting  Ensign,  22  June,  18G4.  Honorably  discharged  15  June,  1865. 

Holman,  George  F.  IV. 

Midshipman,  25  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  14  June,  1874. 

Holman,  Jasper. 

Acting  Second  Assistant  Engineer,  "3  October,  1863.  Dismissed  27  May,  1865. 

Holman,  Jerome  B. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Honorably  discharged  26  Sep- 
tember, 1865. 

Holman,  Samuel. 

Acting  Assistant  Surgeon,  22  June,  1864.  Honorably  discharged  2 October,  1865. 

Holmes,  Alfred  €. 

Acting  Gunner,  18  June,  1863.  Honorably  discharged  19  December,  1865. 

Holmes*,  Anthony  F. 

Acting  Ensign,  19  August,  1862.  Acting  Master,  consideration  of  good  service,  9 
May,  1864.  Honorably  discharged  24  April,  1869. 

Holmes,  A.  IS. 

Acting  Assistant  Surgeon,  12  April,  1862.  Acting  Passed  Assistant  Surgeon,  14 
May,  1866.  Honorably  discharged  3 July,  1868. 

Holmes,  Charles  M. 

Mate,  21  January,  1863.  Resigned  31  December,  1863. 

Holmes,  Frank  H. 

Midshipman,  29  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Holmes,  George  H. 

Acting  Master,  28  December,  1861.  Honorably  discharged  26  October,  1865. 

Holmes,  Henry. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3 Au- 
gust, 1863.  Resigned  11  September,  1865. 

Holmes,  Herman  G. 

Mate,  8 January,  1864.  Honorably  discharged  27  October,  1865. 

Holmes,  James  F. 

Mate,  5 March,  1862.  Acting  Ensign,  6 December,  1862.  Dismissed  1 October, 
1863. 

Holmes,  James  M. 

Acting  Ensign,  17  November,  1862.  Acting  Master,  8 August,  1864.  Honorably 
discharged  16  September,  1865. 

Holmes,  James  M. 

Acting  Ensign,  17  December,  1862.  Resigned  2 June,  1863. 

Holmes,  John  W. 

Carpenter,  7 March,  1815.  Resigned  19  May,  1815. 

Holmes,  J.  Whelden. 

Acting  Assistant  Paymaster,  16  May,  1864.  Mustered  out  3 October,  1865. 

Holmes,  Lewis. 

Carpenter,  14  December,  1848.  Dismissed  29  May,  1861. 

Holmes,  F Inlander  J. 

Acting  Third  Assistant  Engineer,  12  November,  1862.  Honorably  discharged  24 
August,  1866. 

Holmes,  Robert. 

Master,  24  March,  1809.  Resigned  15  May,  1809. 

Holmes,  Sliepley  R. 

Acting  Ensign,  26  October,  1863.  Dismissed  13  April,  1864. 

Holmes,  Salas. 

Assistant  Surgeon,  28  June,  1838.  Passed  Assistant  Surgeon,  22  November,  1843. 
Drowned  21  May,  1849. 
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Holmes,  Willisana. 

Acting  Second  Assistant  Engineer,  18  April,  1863.  Appointment  revoked  18 
May,  1864. 

Holmes,  William. 

Midshipman,  20  February,  1802.  Died  September,  1802. 

Holmes,  William 

Midshipman,  9 June,  1811.  Resigned  22  January,  1812. 

Holmes,  William  C. 

Midshipman,  25  August,  1823.  Passed  Midshipman,  23  March,  1829.  Resigned 
18  October,  1832. 

Holmes,  William  H. 

Acting  Assistant  Surgeon,  10  September,  1861.  Honorably  discharged  18  Septem- 
ber, 1865. 

Holmes,  William  W. 

Midshipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Dis- 
missed 13  May,  1851. 

Holt,  Alfred  €. 

Assistant  Surgeon,  5 June,  1844.  Resigned  18  November,  1844. 

Holt,  Frederick  V.  IS. 

Acting  Second  Assistant  Engineer,  8 September,  1863.  Honorably  discharged  25 
July,  1865. 

Holt,  George  I. 

Acting  Assistant  Paymaster,  20  Ma.y,  1861.  Resigned  7 July,  1862.  Acting 
Assistant  Paymaster,  2 July,  1863.  Honorably  discharged  2 December,  1865. 

Holt,  George  H. 

Third  Assistant  Engineer,  16  October,  1861.  Second  Assistant  Engineer,  3 
August,  1863.  Resigned  4 May,  1869. 

Holt,  John  Jr. 

Midshipman,  4 March,  1823.  Dismissed  25  June,  1833. 

Holt,  Kietsard  J. 

Mate,  4 February,  1865.  Honorably  discharged  28  October,  1865. 

Holt,  Samuel  Si. 

Acting  Third  Assistant  Engineer,  3 August,  1864.  Honorably  discharged  6 Sep- 
tember, 1865. 

Holt,  Thomas. 

Acting  Third  Assistant  Engineer,  17  December,  1864.  Honorably  discharged  14 
July,  1865. 

Motion,  George. 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged  1 
March,  1868. 

Holton,  Thomas. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  5 
August,  1866. 

Holtz,  Slavic!. 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Appointment  revoked  (Sick,) 
8 August,  1864.  Acting  Third  Assistant  Engineer,  10  December,  1864.  Re- 
signed 11  March,  1865. 

Moltzman,  A.  J. 

Mate,  9 January,  1865.  Appointment  revoked  14  April,  1865. 

Hoi  way,  Wesley  O. 

Chaplain,  2 June,  1868. 

Homan,  Andrew  J". 

Acting  Third  Assistant  Engineer,  2 January,  1864.  Acting  Second  Assistant  En- 
gineer, 22  March,  1865.  Honorably  discharged  18  January,  1866., 

Homan,  Edward  A. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Appointment  revoked  (Sick,) 
20  July,  1864. 
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Homan,  William  F. 

Acting  Second  Assistant  Engineer,  23  November,  1862.  Resigned  25  July,  1863. 

Homans,  Charles  A. 

Acting  Ensign,  14  February,  1863.  Resigned  12  January,  1864. 

Homans,  J.  T. 

Midshipman,  3 December,  1819.  Lieutenant,  17  May,  1828.  Resigned  15  May, 
1843, 

Homans,  John. 

Assistant  Surgeon,  13  December,  1861.  Resigned  17  September,  1862. 

Homans,  John  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Resigned  23  June,  1865. 

Homans,  Thomas. 

Midshipman,  28  August,  1799.  Resigned  20  May,  1801. 

Homer,  Arthur  IS. 

Mate,  18  February,  1863.  Acting  Ensign,  14  February,  1864.  Honorably  dis- 
charged 18  November,  1865. 

Homer,  Charles  W. 

Gunner,  6 January,  1858.  Died  6 November,  1872. 

Homer,  William  H. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Died  Septem- 
ber, 1829. 

Hookomp,  Henry. 

Mate,  14  May,  1864.  Honorably  discharged  13  November,  1865. 

Hood,  George  N. 

Acting  Master,  16  December,  1861.  Appointment  revoked  7 May,  1862. 

Hoodless,  Gerrett  £. 

Acting  Assistant  Paymaster,  3 November,  1864.  Mustered  out  24  February,  1867. 

Hoodless,  William  J. 

Acting  Assistant  Paymaster,  30  September,  1862.  Resigned  9 June,  1865. 

Ilooe,  Emmet  K. 

Midshipman,  1 January,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
17  December,  1840.  Died  25  September,  1847. 

Hooe,  George  M. 

Midshipman,  21  October,  1824.  Passed  Midshipman,  20  February,  1830.  Lieu- 
tenant, 31  December,  1833.  Died  10  April,  1845. 

Hooe,  Seymour. 

Midshipman,  14  April,  1800.  Resigned  30  July,  1801. 

Hooe,  Wiliiam  F. 

Midshipman,  1 August,  1825.  Passed  Midshipman,  4 June,  1831.  Died  14 
August,  1833. 

Hook,  William. 

Gunner,  17  November,  1801.  Broke  by  Court-Martial,  30  May,  1808. 

Hooker,  Edward. 

Acting  Master,  19  July,  1861.  Acting  Volunteer  Lieutenant,  19  September,  1862. 
Acting  Volunteer  Lieutenant-Commander,  7 February,  1865.  Lieutenant,  12 
March,  1868.  Lieutenant-Commander,  18  December,  1868. 

Hooker,  Richard  Campbell. 

Midshipman,  25  September,  1861.  Graduated  24  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Resigned 
30  June,  1876. 

Hoole,  James  Eingard. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Dismissed 
4 June,  1861. 

Hoon,  William  A. 

Acting  Third  Assistant  Engineer,  18  December,  1862.  Repined  25  November 
1863. 
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Hooper,  Joseph. 

Purser,  24  September,  1798.  Discharged  15  September,  1801,  under  Peace  Estab- 
lishment Act. 

Hooper , Qnincey  A. 

Acting  Master,  27  August,  1861.  Acting  Volunteer  Lieutenant,  25  September, 
1862.  Resigned  4 January,  1865 

Hoopes,  Joseph. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Engineer,  1 
March,  1864.  Died  18  March,  1866. 

Hoover,  Henry. 

Constructor,  4 June,  1859.  Appointment  revoked  10  July,  1865. 

Hoover,  John  B. 

Acting  Carpenter,  22  May,  1861.  Dismissed  25  September,  1861.  . 

Hoover,  John  B« 

Assistant  Naval  Constructor,  29  July,  1875. 

Hope,  Hen  C. 

Acting  Third  Assistant  Engineer,  3 September,  1863.  Died  at  New  Orleans, 
La.,  20  November,  1868. 

Hopewell,  Pollard. 

Midshipman,  4 June,  1812.  Killed  in  action  1 June,  1818. 

Hopkins,  Alfred. 

Acting  Midshipman  1 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  31  May, 
1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  2 March,  1871. 

Hopkins,  Andrew  J. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  30  October,  1862. 

Hopkins,  Charles  F. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dismissed 
23  October,  1849.  Re-appointed  27  September,  1850.  Resigned  6 November, 
1851. 

Hopkins,  Charles  M. 

Midshipman,  9 August,  182^y.  Died  in  1825. 

Hopkins,  Edward. 

Midshipman,  1 April,  1828.  Killed  by  accident  31  January,  1831. 

Hopkins,  Edward  A. 

Midshipman,  22  January,  1840.  Resigned  1 July,  1845. 

Hopkins,  Edward  A. 

Acting  Third  Assistant  Engineer,  12  February,  1863.  Lost  on  “ Narcissus 4 Jan- 
uary, 1866. 

Hopkins,  Farley. 

Acting  Ensign,  17  July,  1863.  Resigned  13  February,  1865. 

Hopkins,  Fortesque  S. 

Acting  Ensign,  15  February,  1864.  Honorably  discharged  4 August,  1866. 

Hopkins,  Franklin. 

Acting  Master,  16  April,  1862.  Dismissed  25  November,  1864. 

Hopkins,  €»eorge. 

Acting  Assistant  Surgeon,  1 October,  1862.  Honorably  discharged  13  October, 
1865. 

Hopkins,  Horace  L. 

Acting  Assistant  Paymaster,  21  January,  1864.  Honorably  discharged  15  October, 
1865. 

Hopkins,  Janies  B. 

Mate,  22  January,  1863.  Honorably  discharged  26  October,  1865. 

Hopkins,  James  N. 

Mate,  23  January,  1862.  Resigned  3 November,  1862. 
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Hopkins,  J.  Xi. 

Midshipman,  26  February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Resigned. 

Hopkins,  John  H. 

Acting  Third  Assistant  Engineer,  9 September,  1863.  Dismissed  21  November  - 
1864. 

Hopkins,  Joslaua  W. 

Acting  Ensign,  10  September,  1864.  Honorably  discharged  30  October,  1868. 

Hopkins,  J.  Page. 

Assistant  Surgeon,  30  September,  1850.  Resigned  9 June,  1857. 

Hopkins,  Hi  chard. 

Mate,  9 February,  1864.  Honorably  discharged  26  October,  1865. 

Hopkins,  Kufns  H. 

Mate,  21  January,  1864.  Honorably  discharged  8 August,  1865. 

Hopkins,  Samuel. 

Acting  Master,  29  May,  1861.  Dismissed  21  January,  1862. 

Hopkins,  Smith  X£. 

Acting  Ensign,  28  August,  1863.  Honorably  discharged  12  October,  1865. 

Hopkins,  Townsend. 

Mate,  9 June,  1863.  Accidentally  killed  on  “ Choctaw”  15  January,  1864. 

Hopkins,  William. 

Acting  Third  Assistant  Engineer,  23  September,  1863.  Resigned  20  June,  1865. 

Hopkins,  William  E. 

Midshipman,  13  November,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  2 
December,  1853.  Lieutenant,  10  July,  1854.  Lieutenant-Commander,  5 August, 
1862.  Commander,  4 November,  1863.  Captain,  1 July,  1870.  Commodore,  1 
December,  1877. 

Hopkinson,  A.  H. 

Midshipman,  25  September,  1817.  Lieutenant,  28  April,  1826.  Died  11  August, 
1827. 

Hopki nson,  Henry  E. 

Mate,  23  January,  1863.  Acting  Ensign,  15  July,  1864.  Died  on  “ J.  S.  Cham- 
lers”  13  August,  1864. 

Hopkinson,  Joseph. 

Assistan  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  22  January,  1848. 
Resigned  17  September,  1852. 

Hopper,  William  W. 

Third  Assistant  Engineer,  11  April,  1859.  Second  Assistant  Engineer,  26  Decem- 
ber, 1861.  First  Assistant  Engineer,  17  March,  1863.  Resigned  22  November, 
1866. 

Moppin,  Samuel  B. 

Acting  Assistant  Surgeon,  2 November,  1861.  Appointment  revoked  29  July, 
1864. 

Hopson,  John  E. 

Midshipman,  25  September,  1840.  Dismissed  9 October,  1846. 

Hord,  William  T. 

Assistant  Surgeon,  1 November,  1854.  Passed  Assistant  Surgeon,  23  May,  1859. 
Surgeon,  1 August,  1861.  Medical  Inspector,  6 July,  1872.  Medical  Director, 

1 May,  1879. 

Horn,  William. 

Acting  Third  Assistant  Engineer,  13  January,  1865.  Honorably  discharged  27 
September,  1865. 

Hornby,  W illiam. 

Mate,  13  May,  1863.  Deserted  2 April,  1864. 

Horne,  Haiid  B. 

Acting  Master,  3 July,  1861.  Dismissed  19  May,  1863. 
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Horn®,  Giistavus  II. 

Acting  Assistant  Paymaster,  8 July,  1864.  Honorably  discharged  8 November, 
1865. 


Horae,  Josepla  v. 

' Acting  Third  Assistant  Engineer,  19  January,  1864.  Acting  Second  Assistant 
Engineer,  21  March,  1865.  Honorably  discharged  31  October,  1865.  Actin 
Second  Assistant  Engineer,  9 July,  1866.  Appointment  revoked  22  Novembe: 
1866. 

Horner,  Alfred  T. 

Acting  Third  Assistant  Engineer,  4 March,  1864.  Honorably  discharged  20 
August,  1865. 

Horner,  Frederick. 

Assistant  Surgeon,  1 May,  1851.  Resigned  15  May,  1857.  Re-appointed  12  May, 
1858.  Retired  list,  8 May,  1861 

Horsier,  G.  R.  B. 

Surgeon’s  Mate,  26  May,  1826.  Surgeon,  4 April,  1831.  Retired  list,  18  June, 
1866.  Medical  Director,  Retired  list,  3 March,  1871. 

Horner,  Hi  els  arc!  15. 

Midshipman,  4 March,  1823.  Resigned  10  September,  1823. 

Hornsby,  Alfred. 

Mate,  31  December,  1861.  Acting  Ensign,  24  July,  1863.  Resigned  3 March, 
1865. 

Horseley,  Samuel. 

Assistant  Surgeon,  9 March,  1809.  Surgeon,  5 April,  1814.  Died  8 September, 
1821. 


Horst,  Elias  Yander. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
17  March,  1850. 

Horton,  Frederick  Y.  H. 

Acting  Assistant  Paymaster,  14  October,  1861.  Resigned  3 June,  1865. 

Horton,  Samuel. 

Midshipman,  30  November,  1814.  Died  7 August,  1815. 

Horton,  Samuel  J. 

Mate,  15  February,  1862.  Dismissed,  15  September,  1862.  Mate,  11  July,  1863. 
Resigned  22  March,  1864. 


Horton,  William  F. 

Mate,  1 May,  1862.  Resigned  18  March,  1865.  Mate,  3 April,  1867.  Mustered 
out  3 November,  1868. 

Horton,  W.  S. 

Midshipman,  19  October,  1841.  Dropped 

Hortsman,  I>. 

Carpenter,  4 December,  1815.  Last  appearance  on  Records  of  Navy  Department, 
11  March,  1816. 

Horwitz,  IPliineas  3. 

Assistant  Surgeon,  8 November,  1847.  Surgeon,  19  April,  1861.  Chief  Bureau 
Medicine  and  Surgery,  from  11  July,  1865,  to  1 July,  1869.  Medical  Inspec- 
tor, 3 March,  1871.  Medical  Director,  30  June,  1873. 

Hosack,  Alexander, 

Midshipman,  22  January,  1816.  Resigned  8 August,  1822. 

Mosea,  William  W. 

Mate,  30  May,  1864.  Dismissed  19  May,  1865. 

Mosford,  James  H. 

Acting  Third  Assistant  Engineer,  28  October,  1861.  Acting  Second  Assistant  En- 
* gineer,  2 July,  1863.  Died  at  Hospital,  Beaufort,  North  Carolina,  30  December, 

1864. 
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Kosford,  William  S. 

Acting  Assistant  Paymaster,  12  August,  1861.  Mustered  out  6 August,  i867. 

Hoskins,  Charles. 

Acting  Third  Assistant  Engineer,  20  July,  1863.  Honorably  discharged  15  No- 
vember, 1865. 

Mosley,  Marry  II. 

Midshipman,  22  September,  1871.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 


Hosmer,  Francis  E. 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Honorably  discharged  17 
. July,  1866. 

Hosmer,  Francis  II. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  17 
July,  1866. 

Hosmer,  Henry  C. 

Acting  Assistant  Surgeon,  3 March,  1865.  Honorably  discharged  13  October, 

1865. 

, I , 

Mossack,  Abraham. 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
6 March,  1822.  'Dead. 

Hotchkin,  Frank  S. 

Midshipman,  28  June,  1867.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  5 June,  1878. 

Hotchkiss,  Freeman  I>. 

Acting  Second  Assistant  Engineer,  16  September,  1864.  Honorably  discharged 
19  February,  1866. 

Hotchkiss,  H.  €r. 

Mate,  27  June,  1863.  Lost  at  Sea  in  “ Bairibridge”  21  August,  1863. 

Hotchkiss,  Solomon. 

Master,  18  July,  1798.  Resigned  16  March,  1799. 

Hotchkiss,  William  J. 

Acting  faster,  31  July,  1861.  Died  at  Piankatank  River,  Virginia,  17  August, 
1863. 

Hough,  Andrew  J. 

Carpenter,  30  August,  1861.  Died  2 September,  1864. 

Hough,  Ehen  E. 

Gunner,  25  March,  1814.  Resigned  11  February,  1815. 

Houghton,  Cteorge  A. 

Acting  First  Assistant  Engineer,  9 November,  1862.  Resigned  27  December,  1862. 

Houghton,  Thomas  F. 

Acting  Assistant  Paymaster,  12  December,  1864.  Honorably  discharged  26  Octo- 
ber, 1865. 

Honrand,  Joseph  - 

Acting  Assistant  Surgeon,  13  Julyyl863.  Dismissed  26  December,  1863. 

House,  Jerome  15. 

Midshipman,  23  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  24  August,  1873. 

House,  William  S. 

Midshipman,  18  June,  1812.  Lost  in  the  “ Wasp;1  1815. 

Ifousel,  Louis  V.  „ . 

Midshipman,  15  February,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  31 
March,  1874. 

Houston,  Edwin  Samuel.  _ . . _ 

Midshipman,  18  April,  1882.  Graduated  September,  1885.  Ensign,  1 December, 

1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 


GENERAL  NAVY  REGISTER. 


361 


Houstoai,  Heorge  I®. 

Third  Assistant  Engineer,  21  May,  1857.  Resigned  28  January,  1860. 

Houston,  H*  M. 

Midshipman,  12  May,  1824.  Passed  Midshipman,  20  February,  1830.  Lieuten- 
ant, 24  June,  1834.  Died  2 July,  1839. 

Houston,  Horatio  Ho 

Acting  Second  Assistant  Engineer,  1 February,  1864.  Resigned  (Sick,)  6 July, 

1864. 

Houston,  Isaac  If. 

Mate,  4 February,  1864.  Deserted  1864. 

Houston,  J.  Bnchanan. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  3 August, 
1859.  First  Assistant  Engineer,  9 December,  1861.  Resigned  28  July,  1865. 

Houston,  John  C. 

Acting  First  Assistant  Engineer,  1 January,  1864.  Resigned  15  November,  1864. 

Houston,  Nelson  T. 

Midshipman,  28  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  6 September,  1872.  Lieutenant,  9 October,  1875. 

Houston,  Samuel  H. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21 
May,  1853.  Died  16  June,  1854. 

Houston,  Thomas  T. 

Midshipman,  26  August,  1845.  Passed  Midshipman,  6 October,  1851.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Died  26  June,  1860. 

Houston,  William. 

Acting  Assistant  Surgeon,  23  June,  1873.  Honorably  discharged  30  June,  1879. 

Movey,  Christopher  P. 

Mate,  5 December,  1861.  Resigned  14  February,  1865. 

Hovey,  Myron  M. 

Acting  Assistant  Paymaster,  10  February,  1865.  Resigned  21  June,  1865. 

Hovey,  Wallace  W. 

Acting  First  Assistant  Engineer,  19  August,  1862.  Resigned  5 August,  1863. 

How,  Andrew  P. 

Second  Assistant  Engineer,  24  September,  1847.  Resigned  7 August,  1849. 

Howard,  Austin. 

Mate,  10  October,  1862.  Resigned  24  April,  1863. 

Howard,  Charles  M. 

Mate.  Dismissed  17  June,  1862. 

Howard,  Charles  B. 

Midshipman,  28  May,  1834.  Dismissed  11  January,  1840. 

Howard,  Charles  IS. 

Acting  Assistant  Paymaster,  7 August,  1863.  Honorably  discharged  15  November 

1865. 

Howard,  Charles  W. 

Mate,  7 October,  1862.  Acting  Ensign,  1 May,  1863.  Acting  Master,  gallant  con- 
duct in  face  of  enemy,  16  October,  1863.  Died  of  wounds  received  in  action, 
at  Charleston,  S.  C.,  10  October,  1863. 

Howard,  George  B. 

Mate,  1862.  Resigned  10  January,  1863. 

Howard,  II  1*. 

Acting  Ensign,  17  February,  1864.  Honorably  discharged  2 September,  1866. 
Howard,  John. 

Captain,  (to  command  a Galley,)  20  March,  1799.  Last  appearance  on  Records  of 
Navy  Department. 
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Howard,  John  €. 

Mate,  11  January,  1865.  Appointment  revoked  10  January,  1872. 

Howard,  Peter. 

Mate,  gallantry,  24  April,  1863.  Acting  Ensign,  18  November,  1863.  Honorably 
discharged  24  November,  1867. 

Howard,  Samuel. 

Acting  Master,  9 October,  1861.  Acting  Volunteer  Lieutenant,  5 June,  1862. 
Honorably  discharged  4 November,  1868. 

Howard,  Thomas  15. 

Midshipman,  24  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  13  January,  1879. 

Howard,  William  A. 

Midshipman,  1 January,  1825.  Resigned  12  April,  1832. 

Howard,  William  II. 

Acting  Assistant  Surgeon,  1 October,  1862.  Honorably  discharged  9 November, 
1865. 

Howard,  W illiam  H. 

Mate,  28  December,  1861.  Acting  Ensign,  9 April,  1864.  Honorably  discharged 
11  December,  1865. 

Howard,  William  H. 

Mate,  17  December,  1863.  Discharged  21  June,  1864. 

Howard,  W illiam  IS. 

Mate,  25  October,  1864.  Honorably  discharged  20  October,  1865. 

Howard,  William  J. 

Acting  Second  Assistant  Engineer,  13  December,  1862.  Honorably  discharged  19 
August,  1865. 

Howard,  William  Jj. 

Midshipman,  10  January,  1815.  Lieutenant,  28  April,  1826.  Commander,  29 
February,  1844.  Resigned  18  December,  1852. 

Howard,  William  W. 

Acting  Assistant  Surgeon,  1 October,  1862.  Honorably  discharged  9 November, 
1865. 

How  at James. 

Mate,  10  November,  1865.  Deserted  1 August,  1866. 

Howden,  Robert. 

Mate,  11  June,  1863.  Promoted  Acting  Ensign,  9 October,  1863.  Honorably  dis- 
charged 24  October,  1 865. 

Howe,  Alfred  L. 

Midshipman,  28  September,  1870.  Graduated  21  June,  1875.  Resigned  8 Decem- 
ber, 1877. 

Howe,  Charles  €. 

Acting  Third  .Assistant  Engineer,  25  August,  1863.  Acting  Second  Assistant  En- 
gineer, 2 December,  1864.  Honorably  discharged  26  July,  1865. 

Howe,  George  IV. 

Acting  Third  Assistant  Engineer,  7 October,  1861.  Appointment  revoked  13  De- 
cember, 1861.  Acting  Third  Assistant  Engineer,  20  September,  1862  Acting 
Second  Assistant  Engineer,  25  May,  1864.  Honorably  discharged  19  May  1866. 
Acting  Second  Assistant  Enggineer,  22  September,  1866.  Resigned  6 Septem- 
ber, 1867. 

Howe,  James. 

Carpenter,  3 July,  1799.  Discharged  6 July,  1801,  under  Peace  Establishment 
Act. 


Howe,  Joseph  H. 

Acting  Gunner,  1 August,  1864.  Appointment  revoked  10  May,  1865. 

Howell,  Charles  P. 

Cadet  Engineer,  7 October,  1867.  Graduated  8 June,  1868.  Second  Assistant 
Engineer,  15  August,  1870.  Passed  Assistant  Engineer,  4 December,  1876. 
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Howell,  1> livid  W. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Dismissed  20  August,  1863. 

Howell,  Edward  A. 

Acting  Master,  9 January,  1862.  Honorably  discharged  30  November,  1865. 

Howell,  Edward  F. 

Midshipman,  'acting  as  Lieutenant,)  17  December,  1810.  Killed  in  action  15 
January  1815. 

Howell,  George  H. 

Assistant  Surgeon,  8 November,  1847.  Passed  Assistant  Surgeon,  22  April,  1854. 
Died  7 October,  1859. 

Howell,  John 

Third  Assistant  Engineer,  24  December,  1853.  Resigned  3 May,  1856. 

Howell,  John  Adams. 

Acting  Midshipman,  27  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  18 
April,  1861.  Lieutenant-Commander,  3 March,  1865.  Commander,  6 -March, 
1872. 

Howell,  John  C. 

Midshipman,  9 June,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  21  Feb- 
ruary, 1849.  Lieutenant,  2 August,  1849.  Commander,  16  July,  1862.  Cap- 
tain, 25  July,  1866.  Commodore,  29  January,  1872.  Chief,  Bureau  Yards  and 
Docks,  22  September,  1874.  Rear-Admiral,  25  April,,  1877. 

Howell,  John  F, 

Midshipman,  1 February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 6 February,  1821.  Dead. 

Howell,  J.  Russell. 

Mate,  7 February,  1862.  Resigned  18  March,  1863. 

Howell,  R.  S. 

Mate,  3 October,  1863.  Acting  Ensign,  19  May,  1864.  Honorably  discharged  4 
November,  1865. 

Howell,  Samuel  H. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  22  January,  1868. 

Howell. 

Surgeon,  date  not  known.  Discharged  4 June,  1801,  under  Peace  Establishment 
Act. 

Howell,  William. 

Assistant  Surgeon,  30  July,  1861.  Died  26  July,  1862. 

Howells,  William  M. 

Sailmaker,  13  June,  1861. 

Howes,  D.  H. 

Acting  Ensign,  29  November,  1864.  Honorably  discharged  30  June,  1865. 

Howes,  Frederick  Aloa, 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Resigned  8 December,  1873. 

Howes,  George  F. 

Acting  Ensign,  24  February,  1863.  Honorably  discharged  29  January,  1869. 

Howes,  Willis. 

Acting  Ensign,  2 September,  1864.  Acting  Master,  5 October,  1865.  Honorably 
discharged  1 October,  1866. 

Howisoia,  Henry  E. 

Acting  Midshipman,  26  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  9 February,  1861.  Master,  2 March,  1861.  Lieutenant,  19  April, 
1861.  Lieutenant-Commander,  3 March,  1865.  Commander,  19  August,  1872. 

Howison,  John  W. 

Mate,  24  October,  1861.  Acting  Ensign,  11  May,  1865.  Resigned  7 February, 
1866. 
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Howison,  2$iel  M. 

Midshipman,  1 February,  1823.  Passed  Midshipman,  23  March,  1829.  Lieuten- 
ant,  13  July,  1832.  Died  23  February,  1848. 

Howland,  Calvin. 

Acting  Third  Assistant  Engineer,  16  October,  1861.  Resigned  26  November,  1862. 

Howland,  Charles  H. 

Mate,  21  March,  1862.  Resigned  12  October,  1863. 

Howland,  Elijah  M. 

Mate,  28  August,  1863.  Acting  Ensign,  1 September,  1864.  Honorably  discharged 
14  August,  1865. 

Howland,  E.  S.  !>. 

Mate,  8 May,  1862.  Resigned  (Sick,)  10  October,  1864. 

Howland,  Joseph. 

Acting  Master,  23  December,  1861.  Resigned  21  May,  1862. 

Howland,  Samuel  C. 

Mate,  25  January,  1862.  Resigned  26  June,  1862. 

Howland,  Walter  S. 

Mate,  2 October,  1863.  Acting  Ensign,  9 April,  1865.  Honorably  discharged  12 
August,  1865. 

Howland,  Warren. 

Acting  Third  Assistant  Engineer,  9 April,  1863.  Honorably  discharged  31  Octo- 
ber, 1865. 

Howland,  William  II. 

Mate,  2 September,  1864.  Honorably  discharged  1 September,  1867. 

Ho  worth,  €4e©rge. 

Mate.  Resigned  11  November,  1862.  Acting  Ensign,  13  December,  1862.  Acting 
Master,  12  August,  1864.  Honorably  discharged  30  September,  1865.  Acting 
Master,  22  August,  1867.  Died  at  Naval  Hospital,  New  York,  29  March,  1868. 

Ho  worth,  William  B. 

Mate,  29  April,  1863.  Acting  Master,  gallant  service  in  assisting  to  destroy  Ram 
Albemarle , 27  October,  1864.  Honorably  discharged  20  October,  1865.  Acting- 
Master,  17  May,  1866.  Ensign,  12  March,  1868.  Resigned  4 April,  1869. 

Hoxie,  Allen. 

Acting  Master,  11  February,  1862.  Resigned  15  February,  1865. 

Hoxie,  William  H. 

Mate,  6 February,  1862.  Resigned  19  July,  1862. 

Moxsey,  Thomas  I>. 

Assistant  Paymaster,  1 September,  1876. 

Hoy,  James,  Jr. 

Assistant  Paymaster,  11  October,  1861.  Paymaster,  18  October,  1864. 

Hoyt,  Ahira  B. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  10  September,  1862. 

Hoyt,  Alfred. 

Acting  Third  Assistant  Engineer,  10  December,  1863.  Acting  Second  Assistant 
Engineer,  26  July,  1864.  Honorably  discharged  23  October,  1865. 

Hoyt,  Ehen. 

Acting  Master,  20  January,  1862.  Acting  Volunteer  Lieutenant,  recommendation 
of  Commanding  Officer,  23  May,  1864.  Honorably  discharged  23  January,  1866. 

Hoyt,  Ehen,  Jr. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  1 July,  1861.  Chief  Engineer,  10  November, 
1863.  Killed  19  October,  1867. 

Hozager,  S.  J. 

Mate,  27  November,  1861.  Dismissed  11  September,  1862. 

Hozier,  Enos. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  15  De- 
cember, 1866. 
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Hubbard,  Austin  T. 

Acting  Assistant  Paymaster,  16  December,  1864.  Assistant  Paymaster,  21  Feb- 
ruary, 1867.  Died,  Exeter,  N.  H.,  12  June,  1868. 

Hubbard,  Charles  T. 

Assistant  Surgeon,  23  Obtober  1861.  Resigned  5 September,  1865. 

Hubbard,  Haniel  B. 

Acting  Ensign,  12  July,  1864.  Honorably  discharged  15  March,  1866. 

Hubbard,  Edward  Iff. 

Midshipman,  4 March,  1823.  Resigned  8 May,  1832. 

Hubbard,  Edward  11. 

Acting  Third  Assistant  Engineer,  9 January,  1864.  Acting  Second  Assistant  Engi- 
neer, 21  March,  1865.  Honorably  discharged  12  December,  1865. 

Hubbard,  Elisha. 

Mate,  30  July,  1863.  Resigned  20  April,  1865. 

Hubbard,  John. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  15  September,  1873.  Lieutenant,  28  December,  1878. 

Hubbard,  Jonathan. 

Gunner,  10  July,  1823.  Died  29  January,  1824. 

Hubbard,  Joseph  S. 

Professor,  7 May,  1845.  Died  16  August,  1863. 

Hubbard,  Lewis  Iff. 

Mate,  30  November,  1867.  Mustered  out  30  November,  1868. 

Hubbard,  Hi  chard. 

Midshipman,  1 January,  1812.  Resigned  22  January,  1814. 

Hubbard,  Socrates. 

Midshipman,  21  December,  1861.  Graduated  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieutenant 
Commander,  27  October,  1879. 

HubbelS,  Charles  F. 

Mate,  5 March,  1862.  Deserted  28  April,  1862. 

Huhheli,  E.  E. 

Mate,  13  December,  1861.  Resigned  24  October,  1863. 

Htibbell,  Iffobert  Iff. 

Acting  Ensign,  1 October,  1862.  Dismissed  22  April,  1864. 

Huhbs,  William  Iff. 

Acting  Master,  4 November,  1861.  Honorably  discharged  10  December,  1865. 

Hubley,  George, 

Midshipman,  15  November,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 27  June,  1811.  Entered  Army. 

MuMits,  Phillip. 

Acting  Third  Assistant  Engineer,  17  February,  1862.  Honorably  discharged  3 
August,  1865. 

Huckins,  Peter. 

(See  Peter  Huckins  Smith.) 

Hudson,  Adrian. 

Assistant  Surgeon,  30  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 17  August,  1865.  Medical  Inspector,  10  June,  1880. 

Hudson,  Edward, 

Assistant  Surgeon,  14  September,  1843.  Surgeon,  29  July,  1858.  Died  23  Jan- 
uary, 1859. 

Hudson,  Frederick  X. 

Midshipman,  5 July,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 
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Hudson,  George,  Jr. 

Acting  Assistant  Paymaster,  24  December,  1863.  Honorably  discharged  10  No- 
vember, 1865. 

Hudson,  Harry  A. 

Mate,  26  December,  1862.  Resigned  2 June,  1863. 

Hudson,  John  G. 

Acting  Ensign  and  Pilot,  1 October,  1864.  Acting  Master  and  Pilot,  1 October 
1864.  Honorably  discharged  10  March,  1866. 

Hudson,  John  Morely. 

Acting  Master,  28  March,  1862.  Dismissed  7 June,  1863.  Acting  Ensign,  10  May 
1864.  Honorably  discharged  15  September,  1865. 

Hndson,  Robert. 

Chaplain,  29  April,  1874. 

Hudson,  Stephen  R. 

Acting  Master,  15  November,  1861.  Dismissed  28  June,  1862. 

Hndson,  William  II. 

Midshipman,  16  July,  1838.  Passed  Midshipman,  20  May,  1844.  Resigned  22 
April,  1852. 

Hudson,  William  I i. 

Midshipman,  1 January,  1816.  Lieutenant,  28  April,  1826.  Commander,  2 No- 
vember, 1842.  Captain,  14  September,  1855.  Died  15  October,  1862. 

Huestis,  James  F. 

Assistant  Surgeon,  30  September,  1850.  Resigned  9 June,  1857. 

Huey,  Samuel  B. 

Acting  Assistant  Paymaster,  25  February,  1864.  Resigned  12  January,  1866. 

Hull',  James. 

Acting  Third  Assistant  Engineer,  9 June,  1863.  Dismissed  8 July,  1863. 

Hull’,  John. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Died  from  wounds  received 
in  action,  7 April,  1863. 

Hugenin,  Robert,  Jr. 

Midshipman,  13  February,  1851.  Resigned  12  June,  1852. 

Huger,  Francis. 

Midshipman,  1 June,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant,  8 
March,  1837.  Died  6 January,  1849. 

Huger,  Thomas  B. 

Midshipman,  5 March,  1835.  Passed  Midshipman,  22  June,  1844.  Master,  16 
July,  1847.  Lieutenant,  24  February,  1848.  Resigned  11  January,  1861. 

Hugg,  Joseph. 

Assistant  Surgeon,  5 September,  1861.  Passed  Assistant  Surgeon,  8 May,  1865. 
Surgeon,  23  December,  1871. 

Hugg,  Marion. 

Acting  Ensign,  7 October,  1864.  Honorably  discharged  29  July,  1865. 

Muggins,  Charles. 

Acting  Master,  14  August,  1861.  Honorably  discharged  24  April,  1866.  Acting 
Master,  30  July,  1867.  Mustered  out  18  August,  1868. 

Huggins,  E.  Clarence. 

Mate,  25  March,  1863.  Acting  Ensign,  18  January,  1864.  Honorably  discharged 
15  November,  1868. 

Hughes,  Aaron  M. 

Midshipman,  20  October,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  19 
December,  1852.  Lieutenant,  18  October,  1853.  Lieutenant-Commander,  16 
July,  1862.  Commander,  16  November,  1862.  Retired  list,  24  October,  1864. 
Captain,  Active  list,  10  February,  1869.  Commodore,  4 February,  1875. 

Hughes,  Baniel. 

Assistant  Surgeon,  5 March,  1799.  Surgeon,  20  December,  1799.  Resigned  15 
May,  1800. 
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Hughes,  Edward. 

Acting  Boatswain,  11  August,  1864.  Appointment  revoked  12  March,  1866. 

Hughes,  Edward. 

Boatswain,  25  February,  1874. 

Hughes,  Edward  M. 

Midshipman,  26  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1:  . . 
Master,  12  December,  1873.  Lieutenant,  16  December,  1879. 

Hughes,  George. 

Purser,  12  October,  1798.  Last  aj^pearance  on  Records  of  Navy  Department,  5 
November,  1798. 

Hughes,  George  W. 

Acting  Third  Assistant  Engineer,  14  November,  1864.  Honorably  discharged  28 
August.  1865. 

Hughes,  James. 

Boatswain,  18  September,  1809.  Last  appearance  on  Records  of  Navy  Dej:>arfe- 
ment,  1815.  Schooner  “ Nautilus .” 

Hughes,  James. 

Acting  Third  Assistant  Engineer,  13  May,  1864.  Dismissed  12  August,  1884. 

Hughes,  James  F. 

Mate,  5 November,  1863.  Acting  Ensign,  2 June,  1864.  Appointment  revoked  x, 
August,  1864. 

Hughes,  John  A. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Appointment  revoked  4 
January,  1865. 

Hughes,  John  T, 

Mate,  28  October,  1861.  Acting  Ensign,  9 December,  1882.  Lost  on  “Bain - 
bridge”  31  October,  1863. 

Hughes,  Othello  D. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Acting  Second  Assistant 
Engineer,  15  December,  1884.  Dismissed  10  October,  1865. 

Hughes,  Patrick:  J. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Resigned  12  June,  1865. 

Hughes,  Richard  M. 

Cadet  Midshipman,  25  September,  1874.  Graduated  4 June,  1880. 

Hughes,  Thomas  W. 

Gunner,  8 June,  1798.  Midshipman,  21  April,  1800.  Master,  13  April,  1801.  Re- 
signed 9 May,  1801. 

Hughes,  Walter  S. 

Midshipman,  24  September,  1870.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

Hughes,  William  ©. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged  10 
August,  1865.  Acting  Third  Assistant  Engineer,  14  March,  1866.  Mustered 
out°19  February,  1868. 

Hughes,  William  H. 

Acting  Third  Assistant  Engineer,  4 December,  1862.  Honorably  discharged  19 
August,  1865. 

Hughes,  William  W. 

Mate,  16  December,  1861.  Resigned  14  August,  1862. 

Mugle,  John  Ho 

Mate,  29  October,  1863.  Honorably  discharged  24  October,  1885. 

Hugunin,  S>.  C. 

Midshipman,  3 March,  1841.  Drowned  in  November,  1846. 

Huie,  James. 

Master,  Ll  March,  1803.  Discharged  21  April,  1803. 
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Hulbiird,  John. 

Master,  11  February,  1809.  Last  appearance  on  Records  of  Navy  Department,  3 
January,  1816. 

Hiilbiii  t,  James  E. 

Mate,  12  June,  1863.  Acting  Ensign,  19  July,  1864.  Honorably  discharged  20 
July,  1865. 

Male,  P.  M. 

Midshipman,  1 January,  1825.  Died  4 June,  1826. 

Hilling,  Edward  J. 

Acting  Assistant  Paymaster,  12  May,  1864.  Honorably  discharged  11  November, 
1865. 

Mull,  Charles  F. 

Mate,  2 February,  1864.  Acting  Ensign,  23  August,  1864.  Honorably  discharged 
17  July,  1865. 

Mull,  David. 

Mate,  14  July,  1863.  Died  in  prison,  Texas. 

Mull,  Frederick  B. 

Midshipman,  30  September,  1865.  Graduated  5 June,  1869.  Resigned  1 February, 
1872. 

Hull,  Isaac. 

Lieutenant,  9 March,  1798.  Commander,  18  May,  1804.  Captain,  23  April,  1806. 
Died  13  February,  1843. 

Mull,  James  Cooper. 

Midshipman,  24  July,  1863.  Graduated  June,  1868.  Lost  in  the  “ Oneida ,”  24 
January,  1870. 

Mull,  Jameson  Cox. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27 
July,  1855.  Resigned  22  September,  1856.  Re-instated  as  Second  Assistant 
Engineer,  30  April,  1861.  First  Assistant  Engineer,  23  June,  1863.  Resigned 
15  January,  1866. 

Mull,  Joseph  B. 

Midshipman,  9 November,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 
SejAember,  1841.  Captain  14  September,  1855.  Retired  list,  21  December, 
1861.  Commodore  on  Retired  list,  16  July,  1862. 

Hull,  Walson  H. 

Assistant  Surgeon,  16  September,  1861.  Resigned  13  July,  1864. 

Mull,  William. 

Acting  Ensign,  13  December,  1862.  Acting  Master,  19  October,  1864.  Honorably 
discharged  13  September,  1865. 

Mtilse,  Isaac. 

Surgeon’s  Mate,  26  May,  1824.  Surgeon,  6 May,  1825.  Died  9 August,  1856. 

Ilulse,  Nathaniel  S. 

Mate,  16  February,  1863.  Resigned  8 July,  1863. 

Mulse,  Theodore  D. 

Acting  Third  Assistant  Engineer,  21  December,  1861.  Acting  Second  Assistant 
Engineer,  20  October,  1863.  Appointment  revoked  (Sick,)  22  April,  1804. 

Mu  me,  James  H. 

Acting  Third  Assistant  Engineer,  9 October,  1863.  Honorably  discharged  6 
November,  1865. 

Humphrey,  Alvin  H. 

''"Acting  Assistant  Paymaster,  9 January,  1865.  Mustered  out  10  October,  1865. 

Humphrey,  F.  M. 

Midshipman,  2 March,  1839.  Resigned  14  May,  1846. 

MuMsplirey,  Joseph  F. 

Acting  Third  Assistant  Engineer,  8 May,  1863.  Honorably  discharged  18  No- 
vember,  1865. 
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Humphreys,  A.  Y. 

Chaplain,  date  not  known.  Purser,  22  July,  1815.  Died  6 February,  1826. 

Humphreys,  Charles  F. 

Carpenter,  17  September,  1869 

Humphreys,  Horace. 

Midshipman,  1 September,  1811.  Appointment  revoked  24  September,  1812. 

Humphreys?  Joins. 

Acting  Volunteer  Lieutenant,  12  August,  1861.  Resigned  18  November,  1861. 

Humphreys,  Joshua. 

Naval  Constructor,  date  not  known.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 26  October,  1801 

Humphreys,  Joshua. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  8 July,  1835.  Lieutenant, 
25  February,  1841.  Died  27  June,  1853. 

Humphreys,  Julius. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Wilmington,  North  Carolina.  . 

Humphreys,  P.  W. 

Midshipman,  2 February,  1829.  Resigned  7 June,  1836. 

Humphreys,  Samuel. 

Naval  Constructor,  17  April,  1813.  Chief  Naval  Constructor,  25  November,  1826. 
Died  16  August,  1846. 

Humphreys*  Samuel. 

Carpenter,  16  December,  1815.  Resigned  9 May,  1823. 

Humphreys,  Sterne. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Resigned  1 October, 
1834. 

Humstone,  Edwin. 

Acting  Third  Assistant  Engineer,  2 June,  1864.  Honorably  discharged  16  August, 
1865.  Acting  Third  Assistant  Engineer,  12  July,  1866.  Mustered  out  23  July, 
1867. 

Hunker,  Jacob  J. 

Midshipman,  30  July,  1866.  Graduated  7 June,  1870.  Ensign,  30  July,  1872. 
Master,  14  January,  1875. 

Hunker,  John  Jacob. 

Midshipman,  18  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Humiewell,  ]L.  J. 

Midshipman,  6 June,  1803.  Resigned  29  July,  1805. 

Munsicker,  Joseph  E. 

Midshipman,  25  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  12  March,  1875. 

HunstaMe,  Henry* 

Mate,  1 January,  1864.  Appointment  revoked  6 October,  1864. 

Hunt,  Abram  H. 

Acting  Assistant  Surgeon,  28  February,  1865.  Honorably  discharged  18  August 
1865. 

Muni,  Andrew  If. 

Cadet  Engineer,  15  September,  1875.  Graduated  10  June,  1879. 

Hunt,  Charles  Sedgwick. 

Third  Assistant  Engineer,  22  July,  1862.  Resigned  9 June,  1863. 

Hunt,  Clement  §. 

Purser,  25  April,  1812.  Died  4 April,  1837. 

Himt,  Cyrus  M. 

■v^cting  Third  Assistant  Engineer,  29  August,  1863.  Honorably  discharged  10 
November,  1865. 
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Muni,  Daniel. 

Midshipman,  2 February,  1829.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 18  November,  1831.  Dead. 

Hunt,  George  P. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  30  January,  1865.  Chief  Engineer,  4 July,  1880. 

Hunt,  Henry. 

Assistant  Surgeon,  2 April,  1811.  Resigned  31  August,  1813. 

Hunt,  Henry. 

First  Assistant  Engineer,  17  January,  1842.  Chief  Engineer,  14  May,  1847.  Died 
10  April,  1861. 

Hunt,  Henry. 

Gunner,  5 July,  1819.  Last  appearance  on  Records  of  Navy  Department,  14  Sep- 
tember, 1819. 

Hunt,  Henry  J. 

Midshipman,  23  June,  1870.  Graduated  21  June,  1875.  Ensign,  30  September, 
1876. 

Hunt,  James  P. 

Midshipman,  20  June,  1798.  Resigned  10  December,  1800. 

Hunt,  John  H. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December 
1862.  First  Assistant  Engineer,  30  January,  1865.  Died  21  November,  1868. 

Hunt,  John  M. 

Midshipman,  30  November,  1814.  Resigned  29  January,  1819. 

Hunt,  John  W.,  Jr. 

Midshipman,  1 May,  1822.  -Resigned  25  January,  1828. 

Hunt,  Joseph. 

Acting  Third  Assistant  Engineer,  12  December,  1864.  Resigned  27  June,  1865. 

Hunt,  ILewis. 

Midshipman,  2 March,  1803.  Resigned  20  September,  1808. 

Hunt,  Montgomery. 

Midshipman,  17  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant. 
9 December,  1842.  Lost  in  “Albany”  28  September,  1854. 

Hunt,  Nathaniel. 

Gunner,  15  January,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Hunt,  Hidgely. 

Midshipman,  21  September,  1870.  Graduated  21  June,  1875.  Ensign,  25  Novem- 
ber, 1877. 

7 & 

Hunt,  Symisies  If. 

Acting  Midshipman,  23  November,  1859.  Ensign,  16  December,  1862.  Lieuten- 
ant,22  February,  1864.  Resigned  11  December,  1865. 

Hunt,  Theodore. 

Midshipman,  2 September,  1798.  Lieutenant,  4 April,  1802.  Resigned  11  May. 
1811. 

Hunt,  Thomas. 

Midshipman,  14  April,  1800.  Resigned  26  August,  1807. 

Hunt,  Thomas  I>. 

Mate.  Appointment  revoked  8 October,  1866. 

Hunt,  Timothy  A. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  17 
December,  1836.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  2 January,  1863.  Retired  list,  23  July,  1877. 

Hunt,  William  E. 

Midshipman,  28  October,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Reserved  list,  13  September,  1855.  Commissioned  a Com- 
mander on  Active  list,  from  22  August,  1855.  Lost  in  Sloop  of  War  “Levant,” 
18  Setepmber,  1860. 
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Hunt,  William  F. 

Mate,  16  November,  1861.  Acting  Master,  3 July,  1862.  Honorably  discharged  9 
February,  1866. 

Hunt,  William  Iff. 

Mate,  25  October,  1862.  Resigned  19  February,  1864. 

Hunt,  William  X. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9 May, 
1857.  First  Assistant  Engineer,  2 August,  1§859.  Chief  Engineer,  19  February, 
1863.  Retired  list,  8 February,  1871. 

Hunt,  Wilson. 

Midshipman,  20  February,  1840.  Resigned  5 September,  1840. 

Hunter,  A.  E. 

Acting  Master,  26  August,  1861.  Honorably  discharged  26  February,  1866. 

Hunter,  Andrew. 

Chaplain,  5 March,  1811.  Died  24  February,  1823. 

Hunter,  Haiti  win  M. 

Midshipman,  17  December,  1831.  Resigned  20  August,  1835. 

Hunter,  H.  F.  11. 

Midshipman,  20  August,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  7 
July,  1847.  Lieutenant,  28  November,  1847.  Resigned  17  January,  1850. 

Hunter,  Hushrod  W. 

Midshipman,  1 November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieuten- 
ant, 28  February,  1838.  Reserved  list,  13  September,  1855.  Resigned  23  April, 
1861. 

Hunter,  Charles. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Reserved  list.  Commander,  9 June,  1862.  Retired  list,  21 
June,  1866.  Captain,  Retired  list.  Died  22  November,  1873. 

Hunter,  Charles. 

Acting  Ensign,  a.  October,  1862.  Resigned  6 May,  1868. 

Hunter,  Charles  C. 

Midshipman,  2 July,  1842.  Passed  Midshipman,  5 August,  1848.  Dismissed  9 
September,  j.848.  Restored  as  Passed  Midshipman.  Died  in  May,  1853. 

Hunter,  Charles  €3. 

Midshipman,  .6  November,  1824.  Passed  Midshipman,  20  February,  1830. 
Lieutenant,  24  June,  1834.  Dismissed  29  January,  1855. 

Hunter,  Havid. 

Midshipman,  18  June,  1812.  Resigned  20  July,  1818. 

Hunter,  CJeorge  W.  % 

Midshipman,  1 February,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  “ Guerriere .” 

Hunter,  Godfrey  M. 

Acting  Midshipman,  2o  September,  1861.  Graduated  24  September,  1865.  En- 
sign, 1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Died  26  September,  1873. 

Hunter,  Henry  C. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Re- 
signed 27  April,  1854. 

Hunter,  Henry  Christie. 

Midshipman,  3 September,  1863.  Graduated  6 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Hunter,  Henry  I>. 

Midshipman,  30  November,  1814.  Resigned  12  January,  1825. 

Hunter,  Henry  St. 

Midshipman,  19  November,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
24  September,  1'854. 
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Hunter,  James. 

Mate,  5 March,  1862.  Acting  Ensign,  1 December,  1863.  Honorably  discharged 
8 November,  1865. 

Hunter,  Jolm. 

Boatswain,  8 February,  1842.  Resigned  9 March,  1844. 

Mniiter,  Jobss. 

Boatswain,  11  June,  1847.  Appointment  revoked  14  May,  1850. 

Hunter,  Jolm. 

Acting  Boatswain.  Appointment  revoked  31  January,  1865. 

Hunter,  Joint  C. 

Purser,  29  May,  1851.  Resigned  14  August,  1856. 

Milliter,  Jolm  W. 

Midshipman,  10  May,  1820.  Resigned  18  November,  1825. 

Hunter,  Eewis  B. 

Assistant  Surgeon,  3 January,  1828.  Passed  Assistant  Surgeon,  3 March,  1835. 
Surgeon,  9 February,  1837.  Retired  list,  9 October,  1866.  Medical  Director, 
Retired  list,  3 March,  1871. 

Hunter,  M.  If. 

Midshipman,  18  June,  1812.  Resigned  1 October,  1822. 

Hunter,  Kichard  S. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Died  28  March, 
1825. 

Hunter,  Robert. 

Mate,  9 January,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  discharged 
2 July,  1868. 

Hunter,  Bobert. 

Sailmaker,  12  July,  1845.  Died  12  January,  1866. 

Hunter,  Kobert. 

Mate,  13  February,  1865.  Died  5 September,  1865. 

Hunter,  Samuel  V. 

Purser,  4 June,  1858.  Cashiered  11  January,  1859. 

Hunter,  Thomas  T. 

Midshipman,  1 July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  23  December,  1856.  Dismissed  23  April,  1861. 
Hunter,  William. 

Mate,  8 February,  1862.  Acting  Ensign,  8 April,  1863.  Discharged  1 September, 
1865. 

Hunter,  William.  # 

Gunner,  29  March,  1836.  Deserted  in  May,  1836. 

Hunter,  William  M. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  21 
March,  1826.  Captain,  9 February,  1837.  Died  5 March,  1849. 

Hunter,;  William  If. 

Mate,  3 July,  1862.  Honorably  discharged  31  January,  1866. 

Hunter,  William  W. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant,  27 
May,  1880.  Commander,  6 January,  1853.  Resigned  29  April,  1861. 

Huntington,  Cliarles  E. 

Acting  Midshipman,  29  September,  1858.  Acting  Master,  13  May,  1862.  Lieu- 
tenant, 1 August,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander, 
14  April,  1875. 

Huntington,  Erast  us. 

Midshipman,  1 February,  1827.  Appointment  revoked  3 February,  1832. 

Huntington,  CSeorge  W. 

Acting  Assistant  Paymaster,  30  October,  1863.  Honorably  discharged  22  Novem- 
ber, 1865. 
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Huntington,  Joshua. 

Assistant  Surgeon,  20  June,  1838.  Resigned  19  April,  1847. 

Huntington,  Robert  Palmer. 

Acting  Midshipman,  24  September,  1858.  Acting  Ensign,  9 October,  1862.  Re- 
signed 20  January,  1865. 

Huntington,  Septimus, 

Midshipman,  15  November,  1799.  Resigned  27  September,  1800 

Huntington,  Thomas  H. 

Acting  Ensign,  30  July,  1864.  Honorably  discharged  10  July,  1865. 

Huntley,  Jobn  C. 

Third  Assistant  Engineer,  12  August,  1861.  Died  20  October,  1863. 

Huntley,  William***  - 

Acting  First  Assistant  Engineer,  14  February,  1863.  Honorably  discharged  28 
October,  1865. 

Huntress,  Josiah. 

Mate;,  29  April,  1862.  Dismissed  18  October,  1862. 

Huntress,  Josiah. 

Mate,  22  April,  1863.  Dismissed  24  June,  1863. 

Hun tress,  Robert. 

Gunner,  1 September,  1803.  Resigned  31  July,  1809. 

Huntt,  .1.  G.  T. 

Assistant  Surgeon,  19  April,  1804.  Surgeon,  27  November,  1804.  Resigned  10 
December,  1823. 

Hurd,  Charles  IL 

Acting  Ensign,  16  July,  1863.  Died  at  New  Orleans,  La.,  23  January,  1865. 

Hurd,  Edward  R. 

Acting  Ensign,  4 June,  1864.  Honorably  discharged  28  October,  1865. 

Hurd,  Eugene  A. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Dismissed  6 October,  1862. 

Hurd,  Freeman  A. 

Acting  Third  Assistant  Engineer,  16  October,  1863.  Discharged  1865. 

Hurd,  James  H. 

Mate,  1 October,  1862.  Resigned  24  February,  1864. 

Hurd,  James  M. 

Mate,  3 September,  1863.  Resigned  24  February,  1864. 

Hurd,  Joseph  H. 

Mate,  31  March,  1863.  Resigned  30  May,  1864. 

Hnrdy  J $. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  13  April,  1864. 

Hurd,  Rucius  J>. 

Assistant  Paymaster,  21  March,  1870.  Resigned  20  September,  1873. 

Hurd,  Pierson. 

Midshipman,  1 December,  1828.  Resigned  29  May,  1829. 

Hurd,  William  R. 

Acting  Ensign,  28  January,  1863.  Drowned  31  July,  1863. 

Hurlbert,  James  S. 

Mate,  22  June,  1863  Promoted  Acting  Ensign,  5 October,  1863.  Resigned  30 
May,  1865. 

Hu r Unit,  S.  Dennison. 

Acting  Assistant  Paymaster,  6 April,  1865.  Mustered  out  9 October,  1865. 
Assistant  Paymaster,  2 March,  1867.  Passed  Assistant  Paymaster,  12  February, 
1870. 

Hurley,  Henry. 

Acting  Master,  17  December,  1861.  Died  17  September,  1862. 
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Hurley,  Robert  E. 

Acting  Third  Assistant  Engineer,  11  May,  1864.  Acting  Second  Assistant  Engb 
neer,  15  March,  1865.  Honorably  discharged  18  August,  1865. 

Huron,  Thomas  G. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  20  September,  1865. 

Hurst,  George. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  9 
February,  1837.  Reserved  list,  13  September,  1855.  Died  9 July,  1860. 

Hurst,  William  I>. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Died  7 August,  1855. 

Husbands,  J.  I>.,  Jr. 

Acting  Assistant  Paymaster,  21  July,  1862.  Resigned  14  September,  1863. 

Huso,  H.  McL.  P. 

Cadet  Midshipman,  30  September,  1874.  Graduated  4 June,  1880. 

Huse,  Samuel. 

Acting  Master,  3 September,  1861.  Acting  Volunteer  Lieutenant,  ? May,  1863. 
Acting  Volunteer  Lieutenant-Commander,  31  May,  1865.  Honorably  discharged 
31  March,  1866. 

Hussey,  A.  S. 

Acting  Master,  1 April,  1862.  Honorably  discharged  21  October,  1866. 

Hussey,  Edward  B. 

Acting  Master,  18  January,  1862.  Honorably  discharged  1-5  February,  1868. 

Hustace,  Richard. 

Acting  Master,  24  March,  1862.  Honorably  discharged  4 February,  1866. 

Hustead,  J.  W. 

Assistant  Surgeon,  24  July,  1813.  Died  23  May,  1814. 

Huston,  Joseph  T. 

Professor,  7 September,  1836.  Dropped  4 September,  1848. 

Huston,  Matthew. 

Acting  Ensign,  10  March,  1863.  Honorably  discharged  28  October,  1865. 

Huston,  Robert  M. 

Second  Assistant  Engineer,  4 October,  1873.  Resigned  15  May,  1874. 

Hutchins,  Alexander. 

Assistant  Surgeon,  30  July,  1861.  Resigned  24  June,  1863. 

Hutchins,  Charles  Thomas. 

Midshipman,  2 January,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Hutchins,  Edward  R. 

Acting  Assistant  Surgeon,  19  December,  1862.  Honorably  discharged  1 December,. 
1865. 

Hutchins,  Hamilton. 

Midshipman,  31  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Hutchins,  John  F. 

Mate,  6 November,  1865.  Honorably  discharged  16  May,  1867. 

Hutchins^  W.  H. 

Lieutenant,  3 July,  1798.  Resigned  9 May,  1801. 

Hutchinson,  Calvin  J. 

Acting  Assistant  Paymaster,  24  October,  1862.  Mustered  out  15  April,  1866. 

Hutchinson,  Edward  S. 

Third  Assistant  Engineer,  3 October,  1861.  Appointment  revoked  26  January, 
1862. 

Hutchinson,  Frederick  A. 

Acting  Second  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  4 No- 
vember, 1865. 
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Hutchinson,  Henry  M. 

Acting  Third  Assistant  Engineer,  4 March,  1864.  Honorably  discharged  1 Sep- 
tember, 1865. 

Hutchinson,  James. 

Gunner,  19  September,  1850. 

Hutchinson,  James  W. 

Third  Assistant  Engineer,  5 November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Resigned  6 April,  1865. 

Hu  tch  in  son , J.  I®.  O. 

Mate,  29  March,  1865.  Discharged  9 July,  1867. 

Hutchinson,  Thomas  €. 

Acting  Assistant  Paymaster,  29  May,  1863.  Honorably  discharged  29  December, 
1865. 

Hutchinson,  William  F. 

Acting  Assistant  Surgeon,  28  April,  1863.  Acting  Passed  Assistant  Surgeon,  4 
August,  1865.  Honorably  discharged  3 July,  1868/ 

Hutchinson,  W.  T. 

Midshipman,  24  September,  1847.  Died  7 February,  1848. 

Hutter,  Edward  S. 

Midshipman,  24  February,  1832.  Passed  Midshipman,  23  June,  1838.  Resigned 
22  September,  1841. 

Hu  tier,  George  E. 

Midshipman,  21  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Hutton,  David. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Resigned  30  December,  1862. 

Hutton,  John  H. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3 September,  1864.  Honorably  discharged  14  November,  1865.  Acting 
Second  Assistant  Engineer,  2 April,  1866.  Mustered  out  5 November,  1869. 

Hutton,  John  S. 

Master,  24  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Lake  Ontario. 

Huxley,  John  11- 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  28  Decem- 
ber, 1862.  Resigned  16IJune,  1865. 

Hyde,  Frederick  Griswold. 

Midshipman,  23  September,  1863.  Graduated  5 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Hyde,  George  W. 

Acting  Master,  28  October,  1861.  Honorably  discharged  2 January,  1867. 

Hyde,  Henry  M. 

Acting  Assistant  Paymaster,  24  May,  1862.  Died,  Brooklyn,  N.  Y.,  15  February, 
1864. 

Hyde,  James  M. 

Acting  Assistant  Surgeon,  14  July,  1863.  Assistant  Surgeon,  26  October,  1863. 
Passed  Assistant  Surgeon,  31  December,  1867.  Resigned  27  February,  1869. 

Hyde,  James  S, 

Mate,  18  December,  1861.  Dismissed  i0  September,  1862. 

Hyde,  Marcus  I>. 

Midshipman,  25  November,  1865.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  7 July,  1874.  Resigned  25  November,  1877. 

Hyde,  William. 

Carpenter,  27'  January,  1854.  Died  4 March,  1865. 

Hyde,  William  1>. 

Acting  Third  Assistant  Engineer,  26  February,  1864.  Honorably  discharged  11 
January,  1866. 
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Hyland,  Martin. 

Acting  Third  Assistant  Engineer,  31  December,  1864.  Honorably  discharged  4 
October,  1865. 

Hyman,  John  M. 

Acting  Third  Assistant  Engineer,  1 July,  1863.  Acting  Second  Assistant  Engi- 
neer, 12  August,  1863.  Honorably  discharged  4 November,  1865. 

Hynard,  William  A. 

Mate,  30  August,  1864.  Resigned  30  May,  1865. 

Hynson,  John  R. 

Midshipman,  5 March,  1829.  Passed  Midshipman,  2 July,  1845.  Drowned  8 
December,  1846. 

Hy slop,  John. 

Acting  Third  Assistant  Engineer,  21  October,  1862.  Honorably  discharged  2 
December,  1866. 

Iasclake,  Frederick  R. 

Mate,  21  January,  1864.  Acting  Ensign,  1 December,  1864.  Honorably  discharged 
19  August,  1866. 

Ide,  Reorge  Elmore. 

Acting  Midshipman,  27  September,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866^  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Iglehari,  Osborn  S. 

Assistant  Surgeon,  29  August,  1860.  Dismissed  28  January,  1862. 

Ig©,  James. 

Acting  Ensign,  17  July,  1863.  Acting  Master,  25  May,  1865.  Honorably  dis- 
charged 20  December,  1865. 

Ilsley,  Edward  5>. 

Acting  Assistant  Paymaster,  18  August,  1862.  Resigned  27  July,  1864. 

Ilsley,  Frederick. 

Midshipman,  2 February,  1829.  Dropped. 

Ilsley,  Frederick. 

Acting  Ensign,  Coast  Survey  duty,  21  June,  1'867.  Mustered  out  30  November, 
1868. 

Imlay,  Frederick  C. 

Acting  Assistant  Paymaster,  6 December,  1862.  Mustered  out  19  December,  1867. 

Imlay,  John  H. 

Surgeon’s  Mate,  16  November,  1824.  Resigned  5 September,  1831. 

Impey,  Robert  E. 

Acting  Midshipman,  21  September,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Ince,  Horace  E. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  30  No- 
vember, 1865. 

Inch,  Philip. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer,  2 
August,  1859.  First  Assistant  Engineer,  1 July,  1861.  Chief  Engineer,  10  No- 
vember, 1863. 

Inch,  Richard. 

Third  Assistant  Engineer,  8 September,  1863.  Second  Assistant  Engineer,  15 
October,  1865.  Passed  Assistant  Engineer,  28  September,  1874. 

Inderwicke,  James. 

Surgeon,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  “ Epervier .” 

Ingalls,  Emery  G. 

Acting  Third  Assistant  Engineer,  15  August,  1864.  Honorably  discharged  17 
July,  1865. 
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Ingalls,  George  W. 

Mate.  Resigned  11  March,  1862. 

Sngersnll,  Mantel  S. 

Mate,  20  April,  1863.  Resigned  11  April,  1865. 

Ingersoll*  Marry. 

Midshipman,  28  February.  1824.  Passed  Midshipman,  20  February,  1830.  Lieu- 
tenant, 8 April,  1834.  Resigned  18  April,  1850. 

Ingersoll,  Jonathan. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  May,  1829.  Lieutenant,  3 
March,  1831.  Resigned  25  August,  1838. 

Ingersoll,  Royal  R. 

Midshipman,  23  uly,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  13  April,  1872. 

Sogersoll,  William  1* 

Purser,  1 May,  1856.  Died  25  August,  1865. 

Ingham,  William. 

Mate,  3 March,  1862.  Dismissed  23  April,  1862. 

Inglchari , Philip. 

Acting  Ensign,  9 April,  1863.  Dismissed  29  July,  1863. 

Inglis,  Andrew. 

Acting  Third  Assistant  Engineer,  23  February,  1864.  Honorably  discharged  21 
November,  1865. 

Inglis,  Mohert  A. 

Acting  Third  Assistant  Engineer,  23  November,  1864.  Resigned  15  February, 
1866. 

Ingraham,  I>»  G. 

Midshipman,  16  January,  1809.  Resigned  5 May,  1813. 

Ingraham,  Duncan  N. 

Midshipman,  18  June,  1812.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Captain,  14  September,  1855.  Resigned  4 February,  1861. 
Ingraham,  Edward. 

Boatswain,  1 November,  1826.  Dismissed  12  June,  1830. 

Ingraham,  James  A. 

Mate,  11  May,  1864..  Died  on  “ Vanderbilt, ” 21  June,  1866. 

Ingraham,  James  3>. 

Acting  Master,  29  October,  1861.  Resigned  8 July,  1862. 

Ingraham,  John  I>. 

Acting  Master,  23  September,  1861.  Resigned  17  December,  1862. 

Ingraham,  Joseph 

Lieutenant,  14  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Ingraham,  William. 

Midshipman,  20  July,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Inman,  William. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Commander,  24 
May,  1838.  Captain,  2 June,  1850.  Reserved  list,  13  September,  1855.  Com- 
missioned Captain  on  Active  list  from  2 June,  1850.  Retired  list,  1 December, 
1861.  Commodore,  Retired  list,  4 April,  1867.  Died  23  October,  1874. 
limes,  Robert. 

Midshipman,  28  August,  1800.  Drowned  in  1802. 

Junes,  William  J 

Mate,  9 March,  1870.  Resigned  18  August,  1870. 

Inn  is,  Peter 

Acting  Third  Assistant  Engineer,  21  October,  1863.  Dismissed  5 December,  1864. 
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Iiiskoep,  F.  If. 

Midshipman,  1 April,  1828.  Resigned  20  March,  1835. 

lasslee,  Pliineas  J. 

Acting  Third  Assistant  Engineer,  18  December,  1861.  Resigned  14  August,  1862 

Ipsen,  Mans  J. 

Acting  Ensign,  29  July,  1863.  Acting  Master,  27  March,  1865.  Honorably  dis- 
charged 1 August,  1865. 

O O 7 

Ireland,  George  Cookman. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Engineer,  1 
March,  1864.  Resigned  10  November,  1865. 

Ireland,  John. 

Chaplain  26  August,  1816.  Last  appearance  on  Records  of  Navy  Department, 
1823.  New  York  Navy  Yard. 

Irish,  Charles  II. 

Acting  Third  Assistant  Engineer,  17  September,  1862.  Dismissed  22  July,  1863, 

Irvin,  Roland  C. 

Acting  Midshipman,  29  September,  1860.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  May,  1866.  Resigned  25  September,  1866. 

Irvin,  Richard. 

Acting  First  Assistant  Engineer,  10  December,  1863  Resigned  13  April,  1864. 

Irvine,  Arthur. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Appointment  revoked  (Sick,) 
27  June,  1864. 

Irvine,  John  C. 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  3 June,  1873. 

Irvine,  Kenneth. 

Midshipman,  16  January,  1809.  Dismissed  29  April,  1809. 

Irvine,  Thomas. 

Midshipman,  20  September,  1841.  Dropped. 

Irving,  Edgar. 

Midshipman,  1 November,  1826.  Resigned  31  August,  1832. 

Irving,  Oscar. 

Midshipman,  1 January,  1817.  Resigned  11  October,  1824. 

Irving,  Philip  H. 

Mate,  20  October,  1863.  Discharged  21  June,  1864.  Mate,  30  July,  1867.  Mus- 
tered out  9 April,  1868. 

Irving,  Thomas. 

Mate,  gallan  conduct  at  Fort  Moultrie,  17  November,  1863.  Discharged  6 Jan- 
uary, 1865. 

Irving,  Washington. 

Paymaster,  1 June,  1861.  Wholly  retired  11  February,  1870. 

Irving,  W F. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Died  4 No* 
vember,  1832. 

Irwin,  Andrew  X. 

Midshipman,  1 March,  1825.  Resigned  3 November,  1827. 

Irwin,  Mavid. 

Midshipman,  4 March,  1834.  Died  8 October,  1834. 

Irwin,  Jeremiah. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  25  June,  1863.  Honorably  dis- 
charged 27  October,  1865. 

Irwin,  John. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  15  May,  1875. 
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Irwin,  John  J. 

Mate,  23  July,  1863.  Acting  Ensign,  3 November,  1864.  Honorably  discharged 
13  December,  1865. 

Irwin,  John  W. 

Acting  Gunner,  28  August,  1863.  Appointment  revoked  14  Juno,  1865. 

Irwin,  IViliiam. 

Midshipman,  20  June,  1806.  Resigned  24  February,  1810. 

Irwin,  William  M. 

Midshipman,  29  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  1 May,  1875. 

Isaacs,  Edward. 

Midshipman,  1 January,  1812.  Dismissed  23  September,  1813. 

Isaacs,  George  W. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Last  appearance  on 
Records  of  Navy  Department,  6 March,  1S22.  Dead. 

Isaacs,  John  L. 

Acting  Assistant  Paymaster,  23  December,  1861.  Resigned  9 May,  1863. 

Isbester,  Richard  Thornton* 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June,  1879. 

Isherwood,  Benjamin  F. 

First  Assistant  Engineer,  23  May,  1844.  Appointment  revoked  22  January,  1846. 
Second  Assistant  Engineer,  22  January,  1846.  First  Assistant  Engineer,  10 
July,  1847.  Chief  Engineer,  31  October,  1848.  Engineer-in-Chief,  26  March, 
1861.  Successor  appointed  16  March,  1869. 

Israel,  Israel. 

Midshipman,  9 November,  1813.  Resigned  26  February,  1818. 

Israel,  Joseph. 

Midshipman,  15  January,  1801.  Died  with  honor  in  the  service  4 September,  1804. 

I vers,  Henry  Ring/ 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  10  June,  1879. 

Iverson,  Andrew  J. 

Mate,  19  March,  1863.  Acting  Ensign,  6 October,  1864.  Honorably  discharged  8 
December,  1866.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieu- 
tenant, 21  March,  1870. 

Ives,  Halford  W. 

Midshipman,  7 April,  1847.  Died  25  March,  1850. 

Ives,  Thomas  Boynton. 

Acting  Master,  3 September,  1862.  Acting  Volunteer  Lieutenant,  efficient  and 
gallant  conduct,  26  May,  1863.  Acting  Volunteer  Lieutenant-Commander,  7 
November,  1864.  Died  at  Havre,  France,  17  November,  1865.  ' 

Ives,  Wilbur. 

Acting  Assistant  Paymaster,  16  October,  1863.  Honorably  discharged  3 January, 
1866. 

Izard,  Allen  €. 

Midshipman,  2 October,  1850.  Passed  Midshipman,  20  June,  1856.  Resigned  29 
May,  1857. 

Izard,  George,  Jr. 

Midshipman,  1 January,  1818.  • Lieutenant,  3 March,  1827.  Resigned  4 May, 
1833. 

Izard,  Ralph,  Jr. 

Midshipman,  2 October,  1799.  Lieutenant,  27  January,  1807.  Resigned  28  April, 
1810. 

Izard,  R.  B. 

Midshipman,  7 November,  1834.  Passed  Midshipman,  16  July,  1840.  Lieuten- 
ant, 31  October,  1846.  Resigned  4 August,  1847. 
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Jack,  diaries  E. 

Acting  Master,  16  December,  1861.  Honorably  discharged  1 January,  1866 

Jackaway,  Joseph  A. 

Mate,  21  October,  1861.  Acting  Master,  15  May,  1862.  Honorably  discharged 
20  September,  1865.  ^ 

Jackson,  A.  M.  I>. 

Purser,  23  May,  1832.  Died  31  October,  1840. 

Jackson,  Albert. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  15  April, 
1864.  Resigned  23  September,  1865. 

Jackson,  Albert  H. 

Mate,  8 August,  1864.  Dismissed  21  April,  1865. 

Jackson,  Alonzo  €. 

Midshipman,  23  February,  1841.  Passed  Midshipman,  10  August,  1847.  Died  31 
March,  1853. 

Jackson,  Andrew. 

Mate,  4 October,  1861.  Acting  Ensign,  24  June,  1862.  Honorably  discharged  6 
December,  1867. 

Jackson,  Calvin  C. 

Purser,  17  July,  1857.  Pay  Inspector,  3 March,  1871.  Pay  Director,  24  October, 
1871.  Retired  list,  27  August,  1876.' 

Jackson,  Charles  H. 

Midshipman,  8 March,  1818.  Lieutenant,  3 March,  1827.  Commander,  14  Sep- 
tember, 1848.  Reserved  list,  13  September,  1855.  Commodore,  Retired  list,  4 
April,  1867.  Died  3 August,  1878. 

Jackson,  David  W. 

Mate,  23  October,  1861.  Acting  Ensign,  1 October  1862.  Resigned  27  April, 
1833. 

Jackson,  E.  f§. 

Acting  Assistant  Surgeon,  18  December,  1861.  Resigned  9 February,  1863. 

Jackson,  Edwin  F. 

Acting  Third  Assistant  Engineer,  6 May,  1863.  Dismissed  14  July,  1863. 

Jackson,  George* 

Gunner,  2 February,  1810.  Last  appearance  on  Records  of  Navy  Department, 
1825. 

Jackson,  George* 

Gunner,  14  December,  1825.  Died  in  November,  1831. 

Jackson,  Henry. 

Acting  Ensign,  15  May,  1863.  Killed  at  Calcasieu,  La.,  6 May,  1864. 

Jackson,  James  M. 

Acting  Ensign,  28  January,  1865.  Honorably  discharged  2 April,  1867. 

Jackson,  Joint. 

Midshipman,  12  December,  1812.  Dismissed  5 January,  1814. 

Jackson,  John  H. 

Mate,  16  May,  1864.  Honorably  discharged  18  September,  1865. 

Jackson,  Joseph  If. 

Mate,  8 March,  1862.  Acting  Ensign,  24  September,  1862^  Resigned  (Sick,) 
30  September,  1864 

Jackson,  Lothrop. 

Mate,  3 March,  1865.  Deserted,  1867. 

Jackson,  Marcellus. 

Mate,  9 October,  1 862.  Acting  Ensign,  27  November,  1 863.  Honorably  discharged 
8 November,  1865. 

Jackson,  Morton. 

Midshipman,  1 January,  1808.  Died  1 July,  1809. 
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Jacksoss,  Samuel. 

Surgeon’s  Mate,  10  July,  1812.  Surgeon,  27  March,  1818.  Died  16  March,  1859. 

Jackson,  Samuel. 

Assistant  Surgeon,  20  June,  1838.  Passed  Assistant  Surgeon,  22  November,  1843. 
Surgeon,  2 September,  1852.  Medical  Director,  3 March,  1871.  Retired  list,  1 
April,  3 879. 

Jackson  * Tlsomas. 

Boatswain,  23  September,  1813.  Dismissed  3 January,  1814. 

.Iiacks©M,  Ttiomas  A. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  1 Octo- 
ber, 1852.  * First  Assistant  Engineer,  26  June,  1856.  Name  stricken  from  the 
rolls  6 May,  1863. 

Jackson,  W.  11. 

Acting  Second  Assistant  Engineer,  5 June,  1863.  Resigned  21  September,  1863. 

Jackson,  William  €4. 

Chaplain,  19  October,  1842.  Resigned  27  July,  1850. 

Jackson,  William  If. 

Acting  Third  Assistant  Engineer,  24  March,  1865.  Resigned  16  June,  1865. 

Jackson,  Will  tana  H.  If. 

Mate,  18  April,  1863.  Resigned  22  August,  1863. 

Jacob,  Edwin  Samuel. 

• Midshipman,  15  October,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Jacob,  Eouis. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged  39 
February,  1868. 

Jacobs,  Bela. 

Carpenter,  22  April,  1799.  Died  23  July,  1799. 

Jacobs,  Benjamin  F. 

Mate,  21  March,  i862.  Resigned  26  May,  1864. 

Jacobs,  Edward. 

Midshipman,  30  November,  1814.  Resigned  24  October,  1815. 

Jacobs,  J.  M. 

Midshipman,  18  June,  1812.  Resigned  30  April,  1814. 

Jacobs,  Matbaniel  P. 

Mate,  10  December,  1863.  Dismissed  20  May,  1865. 

Jacobs,  Wilson,  Jr. 

Midshipman,  7 October,  1798.  Resigned  10  April,  1800. 

Jacobs,  Wilson. 

Lieutenant,  27  October,  1798.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Jacobson,  Frederick  I>. 

Acting  Ensign,  25  April,  1864.  Honorably  discharged  19  July,  1865. 

Jacoby,  Henry  M. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  8 April,  1874.  Lieutenant,  11  July,  1880. 

Jacoby,  James  H. 

Mate,  18  December,  1863.  Honorably  discharged  11  November,  1865. 

Jacques,  Crerslsom  If. 

Surgeon’s  Mate,  21  May,  1800.  Discharged  4 August,  1801,  under  Peace  Establish- 
ment Act.  Re-appointed  Surgeon’s  Mate,  1'8  February,  1802.  Surgeon,  27 
November,  1804.  Struck  off  25  April,  1808. 

James,  Benjamin. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  21  January,  1864.  Honorably  discharged  19  January,  1868. 
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James,  Daniel. 

Gunner,  10  June,  1837.  Died  14  April,  1851. 

James,  Daniel. 

Carpenter,  8 February,  1848.  Died  5 June,  1852. 

James,  Franklin. 

Mate.  Resigned  26  March,  1864. 

James,  Henry. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged  1 
November,  1865. 

James,  Hiram  II. 

Acting  Assistant  Surgeon,  28  April,  1863.  Appointment  revoked  15  December, 
1863. 

James,  Milton. 

Acting  Assistant  Surgeon,  23  November,  1863.  Honorably  discharged  20  Novem- 
ber, 1865. 

James,  Nathaniel  T. 

Midshipman,  27  June,  1868.  Graduated  1 June,  1872.  Resigned  20  May,  1874. 

Jameson,  Jacob. 

Assistant  Surgeon,  3 January,  1828.  Died  10  January,  1830. 

Jameson,  William. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 
February,  1837.  Captain,  4 June,  1844.  Reserved  list,  13  September,  1855. 
Commodore,  Retired  list,  4 April,  1867.  Died  6 October,  1873. 

Jameson,  William. 

Acting  Ensign,  26  September,  1862.  Honorably  discharged  28  October,  1865. 

Jameson,  W illiam  H. 

Midshipman,  14  March,  1838.  Passed  Midshipman,  20  May,  1844.  Died  8 De- 
cember, 1845. 

Jamieson,  Joseph. 

Acting  Third  Assistant  Engineer,  15  April,  1863.  Acting  Second  Assistant  Engi- 
neer, 31  August,  1864.  Resigned  15  June,  1865. 

Jamieson,  William  C. 

Mate,  12  February,  1864.  Honorably  discharged  3 October,  1865. 

Jamison,  John  C. 

Mate,  9 February,  1870.  Appointment  revoked  14  January,  1871. 

Jamison,  James. 

Acting  Third  Assistant  Engineer,  9 October,  1861.  Appointment  revoked  (Sick,) 
17  November,  1863. 

Jamison,  Thomas  W. 

Acting  Assistant  Surgeon,  19  February,  1863.  Dismissed  1 August,  1864. 

Jan  do  o,  Charles  B. 

Surgeon’s  Mate,  12  July,  1824.  Resigned  4 May,  1826. 

Janvin,  Edward. 

Acting  Ensign,  25  September,  1862.  Honorably  discharged  28  October,  1865. 

Jaques9  Samuel  C. 

Acting  Ensign,  30  December,  1862.  Resigned  8 December,  1863. 

Jaques,  William  Henry. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 

1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Jarboe,  Charles  W. 

Midshipman,  2-0  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  11  September,  1873.  Died  17  March,  1880. 

Jarboe,  Walter  S. 

Acting  Third  Assistant  Engineer,  27  June,  1864.  Honorably  discharged  3 July, 

1869. 
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Jar  dine,  Augustus  E. 

Midshipman,  21  September,  1870.  Graduated  20  June,  1876. 

JarreU,  Frederick. 

Midshipman,  8 March,  1814.  Lieutenant,  13  January,  1825.  Died  17  July,  1825. 

Jarvis,  George  W. 

Carpenter,  13  October,  1859.  Appointment  revoked  28  December,  1859. 

Jarvis,  James. 

Mate,  9 January,  1864.  Deserted  20  August,  1864. 

Jarvis,  James  C. 

Midshipman,  23  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 
29  March,  1799. 

Jarvis,  John. 

Carpenter,  21  November,  1850.  Lost  in  the  “ Levant .”  Last  intelligence  from  the 
Ship,  18  September,  1860. 

Jarvis,  John  A. 

Midshipman,  3 December,  1830.  Died  in  1834. 

Jarvis,  Joseph  R, 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8 Sep- 
tember, 1841.  Captain,  24  May,  1855.  Reserved  list,  13  September,  1855.  Com- 
modore on  Retired  list,  16  July,  1862.  Died  12  August,  1869. 

Jarvis,  Joseph  W. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  9 
February,  1837.  Died  18  September,  1842. 

Jarvis,  Philip. 

Lieutenant,  1 November,  1798.  Left  the  service,  10  September,  1799. 

Jarvis,  William  II. 

Acting  Gunner,  10  August,  1864.  Honorably  discharged  26  October,  1865. 

Jasper,  Robert  T. 

Midshipman,  21  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  27  October,  1872. 

Jasper,  William. 

Midshipman,  1 January,  1808.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Wilmington,  N.  C. 

Jay,  Moses. 

Carpenter,  1 October,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Jayne.  William. 

Acting  Third  Assistant  Engineer,  24  November,  1863.  Honorably  discharged  20 
August,  1865. 

Jefferies,  John  T. 

Mate,  17  September,  1864.  Resigned  8 May,  1865. 

Jeffers,  John  IT. 

Mate,  26  June,  1864.  Discharged. 

Jeffers,  Samuel. 

Master,  8 May,  1812.  Resigned  31  December,  1814. 

Jeffers,  William  N. 

Midshipman,  25  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
12  June,  1854.  Lieutenant,  30  January,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3 March,  1865.  Captain,  13  July,  1870.  Commodore,  26 
February,  1878. 

Jefferson,  Thomas  H. 

Acting  Third  Assistant  Engineer,  18  November,  1863.  Resigned  27  April,  1865. 
Acting  Third  Assistant  Engineer,  31  July,  1866.  Deserted  22  August,  1866. 

Jeffrey,  Richard  W. 

Assistant  Surgeon,  17  October,  1839.  Passed  Assistant  Surgeon,  25  November, 
1844.  Dismissed  28  September,  1861. 

Jeffries,  Alfred. 

Cadet  Midshipman,  9 June,  1873.  Graduated  18  Juno,  1879. 
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Jelley,  William  E. 

Mate,  17  March,  1864.  Honorably  discharged  1 November,  1865. 

Jem  ess®  n 9 SkefT. 

Midshipman,  18  June,  1812.  Died  11  November,  1823. 

Jenkins,  A.  H. 

Midshipman,  25  November,  1834.  Passed  Midshipman,  16  Juiy,  1840.  Resigned 
12  March,  1844. 

Jenkins,  Charles. 

Act’ng  Second  Assistant  Engineer,  4 June,  1864.  Resigned  (Sick,)  14  February, 
1865. 

Jenkins,  Edmund. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 

8 September,  1841.  Died  26  September,  1850 

Jenkins,  Evans. 

Boatswain,  12  May,  1810.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Jenkins,  George  W. 

Acting  Master,  29  May,  1862.  Honorably  discharged  13  September,  1865. 

Jenkins,  Howard. 

Acting  Assistant  Paymaster,  24  September,  1863.  Mustered  out  15  November, 
1865. 

Jenkins,  John  I>. 

Master,  26  May,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York. 

Jenkins,  John  T. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
20  December,  1832.  Died  6 February,  1836. 

Jenkins,  Joseph  H, 

Acting  Assistant  Paymaster,  11  September,  1862.  Resigned  21  April,  1865. 

Jenkins,  J.  W.  M. 

Midshipman,  1 August,  1826.  Resigned  22  January,  1828. 

Jenkins,  Stephen. 

Midshipman,  20  September,  1871.  Graduated  20  June,  1876.  Ensign,  9 May, 
1878.  Resigned  1 January,  1880. 

Jenkins,  Thornton  A. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 

9 December,  1839.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  15  August,  1870.  Retired  list,  11 
December,  1873. 

Jenkins,  William  I>. 

Carpenter,  24  March,  1840.  Retired  list,  14  November,  1870. 

Jenkins,  W.  II. 

Midshipman,  18  June,  1812.  Resigned  28  January,  1815. 

Jenkins,  W.  II. 

Midshipman,  18  June,  1812.  Died  in  August,  1820. 

Jenkins,  William  J. 

Midshipman,  1 March,  1825.  Dismissed  26  October,  1831. 

Jenks,  Alonzo  A. 

Acting  Third  Assistant  Engineer,  5 November,  1862.  Acting  Second  Assistant 
Engineer,  10  December,  1863.  Resigned  5 June,  1S65. 

Jenks,  F.  M. 

Acting  Second  Assistant  Engineer,  3 July,  1863.  Resigned  18  June,  1864. 

Jenks,  Hollis  R. 

Acting  Master,  11  December,  1861.  Dismissed  30  April,  1862. 

Jenks,  John  IS. 

Mate,  21  March,  1862.  Acting  Ensign,  9 June,  1863.  Resigned  5 May,  1865. 
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Jenlcs,  Korina  it  F. 

Mate,  29  December,  1863.  Appointment  revoked  25  June,  1864. 

Jenles,  Thomas  II.,  Jr. 

Mate,  15  July,  1863.  Honorably  discharged  17  January,  1869. 

Jessies,  Thomas  If. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Appointment  revoked  (Sick,) 
10  April,  1865. 

Jenles,  TV.  €. 

Lieutenant,  2 October,  1799.  Dismissed  28  May,  1804. 

Jenney,  Ansel. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
14  May,  1809.  Dead. 

Jenney,  Jonathan. 

Acting  Ensign,  1 June,  1864.  Honorably  discharged  25  September,  1866. 

Jenney,  Simpson. 

Acting  Ensign,  18  December,  1863.  Honorably  discharged  24  October,  1865. 

Jenney,  William. 

Mate,  19  November,  1861.  Acting  Ensign,  27  November,  1863.  Honorably  dis- 
charged 11  January,  1866.  Mate,  6 December,  1869. 

Jennings,  Anthony  T. 

Mate,  13  January,  1865.  Honorably  discharged  15  November,  1868. 

Jennings,  Daniel. 

Purser,  20  June,  1799.  Died  13  November,  1800. 

Jennings,  Horner. 

Midshipman,  24  February,  1799.  Resigned  5 February,  1801. 

Jennings,  John. 

Purser,  6 August,  1799.  Resigned  20  August,  1799. 

Jennings,  Lewis. 

Acting  Ensign,  7 September,  1864.  Honorably  discharged  28  August,  1865. 

Jennings,  Nathaniel. 

Master,  30  March,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  York  Navy  Yard. 

Jennings,  Thomas  S. 

Acting  Second  Assistant  Engineer,  25  July,  1863.  Resigned  3 May,  1864.  Acting 
Second  Assistant  Engineer,  20  October,  1864.  Honorably  discharged  24  Sep- 
tember, 1865. 

Jennings,  William. 

Acting  Ensign,  22  October,  1862.  Acting  Master,  28  March,  1865.  Honorably 
discharged  30  August,  1865. 

Jennings,  William. 

Acting  Third  Assistant  Engineer,  3 October,  1864.  Resigned  (Sick,)  16  January, 
1865. 

Jennings,  William  If. 

Mate,  24  January,  1863.  Acting  Ensign,  17  November,  1863.  Honorably  dis- 
charged 22  February,  1869.  Mate,  26  November,  1869.  Resigned  30  June, 
1873. 

Jepson,  If.  -E. 

Mate,  3 August,  1866.  Resigned  24  September,  1869. 

JenaegaU'  Thomas. 

Acting  Assistant  Paymaster,  1 May,  1863.  Mustered  out  16  November,  1865. 

JerraM,  Samuel  Cl. 

Midshipman,  3 July,  1799.  Resigned  2 September,  1800. 

Jerranld,  S.  €*. 

Master,  14  March,  1809.  Died  4 May,  1812. 
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Jeffrey,  Thomas  H. 

Master,  18  January,  1809.  Resigned  26  January,  1809. 

Jervey,  Thomas  II. 

Master,  5 January,  1813.  Left  the  Service  23  August,  1813. 

Jessunm,  Samuel. 

Mate,  8 September,  1863.  Dismissed  22  February,  1864. 

Jerens,  Charles  E. 

Acting  Third  Assistant  Engineer,  8 July,  1863.  Honorably  discharged  26  August, 
1865. 

Jewell,  Henry  C. 

Third  Assistant  Engineer,  16  February,  1852.  Resigned  11  January,  1854. 

Jewell,  Theodore  F. 

Acting  Midshipman,  29  November,  1861.  Graduated,  November,  1864.  Ensign, 
1 November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  26  March,  1869. 

Jewett,  Amos  M. 

Acting  Ensign,  Coast  Survey  Duty,  9 July,  1867.  Discharged  1 November,  1867. 

Jewett,  Charles. 

Lieutenant,  30  October,  1799.  Discharged  8 June,  1801,  under  Peace  Establish- 
ment Act. 

Jewett,  David. 

Commander,  6 April,  1799.  Discharged  3 June,  1801,  under  Peace  Establishment 
Act. 

Jewett,  George. 

Midshipman,  31  October,  1799.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 

Jewett,  Henry  CL 

Acting  Third  Assistant  Engineer,  28  January,  1864.  Appointment  revoked  (Sick,) 
9 November,  1865. 

Jimmeson,  Jacob. 

Assistant  Surgeon,  3 January,  1828.  Died  10  July,  1830. 

Jobs  on,  Francis  G. 

Mate,  19  July,  1862.  Resigned  26  July,  1862.  Acting  Ensign,  24  January,  1863. 
Honorably  discharged  2 December,  1865. 

Jocelyn,  Ammariah. 

Captain,  (to  command  a Galley,)  23  January,  1800.  Last  appearance  on  Records 
of  Navy  Department,  15  June,  1800. 

Johns,  Walter  S. 

Mate,  24  July,  1862.  Resigned  16  September,  1864. 

Johnson,  A.  M. 

Acting  Assistant  Surgeon,  1861.  Resigned  12  December,  1862. 

Johnson,  Amos. 

Acting  Master,  17  October,  1861.  Acting  Volunteer  Lieutenant,  31  January,  1863. 
Honorably  discharged  14  September,  1865. 

Johnson,  Andrew  W. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  5 April,  1874. 

Johnson,  Artemas. 

Surgeon’s  Mate,  10  December,  1814.  Resigned  12  June,  1815. 

Johnson,  Far  roll  W. 

Mate,  9 December,  1862.  Acting  Ensign,  7 March,  1864.  Honorably  discharged 
8 December,  1865. 

Johnson,  Charles  C. 

Mate,  1 October,  1862.  Resigned  21  August,  1863.  Mate,  27  April,  1864.  Acting 
Ensign,  14  February,  1865.  Honorably  discharged  24  November,  1865. 
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Johnson  9 Daniel. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Acting  Second  Assistant 
Engineer,  81  October,  1862.  Honorably  discharged  24  November,  1869. 

Johnson,  Edward  C. 

Third  Assistant  Engineer,  18  November,  1862.  Resigned  3 September,  1862. 

Johnson,  Edward  8. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Died  23  June,  1843. 

Johnson,  Elias  £1. 

Acting  Assistant  Paymaster,  18  April,  1864.  Honorably  discharged  7 August, 
1866. 

Johnson,  Fayette. 

Midshipman,  18  May,  1809.  Resigned  22  September,  1810. 

Johnson,  Frederick  H. 

Mate,  21  November,  1863.  Honorably  discharged  6 October,  1866. 

Johnson,  George  A. 

Mate  11  February,  1863.  Acting  Ensign,  10  December,  1864.  Honorably  dis- 
charged 12  November,  1865. 

Johnson,  George  R. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27  July, 
1855.  First  Assistant  Engineer,  21  July,  1858.  Chief  Engineer,  31  July,  1861. 

Johnson,  Gorham  S. 

Mate,  5 August,  1863.  Acting  Ensign,  16  November,  1864.  Honorably  discharged 
28  August,  1865. 

Johnson,  Henry. 

Acting  Assistant  Surgeon,  26  March,  1862.  Resigned  28  April,  1865. 

Johnson,  Henry  A. 

Cadet  Midshipman,  5 June,  1873.  Graduated  18  June,  1879. 

Johnson,  Henry  J. 

Acting  Third  Assistant  Engineer,  15  April,  1862.  Acting  Second  Assistant  En- 
gineer, 10  January,  1865.  Honorably  discharged  24  December,  1865. 

Johnson,  Henry  JL. 

Acting  Midshipman,  30  September,  1859.  Ensign,.  28  April,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  25 
November,  1876. 

Johnson,  Isaac. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant  En- 
gineer, 15  October,  1862.  Resigned  30  December,  1864. 

Johnson,  Isaiah. 

Mate,  22  April,  1863.  Resigned  (Sick,)  22  August,  1863. 

Johnson,  James  JB. 

Acting  Third  Assistant  Engineer,  21  April,  1864.  Honorably  discharged  31  Oc- 
tober, 1865. 

John  son,  James  S. 

Acting  Ensign,  17  June,  1864.  Honorably  discharged  14  July,  1865. 

Johnson,  Jerome  H. 

Mate,  20  December,  1861.  Dismissed  12  February,  1863. 

Johnson,  John. 

Acting  Third  Assistant  Engineer,  22  August,  1862.  Acting  Second  Assistant  En- 
gineer, 29  May,  1863.  Appointment  revoked  (Sick,)  21  March,  1864. 

Johnson,  Joint. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  1 July,  1861.  Chief  Engineer,  10  November, 
1863.  Retired  10  June,  1876. 

Johnson,  John, 

Gunner,  6 May,  1813.'  Died  11  August,  1818. 
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Johnson,  John, 

Purser,  28,  August,  1850.  Dismissed  20  April,  1861. 

Johnson,  John. 

Boatswain,  13  March,  1866.  Appointment  cancelled,  11  September,  1867. 

John  son,  John  H. 

Midshipman,  19  October,  1841.  Resigned  29  January,  1846. 

Johnson,  John  N. 

Acting  Third  Assistant  Engineer,  22  March,  1864.  Honorably  discharged  9 Octo- 
ber, 1865. 

Johnson,  John  O. 

Mate,  4 October,  1861.  Acting  Ensign,  13  September,  1862.  Acting  Master,' 
gallant  conduct  in  action,  1 June,  1863.  Honorably  discharged  15  September! 

1865.  1 

Johnson,  Joseph  !§. 

Acting  Ensign,  26  September,  1862.  Lost  on  “ Patapsco .” 

Johnson,  Joshua. 

Master,  6 August,  1799.  Discharged  9 June,  1801,  under  Peace  Establishment 
Act. 

Johnson,  J.  Smith. 

Midshipman,  1 December,  1809.  Dismissed  17  September,  1813. 

Johnson,  Fouls  J>. 

Acting  Carpenter,  1 October,  1862.  Resigned  29  August,  1863. 

Johnson,  Miller  If. 

Acting  Master,  22  October,  1861.  Died  8 July,  1864. 

Johnson,  Mortimer  F. 

Acting  Midshipman.  2 December,  1859.  Ensign,  16  September,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  26 
April,  1878. 

Johnson,  Nathaniel  F. 

Acting  Second  Assistant  Engineer,  28  November,  1864.  Honorably  discharged 
3 December,  1865. 

Johnson,  Peter. 

Boatswain,  23  November,  *1871. 

Johnson,,  Peter. 

Midshipman,  2 February,  1829.  Dismissed  26  July,  1830. 

Johnson,  Philip  ©.,  Jr. 

Midshipman,  31  August,  1846.  Passed- Midshipman,  8 June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Communder, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  14  June,  1874. 

Johnson,  Purley  H. 

Acting  Assistant  Surgeon,  11  February,  1865.  Honorably  discharged  26  June, 

1866. 

Johnson,  If. 

Acting  Assistant  Surgeon,  9 November,  1861.  Resigned  4 December,  1861. 

Johnson,  Richmond. 

Surgeon’s  Mate,  2 April,  1811.  Surgeon,  1 March.  4815.  Resigned  12  February, 
1817. 

Johnson,  Robert. 

Master,  10  May,  1813.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Johnson,  Robert  E. 

Midshipman,  1 October,  1827.  Passed  Midshipman,  10  June, ‘1833.  Lieutenant, 
12  February,  1839.  Died  4 February,  1855. 

Johnson,  Samuel. 

Acting  Third  Assistant  Engineer,  29  April,  1864.  Resigned  10  August,  1865. 
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Johnson,  Samuel. 

Gunner,  date  not  known.  Discharged  1 May,  1801,  under  Peace  Establishment  Act. 

J olmson,  Samuel. 

Gunner,  9 March,  1802.  Dismissed- 14  June,  1802. 

Johnson,  Samuel  C. 

Acting  Assistant  Surgeon,  9 August,  18G4.  Honorably  discharged  G November, 

1865. 

Johnson,  Samuel  If. 

Mate,  31  October,  1861.  Appointment  revoked  23  December,  1865. 

Johnson,  Seth. 

Midshipman,  16  January,  1809.  Dismissed  18  November,  1809. 

Johnson,  Smith  J. 

Midshipman,  1 December,  1809.  Dismissed  23  September,  1813. 

Johnson,  Spencer  If. 

Mate,  1 October,  1862.  Acting  Ensign,  9 November,  1863.  Honorably  discharged 
28  November,  1865. 

Johnson,  Thomas. 

Carpenter,  10  June,  1844.  Resigned  17  March,  1848. 

Johnson,  Thomas. 

Purser,  22  March,  1800.  Resigned  9 December,  1806. 

Johnson,  Thomas  W. 

Acting  Master,  9 October,  1861.  Appointment  revoked  25  February,  1862. 

Johnson,  W.  If.  15. 

Midshipman,  16  February,  1832.  Resigned  29  December,  1836. 

Johnson,  William. 

Acting  Third  Assistant  Engineer,  4 February,  1863.  Honorably  discharged  20 
July,  1866. 

Johnson,  William. 

Surgeon’s  Mate,  16  August,  1826.  Surgeon,  4 April,  1831.  Retired  list,  4 January, 

1866.  Medical  Director,  3 March,  1871.  Died  7 April,  1876. 

Johnson,  William,  Jr. 

Assistant  Surgeon,  3 September,  1855.  Surgeon,  10  August,  1861.  Dismissed  19 
February,  1870. 

Johnson,  William. 

Master,  11  February,  1811.  Resigned  17„February,  1818. 

Johnson,  William. 

Gunner,  4 July,  1817.  Last  appearance  on  Records  of  Navy  Department,  17  March, 
1821.  Dead. 

Johnson,  William. 

Master,  6 June,  1815.  Died  27  April,  1821. 

Johnson,  William. 

Gunner,  16  January,  1802.  Last  appearance  on  Records  of  Navy  Department. 
Resigned. 

Johnson,  William  If 

Acting  Second  Assistant  Engineer,  5 June,  1863.  Honorably  discharged  5 Novem- 
ber, 1865. 

Johnson,  William  IS. 

Assistant  Surgeon,  22  June,  1862.  Resigned  23  July,  1868. 

Johnson,  William  If. 

Acting  Second  Assistant  Engineer,  13  September,  1864.  Honorably  discharged 
1 December,  1865. 

Johnson,  William  W. 

Acting  Third  Assistant  Engineer,  3 August,  1863.  Honorably  discharged  5 July, 
1865. 
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Johnson,  Wilson  II. 

Acting  Second  Assistant  Engineer,  6 January,  1865.  Honorably  discharged  5- 
November,  1865. 

Johnston,  Alexander  M. 

Acting  Assistant  Surgeon,  1862.  Resigned  12  December,  1862. 

Johnston,  Benjamin  L. 

Acting  Master,  9 September,  1861.  Resigned  22  April,  1862. 

Johnston,  Charles. 

Boatswain,  21  May,  1839.  Retired  list,  24  March,  1869.  Died  14  March,  1874. 

Johnston,  Elliot. 

Midshipman,  17  September,  1841.  Resigned  16  August,  1849. 

Johnston,  Frederick  A. 

Mate,  21  November,  1863.  Honorably  discharged  6 October,  1866. 

Johnston,  Harry  II. 

Acting  Ensign,  12  August,  1863.  Resigned  27  April,  1864.  Mate,  27  September, 
1867.  Resigned  20  May,  1869.  Mate,  4 November,  1869.  Died  28  October, 
1874. 

Johnston,  James  I>. 

Midshipman,  30  June,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant,  24 
June,  1843.  Resigned,  10  April,  1861. 

Johnston,  James  L. 

Midshipman,  27  September,  1841.  Dismissed  12  June,  1848. 

Johnston,  James  N. 

Mate,  6 September,  1861.  Resigned  4 August,  1863. 

Johnston,  John. 

Purser,  28  August,  1850.  Dismissed  20  April,  1861. 

Johnston,  John. 

Acting  First  Assistant  Engineer,  5 June,  1863.  Honorably  discharged  5 Septem- 
ber, 1865. 

Johnston,  John  E. 

Acting  Master,  3 December,  1861.  Dismissed  28  February,  1862. 

Johnston,  John  E. 

Mate,  19  December,  1864.  Honorably  discharged  4 December,  1867. 

Johnston,  John  E. 

Midshipman,  9 August,  1848.  Passed  Midshipman,  15  June,  1854.  Resigned  22 
March,  1855. 

Johnston,  John  V. 

Acting  Volunteer  Lieutenant,  1 August,  1862.  Resigned  23  June,  1864. 

Johnston,  Joseph  S. 

Acting  Sailmaker,  19  June,  1861.  Died  27  June,  1861. 

Johnson,  Oscar  F. 

TMidshipman,  14  August,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15  • 
September,  1855.  Lieutenant,  16  September,  1855.  Dismissed  22  April,  1861. 

Johnston,  Stephen. 

Midshipman,  28  June,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant,  3 
March,  1831.  Died  2 April,  1848. 

Johnston,  William. 

Acting  First  Assistant  Engineer,  26  August,  1863.  Honorably  discharged  28 
August,  1865. 

Johnston,  Zaehariah  F. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  27 
February,  1847.  Dropped  13  September,  1855.  Commissioned  Captain  on 
Active  list,  14  September,  1855.  Died  17  March,  1859. 

Johnstone,  John  A. 

Acting  Master,  4 December,  1861.  Acting  Volunteer  Lieutenant,  12  November 
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1863.  Acting  Volunteer  Lieutenant-Commander,  19  May,  1865.  Honorably 
discharged  9 December,  1865. 

Joins,  John. 

Sailmaker,  26  September,  1837.  Retired  list,  26  May,  1865.  Died  26  September, 
1877. 

Jones,  Albert  K. 

Mate,  4 November,  1861.  Acting  Ensign,  4 September,  1862.  Acting  Master, 
favorable  report  of  Commanding  Officer,  2 March,  1861.  Honorably  dis- 
charged 12  October,  1865.  Acting  Master,  28  April,  1866.  Mustered  out  17 
July,  1868. 

Jones,  Alonzo. 

Carpenter,  18  November,  1831.  Died  17  January,  1843. 

Jones,  Benjamin  F. 

Mate,  25  January,  1862.  Acting  Master,  3 February,  1862.  Dismissed  7 June, 
1863. 

Jones,  Benjamin  F. 

Midshipman,  24  January,  1815.  Resigned  2 May,  1815. 

Jones,  Rennet. 

Acting  Third  Assistant  Engineer,  8 December,  1863.  Honorably  discharged  10 
May,  1868. 

Jones,  Cadwallades*. 

Midshipman,  20  June,  1806.  Resigned  4 August,  1807. 

Jones,  Catesby  Ap  R. 

Midshipman,  18  June,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  14  Sep- 
tember, 1848.  Lieutenant,  12  May,  1849.  Resigned  17  April,  1861. 

Jones,  Cave. 

Chaplain,  26  May,  1824.  Died  29  January,  1829. 

Jones,  Charles. 

Midshipman,  6 July,  1803.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Norfolk. 

Jones,  Charles  A. 

Mate,  5 June,  1862.  Appointment  revoked  (Sick,)  16  February,  1863. 

Jones,  Charles  B. 

Mate,  27  November,  1863.  Honorably  discharged  20  July,  1865. 

Jones,  Charles  C. 

Mate,  16  December,  1862.  Appointment  revoked  (Sick,)  24  July,  1863.  Mate, 
2 September,  1863.  Resigned  (Sick,)  2 December,  1864. 

Jones,  Charles  I>. 

Acting  Midshipman,  23  November,  1859.  Ensign,  25  November,  1862.  Lieu- 
tenant, 22  February,  1864.  Died  19  December,  1865. 

Jones,  Charles  H. 

Sailmaker,  7 January,  1875. 

Jones,  Charles  R. 

Acting  Third  Assistant  Engineer,  24  January,  1863.  Acting  Second  Assistant 
Engineer,  12  May,  1864.  • Honorably  discharged  19  October,  1865. 

Jones,  Charles  W. 

Acting  Ensign  and  Pilot,  3 May,  1864.  Honorably  discharged  30  September, 
1865. 

Jones,  Charles  W. 

Midshipman,  6 January,  1800.  Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 

Jones,  C.  M. 

Acting  Ensign,  29  December,  1864.  Honorably  discharged  14  September,  1865. 

Jones,  Copeland  P. 

Midshipman,  21  September,  1841.  Resigned  16  May,  1848. 
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Jones,  Daniel. 

Carpenter,  9 December,  1847.  Retired  list,  27  July,  1869.  Died  5 June,  1877. 

Jones,  Daniel. 

Master,  8 May,  1812.  Died  21  May,  1826. 

Jones,  Daniel. 

Mate,  22  April,  1863.  Dismissed  19  March,  1864. 

Jones,  Daniel  W. 

Acting  Assistant  Surgeon,  25  September,  1868.  Appointment  revoked  15  Febru- 
ary, 1865. 

Jones,  David. 

Third  Assistant  Engineer,  25  March,  1862.  Second  Assistant  Engineer,  1 Novem- 
ber, 1863.  First  Assistant  Engineer,  1 January,  1868. 

Jones,  Edward. 

Master,  26  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Charleston,  S.  C. 

Jones,  Edward. 

Acting  Master,  3 October,  1861.  Resigned  5 May,  1864. 

Jones,  Edward. 

Mate,  31  October,  1861.  Dismissed  16  May,  1863. 

Jones,  Edward  C. 

Acting  Second  Assistant  Engineer,  25  March,  1864.  Honorably  discharged 
7 November,  1865. 

Jones,  Edward  T. 

Acting  Master,  13  November,  1861.  Dismissed  14  July,  1862. 

Jones,  Enocli. 

Surgeon's  Mate,  10  December,  1814.  Resigned  2 March,  1815. 

Jones,  Enoch  A. 

Midshipman,  16  January,  1809.  Lieutenant,  5 May,  1817.  Resigned  26  April, 
1827. 

Jones,  George. 

Chaplain,  20  April,  1833.  Died  22  January,  1870. 

Jones,  George  E. 

Acting  Assistant  Surgeon,  29  May,  1868.  Resigned  4 April,  1864. 

Jones,  Henry. 

Acting  Third  Assistant  Engineer,  30  September,  1863.  Acting  Second  Assistant 
Engineer,  9 September,  1864.  Honorably  discharged  7 September,  1865. 

Jones,  Henry  5>. 

Mate,  6 February,  1863.  Resigned  24  November,  1863. 

Jones,  Hiram  Iff. 

Acting  Assistant  Surgeon,  15  January,  1864.  Resigned  1 July,  1864. 

Jones,  Horace  Eugene. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Master,  21  March,  1870. 

Jones,  Iff.  LeHoy. 

Acting  Assistant  Paymaster,  2 August,  18.61.  Honorably  discharged  13  July,  1867. 

Jones,  Hugh. 

Mate,  21  November,  1862.  Acting  Ensign,  21  May,  1863.  Honorably  discharged 
4 May,  1867. 

Jones,  Jacob. 

Midshipman,  10  April,  1799.  Lieutenant,  22  February,  1801.  Commander,  20 
April,  1810.  Captain,  3 March,  1813.  Died  3 August,  1850. 

Jones,  J.  Alexander. 

Mate,  6 November,  1863.  Acting  Ensign,  17  July,  1864.  Honorably  discharged 
15  November,  1865. 
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Jones,  lames. 

Carpenter,  12  January,  1832.  Resigned  12  October,  1832. 

Jones,  John. 

Mate,  24  December,  1862.  Disrated  11  May,  1866. 

Jones9  John  C. 

Midshipman,  12  May,  1818.  Resigned  6 November,  1823. 

Jones,  John  CL 

Acting  Third  Assistant  Engineer,  12  December,  1862.  Acting  Second  Assistant 
Engineer,  8 July,  1864.  Honorably  discharged  IDecember,  1865. 

Jones,  John  H. 

Acting  Third  Assistant  Engineer,  28  May,  1863.  Acting  Second  Assistant  En- 
gineer, 9 June,  1864.  Died  2 October,  1864. 

Jones,  John  H. 

Lieutenant,  12  June,  1799.  Resigned  11  June,  1801. 

Jones,  John  J. 

Purser,  21  November,  1849.  Dismissed  30  September,  1858. 

Jones,  John  P.  ' 

Mate,  7 August,  1861.  Acting  Ensign,  8 March,  1861.  Honorably  discharged  22 
July,  1867. 

Jones,  John  W. 

Mate,  13  December,  1861.  Resigned  12  November,  1862. 

Jones,  Joseph  E. 

Acting  Master,  9 October,  1861.  Ensign,  12  March,  1868.  Master,  18  December, 
1868.  Lieutenant,  21  March,  1870. 

Jones,  Joseph  E. 

Mate,  26  November,  1861.  Acting  Ensign,  25  September,  1863.  Honorably  dis- 
charged 20  November,  1868. 

Jones,  J.  Pembroke. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Dismissed  29  April,  1861. 

Jones,  Kinsey. 

Midshipman,  1 January,  1823.  Last  appearance  on  Records  of  Navy  Department, 
29  July,  1825.  Drowned. 

Jones,  Eewis  15. 

Acting  Third  Assistant  Engineer,  5 June,  1863.  Honorably  discharged  19  Octo- 
ber, 1865. 

Jones,  Meredith  I>. 

Assistant  Surgeon,  17  May,  1871.  Passed  Assistant  Surgeon,  6 February,  1875. 

Jones,  Meriwether  P. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15.  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Died  11  April,  1866. 

Jones,  Michael  G. 

Mate,  7 May,  1864.  Honorably  discharged  26  July,  1865. 

Jones,  Gwen. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  20 
June,  1864.  Resigned  22  December,  1866. 

Jones,  P.  J.  J.  P. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Cashiered  18  August 
1820. 

Jones,  15.  15. 

Midshipman,  29  March,  1802.  Resigned  6 February,  1808. 

Jones,  Richard  A. 

Midshipman,  18  June,  1812.  Lieutenant,  26  April,  1820.  Commander,  29  March 
1844.  Died  17  April,  1846. 
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Jones,  Richard  K. 

Midshipman,  16  January,  1809.  Resigned  30  January,  1810. 

Jones,  Robert. 

Midshipman,  4 March,  1823.  Dismissed  8 June,  1831. 

Jones,  Robert  Clarendon. 

Master,  4 March,  1823.  Master,  not  in  line  of  promotion,  7 June,  1844.  Reserved 
list,  14  September,  1855. 

Jones,  Robert  J. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged  23 
November,  1865. 

Jones,  Robert  L.  M. 

Mate,  3 April,  1863.  Acting  Ensign,  27  March,  1865.  Honorably  discharged  24 
October,  1867. 

Jones,  Robert  W. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Died  19  May,  1837. 

Jones,  Samuel  J. 

Assistant  Surgeon,  19  December,  1860.  Surgeon,  22  September,  1863.  Resigned 
1 March,  1868. 

Jones,  Sanford  N. 

Mate,  1 October,  1862.  Resigned  14  April,  1863. 

Jones,  Stephen. 

Gunner,  3 April,  1826.  Died  8 February,  1834. 

Jones,  Stephen. 

Gunner,  6 May,  1813.  Last  appearance  on  Records  of  Navy  Department  till  1826. 

Jones,  Stephen. 

Mate,  5 November,  1862.  Acting  Ensign,  14  February,  1865.  Honorably  dis- 
charged 10  January,  1869. 

Jones,  Theodore  W. 

Mate,  23  January,  1862.  Mustered  out  6 February,  1869. 

Jones,  T.  G. 

Acting  Third  Assistant  Engineer,  20  Juue,  1863.  Resigned  22  May,  1865. 

Jones,  Thomas. 

' Midshipman,  10  July,  1799.  Lost  in  the  “ Insurgent” 

Jones,  Thomas. 

Sailmaker,  20  November,  1799.  Discharged  25  May,  1801. 

Jones,  Thomas  A.  C. 

Midshipman,  22  November,  1805.  Lieutenant,  24  May,  1812.  Commander,  28 
March,  1820.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855. 
Died  30  May,  1858. 

Jones,  Thomas  C. 

Mate.  Resigned  12  February,  1863. 

Jones,  Thomas  J. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3 August,  1859.  Chief  Engineer,  19  January, 
1863.  Dismissed  19  October,  1875. 

Jones,  Thomas  P. 

Mate,  20  November,  1861.  Honorably  discharged  22  January,  1866. 

Jones,  Truman  M. 

Third  Assistant  Engineer,  8 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  First  Assistant  Engineer,  11  October,  1866.  Died  22  November,  1872. 

Jones,  Tictor  W. 

Mate,  23  January,  1862.  Acting  Ensign,  5 September,  1863.  Honorably  dis- 
charged 10  November,  1868. 

Jones,  Walter  F. 

Midshipman,  11  June,  1814.  Resigned  2 November,  1821. 
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Walter  F. 

Midshipman,  20  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
20  August,  1855. 

Jesses,  William. 

Acting  Master  and  Pilot,  24  October,  1863.  Resigned  29  December,  1864. 

Jesses,  William. 

Boatswain,  31  July,  1866. 

Jones,  William. 

Boatswain,  26  July,  1852.  Lost  in  Sloop  of  War  “Albany,”  September,  1854. 

Jones,  William  A. 

Acting  Master,  2 November,  1861.  Mustered  out  24  December,  1861. 

Jones,  William  A. 

Midshipman,  13  July,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant,  8 
September,  1841.  Resigned  13  May,  1845 

Jones,  William  E. 

Acting  Ensign,  24  June,  1864.  Honorably  discharged,  3 July,  1865. 

Jones,  Willians  G. 

Acting  Ensign,  14  January,  1864.  Dismissed  13  February,  1865. 

ones,  William  H. 

Acting  Assistant  Surgeon,  6 April,  1863.  Assistant  Surgeon,  12  August,  1863. 
Passed  Assistant  Surgeon,  26  December,  1866.  Surgeon,  5 July,  1873. 

Jones,  William  P. 

Midshipman,  1 January,  1827.  Passed  Midshipman,  10  June,  1833.  Died  15 
July,  1834. 

Jones,  William  P* 

Surgeon’s  Mate,  10  December,  1814.  Last  appearance  on  Record  of  Navy  Depa 
ment,  1818.  Furloughed. 

Jordan,  Charles  E. 

Mate,  23  August,  1864.  Appointment  revoked  23  December,  1864. 

Jordan,  Charles  W. 

Third  Assistant  Engineer,  4 April,  1861.  Name  stricken  from  the  Rolls  of  the 
Navy,  6 May,  1861. 

Jordan,  Christopher. 

Carpenter,  24  April,  1838.  Retired  list,  25  September,  1866. 

Jordan,  Cris.  P. 

Boatswain,  29  September,  1813.  Resigned  7 March,  1815. 

Jordan,  Frank. 

Mate,  27  October,  1862.  Acting  Ensign,  10  August,  1864.  Honorably  discharged 

23  May,  1866. 

Jordan,  Frank  A. 

Acting  Assistant  Surgeon,  7 March,  1864.  Honorably  discharged  26  October, 
1865. 

Jordan,  CJeorge  E. 

Mate,  3 February,  1864.  Acting  Ensign,  30  March,  1864.  Honorably  discharged 

24  October,  1865. 

Jordan,  James. 

Acting  Ensign,  22  September,  1864.  Resigned  24  March,  1866. 

Jordan,  John. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Acting  Second  Assistant 
Engineer,  2 January,  1864.  Honorably  discharged  1 September,  1865. 

Jordan,  John  No 

Cadet  Midshipman,  5 June,  1873.  Graduated  18  June,  1879.  Ensign,  11  October 
1880.  " 

Jordan,  John  P. 

Mate,  23  August,  1864.  Dismissed  7 January,  1865. 
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Iordan,  JToim  W. 

Assistant  Paymaster,  21  March,  1870.  Passed  Assistant  Paymaster,  27  September, 
1877. 

Jordan,  Joseph. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discharged  18 
August,  1S65. 

Jordan,  Marshall  3P. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9 
May,  1857.  Dismissed  20  May,  1861. 

Jordan,  Meletiah. 

Acting  Master,  26  February,  1862.  Honorably  discharged  20  August,  1865. 

Jordan,  Samuel. 

Acting  Assistant  Paymaster,  14  February,  1862.  Mustered  out  1865. 

Jordan,  Scott  D. 

Acting  Ensign,  22  April,  1863.  Honorably  discharged  22  November,  1865. 

Jordan,  Simon. 

Boatswain,  9 October,  1819.  Died  10  June,  1830. 

Jordan,  William. 

Carpenter,  21  March,  1837.  Died  5 June,  1845. 

Jorgenson,  Fouls. 

Acting  Assistant  Paymaster,  21  February,  1863.  Honorably  discharged  26  June, 

1865. 

Joseph,  Peter. 

Gunner,  18  September,  1809.  Dismissed  24  April,  1813. 

Joseph,  William  H. 

Mate,  26  May,  1864.  Honorably  discharged  17  July,  1865. 

Joslin,  George  T. 

Mate,  26  March,  1863.  Acting  Ensign,  18  April,  1864.  Resigned  28  April,  1865. 

Josselyn,  Francis. 

Acting  Master,  29  April,  1862.  Acting  Volunteer  Lieutenant,  15  March,  1865. 
Honorably  discharged  12  June,  1868. 

Jouett,  James  E. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  6 January,  1874. 

Jouett,  Fandoii  IP. 

Midshipman,  31  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  1 December,  1874. 

Joy,  Stephen  h. 

Acting  Master,  27  December,  1861.  Appointment  revoked  5 December,  1863. 

Joyce,  Charles  B. 

Acting  Third  Assistant  Engineer,  1861.  Appointment  revoked  (Sick,)  8 June 
1862. 

Joyce,  Lemuel  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  21 
September,  1865. 

Joyce,  Noali  S>. 

Acting  Ensign,  27  January,  1865.  Honorably  discharged  14  August,  1867. 

Joyner,  Francis  E. 

Midshipman,  1 April,  1828.  Resigned  27  May,  1833. 

Jubc,  William  O. 

Acting  Assistant  Paymaster,  10  October,  1863.  Honorably  discharged  1 January, 

1866. 

Judd,  Charles  II. 

Midshipman,  23  September,  1862.  Graduated  12  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 
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Judd,  Jokn  C. 

Acting  Third  Assistant  Engineer,  4 September,  18C3.  Dismissed  9 October,  1868. 

Judkins,  E.  I>. 

Acting  Assistant  Surgeon,  21  October,  1861.  Appointment  revoked  5 March,  1862. 

Jndson,  Adoniram  Ho 

Assistant  Surgeon,  30  July,  1861.  Surgeon,  26  December,  1866.  Resigned  11 
May,  1868. 

Jnds©n9  Eo  J.  €. 

Midshipman,  10  February,  1838.  Resigned  8 June,  1842. 

Judson9  Elnatlian. 

Surgeon,  27  March,  1818.  Died  8 May,  1829. 

Jiidson9  Herbert  If. 

Mate,  7 June,  1862.  Died  on  “ Hartford ,”  22  January,  1863. 

Jump,  Eevi  JL. 

Acting  Master,  29  May,  1862.  Dismissed  10  September,  1862.  Acting  Master  and 
Pilot,  1 January,  1865.  Appointment  revoked  10  August,  1865. 

Junkfn9  David  X. 

Chaplain,  2 November,  1859.  Resigned  31  October,  1864. 

Jimkin9  William  M. 

Acting  Assistant  Paymaster,  27  April,  1863.  Died  28  September,  1863. 

Jnnkins9  Watlsaia  H. 

Carpenter,  20  February,  1872. 

Justice9  J©1bsi. 

Carpenter,  17  January,  1826.  Resigned  6 July,  1826. 

Just  Isa  9 Joshua  ff. 

Midshipman,  30  November,  1814.  Died  8 April,  1829. 

Kafer,  Joint  C. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.  First  Assistant  Engineer,  26  October,  1872. 

Eafer,  Peter  If. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  21  Octo- 
ber, 1865. 

Kaiser,  Julias  A. 

Third  Assistant  Engineer,  8 September,  1863.  Second  Assistant  Engineer,  25 
July,  1866.  Retired  list,  8 July,  1873. 

Kalinski9  Areliilles. 

Mate,  16  August,  1864.  Acting  Ensign,  8 May,  1865.  Honorably  discharged  26 
October,  1866. 

Kane,  A toy  sins  J 

Mate,  22  December,  1863.  Acting  Ensign,  20  September,  1864.  Resigned  1 March, 
1871. 

Kane,  Elisha  K. 

Assistant  Surgeon,  21  July,  1843.  Died  16  February,  1857. 

Kane,  Frank. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  8 January, 
1866. 

Kane,  Henry. 

Mate,  25  March,  1864.  Acting  Ensign,  16  March,  1865.  Honorably  discharged 
28  May,  1868. 

Kane,  James  J. 

Mate,  8 August,  1861.  Acting  Ensign,  28  October,  1862.  Honorably  discharged 
August,  31  1865.  Chaplain,  6 June,  1868. 

Kane,  John  L. 

Midshipman,  9 June,  1811.  Last  appearance  on  Records  of  Navy  Department, 

1814. 
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Kane,  Louis  J. 

Mate.  Resigned  8 April,  1862. 

Kane,  Samuel  N. 

Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Resigned  30  November,  1868. 

Kane,  Theodore  F. 

Acting  Midshipman,  27  September,  1855.  Midshipman,  9 June,  1859.  Lieu- 
tenant, 31  August,  1861.  Lieutenant-Commander,  22  September,  1865.  Com- 
mander, 28  December,  1872. 

Kaney,  Owen. 

Acting  Third  Assistant  Engineer,  3 October,  1863.  Honorably  discharged  27 
July,  1865. 

Karlewski,  M.  H. 

Acting  Ensign,  18  May,  1863.  Dismissed  17  September,  1864. . 

Katz,  Edward  M. 

Midshipman,  8 June,  1872.  Graduated  20  June,  1876.  Ensign,  2 February,  1878. 

Kaufman,  Winfield  $. 

Acting  Third  Assistant  Engineer,  3 February,  1865.  Honorably  discharged  27 
August,  1869. 

Kautz,  Alfeert. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant,  21 
April,  1861.  Lieutenant-Commander,  31  May,  1865.  Commander,  3 September, 
1872. 

Kavanaugh,  Benjamin. 

Third  Assistant  Engineer,  3 May,  1859.  Resigned  21  December,  1861.  Accept- 
ance of  resignation  cancelled,  15  April,  1862.  Retired  list,  3 April,  1866. 

Kavanaugh,  John  F. 

Mate,  14  November,  1862.  Acting  Ensign,  1 July,  1864.  Honorably  discharged 
28  December,  186$. 

Kay,  Samuel  W. 

Acting  Assistant  Paymaster,  11  July,  1864.  Honorably  discharged  29  September, 
1865. 

Kean,  William. 

Midshipman,  4 January,  1800.  Discharged  12  October,  1801,  uncer  Peace  Estab- 
lishment Act. 

Kearney,  Archibald  K. 

Midshipman,  2 May,  1800.  Lieutenant,  21  February,  1807.  Resigned  5 July, 
1808. 

Kearney,  James  A. 

Mate,  1 October,  1862.  Acting  Ensign,  30  January,  1863.  Resigned  24  August, 
1863. 

Kearney,  John  A. 

Surgeon’s  Mate,  3 March,  1809.  Surgeon,  24  July,  1813.  Died  27  August,  1847. 

Kearney,  Fawrence. 

Midshipman,  24  July,  1807.  Lieutenant,  6 March,  1813.  Commander,  3 March, 
1825.  Captain,  20  December,  1832.  Retired  list,  14  November,  1861.  Com- 
modore, Retired  list,  4 April,  1867.  Died  29  November,  1868. 

Kearney,  Robert  S. 

Surgeon’s  Mate,  16  January,  1808.  Surgeon,  28  July,  1810.  Died  27  June,  1826. 

Kearns,  Edward. 

Mate,  22  November,  1864.  Honorably  discharged  28  January,  1867. 

Kearns,  James  II. 

Mate,  15  October,  1861.  Acting  Ensign,  6 August,  1862.  Honorably  discharged 
28  October,  1865. 
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Kearny,  Edmund. 

Acting  Midshipman,  4 October,  1851.  Dismissed  21  April,  1855. 

Kearny,  George  H. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer, 
2 June,  1868.  Second  Assistant  Engineer,  2 June,  1869.  Passed  Assistants 
Engineer,  1 January,  1876. 

Kearny,  Robert  S. 

Assistant  Surgeon,  16  January,  1808.  Surgeon,  28  July,  1810.  Died  7 June,  1826. 

Kearon,  John  W. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Honorably  discharged  27 
August,  1868. 

Keasby,  John  B. 

Midshipman,  4 November,  1814.  Died  3 March,  1818. 

Keate,  Edward  J. 

Mate,  22  April,  1863.  Resigned  30  November,  1863. 

Keating,  John. 

Boatswain,  20  June,  1872. 

Keele,  Henry. 

Master,  13  February,  1812.  Discharged  12  May,  1815. 

Keeler,  John  l>. 

Midshipman,  23  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  6 January,  1874.  Lieutenant,  22  January,  1880. 

Keeler,  William  E, 

Acting  Assistant  Paymaster,  17  December,  1861.  Honorably  discharged  25  April, 
1866. 

Keeler,  William  J. 

Civil  Engineer,  17  March,  1863.  Services  no  longer  required  from  5 September, 
1864. 

Keeling,  Henry. 

Gunner,  25  August,  1829.  Appointment  revoked  22  March,  1845. 

Keen,  Ansel. 

Boatswain,  7 June,  1867.  Dismissed  12  December,  1876. 

Keen,  George  1>. 

Mate,  11  April,  1865.  Honorably  discharged  3 January,  1866. 

Keen,  Josiah  E. 

Carpenter,  9 March,  1878. 

Keen,  Lawrence. 

Midshipman,  9 December,  1800.  • Last  appearance  on  Records  of  Navy  Depart- 
ment. Dead. 

Keen,  Willard  S. 

Mate,  12  December,  1861.  Acting  Ensign,  20  July,  1863.  Honorably  discharged 
12  May,  1865. 

Keenan,  IFraneis. 

Mate,  28  July,  1863.  Resigned  21  June,  1864. 

Keenan,  William. 

Midshipman,  18  May,  1809.  Appointment  revoked  6 December,  1809. 

Keene,  Henry  €. 

Acting  Master,  21  September,  1861.  Acting  Volunteer  Lieutenant,  17  December, 
1862.  Resigned  8 September,  1863.  Acting  Volunteer  Lieutenant,  27  April, 
1864.  Honorably  discharged  25  April,  1865.  Re-appointed  10  June,  1865. 
Lieutenant,  20  March,  1871,  Retired  list,  by  special  Act  of  Congress. 

Keene,  Henry  T. 

Mate,  6 February,  1862.  Acting  Ensign,  3 April,  1863.  Acting  Master,  6 March, 
1864.  Honorably  discharged  5 January,  1866. 

Keene,  Jesse. 

Midshipman,  19  March,  1805.  Resigned  7 April,  1807. 
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Keene,  Lawrence. 

Midshipman,  2 March,  1803.  Resigned  27  February,  1809. 

Keene,  Leander  M. 

Acting  Ensign,  6 October,  18G4.  Resigned  12  May,  I860. 

Keene,  Eewis. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Brig  “ Enterprise .” 

Keener,  Charles  II. 

Acting  Third  Assistant  Engineer,  2 March,  1864.  Honorably  discharged  1 August, 
1865- 

Keev,  3 elm. 

Midshipman,  28  June,  1804.  Drowned  18  May,  1811. 

Keinss,  Jacob. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Resigned  3 June,  1864. 

Kegel,  George. 

Acting  Third  Assistant  Engineer,  9 January,  1865.  Honorably  discharged  21 
September,  1865. 

Keith,  Albert  M. 

Acting  Master,  27  March,  1862.  Honorably  discharged  26  December,  1865. 

Keith,  Charles  F. 

Acting  Ensign,  15  September,  1362.  Acting  Master,  1 April,  1864.  Honorably 
discharged  26  October,  1865. 

Keith,  Edwin  If. 

Acting  Third  Assistant  Engineer,  9 September,  1862.  Acting  Second  Assistant 
Engineer,  6 June,  1864.  Honorably  discharged  20  January,  1866. 

Keith,  ILewis  G. 

Midshipman,  1 July,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  17 
March,  1836.  Died  1 May,  1846. 

Keith,  Melville  €. 

Acting  Ensign,  3 December,  1863.  Resigoad  3 May,  1865. 

Keith,  Knel. 

Professor,  8 July,  1845.  Resigned  11  July  1856. 

Keith,  Theodore 

Acting  Assistant  Surgeon,  13  January,  1863.  Acting  Passed  Assistant  Surgeon* 
6 April,  1866.  Honorably  discharged  2 July,  1868. 

Keith,  William. 

Master,  25  May,  1798.  Last  appearance  on  Records  of  Navy  Department,  27 

June,  1798.  Dead. 

Keith,  William. 

Boatswain,  21  February,  1814.  Last  appearance  on  Records  of  Navy  Department, 

9 February,  1816. 

Keith,  William. 

Boatswain,  5 October,  1812.  Dismissed  20  February,  1813. 

KeSborn,  John. 

Midshipman,  16  December,  1812.  Resigned  21  June,  1815. 

Keleher,  James  T. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  17 
December,  1862.  Appointment  revoked  10  December,  1865.  Resignation 
accepted  17  March,  1868. 

Kell,  John, 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  23  January, 
1861. 

Kelleher,  Jeremiah  J. 

Mate,  29  January,  1863.  Acting  Ensign,  4 January,  1865.  Honorably  discharged 
22  October,  1868. 
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Keller,  George  W. 

Acting  Third  Assistant  Engineer,  16  January,  1 864.  Died  on  U.  S.  Steamer  “ Don." 
30  October,  1867. 

Keller,  Jerry. 

Mate,  5 February,  1864.  Appointment  revoked  (Sick,)  26  October,  1864. 

Kelley,  Edward. 

Acting  Third  Assistant  Engineer,  4 January,  1865.  Honorably  discharged 
5 April,  1866. 

Kelley,  James  I>.  J. 

Midshipman,  5 October,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  13  August,  1872. 

Kelley,  James  P®  . 

Acting  Assistant  Paymaster,  4 December,  1862.  Mustered  out  20  December,  1865. 

Kelley,  James  W. 

Acting  Assistant  Paymaster,  20  July,  1863.  Honorably  discharged  16  December, 
1865. 

Kelley,  John  A. 

Acting  Ensign,  6 December,  1864.  Resigned  8 May,  1865. 

Kelley,  Eevi  B® 

Acting  Ensign,  23  February,  1865.  Honorably  discharged  16  September,  1865. 

Kelley,  Modes’ll 

Acting  Master,  22  January,  1862.  Killed  in  action  at  Port  Hudson,  14  March, 
1863. 

Kelley,  Thomas  J. 

Acting  Ensign,  31  January,  1865.  Honorably  discharged  12  November,  1865. 
Acting  Ensign,  19  March,  1866.  Died  on  “ Wachusett”  13  August,  1866. 

Kellog,  Frederick. 

Midshipman,  23  February,  1841.  Resigned  13  October,  1847. 

Kellogg,  Augustus  G. 

Acting  Midshipman,  21  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868.  Commander,  11  July,  1880. 

Kellogg,  Edward  N® 

Acting  Midshipman,  24  September,  1858.  Ensign,  8 September,  1863.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Died  6 Octo- 
ber, 1874. 

Kellogg,  George  €» 

Mate,  5 August,  1862.  Appointment  revoked  23  February,  1864. 

Kellogg,  Jo  Is  ii. 

Acting  Master,  3 October,  1861.  Honorably  discharged  30  October,  1865. 

Kellogg,  Mortimer. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27 
July,  1855.  First  Assistant  Engineer,  3 August,  1859.  Chief  Engineer,  8 No- 
vember, 1861.  Died  16  November,  1870. 

Kellogg,  S®  Wilson. 

Assistant  Surgeon,  6 September,  1837.  Passed  Assistant  Surgeon,  14  March,  1843. 
Surgeon,  26  August,  1848.  Died  7 January,  1867. 

Kellogg,  Wain wright. 

Midshipman,  27  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  3 September,  1872.  Lieutenant,  29  (September,  1875. 

Kells,  Be  Witt  €. 

Mate,  24  December,  1861.  Acting  Ensign,  16  October,  1862.  Acting  Master, 
recommendation  of  Commanding  Officer,  18  March,  1864.  Acting  Volunteer 
Lieutenant,  9 June,  1865.  Master,  12  March,  1868.  Lieutenant,  18  December, 
1868.  Lieutenant-Commander,  2 March,  1870.  Dismissed  4 February,  1879. 
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Kelly,  Charles  V.,  Jr. 

Mate,  19  October,  1861.  Acting  Ensign,  20  May,  1868.  Honorably  discharged 
2 July,  1867. 

Kelly,  Daniel. 

Gunner,  29  March,  1836.  Died  9 June,  1841. 

Kelly,  Daniel. 

Gunner,  17  May,  1826.  Discharged  8 November,  1828. 

Kelly,  Daniel  F. 

Acting  Third  Assistant  Engineer,  23  May,  1864.  Honorably  discharged  7 August, 
1865. 

Kelly,  John. 

Midshipman,  1 February,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 
September,  1841.  Captain,  14  September,  1855.  Commodore  on  Retired  list, 
16  July,  1862.  Died  6 February,  1863. 

Kelly,  John  A. 

Acting  First  Assistant  Engineer,  28  November,  1863.  Resigned  (Sick,)  14  March, 
1865. 

Kelly,  John  M. 

Acting  Ensign,  13  March,  1863.  Honorably  discharged  4 March,  1866. 

Kelly,  John  f®. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Kelly,  John  W. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1861.  Lost  on  “ Tecumseh ,”  5 August,  1864. 

Kelly,  Joseph. 

Boatswain,  15  November,  1810.  Dismissed  9 March,  1811. 

Kelly,  Martin. 

Mate,  11  June,  1863.  Resigned  30  May,  1864. 

Kelly,  Michael. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Resigned  8 December,  1863. 

Kelly,  M. 

Acting  Ensign,  2 May,  1864.  Honorably  discharged,  21  June,  1865. 

Kelly,  Thaddeus  W. 

Sailmaker,  2 August,  1844.  Appointment  revoked  29  May,  1846. 

Kelly,  William,  Jr. 

Acting  Ensign,  13  June,  1864.  Honorably  discharged  22  August,  1865. 

Kelly,  William  H. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28 
May,  1864.  Cashiered  from  the  service,  20  November,  1866. 

Kelly,  William  W7.  J. 

Purser,  1 April,  1852.  Resigned  21  January,  1861. 

Kelsey,  A.  Warren. 

Acting  Assistant  Paymaster,  19  October,  1861.  Appointment  revoked  (Sick,)  28 
October,  1863. 

Kelsey,  John  W. 

Acting  Second  Assistant  Engineer,  12  December,  1861.  Acting  First  Assistant 
Engineer,  15  February,  1864.  Honorably  discharged  10  October,  1865. 

Kelso,  Joseph  K. 

Mate,  8 September,  1864.  Resigned  14  April,  1865. 

Kelven,  James. 

Acting  Second  Assistant  Engineer,  18  January,  1864.  Dismissed  12  August, 
1865. 

Kemble,  Arthur. 

Acting  Assistant  Surgeon,  12  August,  1861.  Resigned  16  May,  1862. 
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Kemble,  Edmund. 

Mate,  1861.  Acting  Master,  26  May,  1862.  Honorably  discharged  26  August, 
1865. 

Kemble,  Frank. 

Mate.  Dismissed  13  August,  1863.  Mate,  20  October,  1863.  Acting  Ensign,  1 
June,  1864.  Honorably  discharged  20  October,  1865. 

Kemble,  Peter. 

Midshipman,  19  December,  1840.  Resigned  24  June,  1845. 

Kemp,  Jacob. 

Mate,  27  June,  1860.  Appointment  revoked  27  July,  1866. 

Kemp,  William  T. 

Acting  Assistant  Surgeon,  8 May,  1863.  Assistant  Surgeon,  5 September,  1863. 
Died  31  March,  1864. 

Kemper,  S.  M. 

Master,  30  October,  1812.  Cashiered  30  December,  1819. 

KempfT,  Louis. 

Acting  Midshipman,  25  September,  1857.  Graduated  1862.  Lieutenant,  1 August, 
1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  9 March,  1876. 

Kempt  on,  Abner  W. 

Acting  Master,  29  October,  1861.  Honorably  discharged  23  March,  1866. 

Kemp  ton,  Francis. 

Acting  Ensign,  17  December,  1862.  Honorably  discharged  14  December,  1865. 

Kempt  on,  Silas  W. 

Mate,  9 May,  1864.  Drowned  23  March,  1865. 

Kemptoia,  W.  L. 

Acting  Master,  31  March,  1862.  Honorably  discharged  28  October,  1865. 

Kempt  on,  Zacclieus. 

Acting  Master,  28  May,  1861.  Honorably  discharged  25  October,  1865. 

Kendall,  Andrew  J. 

Mate,  11  September,  1863.  Acting  Ensign,  17  December,  1864.  Honorably  dis- 
charged 20  October,  1865. 

Kendall,  George. 

Acting  Ensign,  6 October,  1862.  Resigned  22  September,  1863.  Acting  Ensign, 
14  October,  1863.  Resigned  20  December,  1864. 

Kendall,  ^Lucian  H. 

Acting  Assistant  Surgeon,  21  June,  1862.  Acting  Passed  Assistant  Surgeon,  26 
May,  1865.  Honorably  discharged  24  September,  1866. 

Kendrick,  Charles  S. 

Acting  Master,  1 October,  1862.  Died  13  August,  1863. 

Kendricken,  Paul. 

Acting  Third  Assistant  Engineer,  20  June,  1862.  Acting  Second  Assistant  En- 
gineer, 6 November,  1863.  Honorably  discharged  3 September,  I860. 

Keneally,  John  F. 

Acting  Third  Assistant  Engineer,  10  May,  1862.  Acting  Second  Assistant  En- 
gineer, 16  March,  1866.  Honorably  discharged  5 September,  1865. 

Kennard,  Joel  S. 

Midshipman,  10  March,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  4 
January,  1850.  Lieutenant,  18  October,  1850.  Resigned  23  April,  1861. 

Kennedy,  A.  JH. 

Assistant  Surgeon,  3 January,  1828.  Died  13  June,  1833. 

Kennedy,  Charles  H.  A.  II. 

Midshipman,  10  February,  1819.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
3 March,  1835.  Commander,  14  September,  1855.  Dismissed  14  June,  1861. 

Kennedy,  Charles  W.  * 

Midshipman,  25  September,  1861.  Graduated  22  November,  1864.  Ensign,  1 
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November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868* 
Lieutenant-Commander,  26  March,  1869. 

Kennedy,  Dimcan. 

Midshipman,  20  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  18  June,  1872. 

Kennedy,  Edmund  C. 

Midshipman,  1 7 September,  1830.  Resigned  15  June,  1839. 

Kennedy,  Edmund  P. 

Midshipman,  22  November,  1805.  Lieutenant,  9 June,  1810.  Commander,  5 March, 
1817.  Captain,  24  April,  1828.  Died  28  March,  1844. 

Kennedy,  Francis  M. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged 
24  October,  1869. 

Kennedy,  If,  H. 

Master,  26  June,  1812.  Resigned  24  May,  1813. 

Kennedy,  James  C. 

Acting  Third  Assistant  Engineer,  27  December,  1861.  Resigned  28  November, 
1862.  Acting  Second  Assistant  Engineer,  30  July,  1864.  Resigned  13  April, 
1865. 

Kennedy,  Joseph, 

Acting  Second  Assistant  Engineer,  4 April,  1864.  Honorably  discharged  3 Octo- 
ber, 1865. 

Kennedy,  Josiala  W. 

Acting  Carpenter,  3 October,  1863.  Honorably  discharged  30  October,  1865. 

Kennedy,  Michael. 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Dismissed!  August,  1865. 

Kennedy,  Stephen 

Assistant  Surgeon,  9 May,  1861.  Surgeon,  5 January,  1866. 

Kennedy,  Stewart. 

Assistant  Surgeon,  1 October,  1855.  Surgeon,  1 August,  1861.  Died  8 March, 
1864. 

Kennedy,  Thomas. 

Mate,  26  November,  1862.  Honorably  discharged  27  December,  1865. 

Kennedy,  Thomas. 

Acting  Third  Assistant  Engineer,  5 December,  1864.  Honorably  discharged  23 
March,  1866. 

Kennett,  John  €. 

Midshipman,  2 October,  1861.  Graduated  22  November,  1864.  Ensign,  1 Novem 
ber,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  18(38.  Lieutenant- 
Commander,  26  March,  1869.  Resigned  31  December,  1880. 

Kenney,  Albert  B. 

Acting  Third  Assistant  Engineer,  6 March,  1862.  Acting  Second  Assistant  Engi- 
neer, 16  September,  1864. 

Kenney,  A.  J. 

Mate,  8 May,  1866.  Appointment  revoked  19  September,  1866.  Mate,  13  Octo- 
ber, 1869.  Resigned  10  April,  1873. 

Kenney,  Edward. 

Boatswain,  20  J uly,  1853. 

Kenney,  George  W. 

Acting  Carpenter,  8 June,  1863.  Honorably  discharged  6 June,  1866. 

Kenney,  JLewis. 

Mate,  1863.  Acting  Ensign,  3 October,  1863.  Honorably  discharged  19  Decem- 
ber, 1868. 

Kenney,  Stephen  B.  . 

Acting  Assistant  Surgeon,  4 November,  1863.  Honorably  discharged  15  March, 
‘‘866. 
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Kennason,  I>.  K. 

Acting  Master  and  Pilot,  29  October,  1864.  Honorably  discharged  8 August,  18G5. 

Kennison,  William  W. 

Mate,  28  August,  1861.  Acting  Master,  1 February,  1882.  Acting  Volunteer 
Lieutenant,  gallant  conduct  in  action  between  “ Merrimac'1'1  and  “ Cumberland ,” 
26  March,  1862.  Honorably  discharged  4 May,  1866.  Acting  Master,  20 
August,  1866.  Mustered  out  16  November,  1868. 

Kennon,  Beverly. 

Midshipman,  18  May,  1809.  Lieutenant,  24  July,  1813.  Commander,  24  April, 
1828.  Captain,  9 February,  1837.  Killed  by  accident  28  February,  1844. 

Eeimon,  Beverly. 

Midshipman,  22  August,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  23  April,  1861. 

Kennon,  George  T. 

Surgeon,  24  July,  1813.  Resigned  20  December,  1823. 

Kennon,  John  T. 

Surgeon,  24  July,  1813.  Resigned  20  December,  1823. 

Kennon,  Richard. 

Midshipman,  10  May,  1820.  Resigned  4 June,  1822. 

lieimoa,  Bichard. 

Surgeon’s  Mate,  17  November,  1824.  Resigned  12  November,  1833. 

Kennon,  William  H. 

Purser,  5 June,  1844.  Dismissed  16  November,  1849. 

Kcmioifi,  William  If. 

Midshipman,  1 January,  1817.  Lieutenant,  28  April,  1826.  Resigned  16  Decern' 
ber,  1840. 

Kenny,  Albert  S. 

Assistant  Paymaster,  19  March,  1862.  Paymaster,  9 March,  1865. 

Kenny,  John. 

Midshipman,  1 January,  1808.  Resigned  10  August,  1809. 

Kensil,  Lewis  M. 

Acting  Second  Assistant  Engineer,  1861.  Dismissed  25  September,  1862. 

Kent,  James  W. 

Acting  Third  Assistant  Engineer,  22  September,  1864.  Resigned  15  May,  1865. 

Kent,  Joseph. 

Mate,  4 October,  1861.  Died  on  “ Pensacola ,”  5 December,  1863. 

Kent.  I^ewis  A. 

Mate,  19  April,  1864.  Honorably  discharged  13  November,  1865. 

Kenworthy,  William  S. 

Acting  Third  Assistant  Engineer,  7 September,  1864.  Resigned  4 April,  1865. 

Kenyon,  Andrew  J. 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer,  30 
July,  1863.  First  Assistant  Engineer,  11  October,  I860. 

Kenyon,  Charles  W. 

Acting  Third  Assistant  Engineer,  gallantry,  25  October,  1862.  Honorably  dis- 
charged 26  September,  1865. 

Kenyon,  Henry. 

Lieutenant,  3 August,  1798.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Kenz,  Joseph. 

Surgeon’s  Mate,  28  March,  1820.  Last  appearance  on  Records  of  Nav~  Depart- 
ment, 1824.  West  India  Station. 

Keogh,  Matthew. 

Midshipman,  6 December,  1814.  Lost  at  Sea  in  1821. 
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Keogh,  Patrick. 

Sailmaker,  27  November,  1807.  Last  appearance  on  Records  of  Navy  Department 
Dead. 

Kepler,  George  W. 

Mate,  10  September,  1864.  Honorably  discharged  24  March,  1866. 

Kerley,  Bernard. 

Acting  Third  Assistant  Engineer,  7 March,  1862.  Honorably  discharged  12  No- 
vember, 1865. 

Kernan,  William. 

Acting  Third  Assistant  Engineer,  81  March,  1864.  Honorably  discharged  4 Sep- 
tember, 1865. 

Kerns,  Eucien  B. 

Acting  First  Assistant  Engineer,  9 February,  1864.  Appointment  revoked  (Sick,) 
12  April.  1864. 

Kerr,  Edward  A. 

Midshipman,  1 June,  1821.  Died  in  November,  1824. 

Kerr,  Speeds  C. 

Assistant  Paymaster,  16  June,  1880. 

Kerr,  Thomas. 

Assistant  Gunner,  18  February,  1864.  Appointment  revoked  9 May,  1865. 

Kerr,  William  A. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Resigned  24  April, 
1861. 

Kershner,  Edward. 

Assistant  Surgeon,  24  January,  1862.  Surgeon,  7 November,  1872. 

Kervau,  Lawrence. 

Carpenter,  14  October,  1834.  Resigned  30  November,  1835. 

Ketler,  Philip. 

Acting  Third  Assistant  Engineer,  17  June,  1863.  Acting  Second  Assistant  En- 
gineer, 8 April,  1865.  Honorably  discharged  7 November,  1865. 

Key,  Baniel  M. 

Midshipman,  28  November,  1833.  Died  22  June,  1836. 

Key,  Henry  H. 

Midshipman,  10  September,  1841.  Resigned  2 May,  1848. 

Key,  Francis  S. 

Midshipman,  15  May,  1823.  Resigned  21  February,  1827. 

Key,  James. 

Purser,  16  September,  1799.  Discharged  18  November,  1801,  under  Peace  Estab- 
lishment Act. 


Keyes,  William  E. 

Acting  Gunner,  5 February,  1863.  Honorably  discharged,  16  September,  1865. 

Keyser,  Edward  S. 

Acting  Ensign,  20  September,  1862.  Acting  Master,  favorable  report  of  Com- 
manding Officer,  19  February,  1864.  Acting  Volunteer  Lieutenant,  6 April, 
1865.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant- 
Commander,  25  January,  1870. 

Keyser,  Henry. 

Acting  Master,  7 August,  1863.  Honorably  discharged  25  November,  1865. 

Keyser,  Henry  C. 

Acting  Third  Assistant  Engineer,  16  February,  1865.  Honorably  discharged  26 


July,  1865. 

Kid,  Charlton  B. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August 
1859.  First  Assistant  Engineer,  1 February,  1862.  Resigned  30  December, 
1867. 
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Ki dd,  Elijah  M. 

Acting  Second  Assistant  Engineer,  22  September,  1863.  Honorably  discharged 
28  October,  1865. 

Kidd,  James  P. 

Midshipman,  21  September,  1821.  Resigned  21  October,  1824. 

Kidd,  John  M. 

Master,  17  June,  1817.  Last  appearance  on  Records  of  Navy  Department,  1822. 
Norfolk. 

Kidd,  Thomas. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  1 
October,  1865. 

Kiddall,  John. 

Master,  6 October,  1813.  Discharged' 15  April,  1815. 

Kiddall,  John. 

Midshipman,  29  November,  1800.  Discharged  9 June,  1801,  under  Peace  Estab- 
lishment Act; 

Kidder,  Benjamin  H. 

Assistant  Surgeon,  24  January,  1862.  Surgeon,  2 March,  1868. 

Kidder,  George  E. 

Mate,  22  October,  1863.  Acting  Ensign,  19  August,  1864.  Honorably  discharged 
3 December,  1865. 

Kidder,  Cleorge  W. 

Acting  Third  Assistant  Engineer,  6 December,  1862.  Acting  Second  Assistant 
Engineer,  26  July,  1864.  Honorably  discharged  4 January,  1868. 

Kidder,  Jerome  H. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Surgeon,  19  May,  1876. 

Kiely,  Thomas  JF.  C. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  2 July,  1862. 

JKiersted,  Andrew  J. 

Third  Assistant  Engineer,  26  June,  1856.  First  Assistant  Engineer,  3 August, 
1859.  Chief  Engineer,  12  November,  1861. 

Kiersied,  Charles  I>. 

Acting  Third  Assistant  Engineer,  29  August,  1861.  Acting  Second  Assistant 
Engineer,  15  February,  1862.  Dismissed  4 August,  1864. 

Kiersted,  Uavid  C. 

Mate,  30  September,  1862.  Acting  Ensign,  20  October,  1864.  Honorably  dis- 
charged 5 November,  1865. 

Kiersted,  George  W. 

Acting  Third  Assistant  Engineer,  21  May,  1863.  Acting  Second  Assistant  En- 
gineer, 13  February,  1865.  Honorably  discharged  8 September,  1866. 

Kililborii,  John  W. 

Mate,  20  January,  1863.  Acting  Ensign,  28  July,  1864.  Resigned  10  May,  1865. 

^Kilhnrn,  Willie. 

Midshipman,  5 December,  1865.  Graduated  4 June,  1869.  Ensign,  13  July,  1871. 
Master,  18  December,  1874. 

Kilby,  J assies  A. 

Mate,  11  June,  1863.  Resigned,  (Sick,)  7 November,  1863.  Mate,  7 December,  1863. 
Acting  Ensign,  16  January,  1864.  Appointment  revoked,  (Sick,)  18  July,  1864. 

Kilgore,  William  F. 

Acting  Ensign,  3 December,  1864.  Honorably  discharged  2 April,  1868. 

Killin,  John  J. 

Boatswain,  23  October,  1877. 

Kilpatrich,  Thomas. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  22 
August,  1853. 
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Mil  pal  rick,  William  51. 

Third  Assistant  Engineer,  11  February,  1862.  Second  Assistant  Engineer,  15  Oc- 
tober,  1863.  Resigned  9 February,  1866. 

Milty,  Augustus  11. 

Midshipman,  4 July,  1821.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
6 September,  1837.  Reserved  list,  13  September,  1855.  Commander,  Active 
list,  6 January,  1859.  Captain,  Active  list,  16  July,  1862.  Commodore,  25  July, 
1866.  Retired  list,  25  November,  1868.  Rear-Admiral,  13  July,  1870.  Died  10 
November,  1879. 

liimlndl,  Ambrose. 

Acting  Third  Assistant  Engineer,  1 December,  1863.  Resigned  12  April,  1865. 

Kimball,  F.  W. 

Mate,  30  May,  1863.  Honorably  discharged  2 May,  1868. 

Kimball,  George. 

Acting  Master,  25  May,  1861.  Died  30  November,  1863. 

Kimball,  Henry  H. 

Third  Assistant  Engineer,  20  May,  1863.  Resigned  29  June,  1869. 

Kimball,  Mill  J. 

Acting  Assistant  Surgeon,  27  October,  1863.  Died  6 February,  1864. 

Kimball,  II.  IS. 

Acting  Master,  5 July,  1862.  Resigned  2 March,  1863. 

Kimball,  Jacob. 

Acting  Master,  22  January,  1862.  Acting  Volunteer  Lieutenant,  8 April,  1865. 
Honorably  discharged  4 January,  1866.  Acting  Master,  16  October,  1866. 
Mustered  out  10  September,  1868. 

Kimball,  James  11. 

Third  Assistant  Engineer,  8 September,  1853.  Second  Assistant  Engineer,  26 
June,  1856.  First  Assistant  Engineer,  2 August,  1859.  Chief  Engineer, 
5 August,  1861.  Died  18  May,  1879. 

Kimball,  Thomas  W. 

Mate,  31  October,  1861.  Acting  Ensign,  1 April,  1864.  Honorably  discharged 
20  December,  1867. 

Kimball,  William  W. 

Midshipman,  31  July,  1865.  Graduated  4 June,  1869.  Ensign,  19  October,  1870. 
Master,  14  October,  1871.  Lieutenant,  18  December,  1874. 

Kimber,  George  W. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 6 December,  1862.  Resigned  (Sick,)  5 November,  1863. 

Kimberly,  Henry  I>. 

Acting  Assistant  Paymaster,  3 August,  1861.  Mustered  out  9 January,  1866. 

Kimberly,  Lewis  A. 

Midshipman,  8 December,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  3 October,  1874. 

Kimmell,  Harry. 

Cadet  Midshipman,  28  September,  1874.  Graduated  4 June,  1880. 

Kindleberger,  David. 

Assistant  Surgeon,  20  May,  1859.  Surgeon,  14  August,  1862.  Medical  Inspector, 
13  August,  1876. 

King,  Allen  A. 

Mate,  6 October,  1864.  Honorably  discharged  30  September,  1865. 

King,  Amos. 

Surgeon’s  Mate,  10  December,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment for  1815.  New  York. 

King,  Charles. 

Mate,  1 October,  1862.  Acting  Ensign,  19  February,  1863.  Resigned  20  Ap»il, 
1865. 
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Ming,  Charles  Alfred. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June,  I860. 

King,  ©avid  J. 

Mate,  11  May,  1868.  Honorably  discharged  10  July,  1865. 

Ming,  Daniel  JL. 

Acting  First  Assistant  Engineer,  22  February,  1864.  Honorably  discharged  14 
October,  1867. 

Ming,  Edward  M. 

Acting  Volunteer  Lieutenant,  81  October,  1863.  Honorably  discharged  18  July, 
1867. 

Ming,  Ezekiel. 

Midshipman,  16  January,  1809.  Struck  off  26  August,  1809. 

Ming,  Frederick  T. 

Acting  Master,  14  August,  1861.  Honorably  discharged  29  December,  1865. 

King,  CJeorge  E. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Resigned  27  April,  1865. 

J£ing,  George  S. 

Midshipman,  25  March,  1842.  Passed  Midshipman,  5 August,  1848.  Dropped  13 
September,  1855. 

King,  €rleadj. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  Resigned  7 September,  1858.  Second  Assistant  Engineer,  9 May,  1861. 
Declined.  Appointment  revoked  13  June,  1861. 

King,  James  W. 

Third  Assistant  Engineer,  2 September,  1844.  Second  Assistant  Engineer,  10 
July,  1847.  First  Assistant  Engineer,  13  September,  1849.  Chief  Engineer,  12 
November,  1852.  Engineer  in  Chief,  15  March,  1869.  Successor  appointed  20 
March,  1873. 

King,  John. 

Master,  16  April,  1800.  Last  appearance  on  Records  of  Navy  Department. 

King,  Joins 

Sailmaker,  27  August,  1853.  Dismissed  22  October,  1864. 

Ming,  John  A.  B. 

Acting  Third  Assistant  Engineer,  18  February,  1663.  Acting  Second  Assistant 
Engineer,  7 April,  1864.  Honorably  discharged  22  March,  1868. 

King;  Joins  F. 

Acting  Third  Assistant  Engineer,  26  September,  1862.  Resigned  7 May,  1863. 

Ming,  Joins  II. 

Mate,  20  August,  1863.  Acting  Ensign,  5 October,  1864.  Honorably  discharged 
31  July,  1867. 

King,  Joint  M. 

Acting  Third  Assistant  Engineer,  6 May,  1863.  Appointment  revoked  (Sick,)  26 
February,  1864. 

King,  John  W. 

Acting  Ensign,  2 August,  1864.  Honorably  discharged  30  November,  1865. 

Ming,  1L.  B. 

Acting  Ensign,  17  September,  1862.  Acting  Master,  7 November,  1863.  Honor- 
ably discharged  2 January,  1869. 

King,  Miles. 

Lieutenant,  13  July,  1799.  Discharged  11  May,  1801,  under  Peace  Establishment 
Act. 

King,  Bokert  S. 

Gunner,  5 April,  1842.  Resigned  3 July,  1846.  Gunner,  6 April,  1859.  Lost  in 
the  “Levant”  18  September,  1860. 

King,  ©teplien  €*. 

Sailmaker,  27  March,  1857.  Died  18  January,  1860. 
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King,  Sylvester  TV. 

Acting  Third  Assistant  Engineer,  27  July,  1868.  Honorably  discharged  7 Octo- 
ber, 1865. 

King,  Thomas. 

Boatswain,  11  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 

King,  Thomas. 

Acting  Third  Assistant  Engineer,  5 March,  1864.  Dismissed  23  April,  1864. 

King,  Thomas. 

Master’s  Mate,  date  not  known.  Died  in  1821. 

King,  Thomas. 

Acting  Master,  25  February,  1862.  Resigned  8 February,  1864. 

King,  Thomas. 

Midshipman,  4 March,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1821.  Dead. 

King,  Thomas  TV. 

Acting  Second  Assistant  Engineer,  18  October,  1864.  Appointment  revoked  18 
January,  1866. 

King,  William. 

Acting  Third  Assistant  Engineer,  2 June,  1862.  Resigned  20  June,  1863. 

King,  William. 

Mate,  10  September,  1863.  Resigned  3 February,  1866. 

King,  William  €. 

Mate,  27  May,  1863.  Acting  Ensign,  30  December,  1864.  Honorably  discharged 
15  May,  1865. 

King,  William  Henry. 

Third  Assistant  Engineer,  6 February,  1851.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Died  25  April,  1859. 

King,  William  Hervey. 

Third  Assistant  Engineer,  20  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  2 December,  1861.  Chief  Engineer,  10  Novem- 
ber, 1863. 

King,  William  I. 

Assistant  Surgeon,  3 December,  1858.  Surgeon,  22.  May,  1862.  Medical  In- 
spector, 4 May,  1875.  Died  14  March,  1880. 

King,  W illiam  R. 

Cadet  Engineer,  Naval  Academy,  1 October,  1872.  Graduated  21  June,  1875. 
Assistant  Engineer,  1 July,  1877. 

Kingsbury,  Charles  €. 

Acting  Master,  15  April,  1862.  Acting  Volunteer  Lieutenant,  24  April,  1865. 
Honorably  discharged  2 January,  1866. 

Kingsbwrg,  George  T. 

Acting  Second  Assistant  Engineer,  14  August,  1862.  Resigned  8 July,  1863. 

Kingsley,  Jackson. 

Mate,  9 October,  1862.  Discharged  2 October,  1864. 

Kingsley,  John  F. 

Acting  Third  Assistant  Engineer,  24  May, A 864.  Honorably  discharged  28  April, 
1869. 

Kingsley,  Toil  is  A. 

Midshipman,  28  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Kingston, \S.  15. 

Midshipman,  1 January,  1817.  Resigned  16  December,  1826. 

Kingston,  Simon. 

Master,  29  June,  1812.  Died  in  July,  1825. 

Kinkaid,  Thomas  Wright. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June,  1880. 
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Kinkead,  Joseph  B. 

Midshipman,  19  October,  1841.  Resigned  26  August,  1843. 

KiEilocli,  Thomas  Jj. 

Midshipman,  1 July,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  25 
August,  1849.  Died  25  December,  1849. 

Kinnan,  Henry  15. 

Mate.  Dismissed  16  September,  1862.  Mate,  22  November,  1862.  Died  10  Janu- 
ary, 1863. 

Kin  ti  ear,  Tames. 

Acting  Carpenter,  5 June,  1861.  Resigned  3 October,  1861. 

Hi niiier,  James. 

Acting  Assistant  Surgeon,  25  July,  1862.  Honorably  discharged  2 April,  1866. 

Kinney,  William  H. 

Acting  Assistant  Surgeon,  5 March,  1864.  Resigned  7 September,  1865. 

Kinnicutte,  J.  C. 

Midshipman,  8 October,  1798.  Last  appearance  on  Records  of  Navy  Department, 
25  March,  1800. 

Hinny,  Harlow. 

Acting  Carpenter,  1 October,  1862.  Honorably  discharged  27  September,  1865. 

Kip,  Isaac. 

Surgeon’s  Mate,  13  March,  1805.  Dismissed  16  August,  1805. 

Kirby,  Absalom. 

Third  Assistant  Engineer,  3 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  Retired  22  January,  1866.  Restored  to  Active  list  by  Act  of  Congress, 
3 March,  1873.  First  Assistant  Engineer,  11  October,  1866. 

Kirby,  Benjamin. 

Master’s  Mate,  1 February,  1816.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Kirby,  Nicholas. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  20  April,  1864. 
Honorably  discharged  14  November,  1865. 

Kirk,  James  A. 

Midshipman,  1 May,  1822.  Died  9 May,  1823. 

Kirk,  Mordeeai  JL. 

Mate,  4 March,  1864.  Honorably  discharged  25  October,  1865. 

Kirkby,  CJeorge. 

Acting  Ensign,  4 November,  1862.  Died  22  June,  1863. 

Kirkby,  William  J. 

Acting  Ensign,  22  December,  1863.  Honorably  discharged  21  November.  1865. 

Kirkendall,  Charles  H. 

Acting  Assistant  Paymaster,  25  September,  1861.  Mustered  out  15  November, 
1865. 

Kirkham,  Austin  I®. 

Mate.  Resigned  13  April,  1863. 

Kirkland,  James. 

Acting  Carpenter,  1 October,  1862.  Dismissed  10  June,  1863. 

Kirkland,  William  A. 

Midshipman,  2 July,  1850.  Passed  Midshipman,  20  June,  1856.  Master,  22 
January,  1858.  Lieutenant,  18  March,  1858.  Lieutenant-Commander,  16  July, 
1862.  Commander,  2 March,  1869.  Captain,  1 April,  1880. 

Kiskadden,  Harvey  J. 

Mate,  24  January,  1863.  Resigned  30  May,  1864. 

Mismer,  William. 

Mate,  23  June,  1863.  Acting  Ensign,  11  March,  1865.  Honorably  discharged  19 
November,  1865. 
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Kimm,  B.  P. 

Surgeon,  24  July.  1813.  Died  6 October,  1828. 

Hissam,  Franklin. 

Acting  Third  Assistant  Engineer,  16  June,  1864.  Appointmen  revoked  12  May, 
1865. 

Kissain,  J.  J.  Astor. 

Acting  Assistant  Paymaster,  18  September,  1862.  Resigned  23  July,  1863. 

Kissani,  Samuel  M. 

Surgeon,  24  July,  1813.  Died  August,  1822. 

Kitehen,  John  S. 

Assistant  Surgeon,  1 May,  1855.  Surgeon,  1 May,  1861.  Died  8 May,  1872. 

Kitchen,  Theodore  S. 

Acting  Assistant  Paymaster,  12  September,  1863.  Resigned  2 December,  1864. 

Hitching’,  William  II.,  JTr. 

Mate,  28  July,  1863.  Resigned  22  April,  1865. 

Kittredge,  John  W. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Dismissed  27  October,  1863. 

Mitts,  John. 

Master,  15  May,  1813.  Died  6 August,  1819. 

Kieckner,  Charles  €. 

Cadet  Engineer  Naval  Academy,  1 October,  1871.  Graduated  21  June,  1875. 
Assistant  Engineer,  1 July,  1877. 

Kloeppel,  Henry. 

Acting  Ensign,  9 September,  1862.  Honorably  discharged  23  August,  1866. 

Mlinehause,  George  II. 

Mate,  22  February,  1864.  Appointment  revoked,  (Sick,)  11  August,  1864. 

Knapp,  Benjamin. 

Midshipman,  10  October,  1799.  Died  8 July,  1800. 

Knapp,  II.  F. 

Lieutenant,  10  October,  1799.  Discharged  6 July,  1801,  under  Peace  Establish* 
ment  Act. 

Knapp,  Harry  S. 

Cadet  Midshipman,  26  June,  1874.  Graduated  4 June,  1880. 

Knapp,  John. 

Carpenter,  30  June,  1829.  Last  appearance  on  records  of  Navy  Department. 
Deserted. 

Knapp,  John  J. 

Cadet  Midshipman,  9 June,  1874.  Graduated  4 June,  1880. 

Knapp,  Lyman  M. 

Mate,  24  January,  1863.  Resigned  3 June,  1864. 

Knapp,  Myron  II. 

Third  Assistant  Engineer,  5 November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Resigned  8 July,  1867. 

Knapp,  Robert  A. 

Midshipman,  7 December,  1837.  Passed  Midshipman,  29  June,  1S43.  Cashiered 
17  May,  1845. 

Knapp,  Robert  A. 

Acting  Lieutenant,  27  July,  1861.  Resigned  18  November,  1861. 

Knapp,  Samuel. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Knapp,  William. 

Acting  Ensign,  27  August,  1862.  Acting  Master,  7 December,  1863.  Honorably 
Discharged  6 May,  1868. 

Knapp,  William,  Jr. 

Mate,  8 May,  1862.  Appointment  revoked,  (Sick,)  30  March,  1863. 
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Kneass,  Christian. 

Assistant  Surgeon,  16  May,  1804.  Resigned  24  April,  1805. 

Enee'ismdl,  William. 

Acting  Gunner,  28  July,  1864.  Honorably  discharged  28  October,  1865. 

Kneeland,  William. 

Mate,  18  December,  1866.  Resigned  7 May,  1868. 

Knight,  Austin  M. 

Midshipman,  30  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  27  October,  1879. 

Knight,  Carlos  W. 

Acting  Assistant  Surgeon,  18  March,  1864.  Honorably  discharged  18  May,  1868. 

Knight,  Henry. 

Acting  Third  Assistant  Engineer,  6 July,  1863.  Honorably  discharged  11  August, 
1865. 

Knight,  James  I>. 

Midshipman,  16  January,  1809.  Resigned  20  April,  1810. 

Knight,  Jamies  I>. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Died  19  July,  1851. 

Knight,  James  S. 

Assistant  Surgeon,  30  July,  1861.  Surgeon,  29  July,  1866. 

Knight,  John. 

Boatswain,  24  February,  1835.  Dismissed  13  May,  1836. 

Knight,  Thomas. 

Acting  Third  Assistant  Engineer,  11  December,  1863.  Deserted  29  February,  1864. 

Knight,  William. 

Acting  Ensign,  12  December,  1863.  Honorably  discharged  3 November,  1865. 

Knight,  William. 

Carpenter,  17  July,  1839.  Resigned  22  April,  1861. 

Knight,  William. 

Master,  2 October,  1799.  Died  22  July,  1834. 

Knipe,  Thomas  J. 

Acting  Master,  8 January,  1862.  Resigned  28  August,  1862. 

Knowles,  Charles. 

Acting  Ensign,  17  December,  1862.  Died  in  Hospital,  New  York,  9 April,  1866. 

Knowles,  Charles  R. 

Acting  Master  Admiral  Lee’s  Staff,  28  October,  1864.  Resigned  15  June,  1865. 

Knowles,  James  JP. 

Mate,  24  February,  1863.  Resigned  28  March,  1864. 

Knowles,  Oliver  Is. 

Mate,  23  January,  1863.  Acting  Ensign,  24  October,  1864.  Honorably  discharged 
14  Septepiber,  1865. 

Knowles,  William  H. 

Mate,  2 December,  1863.  Appointment  revoked  4 April,  1864. 

Knowlton,  H.  B. 

Acting  Ensign,  23  July,  1862.  Acting  Master,  4 March,  1864.  Resigned  1 Octo- 
ber, 1864. 

Knowlton,  S>avid  N. 

Acting  Ensign,  16  May,  1864.  Honorably  discharged  2 July,  1865. 

Knowlton,  Oeorge  K. 

Mate,  16  October,  1862.  Dismissed  26  January,  1864. 

Knowlton,  Ingersoll  F. 

Third  Assistant  Engineer,  18  November,  1862.  Resigned  17  March,  1865. 

Knowlton,  Manor  N. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer,  23 
March,  1864.  Resigned  22  November,  1872. 
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Kouwlton,  William  H. 

Mate,  18  November,  1862.  Resigned  17  August,  1864. 

Knox,  Daniel  E. 

Mate,  22  September,  1864.  Appointment  revoked  8 September,  1866. 

Knox,  Harry. 

Midshipman,  2 March,  1863.  Graduated  6 June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Knox,  Henry  J. 

Midshipman,  30  April,  1798.  Lieutenant,  20  June,  1799.  Last  appearance  on 
Records  of  Navy  Department,  24  August,  1820. 

Knox,  M.  I>. 

Acting  Assistant  Surgeon,  11  September,  1861.  Appointment  revoked  2 Novem- 
ber, 1861. 

Knox,  Morrison  A. 

Acting  Ensign,  11  June,  1863.  Appointment  revoked  (Sick,)  26  July,  1864. 

Knox,  Robert. 

Sailing  Master,  20  July,  1812.  Reserved  list,  13  September,  1855.  Died  24  Febru- 
ary, 1857. 

Knox,  Robert. 

Acting  Gunner,  22  November,  1864.  Honorably  discharged  14  July,  1866. 

Knox,  Samuel  R. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Reserved 
list,  4 April,  1 867. 

Knox,  Simon  R. 

Third  Assistant  Engineer,  20  February,  1847.  Second  Assistant  Engineer,  26 
February,  1851.  Died  19  September,  1855. 

Knox,  William  E. 

Mate,  18  February,  1862.  Dismissed  5 August,  1862. 

Koeial,  Charles  C. 

Acting  Third  Assistant  Engineer,  25  March,  1863.  Acting  Second  Assistant  En- 
gineer, 27  October,  1864.  Honorably  discharged  27  March,  1868. 

Koeial,  Edward  W. 

Third  Assistant  Engineer,  30  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Dropped  9 January,  1867. 

Koeial,  Edward  W. 

Acting  Second  Assistant  Engineer,  29  January,  1867.  Died  27  August,  1867. 

Koebler,  John  G. 

Mate,  15  October,  1861.  Acting  Ensign,  4 August,  1863.  Honorably  discharged 
13  May,  1867.  Mate,  20  April,  1870.  Appointment  revoked  16  July,  1870. 

Kollock,  Matthew  II. 

Acting  Assistant  Surgeon,  19  December,  1862.  Deserted  7 February,  1864. 

Koones,  Albert  E. 

Acting  Third  Assistant  Engineer,  29  September,  1862.  Acting  Second  Assistant 
Engineer,  29  October,  1863.  Honorably  discharged  27  December,  1865. 

Krecker,  Frederick. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1 April,  1864. 
Resigned  23  January,  1867. 

Kreps,  Job  is. 

Midshipman,  16  January,  1809.  Resigned  15  May,  1809. 

Krim,  James. 

Carpenter,  17  June,  1861.  Died  1 September,  1862. 

Kroehl,  Julius  II. 

Acting  Volunteer  Lieutenant,  4 December,  1862.  Appointment  revoked  8 August, 
1863 
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Kruge,  A.  O. 

Acting  Ensign,  30  November,  1863.  Honorably  discharged  28  December,  1865. 

Eruse,  Christian. 

Mate,  19  July,  1864.  Acting  Ensign,  3 May,  1865.  Honorably  discharged  23 
July,  1865. 

Ifritse,  Meury  G.  C. 

Acting  Ensign,  27  November,  1863.  Honorably  discharged  10  August,  1865. 

Kuhl,  Hugh. 

Mate,  10  December,  1862.  Acting  Ensign,  21  August,  1863.  Resigned  30  May, 
1864.  Mate,  29  November,  1869. 

Kuhn,  Adam  S. . 

Midshipman,  1 February,  1814.  Died  24  August,  1820. 

Kunhardt,  Charles  P. 

Midshipman,  31  July,  1866.  Graduated  7 June,  1870.  Resigned  22  March,  1873. 

Kutz,  George  F. 

Third  Assistant  Engineer,  26  June,  1856.  First  Assistant  Engineer,  3 August, 
1859.  Chief  Engineer,  10  November,  1861. 

Kyle,  John  M. 

Midshipman,  17  December,  1810.  Resigned  16  October,  1811. 

Kyle,  Robert  A. 

Acting  Third  Assistant  Engineer,  1 December,  1863.  Honorably  discharged  26 
July,  1865. 


Fabdosa,  Charles. 

Mate,  8 May,  1862.  Appointment  revoked,  (Sick,)  27  February,  1863. 

Fa  Blanc,  Thomas. 

Third  Assistant  Engineer,  1 February,  1862.  Second  Assistant  Engineer,  15 
October,  1863.  Resigned  28  September,  1867. 

Fabree,  Benjamin. 

Acting  Second  Assistant  Engineer,  31  August,  1863.  Honorably  discharged  4 
December,  1865. 

Facy,  Charles. 

Midshipman,  16  January,  1809.  Lieutenant,  5 March,  1817.  Died  18  June,  1824. 

Fackey,  Oscar  H. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer,  21  March, 
1870. 

Fadd,  James  M. 

Midshipman,  2 March,  1839.  Passed  Midshipman,  2 July,  1845.  Died  26  Novem- 
ber, 1847. 

Fa  IMeu,  Seth  F. 

Acting  Ensign,  7 November,  1863.  Honorably  discharged  24  August,  1865. 

Faeseh,  Fewis  C.  F. 

Third  Assistant  Engineer,  17  March,  1863.  Resigned  24  May,  1864. 

Fa  Febra,  James  If. 

Acting  Third  Assistant  Engineer,  14  March,  1863.  Resigned  11  September,  1863, 

LaUIiser,  Thomas. 

Gunner,  29  December,  1853.  Dismissed  26  June,  1855. 

Faforge,  W.  T. 

Acting  Gunner,  14  June,  1864.  Appointmeut  revoked  18  April,  1865. 

Fagow,  John  If.’ 

Midshipman,  31  March,  1848.  Resigned  19  October,  1852. 

Faha,  Thomas,  Jr. 

Mate.  Acting  Ensign,  18  February,  1863.  Dismissed  19  June,  1863. 
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Falglitoai*,  Alfred  S. 

Acting  Ensign,  19  December,  1863.  Killed  on  “ Gettysburg ,”  16  January,  1865. 

Faigliton,  William  F. 

Carpenter,  7 April,  1849.  Retired  list,  13  November,  1877.  Died  25  June,  1879. 

Faigliton,  Wrilliam  M. 

Carpenter,  29  September,  1836.  Retired  list,  15  April,  1872.  Died  23  May,  1873. 

Faiae,  R.  W. 

Mate,  13  September,  1865.  Acting  Ensign,  4 April,  1866.  Resigned  15  June, 
1868. 

Faing,  Thomas. 

Midshipman,  2 March,  1800.  Discharged  7 July,  1801,  under  Peace  Establishment 
Act. 

Fail'd,  Charles. 

Midshipman,  29  September,  1869.  Graduated  21  June,  1875.  Ensign,  18  July, 

1876. 

Fail'd,  J.  Clarence. 

Mate,  22  June,  1868.  Resigned  23  December,  1863. 

Fail'd,  Robert  Wo 

Acting  Ensign,  28  April,  1864.  Honorably  discharged  30  August,  1865. 

Fake,  Peter. 

Mate,  18  December,  1863.  Acting  Ensign,  17  March,  1865.  Honorably  dis- 
charged 26  November,  1865. 

Fakerman,  John. 

Mate,  21  February,  1863.  Died  at  Pensacola,  Florida,  15  September,  1863. 

Fakin,  Daniel  W. 

Mate,  25  October,  1862.  Acting  Ensign,  18  August,  1864.  Honorably  discharged 
25  September,  1865. 

Fa!  or,  diaries  W. 

Mate,  7 February,  1863.  Acting  Ensign,  11  November,  1863.  Honorably  dis- 
charged 20  October,  1865. 

Lamb,  George- 

Acting  Ensign,  14  May,  1863.  Honorably  discharged  14  September,  1865. 

Lambert,  Daniel. 

Boatswain,  10  June,  1837.  Last  appearance  on  Records  of  Navy  Department. 

Lambert,  D.  It. 

Midshipman,  16  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  29 
August,  1852.  Lieutenant,  9 June,  1853.  Died  27  May,  1859. 

Lambert,  George  W. 

Acting  Third  Assistant  Engineer,  14  April,  1863.  Resigned  8 October,  1863. 

Lambert,  Henry  S. 

Mate,  12  June,  1861.  Acting  Ensign,  25  September,  1862.  Acting  Master,  9 No- 
vember, 1864.  Honorably  discharged  26  October,  1865. 

Lambert,  Thomas  M. 

Chaplain,  29  December,  1833.  Resigned  11  September,  1856. 

Lambert,  William. 

Midshipman,  1 December,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Died  15  March,  1840. 

Lambertou,  Benjamin  P. 

Acting  Midshipman,  21  September,  1860.  Graduated  22  November,  1864.  En- 
sign, 1 November,  1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868. 
Lieutenant-Commander,  27  April,  1869. 

Lambertson,  Garret  J. 

Acting  Third  Assistant  Engineer,  4 February,  1863.  Dismissed  15  March,  1864. 

Lamdia,  James  F. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9 May, 
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1857.  First  Assistant  Engineer,  2 August,  1859.  Chief  Engineer,  8 December, 
1862.  Dismissed  5 March,  1867. 

JLamdin*  Nicholas  II. 

Third  Assistant  Engineer,  21  April,  1868.  Retired  22  June,  1868.  Restored  to 
Active  list  by  Act  of  Congress,  17  July,  1872.  Second  Assistant  Engineer, 
same  date.  Passed  Assistant  Engineer,  3 June,  1879. 

Lamdin,  William  J. 

Third  Assistant  Engineer,  6 February,  1851.  Second  Assistant  Engineer,  1 
October,  1852.  First  Assistant  Engineer,  9 May,  1857.  Chief  Engineer,  1 

October,  1861. 

Larnie,  W. 

Acting  Ensign  and  Pilot,  28  October,  1864.  Honorably  discharged  21  September, 

1865. 

Lamon,  lames. 

Acting  Gunner,  27  June,  1864.  Honorably  discharged  28  October,  1865. 

LampMer,  Bichmosid  II. 

Acting  Ensign,  14  July,  1864.  Honorably  discharged  9 December,  1868. 

Lamport,  €»e©rge  II. 

Mate,  1 October,  1862.  Resigned  8 January,  1863. 

Lamport,  Richard  T. 

Mate,  16  February,  1863.  Acting.  Ensign,  14  June,  1864.  Honorably  discharged 
10  December,  1865. 

Lamson,  Charles  W. 

Acting  Master,  8 July,  1861.  Appointment  revoked  25  February,  1865. 

Lamson,  Roswell  II. 

Acting  Midshipman,  20  September,  1858.  Graduated,  1862.  Lieutenant,  1 August, 
1862.  Resigned  6 July,  1866. 

Lanahan,  David  J. 

Acting  Third  Assistant  Engineer,  8 September,  1863.  Honorably  discharged 
9 October,  1865. 

Lancashire,  Benjamin. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  26  January, 

1866. 

Lancaster,  Silas  H. 

Acting  Third  Assistant  Engineer,  3 November,  1864.  Resigned  6 June,  1865. 

Lander  green Adolphus. 

Mate,  24  July,  1863.  Acting  Ensign,  3 December,  1864.  Honorably  discharged 
14  September,  1865 

Landon,  George  W. 

Acting  Third  Assistant  Engineer,  28  March,  1864.  Resigned  12  May,  1865. 

Landon,  William. 

Sailmaker,  4 December,  1815.  Last  appearance  on  Records  of  Navy  Department. 

Lane,  Anthony  J. 

Acting  Third  Assistant  Engineer,  4 September,  1863.  Acting  Second  Assistant 
Engineer,  16  February,  1864.  Honorably  discharged  5 November,  1865. 

Lane,  diaries  M. 

Acting  Master  and  Pilot,  31  October,  1864.  Appointment  revoked  9 February, 
1865. 

Lane,  David  If. 

Acting  Third  Assistant  Engineer,  24  April,  1862.  Acting  Second  Assistant  En- 
gineer, 29  January,  1863.  Resigned  13  February,  1864. 

Lane,  George  W. 

Mate,  22  November,  1861.  Honorably  discharged  2 October,  1865. 

Lane,  L.  Cooper. 

Assistant  Surgeon,  17  April,  1856.  Resigned  20  October,  1859 
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JLane,  Moses  A. 

Gunner,  28  January,  1852. 

Fane,  Ninian  E. 

Midshipman,  1 April,  1828.  Dismissed  11  July,  1835. 

Lane,  N.  B. 

Midshipman,  18  June,  1832.  Resigned  27  February,  1833. 

Lane,  Sands  W. 

Acting  Ensign,  3 August,  1864.  Honorably  discharged  21  July,  1865. 

Lane,  Simeon. 

Mate,  5 February,  1862.  Dismissed  29  June,  1863. 

Lane,  S.  Cushing. 

Acting  Third  Assistant  Engineer,  19  April,  1862.  Third  Assistant  Engineer,  8 
December,  1862.  Dropped  8 April,  1865.  • 

Lane,  William  N. 

Acting  Assistant  Surgeon,  21  October,  1861.  Appointment  revoked  21  February, 
1862. 

Rane,  Webster. 

Third  Assistant  Engineer,  23  May,  1361.  Second  Assistant  Engineer,  3 August, 
1863.  Resigned  22  March,  1867. 

Lanfare,  Robert  O. 

Mate,  8 May,  1862.  Acting  Ensign,  24  August,  1864.  Honorably  discharged  12 
December,  1865. 

Rang,  Hugh. 

Acting  Third  Assistant  Engineer,  20  November,  1862.  Resigned  27  December, 
1862. 

Rang,  Ricliard. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Langdon,  II.  S. 

Midshipman,  18  June,  1812.  Killed  in  action,  28  June,  1814. 

Rangdon,  Joshua  11. 

Purser,  5 December,  1809.  Died  3 July,  1810. 

Ranger,  Philip  Joseph. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1804.  Resigned  28  April,  1870. 

Ranghorne,  Jolm  1>. 

Midshipman,  6 July,  1842.  Passed  Midshipman,  5 August,  1848.  Resigned  31 
November,  1853. 

Laagiands,  Robert  If. 

Acting  Ensign,  22  October,  1863.  Honorably  discharged  30  September,  1865. 

Lsingley,  Charles  F. 

Acting  Ensign,  14  April,  1863.  Acting  Master,  recommendation  of  Captain  J.  L. 
Worden,  19  November,  1863.  Honorably  discharged'14  September,  1865. 

Rangley,  Freeman. 

Mate,  8 May,  1863.  Resigned  19  April,  1864. 

Langley,  John  W. 

Acting  Assistant  Surgeon,  3 September,  1862.  Resigned  1 September,  1864. 

Langlin,  Edward. 

Acting  Third  Assistant  Engineer,  20  January,  1865.  Honorably  discharged 
28  October,  1865. 

Langlois,  August. 

Acting  Assistant  Surgeon,  30  January,  1863.  Honorably  discharged  6 August, 
1866. 

RangstalF,  James. 

Mate,  4 February,  1862.  Dismissed  14  April,  1862. 
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langthorne,  Amos  R. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  29  January, 
1863.  Honorably  discharged  6 March,  1866. 

Yawgton,  John  R.  F. 

Boatswain,  25  November,  1861. 

Yangton,  Thomas. 

Mate,  16  June,  1862.  Dismissed  5 May,  1863. 

Yangwortliy,  Andrew  B. 

Mate,  7 August,  1861.  Resigned  13  June,  1863.  Mate,  22  December,  1864.  Hon- 
orably discharged  17  June,  1867. 

Lanier,  Edmund. 

Midshipman,  9 July,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Commander,  29  April,  1861.  Retired  list,  23  July,  1864. 
Captain  on  Retired  list,  4 April,  1867.  Died  24  February,  1872. 

Lanilian,  James. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Appointment  revoked  (Sick,) 
26  May,  1864. 

Lanman,  Joseph® 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
3 March,  1835.  Commander,  14  September,  1855.  Captain,  16  July,  1862.  Com- 
modore, 29  August,  1862.  Rear-Admiral,  8 December,  1867.  Retired  list, 
18  July,  1872.  Died  13  March,  1874. 

Lanman,  R.  Y. 

Mate,  22  September,  1864.  Appointment  revoked  19  April,  1866. 

Lanman,  William. 

Acting  Second  Assistant  Engineer,  1 September,  1862.  Honorably  discharged 
8 September,  1865. 

Yawning,  James. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  13  February,  1865. 

Lansdale,  Philip. 

Assistant  Surgeon,  5 March,  1847.  Surgeon,  20  January,  1861.  Medical  Inspector, 
3 March,  1871.  Medical  Director,  8 June,  1873.  Retired  list,  30  April,  1879. 

Landsdale,  Philip  V. 

Cadet  Midshipman,  6 June,  1873.  Graduated  18  June,  1879. 

Yansang,  Edward  A. 

Midshipman,  18  June,  1812.  Died  15  August,  1821. 

Yansang,  George. 

Midshipman,  1 November,  1828.  Resigned  1 February,  1833. 

Yantz,  Daniel. 

Acting  Second  Assistant  Engineer,  29  April,  1863.  Appointment  revoked  20  Oc* 
tober,  1863. 

Yapltam,  Henry  K* 

Acting  Master,  3 October,  1861.  Honorably  discharged  17  November,  1867- 

Yap© f lit 9 Alfred, 

Acting  First  Assistant  Engineer,  20  June,  1862.  Honorably  discharged  8 April, 
1866.  Acting  First  Assistant  Engineer,  13  April,  1866.  Resigned  24  April, 
1867 

Yardner,  James  13® 

Midshipman,  4 December,  1822.  Died  8 April,  1829. 

Yardner,  James  Y. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  21  Novem- 

■ ber,  1851.  Captain,  19  May,  1861.  Commodore,  16  July,  1862.  Retired  list, 
20  November,  1864.  Rear-Admiral  on  Retired  list,  25  July,  1866. 

Yard  lies' ® John. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  En- 
gineer,  20  September,  1862.  Honorably  discharged  24  September,  1865.  sar" 
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Lardner,  Lyuford, 

Acting  Assistant  Paymaster,  5 December,  1862.  Resigned  23  December,  1864. 

Lai'Iiin,  John. 

Midshipman,  18  June,  1812.  Resigned  6 January,  1814. 

Larkin,  Joshua  W. 

Midshipman,  1 December,  1824.  Died  20  May,  1829. 

Larkin,  Samuel.  • 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
1 July,  1840.  Commander,  14  September,  1855.  Died  22  December,  1856. 

Larkins,  John  S. 

Acting  Third  Assistant  Engineer,  26  September,  1864.  Honorably  discharged 
7 July,  1866. 

Larmand,  William. 

Gunner,  20  November,  1799.  Last  appearance  on  Records  of  Navy  Department. 

liar  sen,  Niles. 

Acting  Ensign,  28  April,  1863.  Honorably  discharged  5 October,  1865. 

Lasher,  Oliver. 

Mate,  23  December,  1862.  Acting  Ensign  and  Pilot,  30  April,  1864.  Appoint- 
ment revoked  4 April,  1865. 

liasher,  Oren  E. 

Midshipman  29  September,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  1 July,  1878. 

Lassalle,  S.  3B. 

Midshipman,  4 November,  1814.  Resigned  6 October,  1823. 

Lateli,  Edward  15. 

Third  Assistant  Engineer,  20  September,  1858.  Second  Assistant  Engineer,  8 Oc- 
tober, 1861.  First  Assistant  Engineer,  17  March,  1863.  Chief  Engineer, 
21  March,  1870.  Retired  list,  22  November,  1878. 

Latham,  Franklin  J. 

Acting  Ensign,  13  November,  1863.  Honorably  discharged  19  January  1866. 

Latham,  George  W. 

Chaplain,  14  April,  1845.  Died  22  January,  1847. 

Latham,  George  W. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged 
28  October,  1865. 

Latham,  William  II. 

Acting  Master,  25  May,  1861.  Acting  Volunteer  Lieutenant,  19  July,  1864.  Re- 
signed, 22  March,  1865. 

Lathrop,  Alfred  G. 

Acting  Assistant  Paymaster,  4 February,  1864.  Mustered  out  23  November 
1865. 

Lath r op,  John. 

Acting  Third  Assistant  Engineer,  11  February,  1865.  Resigned  6 July,  1865. 

Lath r op,  Sumner  IP. 

Acting  Master,  29  October,  1861.  Died  15  June,  1863. 

Lathrope,  John  P. 

Chaplain,  2 October,  1843.  Died  29  December,  1843. 

Latimer,  Arthur. 

Midshipman,  1 January,  1812.  Died  8 September,  1815. 

Latimer,  Charles. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Re- 
signed 2 December,  1854. 

Latimer,  John. 

Lieutenant,  14  July,  1799.  Last  appearance  on  Records  of  Navy  Department 
18  August,  1800. 
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Latimer,  Roe. 

Midshipman,  5 October,  1798.  Resigned  1 August,  1799. 

Latimer,  Samuel  C. 

Third  Assistant  Engineer,  1 December,  1854.  Died  24  August,  1855. 

Latimer,  William  A.  It. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  81  May,  1858.  Second  Assistant  Engineer,  21  October, 

1861.  Resigned  26  August,  1862.  Acting  First  Assistant  Engineer,  26  August, 

1862.  Acting  Chief  Engineer,  7 July,  1863.  Honorably  discharged  28  Sep- 
tember, 1867. 

Latimer,  William  S£. 

Midshipman,  15  November,  1809.  Lieutenant,  4 February,  1815.  Commander, 

2 March,  1888.  Captain,  17  July,  1843.  Reserved  list,  13  September,  1855. 
Commodore  on  Retired  list,  16  July,  1862.  Died  15  March,  1873. 

Eaton,  James  It. 

Acting  Assistant  Surgeon,  11  November,  1861.  Resigned  24  October,  1863. 

Latson 9 Joint  It. 

Acting  Assistant  Surgeon,  3 November,  1864.  Honorably  discharged  9 October, 
1865. 

Latta,  Samuel  W. 

Assistant  Surgeon,  24  March,  1868.  Resigned  4 November,  1873.  Acting  Assist- 
ant Surgeon,  6 December,  1876.  Honorably  discharged  30  June,  1879. 

Laisb,  Edwin. 

Midshipman,  i December,  1828.  Lost  in  the  “Hornet”  10  September,  1829. 

Laaf>,  Henry. 

Midshipman,  16  January,  1809.  Killed  in  action  10  September,  1813. 

Lanber,  Lewis. 

Acting  Assistant  Surgeon,  12  August,  1861.  Dismissed  19  April,  1862. 

Langlilin,  Joint  J. 

Midshipman,  1 May,  1847.  Resigned  22  September,  1852. 

Laughton,  William. 

Midshipman,  25  August,  1809.  Lieutenant,  9 December,  1814.  Died  22  July, 
1825. 

Laurens,  John. 

Midshipman,  13  November,  1841.  Resigned  27  July,  1846. 

Laiiterbach,  Robert. 

Acting  Assistant  Surgeon,  6 May,  1865.  Honorably  discharged  27  August,  1866. 

La  Tallette,  Elie  A.  F. 

Sailing  Master,  25  June,  1812.  Lieutenant,  9 December,  1814.  Commander, 

3 March,  1831.  Captain,  23  February,  1840.  Rear-Admiral,  Retired  list, 
16  July,  186$.  Died  18  November,  1862. 

Lavallette,  S.  I>. 

Midshipman,  8 December,  1835.  Died  14  February,  1845. 

Laverty,  Robert. 

Acting  Third  Assistant  Engineer,  14  February,  1863.  Appointment  revoked 
30  June,  1864. 

JLavery,  Richard. 

Acting  First  Assistant  Engineer,  1861.  Resigned  24  May,  1862. 

Lavery,  Thomas  J. 

Acting  Second  Assistant  Engineer,  17  March,  1864.  Resigned  23  February,  1865. 

Lavery,  William. 

Boatswain,  2 December,  1857.  Died  31  December,  1861. 

Law,  Benjamin. 

Master,  23  June,  1812.  Died  17  August,  1812. 

Law,  George  R. 

Acting  Midshipman,  4 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
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shipman,  15  April,  1858.  Master,  5 November,  1858.  Lieutenant,  19  July,. 
1860.  Resigned  18  December,  1860.  Lieutenant,  21  April,  1861.  Dismissed 
27  November,  1861. 

ILaw,  Homer  F. 

Assistant  Surgeon,  9 July,  1870. 

Law,  Lyman  B. 

Midshipman,  5 February,  1838.  Retired  list.  Died  11  January,  1869. 

Law,  Richard. 

Commander,  16  December,  1799.  Discharged  2 April,.  1801,  under  Peace  Estab- 
lishment Act. 

Law,  Richard. 

Acting  Third  Assistant  Engineer,  3 December,  1864.  Honorably  discharged 
9 December,  1865. 

Law,  Richard  L.. 

Midshipman,  17  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 

1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander’ 
16  July,  1862.  Commander,  26  September,  1866.  Captain,  11  December,  1877] 

]Law,  William  Francis. 

Third  Assistant  Engineer,  16  November,  1861.  Died  24  September,  1863. 

Lawarson,  James. 

Master,  3 July,  1812.  Discharged  23  March,  1813. 

Lawler,  James. 

Mate,  4 March,  1864.  Resigned  25  January,  1865. 

^Lawless,  R.  T. 

Mate,  2 February,  1870.  Resigned  21  July,  1873. 

Lawrason,  Samuel  C. 

Assistant  Surgeon,  8 February,  1832.  Surgeon,  9 December,  1839.  Died  14  July, 
1849. 

Lawrence,  Alexander  W7. 

Professor,  29  July,  1853.  Dismissed  22  April,  1861. 

Lawrence,  Alvin. 

Acting  Third  A ss . tant  Engineer,  16  January,  1864.  Honorably  discharged  17  Sep- 
tember, 1865. 

Lawrence,  Cliartes. 

Acting  Master,  18  February,  1864.  Resigned  13  June,  1864. 

Lawrence,  Charles. 

Sailmaker,  21  August,  1861.  Resigned  18  February,  1864. 

Lawrence,  Charles  II. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Honorably  discharged 
12  June,  1865. 

Lawrence,  Christian  S. 

Mate,  4 April,  1862.  Acting  Ensign,  20  December,  1863.  Honorably  discharged 

2 November,  1865.  Acting  Ensign,  6 December,  1866.  Mustered  out  24  August, 
1868. 

Lawrence,  C.  II. 

Master,  6 October;  1814.  Resigned  27  February,  1815. 

Lawrence,  Ravid  B. 

Mate,  1 October,  1862.  Dismissed  24  December,  1863. 

Lawrence,  George. 

Assistant  Paymaster,  31  August,  1861.  Paymaster,  6 February,  1862.  Resigned. 
7 October,  1864. 

Fawrence,  George  M. 

Acting  Ensign  and  Pilot,  18  June,  1864.  Resigned  2 August,  1864. 

Lawrence,  George  W. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Resigned  29  April,  1864. 
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Lawrence^  Henry  R. 

Third  Assistant  Engineer,  21  September,  1861.  Resigned  9 November,  1861= 
Third  Assistant  Engineer,  28  October,  1862.  Resigned  March,  1863. 

Lawrence,  James. 

Midshipman,  4 September,  1798.  Lieutenant,  6 April,  1802.  Commander,  3 Novem- 
ber, 1810.  Captain,  4 March,  1813.  Died  5 June,  1813,  of  wounds  received  in 
action. 

Lawrence,  Jolrn  E. 

Mate,  21  December,  1863.  Acting  Boatswain,  7 June,  1864.  Acting  Ensign, 
12  December,  1864.  Honorably  discharged  5 November,  1865. 

Lawrence,  John  C.  E. 

Third  Assistant  Engineer,  28  October,  1850.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  2 June,  1856. 

Lawrence,  John  1>. 

Mate,  11  July,  1863.  Appointment  revoked  1 April,  1864. 

Lawrence,  JT.  I®.  Stewart. 

Assistant  Engineer,  22  March,  1875. 

Lawrence,  W.  C. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
3 March,  1831.  Died  12  July,  1837. 

Lawrence,  Thomas  H® 

Mate.  Resigned  23  May,  1862.  Mate,  21  July,  1864.  Dismissed  28  January, 

1865. 

Lawrence,  Walter, 

Midshipman,  7 July,  1800.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Lawrence,  Walter. 

Mate,  17  September,  1864.  Honorably  discharged  5 July,  1865. 

Lawrence,  William  J.  15. 

Mate,  23  January,  1862.  Resigned  5 May,  1863. 

Lawbach,  Alfred.  S. 

Acting  Assistant  Surgeon,  27  October,  1863.  Died  21  April,  1865. 

Lawrie,  Cranstonn. 

Midshipman,  1 November,  1826.  Resigned  4 April,  1833. 

Laws,  Alexander. 

Midshipman,  25  August,  1802.  Lieutenant,  8 January,  1807.  Resigned  13  April, 
• 1807/ 

Laws,  Alexander. 

Midshipman,  15  May,  1800.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Laws,  Charles  A. 

Acting  Third  Assistant  Engineer,  23  November,  1863.  Acting  Second  Assistant 
Engineer,  1 February,  1865.  Honorably  discharged  27  October,  1865. 

Laws,  Elijah. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  1 Decem- 
ber, 1860.  Dismissed  27  May,  1863.  Appointed  Second  Assistant  Engineer, 
81  March,  1864,  from  1 December,  1860.  First  Assistant  Engineer,  25  July, 

1866.  Chief  Engineer,  23  June,  1870. 

Laws,  James. 

Assistant  Surgeon,  29  June,  1855.  Surgeon,  1 August,  1861.  Resigned  24  March, 
1866. 

Lawson,  Elias. 

Acting  Ensign,  10  November,  1864.  Honorably  discharged  17  July,  1865. 

Lawson,  Frederick  15. 

Acting  Assistaut  Surgeon,  16  September,  1862.  Resigned  2J  October,  1865. 
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Lawson,  R.  II.  L. 

Midshipman,  4 October,  1798.  Lieutenant,  10  January,  1800.  Resigned  8 March, 
1804. 

Lawson,  Thomas. 

Assistant  Surgeon,  1 March,  1809.  Resigned  12  January,  1811. 

Lawton,  Andrew. 

Third  Assistant  Engineer,  24  June,  1850.  Second  Assistant  Engineer,  26  Febru- 
ary, 1851.  First  Assistant  Engineer,  21  May,  1858.  Chief  Engineer,  23  April, 

1859.  Died  17  March,  1871. 

Lawton,  Benjamin. 

Mate.  Resigned  23  March,  1864. 

Lawton,  Elforiclge. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
26  June,  1856. 

jLawtfon,  JE.  ]L 

Surgeon,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  1819. 
Furloughed. 

Lawtosi,  Welsosa  H. 

Third  Assistant  Engineer,  17  March,  1863.  Resigned  25  April,  1865. 

Lawton,  TSieodore  E. 

Acting  Ensign,  17  May,  1864.  Honorably  discharged  21  October,  1865. 

Lawton,  William. 

Master,  10  September,  1812.  Discharged  in  1815. 

Lawyer,  Aug.  F. 

Assistant  Surgeon,  20  June,  1838.  Resigned  31  August,  1847. 

3Lay9  Jolm  L. 

Second  Assistant  Engineer,  8 July,  1861.  First  Assistant  Engineer,  15  October, 
1863.  Resigned  22  May,  1865. 

Layeock,  Thomas  F. 

Mate,  26  January,  1863.  Acting  Ensign,  7 April,  1864.  Acting  Master,  20  March, 
1865.  Honorably  discharged  2 December,  1865. 

Layton,  Joseph  K. 

Acting  Assistant  Surgeon,  28  January,  1864.  Honorably  discharged  11  September, 
1865. 

Lea,  Edward. 

Acting  Midshipman,  2 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  22  November, 

1860.  Lieutenant-Commander,  16  July,  1862.  Killed  in  battle  1 January,  1863. 

Leach,  Abraham. 

Mate,  22  October,  1863.  Acting  Ensign,  9 March,  1865.  Honorably  discharged 
26  August,  1865. 

Leach,  Boynton. 

Midshipman,  30  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  8 November,  1874. 

3Leach,  Frank. 

Acting  Third  Assistant  Engineer,  3 August,  1864.  Honorably  discharged  12  Oc- 
tober, 1865. 

Eeack,  Franklin  S. 

Mate,  12  December,  1861.  Acting  Ensign,  13  October,  1864.  Dismissed  14  April, 
1865. 

Leach,  George  II. 

Boatswain,  17  July,  1854.  Deserted  15  January,  1857. 

Eeach,  Phineas. 

Acting  Master,  16  November,  1861.  Honorably  discharged  4 March,  1866. 
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Reach,  Howland. 

Carpenter,  22  October,  1855.  Lost  in  the  “ Albany Last  intelligence,  28  Sep- 
tember, 1854. 

Reach,  Thomas  W. 

Assistant  Surgeon,  29  July,  1858.  Surgeon,  22  May,  1862.  Medical  Inspector, 
5 April,  1875. 

Leacock,  Richard  W. 

Assistant  Surgeon,  9 February,  1887.  Passed  Assistant  Surgeon,  6 June,  1842. 
Died  31  March,  1858. 

Reacraft,  J.  R. 

Master,  5 May,  1812.  Discharged  1 June,  1815. 

Leaman,-  Charles  If. 

Mate,  29  November,  1863.  Honorably  discharged  5 November,  1865. 

Leaman,  John  A. 

Mate,  11  June,  1863.  Appointment  revoked  2;2  December,  1864. 

Reainais,  Edward. 

Acting  Assistant  Surgeon,  1 October,  1862.  Appointment  revoked  25  November, 
1863. 

Lear,  John. 

Mate,  26  February,  1861.  Acting  Master,  26  February,  1862.  Honorably  dis- 
charged, 24  February,  1864. 

Reary,  Basil  W. 

Acting  Master,  7 December,  1861.  Honorably  discharged  31  January,  1866. 

Reary,  Richard  IP. 

Acting  Midshipman,  20  September,  1860.  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868.  Wholly  retired  2 March,  1874.  Retired  from  2 March,  1874. 

Reavitt,  Alexander. 

Mate,  16  July,  1863.  Resigned  21  August,  1863. 

Leavitt,  Almond  O. 

Assistant  Surgeon,  19  July,  1861.  Retired  list,  24  June,  1862. 

Reavitt,  Edward  I>. 

Third  Assistant  Engineer,  24  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  Resigned  25  May,  1867. 

Reavitt,  William  A. 

Acting  Third  Assistant  Engineer,  23  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 23  September,  1863.  Acting  First  Assistant  Engineer,  10  January,  1865. 
Honorably  discharged  21  November,  1865. 

Reavitt,  W.  W. 

Assistant  Surgeon,  10  June,  1861.  Resigned  23  July,  1863. 

Reavitt,  William  IS 

Mate,  6 July,  1863.  Appointment  revoked  23  November,  1865. 

Reay  craft,  J.  B. 

Midshipman,  11  May,  1802.  Dismissed  14  March,  1810. 

Re  Baron  Fred.  R. 

Mate,  14  February,  1863.  Appointment  revoked  (Sick,)  28  July,  1863. 

Re  Barron,  Francis. 

Assistant  Surgeon,  31  January,  1800.  Last  appearance  on  Records  of  Navy  De- 
ment. 

Re  Chevaler,  ©. 

Surgeon’s  Mate,  10  December,  1814.  Died  16  October,  1S22. 

Reekie,  James. 

Carpenter,  24  November,  1841.  Died  12  November,  1842. 

Recoin  pt,  Charles. 

Midshipman,  16  June,  1813.  Last  appearance  on  Records  of  Navy  Department, 
10  November,  1815. 
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Lecompt,  diaries. 

Midshipman,  18  May,  1809.  Dismissed  30  April,  1813.  * 

JLe  Coiupi,  Grenville  15. 

Acting  Assistant  Surgeon,  20  January,  1865.  Assistant  Surgeon,  3 November* 
1865.  Died  6 September,  1870. 

r<e  Compie,  Samuel  W. 

Midshipman,  4 June,  1812.  Lieutenant,  28  March,  1820.  -^Commander,  8 Septem- 
ber, 1841.  Reserved  list,  13  September,  1855.  Died  28  January,  1862. 

Ledyard,  Xallianid  li. 

Mate,  11  October,  1861.  Appointment  revoked  (Sick,)  30  June,  1863. 

Fee,  Alexander  P. 

Mate,  31  March,  1863.  Dismissed  14  December,  1863. 

Fee,  Caleb  E. 

Third  Assistant  Engineer,  4 April,  1861.  Second  Assistant  Engineer,  16  January* 
1863.  First  Assistant  Engineer,  1 January,  1865.  Retired  list,  2 December, 
1876. 

Fee,  Charles  W. 

Acting  Master,  14  August,  1861.  Honorably  discharged  28  October,  1865. 

Fee,  Coin ni bus  W.  , 

Third  Assistant  Engineer,  26  February,  1851.  Resigned  2 June,  1855. 

Lee,  I>avid. 

Mate,  31  August,  1863.  Acting  Ensign,  22  July,  1864.  Honorably  discharged 
8 November,  1865.  • Acting  Ensign,  1 1 December,  1866.  Mustered  out  27  March, 
1869. 

Fee.  George  G. 

Lieutenant,  2 December,  1799.  Left  the  Service  6 March,  1805. 

Gee*  George  I®. 

Mate,  1861.  Acting  Master,  15  Mav,  1862.  Honorably  discharged  28  October, 
1865. 

Fee,  James  IF 

Third  Assistant  Engineer,  8 September,  1863.  Resigned  10  November,  1866. 

Fee,  John. 

Midshipman,  28  August,  1799.  Resigned  15  October,  1799. 

Fee,  John  F. 

Acting  Assistant  Paymaster,  23  July,  1863.  Mustered  out  26  December,  1865. 

Fee,  John  II . 

Midshipman,  18  June,  1812.  Lieutenant,  5 March,  1817.  Died  30  June,  1832. 

Fee,  John  F. 

Acting  Master,  15  April,  1862.  Honorably  discharged  5 October,  1865. 

Fee,  John  R. 

Mate,  14  April,  1864.  Resigned  15  May,  1865. 

Fee,  J.  15. 

Mate,  15  November,  1861.  Acting  Master,  9 May,  1862.  Resigned  7 October, 
1862. 

Fee,  Joseph. 

Surgeon,  10  October,  1798.  Discharged  4 May,  1801,  under  Peace  Establishment 
Act. 

Fee,  Larkin  F. 

Mate,  12  April,  1864. 

Fee,  Robert  G. 

Acting  Master,  3 July,  1861.  Honorably  discharged  19  September,  1865. 

Fee,  Samuel  15. 

Midshipman,  28  January,  1835.  Resigned  20  November,  1837. 

Fee,  Samuel  Perry. 

Acting  Master.  8 June,  1861.  Dismissed  6 July,  186b 
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Lee,  8.  Phillips. 

Midshipman,  22  November,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
9 February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  22  April,  1870.  Retired  list, 

13  February,  1873. 

.Lee.  Sidney  Smith. 

Midshipman,  30  December,  1820.  Lieutenant,  17  May,  1828.  Commander, 
4 June,  1850.  Dismissed  22  April,  1861.. 

Lee,  Theodoric. 

Midshipman,  29  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 

14  -September,  1855.  Lieutenant,  15  September,  1855.  Resigned,  25  April, 
1857. 

Lee,  Thomas. 

Acting  Third  Assistant  Engineer.  6 June,  1864.  Honorably  discharged  18  June, 
1865. 

Lee,  Thomas. 

Acting  Third  Assistant  Engineer,  29  January,  1867.  Mustered  out  1 July,  1868. 

Lee,  Thomas  JV. 

Midshipman,  13  October,  1863.  Graduated,  2 June,  1868.  Ensign,  18  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  23  January,  1874. 

Lee,  William. 

Carpenter,  31  May,  1841.  Died  31  July,  1853. 

Lee,  William. 

Master,  30- April,  1815.  Resigned  20  December,  1824. 

Lee,  William  A. 

Midshipman,  9 June,  1811.  Lieutenant,  3 April,  1817.  Died  9 July,  1817. 

Lee,  William  F. 

Mate,  8 May,  1865.  Mate,  16  September,  1869.  Resigned  7 October,  1870. 

Lee,  William  P. 

Mate,  1 August,  1863.  Dismissed  21  October,  1864. 

Leech,  Daniel,  Jr. 

Acting  Assistant  Paymaster,  13  October,  1862.  Resigned  1 February,  1864. 

Leech,  Thomas  F. 

Acting  Assistant  Surgeon,  22  March,  1864.  Honorably  discharged  9 October, 
1865. 

Leeds,  Pen  jam  in. 

Mate,  25  February,  1863.  Honorably  discharged  18  December,  1865. 

Leeds,  John. 

Mate,  21  October,  1861.  Appointment  revoked  (Sick,)  29  July,  1864. 

Leeds,  William  E. 

Boatswain,  17  October,  1862.  Died  2 November,  1869. 

Leekisis,  Charles  W. 

Mate,  1861.  Appointment  revoked  11  February,  1862. 

Leeman,  William. 

Acting  First  Assistant  Engineer,  1861.  Resigned  26  April,  1862. 

Lees,  John  S. 

Acting  Assistant  Surgeon,  17  April,  1863.  Resigned  25  November,  1863. 

Lees,  Thomas. 

Acting  Third  Assistant  Engineer,  7 September,  1864.  Honorably  discharged 
8 July,  1865. 

Pees,  William  J. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  14  June,  1864.  Honorably  dis- 
charged 15  November,  1865. 

Leever,  Joseph  H. 

Acting  Ensign,  24  November,  1863.  Honorably  discharged  3 October,  1865. 

i- 
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Lefiwor,  Frederick  H. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  14  July,  1872. 
Master,  9 March,  1876. 

TetHer,  Daniel  S.9  Jr. 

Acting  Third  Assistant  Engineer,  12  September,  1868.  Acting  Second  Assistant 
Engineer,  3 October,  1864.  Honorably  discharged  7 August,  1865. 

Legare,  James  D. 

Midshipman,  26  December,  1848.  Resigned  13  December,  1852. 

ILegare,  James  E. 

Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Dismissed  22  June,  1827. 

Eegg,  John. 

Midshipman,  2 January,  1800.  Discharged  12  May,  1801,  under  Peace  Establish- 
ment Act. 

Eegge,  Thomas  W. 

Second  Lieutenant,  16  August,  1812.  First  Lieutenant,  18  June,  1814.  Last 
appearance  on  Records  of  Navy  Department,  1816.  Ship  “ Independence 

^Leggett,  William. 

Midshipman,  4 December,  1822.  Resigned  17  April,  1826. 

JLegros,  Henry. 

Midshipman,  2 April,  1804.  Resigned  22  June,  1804. 

Leib,  Thomas  J. 

Midshipman,  1 September,  1811.  Lieutenant,  28  April,  1826.  Commander, 
30  March,  1844.  Died  14  July,  1851. 


Leigh,  William. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
30  May,  1840.  Resigned  3 September,  1852. 

Eeighton,  John. 

Boatswain,  31  January,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Iieigliton,  N.  G. 

Master,  date  not  known.  Last  appearance  on  Records  of  Navy  Department, 
8 May,  1815.  Discharged. 

Leinas,  George  H. 

Acting  Master,  21  March,  1862.  Appointment  revoked  28  April,  1866. 

XiCitch,  Robert  It. 

Cadet  Engineer,  Naval  Academy,  10  October,  1871.  Graduated,  30  May,  1873. 
Assistant  Engineer,  23  January,  1874. 

Eelaml,  George  W. 

Mate,  17  November,  1863.  Appointment  revoked  13  August,  1864. 

Iieland,  L.  B. 

Acting  Second  Assistant  Engineer,  9 February,  1863.  Appointment  revoked 
6 January,  1866. 

Delar,  Henry. 

Acting  Master,  29  August,  1861.  Honorably  discharged  9 February,  1866. 

lidar,  Robert  G. 

Acting  Master,  17  September,  1861.  Honorably  discharged  20  October,  1865. 

Leman,  James. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  6 August,  1862. 

Leman,  Walter  J. 

Mate,  13  April,  1865.  Honorably  discharged  26  June,  1865. 

Lemassena,  William  II.  , ,QfiQ 

Mate,  6 December,  1862.  Resigned  11  March,  1863. 

Midshipman,  26  June,  1869.  Graduated  31  May,  18/3.  Ensign,  16  July,  1874. 
Master,  24  February,  1880. 
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Lemssiaii?  Richard. 

Midshipman  17  August,  1814.  Resigned  17  April,  1815. 

Lemoine,  G.  I>. 

Midshipman  21  September,  1838.  Resigned  3 January,  1840. 

Lcmrnne,  €3-.  H. 

Midshipman,  16  June,  1840.  Dismissed  14  March,  1841. 

Lemon,  Samnel. 

Acting  Second  Assistant  Engineer,  15  December,  1862.  Honorably  discharged 
8 October,  1865. 

Lenhart,  John 

Chaplain,  27  February,  1847.  Lost  in  “Cumberland”  8 March,  1862. 

Lennan,  Franklin  €3.  ft. 

Acting  Ensign,  16  February,  1864.  Honorably  discharged  23  January,  1867. 

Lenox,  John. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Lent,  Adolph  €. 

Assistant  Surgeon,  31  December,  1798.  Resigned  10  August,  1799. 

Lentliall,  John. 

Naval  Constructor,  8 February,  1838.  Chief  Bureau  Construction  and  Repair, 
28  April,  1863.  Re-appointed  Chief,  28  July,  1866.  Retired  list,  16  September, 
1869. 

Leon,  Joseph  8. 

Mate,  31  July,  1863.  Honorably  discharged  5 March,  1868.  Mate,  20  December, 

1869.  Appointment  revoked  2 March,  1870. 

Leonard,  Ezra. 

Acting  Master,  27  December,  1861.  Acting  Volunteer  Lieutenant,  19  May,  1864. 
Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March, 

1870.  Died  29  July,  1870. 

Leonard,  Frank. 

Acting  Second  Assistant  Engineer,  9 August,  1864.  Honorably  discharged  4 Sep- 
tember, 1865. 

Leonard,  Frederick  A. 

Master,  17  June,  1809.  Last  appearance  on  Records  of  Navy  Department,  9 March, 
1813.  Dead. 

Leonard,  George-. 

Assistant  Surgeon,  28  May,  1804.  Resigned  5 April,  1808. 

Leonard,  George. 

Mate,  12  December,  1861.  Acting  Ensign,  27  November,  1863.  Honorably  dis- 
charged 18  December,  1865. 

Leonard,  Henry  S. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  16  January, 
1863.  Lost  on  the  “ Tecumseh”  5 August,  1864. 

Leonard,  James  T. 

Midshipman,  26  February,  1799.  Lieutenant,  13  January,  180T-.  Commander, 
4 July,  1812.  Captain,  4 February,  1815.  Died  9 November,  1832. 

Leonard,  Lorranus. 

Midshipman,  27  June,  1799.  Resigned  18  March,  1800. 

Leonard,  William. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Honorably  discharged 
23  August,  1865. 

Leonard,  William  E. 

Mate,  18  April,  1865.  Dismissed  19  April,  1866. 

Leonard,  William  IS, 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Honorably  discharged 
12  February,  1869. 
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Leonard,  William  W. 

Acting  Ensign,  3 October,  1863.  Honorably  discharged  13  August,  1865. 

Le  Roy,  William  E. 

Midshipman  11  January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
13  July,  1843.  Commander,  1 July,  1861.  Captain,  25  July,  1866.  Commodore! 
3 July,  1870.  Rear-Admiral,  5 April,  1874.  Retired  list,  24  March,  1880. 

Lesher,  Henry. 

Midshipman,  1 January,  1812.  Resigned  20  July,  1812. 

Leslie,  Adam  .1. 

Midshipman,  2 February,  1829.  Resigned  31  October,  1831. 

Leslie,  Henry  C. 

Mate,  7 October,  1861.  Acting  Ensign,  9 March,  1864.  Honorably  discharged 
13  April,  1866.  & 

Leslie,  Henry  E. 

Carpenter,  15  October,  1833.  Retired  list,  12  February,  1826. 

Lester,  C.  H. 

Mate,  30  December,  1861.  Acting  Ensign,  27  August,  1863.  Honorably  dis- 
charged 30  September,  1865, 

Lester,  Rani  el. 

Mate,  6 June,  1862.  Acting  Ensign,  8 June,  1864.  Died  2 January,  1865. 

Lester,  George  D. 

Acting  Master,  26  August,  1861.  Dismissed  4 November,  1861. 

Lester,  John  W. 

Acting  Carpenter,  11  June,  1863.  Honorably  discharged  19  December,  1865. 

Lester,  Joseph  L. 

Acting  Second  Assistant  Engineer,  17  May,  1861.  Resigned  11  June,  1861. 

LetherMiry,  Charles  W. 

Acting  Ensign,  6 June,  1863.  Honorably  discharged  31  August,  1865. 

Leutze,  Eugene  II.  C. 

Midshipman,  24  March,  1863.  Graduated  6 June,  1867.  Ensign,  18  December, 
1868  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Levely,  George. 

Midshipman,  6 May,  1800.  Lost  in  the  “ Insurgent .” 

Leverett,  George  H. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1823. 

Levin,  Charles. 

Mate,  25  January,  1870.  Died  Philadelphia,  3 September,  1874. 

Levindseller,  Thomas  H. 

Mate,  21  December,  1861.  Dismissed  29  November,  1862. 

Leviais,  C.  W. 

Mate,  12  April,  1870.  Appointment  revoked  3 January,  1874. 

Levy,  Charles  Iff. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 

2 August,  1859.  Name  stricken  from  the  Rolls  of  the  Navy,  8 July,  1861. 

Levy,  Wears. 

Master,  8 May,  1812.  Last  appearance  on  Records  of  Navy  Department,  5 June, 
1813.  Dead. 

Levy,  Uriah  P. 

Sailing  Master,  21  October,  1812.  Lieutenant,  5 March,  1817.  Commander,  9 Feb- 
ruary, 1837.  Captain,  29  March,  1844.  Died  22  March,  1862. 

Lowers,  J.  Henry. 

Third  Assistant  Engineer,  28  October,  1862.  Resigned  29  June,  1868. 

Lewis,  Albert  II. 

Mate,  6 September,  1864.  Honorably  discharged  13  August,  1867. 
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lewis,  Alexander. 

Acting  Ensign,  30  January,  1864.  Honorably  discharged  20  September,  1865. 

Lewis,  Amos. 

Sailmaker,  3 January,  1825.  Dismissed  7 September,  1832. 

Lewis,  Andrew  J. 

Midshipman,  29  September,  1841.  Lost  in  the  “ Grampus ,”  March,  1843. 

Lewis,  Archibald  S. 

Gunner,  27  September,  1834.  Dismissed  15  January,  1859. 

Lewis,  Arthur, 

Midshipman,  18  June,  1812.  Lieutenant,  28  April,  1826.  Furloughed  19  July, 
1843.  Died  29  November,  1854. 

Lewis  Benjamin  F. 

Acting  Third  Assistant  Engineer,  11  July,  1864.  Honorably  discharged  17  Octo- 
ber, 1867. 

Lewis,  Callender  I. 

Assistant  Paymaster,  23  June,  1877. 

Lewis.  David  ©. 

Assistant  Surgeon,  8 April,  1874. 

Lewis  D.  To 

Acting  Assistant  Surgeon,  1 September,  1861.  Died  3 September,  1862. 

Lewis.  Edward 

Midshipman,  10  May,  1820.  Died  25  July,  1826. 

Lewis,  Edwin  F. 

Acting  Third  Assistant  Engineer,  12  August,  1862.  Acting  Second  Assistant 
Engineer,  20  August,  1864.  Honorably  discharged  24  September,  1865. 

Lewis,  Einathan. 

Acting  Master,  3 October,  1861.  Appointment  revoked  1 March,  1864. 

Lewis,  Eisos  E. 

Assistant  Paymaster,  21  December,  1869.  Wholly  retired  23  July,  1874. 

Lewis,  Eiog  M 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer, 
3 August,  1863.  First  Assistant  Engineer,  25  July,  1866.  Died  12  January, 
1872. 

Lewis,  Frederick  II*  A. 

Assistant  Surgeon,  6 September,  1861.  Resigned  15  June,  1865. 

Lewis,  Grenville. 

Acting  Third  Assistant  Engineer,  24  March,  1862.  Acting  Second  Assistant  En- 
gineer, 19  April,  1864.  Honorably  discharged  21  January,  1866.  Acting 
Second  Assistant  Engineer,  31  July,  1866.  Mustered  out  17  November,  1868. 

Lewis,  Henry  If, 

Midshipman,  1 May,  1828.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
28  October,  1842.  Dismissed  29  April,  1861. 

Lewis,  Holmes. 

Carpenter,  14  December,  1848.  Dismissed  29  May,  1861. 

Lewis,  Jacob  M. 

(Flotilla  Service.)  Commander,  27  November,  1812.  Captain,  26  April,  1814. 
Last  appearance  on  Records  of  Navy  Department,  7 January,  1815.  Discharged. 

Lewis,  James. 

Mate,  22  October,  1861.  Resigned  20  January,  1862. 

Lewis,  James  11. 

Midshipman,  31  March,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 

8 September,  1841.  Reserved  list,  13  September,  1855.  Dismissed  23  May, 

1861. 

Lewis,  Jesse  N 

Midshipman,  12  April,  1800.  Out  of  Service  31  December,  1800 
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Lewis,  J.  I.  M. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Navy  Yard,  Washington. 

!Lewis,  Johia  K. 

Chaplain,  29  November,  1869. 

Lewis,  Jolm  M. 

Midshipman,  15  November,  1809.  Resigned  12  October,  1812. 

Lewis,  John  W. 

Master,  7 March,  1814.  Dismissed  11  July,  1814. 

Lew  is,  Jolm  W. 

Acting  Ensign,  13  May,  1863.  Appointment  revoked  (Sick,)  10  February,  1864. 
Acting  Ensign,  16  May,  1864.  Dismissed  8 June,  1865. 

Lewis,  Joseph. 

Boatswain,  6 September,  1839.  Died  23  January,  1865. 

Lewis,  Joseph  C. 

Acting  Third  Assistant  Engineer,  15  January,  1862.  Acting  Second  Assistant 
Engineer,  14  April,  1864.  Honorably  discharged  24  October,  1865.  Acting 
Second  Assistant  Engineer,  31  July,  1866.  Resigned  6 November,  1867. 

Lewis,  Joseph  G. 

Acting  Master,  18  December,  1861.  Resigned  22  March,  1862. 

Lewis,  Montgomery. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Reserved  list,  13  September,  1855.  Died  21  January,  1857. 

Lewis,  Oscar  C. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  11  October,  1866.  Resigned  28  September, 
1868. 

Lewis,  [Robert. 

Purser,  10  December,  1798.  Last  aj3pearance  on  Records  of  Navy  Department. 

Lewis,  Robert  F.  R. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  29  January,  1867.  Captain,  26  February,  1878. 

Lewis,  Robert  G. 

Acting  Third  Assistant  Engineer,  7 April,  1864.  Honorably  discharged  9 July, 
1865. 

Lewis,  Rodman. 

Chaplain,  13  March,  1839.  Died  30  May,  1869. 

Lewis,  Samuel  A. 

Acting  Third  Assistant  Engineer,  28  October,  1862.  Lost  on  the  “Monitor” 
31  December,  1862. 

Lewis,  Samuel  W. 

Mate,  10  December,  1863.  Resigned  3 May,  1865. 

Lewis,  Siitia. 

Assistant  Surgeon,  23  January,  1809.  Last  appearance  on  Records  of  Navy  De- 
partment, 1815.  Frigate  President. 

Lewds,  Theodore  F. 

Acting  Second  Assistant  Engineer,  19  November,  1862.  Acting  First  Assistynt 
Engineer,  19  February,  1864.  Honorably  discharged  80  October,  1865 

S;ewis,  Thomas. 

Gunner,  14  August,  1838.  Resigned  14  January,  1845. 

Lewis,  Thomas. 

Midshipman,  15  November,  1809.  Resigned  26  January,  1S10. 

Lewis,  Thomas  M. 

Mate,  13  August,  1863.  Acting  Ensign,  20  July,  1864.  Honorably  discharged 
9 November,  1865. 
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Lewis,  William. 

Midshipman,  3 SejMember,  1798.  Resigned  21  May,  1800. 

JLewis,  William. 

Midshipman,  31  August,  1802.  Lieutenant,  14  March,  1807.  Commander,  3 March, 
1815.  Lost  in  the  “ Epervier”  1815. 

Lewis,  William. 

Master,  22  February,  1809.  Last  appearance  on  Records  of  Navv  Department, 
12  September,  1812. 

Lewis,  William  B. 

Acting  Assistant  Surgeon,  9 March,  1864.  Honorably  discharged  16  September, 
1865. 

Lewis,  William  G. 

Midshipman,  18  June,  1812.  Died  30  December,  1817. 

ILewis,  William  J. 

Mate,  7 January,  1864.  Acting  Ensign,  1 December,  1864.  Honorably  discharged 
4 October,  1865. 

.Lewis,  William  T. 

Mate,  28  February,  1863.  Dismissed  3 June,  1863. 

Lewis,  William  W. 

Acting  Third  Assistant  Engineer,  16  May,  1864.  Honorably  discharged  12  May, 
1865. 

L9lTommedieu9  HT.  C. 

Sailmaker,  16  February,  1835.  Resigned  25  July,  1839. 

Libaire,  Charles. 

Mate,  23  September,  1862.  Honorably  discharged  19  August,  1865. 

Libby,  Arthnr. 

Acting  Third  Assistant  Engineer,  9 January,  1863.  Resigned  14  May,  1864. 

Liber,  Samuel  A. 

Midshipman,  9 June,  1811.  Lost  at  Sea,  5 October,  1811. 

Liddell,  James  F. 

Acting  Third  Assistant  Engineer,  4 September,  1863.  Resigned  5 April,  1865. 

Lieber,  Alfred  Iff. 

Midshipman,  2 October,  1850.  Dropped  24  January,  1851. 

Lsgget,  John  J. 

Assistant  Surgeon,  2 December,  1869.  Resigned  2 April,  1870. 

Liggell,  George  W. 

Midshipman,  2 April,  1804.  Resigned  6 July,  1804. 

Lilleston,  James  A. 

Gunner,  30  July,  1852.  Dismissed  17  November,  1855.  Re-appointed  23  Decem- 
ber, 1856.  Died  26  May,  1872. 

Lillie,  Abraham  B.  II. 

Midshipman,  25  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Lima,  Charles  de  C. 

Acting  Master,  6 January,  1862.  Resigned  29  April,  1862. 

Lincoln,  Abel,  Jr. 

Midshipman,  15  May,  1799.  Discharged  12  October,  1801,  under  Peace  Establish* 
ment  Act. 

Lincoln,  Asnasa. 

Lieutenant,  12  October,  1804.  Discharged  10  April,  1805. 

Lincoln,  Bavid  F. 

Acting  Assistant  Surgeon,  5 September,  1862.  Resigned  10  February,  1864. 

Lincoln,  Edward  T. 

Mate,  3 September,  1863.  Appointment  revoked  28  November,' 1864 
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Eineoln,  Edmund. 

Third  Assistant  Engineer,  6 January,  1862.  Second  Assistant  Engineer,  1 October 
1863.  Resigned  4 February,  1868. 

Eineoln,  Levi,  Jr. 

Midshipman,  1 November,  1827.  Resigned  3 June,  1836. 

Eineoln,  Robert  B.,  Jr. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
19  October,  1865.  & 

Eindee,  Jacob. 

Acting  Master  and  Pilot,  15  December,  1864.  Honorably  discharged  30  Decem- 
ber, 1865.  S 

Lindemaim,  Christian. 

Acting  Ensign,  10  December,  1863.  Honorably  discharged  14  September,  1868. 

Eindley,  William  L. 

Mate,  22  December,  1862.  Resigned  (Sick,)  6 September,  1864. 

Lindsay,  Clement. 

Midshipman,  2 January,  1800.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Lindsay,  Hugh. 

Carpenter,  4 November,  1840.  Dismissed  9 December,  1858. 

Lindsay,  James  E. 

Assistant  Surgeon,  2 May,  1860.  Dismissed  10  October,  1861. 

Lindsay,  William. 

Midshipman,  1 January,  1825.  Died  in  1825. 

Lindsey,  Joseph. 

Master,  17  March,  1814.  Died  19  May,  1826. 

Eindsley,  A.  B. 

Midshipman,  28  June,  1804.  Dismissed  21  April,  1807. 

Eindsley,  Henry. 

Acting  Ensign,  16  May,  1865.  Mustered  out  28  August,  1868. 

Eindsley,  James  P. 

Acting  Master,  2 October,  1861.  Resigned  23  March,  1864. 

Eindsly,  Cl  eland. 

Third  Assistant  Engineer,  1 October,  1852.  Resigned  30  August,  1856.  Second 
Assistant  Engineer,  3 October,  1861.  First  Assistant  Engineer,  25  July,  1866. 
Resigned  12  December,  1874. 

Eining,  George  I>. 

Third  Assistant  Engineer,  20  September,  1858.  Second  Assistant  Engineer,  17  Jan- 
uary, 1861.  Resigned  18  April,  1861. 

Eining,  Charles  E. 

Assistant  Surgeon,  1 July,  1858.  Resigned  11  January,  1861. 

Ling,  Samuel. 

Midshipman,  28  February,  1799.  Discharged  14  July,  1801,  under  Peace  Estab- 
lishment Act. 

E angle,  W illiam. 

Acting  Third  Assistant  Engineer,  19  January,  1864.  Resigned  6 June,  1865. 

Link,  John. 

Acting  Third  Assistant  Engineer,  26  May,  1864.  Honorably  discharged  20  Octo- 
ber, 1865. 

Einn,  James. 

Carpenter,  31  October,  1848.  Died  27  April,  1855. 

Einn,  James  H, 

Acting  First  Assistant  Engineer,  12  June,  1863.  Honorably  discharged  22  Decem- 
ber, 1865. 
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Emu,  Samuel  If. 

Acting  Third  Assistant  Engineer,  9 February,  1864.  Acting  Second  Assistant 
Engineer,  13  April,  1865.  Honorably  discharged  1 June,  1866. 

liinnekin,  Thomas  J 

Acting  Master,  16  August,  1861.  Honorably  discharged  9 December.  1865. 

Linseott,  Edward. 

Boatswain,  29  March,  1809.  Last  appearance  on  Records  of  Navy  Department, 
14  April,  1827.  Dead. 

Linseott,  John  If. 

Mate,  27  May,  1862.  Acting  Ensign,  7 December,  1863.  Honorably  discharged 
21  December,  1865.  Acting  Ensign,  19  December,  1866.  Mustered  out  20  No- 
vember, 1867. 

Linsley,  Peter. 

Acting  Third  Assistant  Engineer  8 February,  1865.  Honorably  discharged 
26  October,  1867. 

Eiiisley,  Jared,  Jr. 

Acting  Assistant  Paymaster,  11  July,  1864.  Passed  Assistant  Paymaster,  23  July, 

1866.  Paymaster,  24  February,  1872.  Died  24  January,  1878. 

Eippiiscott,  C*eorge  C. 

Assistant  Burgeon,  28  September,  1875. 

Iiippineott,  J.  S. 

Midshipman,  16  January,  1809.  Drowned  5 October,  1811. 

liipptt,  August. 

Mate,  18  January,  1862.  Resigned  24  September,  1863. 

Liscomh,  John  F 

Acting  Assistant  Surgeon,  19  September,  1864.  Resigned  2 October,  1864 

Eisle,  Joseph  T. 

Acting  Assistant  Paymaster,  25  September,  1861.  Assistant  Paymaster,  11  July, 
1862.  Died  25  September,  1863. 

Eisle,  .Bieliard  M. 

Midshipman,  26  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Eisle,  Bobert  P. 

Acting  Assistant  Paymaster,  2 November,  1863.  Assistant  Paymaster,  2 July, 
1864.  Passed  Assistant  Paymaster,  4 May,  1866.  Paymaster,  11  December, 

1867. 

LitchtieM,  Marry. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged  11 
December,  1868. 

Eitchlield,  Henry. 

Mate,  18  April,  1863.  Resigned  21  October,  1863. 

Either bnry9  John  W. 

Mate,  24  January,  1863.  Acting  Ensign,  23  June,  1864.  Resigned  17  November, 
1864. 

Eittell,  Eugene. 

Acting  Assistant  Paymaster,  3 July,  1863.  Resigned  21  March,  1864.  Acting 
Assistant  Paymaster,  16  March,  1865.  Mustered  out  17  October,  1865. 

Littig,  James  G. 

Acting  Third  Assistant  Engineer,  4 February.  1863.  Resigned  16  July,  1863. 
Third  Assistant  Engineer,  3 August,  1863.  Second  Assistant  Engineer,  25  July, 
1866.,  Retired  list,  14  July,  1874. 

Bittig,  Nicholas  B. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  1 July.  1861.  Lost  on  the  “ Oneida 24  January, 
1870. 
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Litiig,  Philip. 

Acting  Third  Assistant  Engineer,  8 February,  1865.  Honorably  discharged 
21  August,  1865.  Acting  Third  Assistant  Engineer,  14  December,  1866.  Ap- 
pointment revoked  8 January,  1867.  Acting  Third  Assistant  Engineer,  5 July, 
1867.  Mustered  out  22  August,  1869. 

Little,  Charles. 

Acting  Assistant  Surgeon,  24  December,  1863.  Honorably  discharged  9 October, 
1865. 

Little,  George. 

Captain,  4 March,  1799.  Discharged  22  October,  1801,  under  Peace  Establish- 
ment Act. 

Little,  George  I>. 

•Acting  Ensign,  1 October,  1862.  Acting  Master,  11  June,  1864.  Resigned 
3 March,  1865. 

Little,  Horatio  M. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  17  October,  1863.  Honorably  discharged  16  February,  1868. 

Little,  James  €. 

Acting  Master,  30  January,  1863.  Resigned  16  June,  1863. 

Little,  Jeremiah  R. 

Assistant  Surgeon,  10  July,  1861.  Resigned  30  July,  1864. 

Little,  John  Iff. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Died  28  August, 
1852. 

Little,  Jolrn  Wo 

Acting  Third  Assistant  Engineer,  30  August,  1864.  Honorably  discharged 

5 July,  1865. 

Little,  Lemuel. 

Master,  9 August,  1799.  Discharged  9 June,  1801,  under  Peace  Establishment  Act. 

Little,  William. 

Midshipman,  30  September,  1863.  Graduated  6 June,  1867.  Ensign,  18  Decem- 
ber, 1868.  Lieutenant,  21  March,  1871. 

Little,  William  A. 

Midshipman,  8 April,  1850.  Died  24  August,  1852. 

Little,  William  McC. 

Midshipman,  11  March,  1863.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Little,  William  M. 

Cadet  Engineer,  Naval  Academy,  1 October,  1873.  Graduated  21  June,  1875. 
Assistant  Engineer,  1 July,  1877. 

Littlefield,  A.  I>. 

Acting  Master,  24  March,  1862.  Honorably  discharged  30  September,  1865. 

Littlefield,  Charles  Iff. 

Mate,  8 May,  1862.  Acting  Ensign,  6 February,  1864.  Honorably  discharged 

6 February,  1866. 

Littlefield,  Charles  W. 

Assistant  Paymaster,  8 September,  1876. 

Littlefield,  William  C. 

Mate,  8 May,  1862.  Appointment  revoked  (Sick,)  17  April,  1863. 

Littlejohn,  Elliott. 

Acting  Assistant  Paymaster,  3 August,  1863.  Resigned  7 June,  1865. 

Livermore,  Charles  W. 

Assistant  Engineer,  26  February,  1875. 

Livermore,  Henry  S. 

Acting  Ensign,  14  October,  1862.  Appointment  revoked  24  March,  1864.  Acting 
Ensign,  2 September,  1864.  Honorably  discharged  14  August,  1865. 
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Fivermore,  Samuel. 

Purser,  26  March,  181 4.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Fivingston,  Cordt. 

Midshipman,  15  November,  1809.  Killed  in  action  1 June,  1813. 

Firings  ton,  ©e  ©rasse. 

Midshipman,  7 March,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  16 
September,  1855.  Lieutenant,  18  November,  1855.  Resigned  28  October,  1858. 
Acting  Lieutenant,  30  September,  1861.  Appointment  revoked  18  October, 
1861.  Re-appointed  but  declined  6 November,  1861. 

Fivingston,  CJeorge  IS. 

Acting  Master,  8 June,  1861.  Acting  Volunteer  Lieutenant,  30  August,  1864. 

Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  2 ^larch, 
. 1870. 

Fivingston,  John. 

Midshipman,  30  July,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Fivingston,  John  W. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Commander,  24  May,  1855.  Commodore,  16  July,  1862.  Re- 
tired list,  12  May,  1866.  Rear-Admiral,  Retired  list,  26  May,  1868. 

Fivingston,  Lindley  If. 

Mate,  23  October,  1861.  Resigned  2 July,  1863. 

Livingston,  I®.  F. 

Midshipman,  1 September,  1811.  Resigned  18  May,  1815. 

Fivingston,  R.  J. 

Midshipman,  15  April,  1824.  Resigned  30  April,  1828. 

Livingston,  R.  P. 

Midshipman,  29  March,  1815.  Last  appearance  on  Records  of  Navy  Department. 

Fivingston,  Samuel  A. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Acting  Second  Assistant 
Engineer,  18  January,  1865.  Honorably  discharged  27  October,  1865. 

Livingston,  W.  M. 

Midshipman,  81  December,  1798.  Lieutenant,  6 March,  1803.  Resigned  15  April, 
1804. 

Livingston,  W.  P. 

Midshipman,  1 March,  1825.  Dismissed  8 July,  1829. 

Floyd,  Edward,  Jr. 

Cadet  Midshipman,  17  June,  1874.  Graduated  4 June,  1880. 

Floyd,  John  G. 

Acting  Master,  18  December,  1861.  Resigned  7 July,  1863. 

Floyd,  John  Cl. 

Acting  Ensign,  15  November,  1864.  Honorably  discharged  1 December,  1865. 

Floyd,  John  W. 

Mate,  9 June,  1864.  Appointment  revoked  9 September,  1864. 

Floyd,  Thomas. 

Acting  Third  Assistant  Engineer,  4 May,  1863.  Resigned  20  March,  1865. 

Floyd,  Thomas. 

Mate,  1 December,  1862.  Dismissed  18  August,  1864. 

Foan,  William  F. 

Mate,  1 October,  1862.  Acting  Ensign,  26  August,  1863.  Honorably  discharged 
13  January,  1869. 

Locke,  Frederick  J. 

Mate,  18  May,  1863.  Acting  Ensign,  27  August,  1864.  Honorably  discharged 
9 May,  1866.  Acting  Ensign,  6 February,  1867.  Mustered  out  28  August,  1868. 

Fockc,  John. 

Assistant  Surgeon,  18  August,  1818.  Resigned  4 November,  1818. 
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Locke,  John  II. 

Mate,  9 January,  1864.  Resigned  23  June,  1864. 

Locke,  Fewis  S. 

Mate,  13  December,  1861.  Appointment  revoked  19  January,  1863. 

Lockert,  James  M. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  4 June,  1834.  Lieutenant, 
21  December,  1840.  Died  10  April,  1845. 

Lockwood,  Charles  II. 

Acting  Assistant  Paymaster,  28  February,  1862.  Assistant  Paymaster,  21  Febru- 
ary, 1867.  Passed  Assistant  Paymaster,  27  February,  1869.  Dismissed  25  March, 
1871. 

Lockwood,  Dennison  A. 

Acting  First  Assistant  Engineer,  11  December,  1862.  Dismissed  16  November,. 
1864. 

Lockwood,  Henry  H. 

Professor,  4 November,  1841.  Retired  list,  18  August,  1876. 

Lockwood,  James. 

Acting  Third  Assistant  Engineer,  3 September,  1863.  Honorably  discharged 
29  September,  1865. 

Lockwood,  John  A. 

Assistant  Surgeon,  8 February,  1832.  Surgeon,  13  October,  1840.  Resigned 
13  March,  1865. 

Lockwood,  Joshua. 

Midshipman,  20  June,  1806.  Died  3 April,  1808. 

Lockwood,  Samuel. 

Midshipman,  12  July,  1820.  Lieutenant,  17  May,  1828.  Commander,  18  October, 
1850.  Retired  list,  1 October,  1864.  Commodore  on  Retired  list,  4 April, 

1867. 

Lockwood,  W.  K. 

Midshipman,  18  May,  1809.  Resigned  18  December,  1810. 

Loden,  M.  J. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Honorably  discharged  1 Decem- 
ber, 1865. 

Lodge,  Augustus. 

Midshipman,  22  August,  1846.  Resigned  30  December,  1850. 

Loefller,  John  L. 

Acting  Third  Assistant  Engineer,  26  September,  1864.  Honorably  discharged 
2 July,  1865. 

Logan,  George. 

Surgeon,  21  April,  1810.  Resigned  16  June,  1829. 

Logan,  George  T.  W. 

Third  Assistant  Engineer,  31  October,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Dropped  29  August,  1856. 

Logan,  Leavitt  C. 

Midshipman,  28  February,  1863.  Graduated  6 June,  1867.  Ensign,  18  December, 

1868.  Master,  21  March,  1870.  Lieutenant,  12  June,  1871. 

Logue,  Daniel  €. 

Acting- Assistant  Surgeon,  25  January,  1862.  Resigned  7 October,  1862. 

Logue,  William  O. 

Acting  Second  Assistant  Engineer,  10  December,  1862.  Acting  First  Assistant 
Engineer,  2 December,  1863.  Honorably  discharged  28  November,  1865. 

Loisons,  Augustus  F. 

Mate,  23  November,  1863.  Resigned  30  June,  1866. 

Lomax,  Francis  CL 

Acting  Third  Assistant  Engineer,  11  July,  1863.  Honorably  discharged  1 Sep- 
tember, 1865. 
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Lomax,  Samuel  F. 

Acting  Ensign  and  Pilot,  14  November,  1864.  Honorably  discharged  9 Novem- 
ber, 1868.  Mate,  5 January,  1870. 

Lombard,  John  E. 

Acting  Master,  29  October,  1861.  Resigned  19  June,  1862. 

Fong,  Andrew  K. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  12  Octo- 
ber, 1844.  Reserved  list,  13  September,  1855.  Captain,  Active  list,  14  Septem- 
ber, 1855.  Retired  list,  1 October,  1864.  Died  6 October,  1866.  , 

Fong,  Claristoplier- 

Gunner,  17  September,  1861.  Resigned  10  June,  1864. 

Fong,  C*eos*ge  W. 

Assistant  Paymaster,  22  October,  1868.  Passed  Assistant  Paymaster,  10  March, 
1870.  Retired  list,  30  June,  1875. 

Fong,  James. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer, 
25  August,  1863.  Resigned  17  April,  1865. 

Fong,  John  €. 

Midshipman,  18  June,  1812.  Lieutenant,  5 March,  1817.  Commander,  25  Febru- 
ary, 1838.  Captain,  2 March,  1849.  Commodore  on  Retired  list,  16  July,  1862. 
Died  2 September,  1865. 

Fong,  John  If. 

Third  Assistant  Engineer,  6 November,  1849.  Resigned  5 November,  1850.  First 
Assistant  Engineer,  15  June,  1861.  Chief  Engineer,  10  November,  1863. 

Fong,  Robert. 

Master’s  Mate,  16  November,  1816.  Resigned  9 January,  1819. 

Fong,  K©ber£  If. 

Third  xissistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  26  June, 
1856.  Resigned  31  October,  1863. 

Fong,  R.  M. 

Acting  Gunner,  3 December,  1862.  Dismissed  7 March,  1863. 

Fong,  Samuel. 

Carpenter,  24  May,  1804.  Resigned  July,  1807. 

Fong,  William. 

Boatswain,  8 May,  1861. 

Fong,  William  A. 

Acting  Third  Assistant  Engineer,  8 September,  1864.  Appointment  revoked 
(Sick,)  9 November,  1864. 

Fosigaere,  Orleans. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  1 January,  1865.  Resigned  6 June,  1866. 

Fongly,  Iota. 

Midshipman,  30  June,  1799.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Fongmaycr,  Emanuel. 

Acting  Third  Assistant  Engineer,  4 September,  1863.  Appointment  revoked 
22  October,  1863. 

Fongneckes*,  Edwin. 

Midshipman,  24  September,  1861.  Graduated  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Loiigtiecker,  Henry  C. 

Midshipman,  30  July,  1*864.  Graduated  4 June,  1869.  Retired  list,  5 November, 
1872. 

Foiagsliaw,  William,  Jr. 

Acting  Assistant  Surgeon,  25  June,  1862.  Assistant  Surgeon,  9 November,  1862. 
Killed  in  Battle  15  January,  1865. 
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Eongslreet,  Cornelius  II. 

Acting  Assistant  Paymaster,  11  September,  1862.  Mustered  out  3 October,  1865. 

lougwell,  George, 

Acting  Second  Assistant  Engineer,  26  July,  1864.  Honorably  discharged  18  Sep- 
tember, 1865. 

Eooby,  Thomas  A. 

Acting  Third  Assistant  Engineer,  3 May,  1863.  Acting  Second  Assistant  Engi- 
neer, 27  February,  1865.  Dismissed  5 September,  1865. 

Eook,  -George. 

Acting  Master  and  Pilot,  28  October,  1864.  Appointment  revoked  9 March,  1865. 

Eookens,  Ezra.  11. 

Mate,  22  October,  1861.  Disrated  5 June,  1862. 

Eooker,  Thomas  II. 

Midshipman,  6 November,  1846.  Resigned  24  November,  1852.  Purser,  31  August, 
1853.  Pay  Director,  3 March,  1871. 

Eoomis,  Edmund  II. 

Cadet  Engineer  Naval  Academy,  1 October,  1872.  Graduated  21  June,  1875. 
Lost  on  the  “ Huron”  24  November,  1877. 

Eord,  Archibald  B. 

Midshipman,  9 July,  1799.  Dismissed  28  December,  1803. 

Loomis,  J.  Porter. 

Acting  Assistant  Paymaster,  27  October,  1863.  Assistant  Paymaster,  21  February, 
1867.  Passed  Assistant  Paymaster,  29  January,  1869. 

Lord,  Archibald  B. 

Master,  1 February,  1809.  Resigned  19  December,  1810. 

Eord,  Archibald  II. 

Master,  18  July,  1812.  Discharged  5 August,  1815. 

Eord 5 George  W. 

Acting  Ensign,  3 March,  1865.  Resigned  29  May,  1865. 

Eord,  George  P. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Honorably  discharged  20  February, 
1866. 

Eord,  John. 

Gunner,  17  June,  1817.  Last  appearance  on  Records  of  Navy  Department,  till  7 
July,  1828.  Died  9 July,  1829. 

Eord,  John. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Eord,  John  C. 

Acting  Ensign,  22  June,  1864.  Honorably  discharged  23  August,  1867. 

Eord,  John  M. 

Acting  Third  Assistant  Engineer,  28  January,  1865.  Appointment  revoked 
5 September,  1865. 

Eord,  Eevi. 

Acting  Third  Assistant  Engineer,  20  January,  1864.  Honorably  discharged  14 
August,  1865. 

Eord,  William  IS. 

Midshipman,  1 February,  1814.  Resigned  5 September,  1817. 

Eordan,  William. 

Acting  Gunner,  16  December,  1S63.  Appointment  revoked  30  December,  1863. 
Acting  Gunner,  6 January,  1864.  Dismissed  12  November,  1864. 

Eorigan,  John  E. 

Mate,  12  June,  1866.  Resigned  13  August,  1866. 

Eoring,  Benjamin  W. 

Acting  Master,  0 February,  1862.  Acting  Volunteei  Lieutenant,  29  June,  1863. 
Honorably  discharged  7 February,  1866. 
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Foring,  Charles  F. 

Mate.  Dismissed  18  January,  1862.  Mate,  2 January,  1868.  Appointment  re- 
voked (Sick,)  2l  October,  1863. 

Coring,  Charles  G. 

Acting  Master,  3 October,  1861.  Honorably  discharged,  30  September,  1865. 

Foring,  Charles  II. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  First  Assistant  Engineer,  9 May,  1857.  Chief  Engineer,  25  March,  1861. 

Foring,  David. 

Gunner,  8 May,  1802.  Last  appearance  on  Records  of  Navy  Department. 

Foring,  Eliphalet. 

Acting  Ensign,  1 October,  1862.  Resigned  5 February,  1863. 

Fos’ing,  Henry  W. 

Mate.  Resigned  24  June,  1862.  Mate,  17  September,  1862.  Acting  Ensign. 
1 October,  1863.  Honorably  discharged  29  August,  1865. 

Foring,  Fewis  W. 

Acting  Assistant  Surgeon,  11  April,  1865.  Honorably  discharged  9 October,  1865. 

Foring,  Stanton  !>. 

Acting  Third  Assistant  Engineer,  1 November,  1862.  Resigned  11  March,  1863* 

Fori  eg,  Wadsworth. 

Midshipman,  18  June,  1812.  Resigned  6 January,  1814. 

Fon eii,  Abraham  J. 

Mate,  13  June,  1862.  Acting  Ensign,  6 August,  1862.  Acting  Master,  19  Octo 
ber,  1864.  Honorably  discharged  20  October,  1865. 

Foucks,  Charles. 

Acting  Assistant  Paymaster,  6 February,  1864.  Honorably  discharged  17  October, 
1865. 

Fougee,  William  T. 

Acting  Third  Assistant  Engineer,  3 August,  1864.  Honorably  discharged  27  Oc- 
tober, 1865.  Acting  Third  Assistant  Engineer,  22  August,  1866.  Mustered  out 
5 March,  1868. 

Founsherry,  George  H. 

Mate,  1861.  Killed  in  action  at  Vicksburg,  Mississippi,  August,  1862. 

Fourie,  Folia. 

Acting  Ensign,  12  November,  1863.  Honorably  discharged  17  December,  1868. 

Fouris,  Jairus. 

Master,  11  November,  1812.  Resigned  6 February,  1821. 

L®ve,  Augustus. 

Assistant  Surgeon,  13  March,  1805.  Resigned  23  January,  1806. 

Love,  Augustus. 

Assistant  Surgeon,  27  September,  1807.  Last  appearance  on  Records  of  Navy 
Department. 

Love,  Charles  J. 

Midshipman,  13  November,  1838.  Resigned  11  March,  1839. 

Love,  John. 

Lieutenant,  29  November,  1799.  Discharged  4 August,  1801,  under  Peace  Estab- 
lishment Act. 

Love,  Fawson  C. 

Midshipman,  1 April,  1828.  Resigned  17  February,  1830. 

Fove,  Richard  F. 

Midshipman,  17  September,  1830.  Passed  Midshipman,  15  June,  1837.  Lieu- 
tenant, 8 September,  1841.  Reserved  list,  14  September,  1855.  Died  7 April, 
1856. 

Foveaire,  Henry  F. 

Acting  Third  Assistant  Engineer,  3 December,  1861.  Third  Assistant  Engineer, 
8 September,  1863.  Resigned  26  October,  1868. 
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EoTeday,  John. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department. 
1818.  Dead. 

Iiovejoy,  Joseph  II. 

Mate,  18  September,  1864.  Resigned  1 February,  1865. 

EoTell,  Edward  D. 

Mate,  22  June,  1868.  Honorably  discharged  1 December,  1865. 

IiOTell,  Male  S. 

Midshipman,  9 November,  1813.  Lost  in  the  “ Wasp”  1815. 

IiOTell,  John  P. 

Master,  17  August,  1802.  Died  15  March,  1808. 

IiOTell,  Robert  P. 

Midshipman,  11  May,  1833.  Passed  Midshipman,  16  July,  1840.  Died  7 May, 
1845. 

IiOTell,  S.  O. 

Mate,  19  March,  1863.  Acting  Ensign,  20  March,  1865.  Resigned  15  June,  1865. 

IiOTell,  William  S. 

Midshipman,  8 November,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  3 May,  1859. 

EoYering,  Francis  J. 

Third  Assistant  Engineer,  20  May,  1857.  Second  Assistant  Engineer,  2 August, 
1859.  First  Assistant  Engineer,  1 July,  1861.  Resigned  26  June,  1865. 

Eorering,  Phillips  A. 

Assistant  Surgeon,  18  June,  1875. 

IiOTett,  Israel  E. 

Mate,  12  January,  1864.  Honorably  discharged  5 September,  1865. 

EoTett,  John  A. 

Gunner,  1 September,  1857.  Dismissed  8 June,  1861. 

Eow,  Benjamin  O. 

Mate,  23  January,  1862.  Acting  Ensign,  25  December,  1863.  Honorably  dis- 
charged 21  October,  1865.  Acting  Ensign,  19  April,  1866.  Mustered  out 
11  October,  1867. 

Eow,  Philip  B. 

Acting  Ensign,  16  August,  1862.  Resigned  7 August,  1863. 

Eow,  Rufus. 

Master,  6 December,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Eow,  William  F. 

Midshipman,  21  July,  1865.  Graduated,  4 June,  1869.  Ensign,  20  December, 
1870.  Master,  2 April,  1873.  Lieutenant,  25  November,  1877. 

Eow,  William  R. 

Midshipman,  3 November,  1838.  Died  in  August,  1845. 

Eow,  William  W. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Captain,  29  January,  1872.  Died 
24  June,  1877. 

Eowber,  William. 

Assistant  Surgeon,  8 November,  1847.  Surgeon,  18  April,  1861.  Medical  Inspec- 
tor, 3 March,  1871.  Retired  list,  5 July,  1872. 

Eowe,  Edward  S. 

Mate.  Appointment  revoked  (Sick,)  18  May,  1863.  Mate,  19  November,  1863. 
Acting  Ensign,  15  December,  1863.  Acting  Master,  8 April,  1865.  Appoint- 
ment revoked  7 July,  1865. 

Eowe,  Enoch. 

Midshipman,  1 September,  1811.  Died  15  August,  1817. 
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Lowe,  Frank:. 

Mate,  1 October,  1862.  Dismissed  8 July,  1863. 

Lowe,  John. 

Third  Assistant  Engineer,  12  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Lowe,  John  V. 

Acting  Second  Assistant  Engineer,  21  March,  1864.  Honorably  discharged 
22  December,  1865. 

Lowe,  Vincent. 

Master,  20  March,  1813.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 

Low  e,  William. 

Master,  19  November,  1812.  Lieutenant,  9 December,  1814.  Died  2 May,  1826. 

ho  well,  Abner  J. 

Acting  Ensign,  7 August,  1863.  Honorably  discharged  29  August,  1865. 

Vowel!,  George  B. 

Acting  Ensign,  17  November,  1864.  Honorably  discharged  27  September,  1865. 

Vowell,  John  B, 

Acting  Second  Assistant  Engineer,  3 December,  1861.  Acting  First  Assistant 
Engineer,  12  November,  1863.  Honorably  discharged  24  August,  1865. 

Vowel  I,  Richard. 

Carpenter,  date  not  known.  Died  in  November,  1824. 

Vowndes,  Christopher. 

Midshipman,  1 January,  1817.  Died  in  1822. 

Vowiides,  C.  G. 

Acting  Assistant  Paymaster,  6 August,  1862.  Mustered  out  21  November,  1865. 

Vowiides,  Charles. 

Midshipman,  18  March,  1815.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1 841 . Captain,  14  September,  1855.  Retired  list,  21  December, 
1861.  Commodore  on  Retired  list,  16  July,  1862. 

Vowiides,  Charles. 

Assistant  Surgeon,  5 December,  1857.  Dismissed  7 May,  1861. 

Vowiides,  Richard  II. 

Midshipman,  25  June,  1831.  Passed  Midshipman,  15  June,  1837.  Resigned 
18  June,  1841. 

Lowry,  Francis. 

Midshipman,  3 August,  1831.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
4 July,  1843.  Reserved  list,  13  September,  1855.  Captain  on  Retired  list, 
4 April,  1867. 

Vowry,  Henry  M. 

Carpenter,  26  March,  1847.  Died  17  May,  1868. 

Vowry,  Morrow  M. 

Mate,  10  April,  1863.  Resigned  11  June,  1863. 

Vowry,  Morrow  P. 

Acting  Assistant  Paymaster,  25  June,  1864.  Mustered  out  8 October,  1865. 

Vowry,  Os  win  W. 

Midshipman,  25  June,  1868.  Graduated,  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  26  April,  1878 

Vowry,  Philip  W. 

Acting  Midshipman,  22  September,  1859.  Ensign,  16  September  1862.  Died 
12  February,  1866. 

Vowry,  R cigar  I B. 

Midshipman,  31  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant- Cemmander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  2 November,  1871.  Com- 
modore, 1 April,  1880.  Died  25  November,  1880. 
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Loyall,  Benjamin  F. 

Midshipman,  5 March,  1849.  Passed  M'dshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  28  January,  1856.  Dismissed  5 October, 
1861. 

ILoyd,  Joint. 

Acting  Third  Assistant  Engineer,  24  September,  1861.  Acting  Second  Assistant 
Engineer,  80  March,  1868.  Acting  First  Assistant  Engineer,  20  October,  1863. 
Appointment  revoked  7 December,  1863.  Acting  First  Assistant  Engineer, 

8 March,  1864.  Honorably  discharged  27  September,  1867. 

Lozier,  Edward. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  5 No- 
vember, 1865. 

XiOzier,  George  T. 

Sailmaker,  30  October,  1840.  Retired  list,  11  May,  1874.  Died  17  August,  1878. 

Labbe,  Charles  11  et  la  el. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June,  1879 
Drowned  4 August,  1879. 

Lacas,  James  B. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged  19 
June,  1865. 

Lacas,  James  H. 

Acting  Third  Assistant  Engineer,  19  August,  1863.  Appointment  revoked  (Sick,) 
6 October,  1864.  Acting  Third  Assistant  Engineer,  8 October,  1864.  Honorably 
discharged  19  June,  1865. 

Eiice,  Hiram  C. 

Mate,  12  December,  1862.  Appointment  revoked  19  January,  1863. 

JLiiee,  Presbnry  M. 

Acting  Ensign,  21  September,  1864.  Honorably  discharged  30  September,  1865. 

Lace,  Shubael  K. 

Mate  8 January,  1862.  Acting  Ensign,  17  September,  1862.  Acting  Master,  5 
November,  1864.  Honorably  discharged  22  August,  1865.  Acting  Master, 

9 April,  1866.  Discharged  14  May,  1867. 

Lace,  Stephen  JB. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Captain,  28  December,  1872. 

X«ace9  William. 

Second  Assistant  Engineer,  24  May,  1843.  Disrated  to  Third  Assistant  Engineer, 
28  July,  1845.  Resigned  29  May,  1847. 

Lack,  John  T. 

Assistant  Surgeon,  24  January,  1862.  Resigned  23  June,  1868. 

Lnckett,  Alexis. 

Master,  15  December,  1812.  Died  27  August,  1821. 

Lackett,  James  M. 

Midshipman,  17  December,  1810.  Resigned  15  June,  1819. 

Ludlow9  Abraham. 

Lieutenant,  1 October,  1799.  Discharged  8 July,  1801,  under  Peace  Establish- 
ment Act. 

Lndlow,  Albert  S. 

Mate,  18  February,  1864.  Acting  Ensign,  31  July,  1865.  Honorably  discharged 
20  July,  1868. 

XjUcIIoWo  Augustus  €. 

Midshipman,  2 April,  1804.  Lieutenant,  3 June,  1810.  Died  of  wounds  received 
in  action,  1 June,  1813. 

Ludkw,  Charles. 

Midshipman,  29  November,  1798.  Lieutenant,  22  April,  1802.  Resigned  z\.  A a- 
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gust,  1811.  Re-appointed  Lieutenant,  10  September,  1811.  Commander,  24  De- 
cembeiyl811.  Resigned  1 May,  1813. 

Ludiow.  Francis  E.  « 

Midshipman,  24  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1872. 
Retired  list,  20  November,  1877. 

Xtucllow,  James  If. 

Midshipman,  15  November,  1809.  Resigned  9 November,  1818. 

HudIow9  James  H. 

Midshipman,  19  May,  1819.  Resigned  23  May,  1819. 

Endlow,  ATicoll. 

Acting  Midshipman,  28  October,  1859.  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Eiidlow,  Robert  C. 

Purser,  25  April,  1812.  Died  15  May,  1826. 

liUdlow,  W.  B. 

Midshipman,  1 May,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
8 December,  1838.  Died  29  November,  1839. 

Enffeoroaigfu,  A.  W. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
15  March,  1816. 

Euke9  Joint  E. 

Midshipman,  4 March,  1819.  Cashiered  12  March,  1821. 

Full,  Edward  P, 

Acting  Midshipman,  7 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  30  October, 
1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  10  June,  1870. 

J • HLo 

Mate,  10  March,  1863.  Resigned  25  November,  1864. 

lam,  Joseph. 

Gunner,  date  not  known.  Discharged  20  May,  1824. 

Lumpkins,  George  W. 

Acting  First  Assistant  Engineer,  9 May,  1864.  Appointment  revoked  (Sick,) 
14  March,  1865. 

Lnmsden,  George  P. 

Assistant  Surgeon,  2 November,  1876. 

SjUsicM,  George. 

Acting  Master,  12  August,  1861.  Resigned  11  February,  1862. 

JLundt,  Henry. 

Acting  Assistant  Paymaster,  31  August,  1864.  Mustered  out  2 September,  1865. 

lAissdl,  W.  C. 

Acting  Master,  26  August,  1861.  Resigned  17  December,  1864. 

Eisscoiisb.,  Charles  P. 

Mate,  8 January,  1863.  Resigned  3 March,  1865. 

Lus^omlf,  John  W. 

Acting  Ensign,  19  August,  1863.  Honorably  discharged  14  January,  1866. 

Eusk9  Andrew. 

Acting  Third  Assistant  Engineer,  7 January,  1863.  Honorably  discharged  31  Oc- 
tober, 1865. 

Euther,  Charles. 

Acting  Third  Assistant  Engineer,  9 March,  1865.  Honorably  discharged  22  Sep- 
tember, 1865. 

Euther*  George  H. 

Acting  Third  Assistant  Engineer,  12  March,  1863.  Acting  Second  Assistant  En 
gineer,  25  July,  1864.  Honorably  discharged  18  January,  1866. 
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Button,  Morgan. 

Acting  Third  Assistant  Engineer,  26  July,  1864.  Honorably  discharged  10  July, 
1866. 

Lyddon,  William. 

Mate,  21  October,  1861.  Acting  Ensign,  6 September,  1862.  Appointment  revoked 
5 June,  1865. 

Lyde,  Nathaniel. 

Purser,  25  April,  1812.  Died  7 July,  1828. 

Eyeth,  Clinton  It. 

Midshipman,  26  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  2 February,  1878. 

Lyman,  Charles  If. 

Midshipman,  28  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  24  October,  1874. 

Eyman,  Gad. 

Acting  First  Assistant  Engineer,  25  August,  1864.  Honorably  discharged  30  J une, 
1865. 

Lyman,  James  R. 

Midshipman,  16  July,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1819. 

Lyman,  John. 

Acting  Third  Assistant  Engineer,  4 September,  1861.  Resigned  18  January,  1862, 

Lyman,  William  C. 

Assistant  Surgeon,  24  June,  1861.  Resigned  8 December,  1865. 

Bynch,  A.  M. 

Assistant  Surgeon,  12  October,  1850.  Resigned  14  January,  1861. 

Bynch,  Bernard  S. 

Mate.  Dismissed  13  February,  1862. 

Lynch,  Dominick. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Commander  on  Retired 
list,  21  July,  1861.  Captain  on  Retired  list,  4 April,  1867.  Captain  on  Active 
list,  20  January,  1871.  Retired  list,  30  January,  1872. 

Lynch,  Dominick  II. 

Midshipman,  6 November,  1846.  Dismissed  12  June,  1851. 

.Lynch,  Green. 

Midshipman,  16  January,  1809.  Died  in  September,  1817. 

Bynch,  John  P. 

Purser,  8 January,  1801.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Bynch,  John. 

Mate,  7 January,  1862.  Killed  13  October,  1862. 

Lynch,  Nicholas. 

Sailmaker,  3 June,  1861. 

.Lynch,  Patrick. 

Gunner,  15  August,  1877. 

Lynch,  Robert. 

Mate,  17  April,  1866.  Appointment  revoked  12  June,  1866. 

Lynch,  Thomas. 

Third  Assistant  Engineer,  12  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  Resigned  21  June,  1869. 

Lynch,  Thomas  E. 

Acting  Third  Assistant  Engineer,  13  October,  1862.  Acting  Second  Assistant 
Engineer,  1 April,  1865.  Honorably  discharged  28  September,  1869. 
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Lynch,  William  F. 

Midshipman,  26  January,  1819.  Lieutenant,  1?  May,  1828.  Commander,  5 Sep- 
tember, 1849.  Captain,  2 April,  1856.  Resigned  21  April,  1861. 

Lynch,  William  F.9  Jr, 

Third  Assistant  Engineer,  20  February,  1847.  Dismissed  5 February,  1852. 

Lyne,  Feonard  II.  „ 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  7 October, 
1857. 

Lyne,  W.  15. 

Midshipman,  4 March,  1828.  Passed  Midshipman,  23  May,  1829.  Lieutenant, 
13  July,  1832.  Drowned  30  April,  1841. 

Lyne,  William  II, 

Midshipman,  5 June,  1848.  Resigned  16  October,  1849. 

Lyng,  Weimis. 

Acting  Third  Assistant  Engineer,  30  May,  1863.  Resigned  5 April,  1865. 

lijiiBi,  Jolm  M» 

Assistant  Surgeon,  24  July,  1813.  Resigned  5 September,  1814. 

Fyoss,  Amos  I. 

Mate,  22  October,  1861.  Resigned  27  April,  1865. 

Fyon,  Augustus  J. 

Mate,  28  December,  1861.  Resigned  16  April,  1864. 

Lyon,  €3e©rge  A. 

Assistant  Paymaster,  11  June,  1862.  Paymaster,  23  January,  1866. 

Fyoia,  Henry  W. 

Midshipman,  7 October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Lyon,  James. 

Acting  Second  Assistant  Engineer,  24  August,  1862.  Dismissed  7 January,  1863. 

Fyoia,  Jolm. 

Purser,  17  February,  1807.  Last  appearance  on  Records  of  Navy  Department. 

Fy©ia,  Jolm  W. 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Honorably  discharged  11 
December,  1865.  Acting  Third  Assistant  Engineer,.  25  June,  1866.  Mustered 
out  2 October,  1868. 

Fyon,  Father  M. 

Assistant  Surgeon,  19  October,  1861.  Surgeon,  6 August,  1870.  Retired  list, 
22  December,  1871.  Died  7 May,  1874. 

Lyon,  Sou ttr well. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Honorably  discharged  1 No- 
vember, 1865. 

Lyons,  Charles  S. 

Mate,  26  September,  1863.  Resigned  30  June,  1865. 

Fyons,  Haniel. 

Acting  Third  Assistant  Engineer,  6 July,  1863.  Appointment  revoked  (Sick,)  12 
August,  1863. 

Fyons,  I>avM  E. 

Acting  Third  Assistant  Engineer,  3 November,  1869.  Appointment  revoked 

3 July,  1865. 

Fyosas,  Edward. 

Boatswain,  12  February,  1842.  Resigned  30  August,  1843. 

Lyons,  Henry,  Jr. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Honorably  discharged  9 No- 
vember, 1865. 

Fyons,  Fawrence  J. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  16  No- 
vember, 1869. 
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Lyons,  Richard. 

Mate,  11  May,  1864.  Appointment  revoked  18  December,  1865. 

Lyons,  Timothy  A. 

Acting  Midshipman,  2 January,  1862.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
# Lieutenant-Commander,  16  December,  1879. 

Lyons,  William  R. 

Mate,  80  June,  1863.  Resigned  30  May,  1865. 

Eyttle,  Robert  E. 

Acting  Master,  26  August,  1861.  Dismissed  16  October,  1861. 

LyUle,  Robert  S. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  22  March, 
1866. 


Mabee,  Reorge  J.  W.,  Jr. 

Mate,  3 May,  1864.  Acting  Ensign,  25  August,  1864.  Honorably  discharged 
16  September,  1865. 

Macabum,  John. 

Acting  Third  Assistant  Engineer,  19  October,  1863.  Honorably  discharged 
21  September,  1865. 

Mae  ay,  James. 

Midshipman,  25  August,  1800.  Resigned  18  November,  1803. 

Macearty,  C*eorge  M.  E. 

Third  Assistant  Engineer,  8 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  30  January,  1865.  In  service. 

Maecenas,  Robert  T. 

Assistant  Surgeon,  27  November,  1844.  Passed  Assistant  Surgeon,  4 February, 
1851.  Surgeon,  21  September,  1858.  Medical  Inspector,  3 March,  1871. 
Medical  Director,  7 November,  1872.  Retired  list,  19  April,  1879. 

Macdaniel,  Albert. 

Midshipman,  27  August,  1823.  Resigned  9 May,  1831. 

Macdearmid,  John. 

Acting  Master,  24  May,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct, 
1 August,  1862.  Acting  Volunteer  Lieutenant-Commander,  3 March,  1865. 
Honorably  discharged  28  October,  1866. 

Macdonald,  James  P. 

Acting  Third  Assistant  Engineer,  6 January,  1865.  Honorably  discharged 
15  May,  1869. 

Macdonongh,  Thomas. 

Midshipman,  5 February,  1800.  Lieutenant,  6 February,  1807.  Commander, 
24  July,  1813.  Captain,  11  September,  1814.  Died  10  November,  1825. 

Macfarlane,  Edward  O. 

Midshipman,  3 October,  1864.  Graduated  June,  1869.  Resigned  31  October, 
1871. 

Macfarlane,  John. 

Carpenter,  3 October,  1861. 

Machesney,  William. 

Midshipman,  1 September,  1811.  Dismissed  13  April,  1813. 

Machette,  Henry  €. 

Acting  Assistant  Paymaster,  16  April,  1864.  Mustered  out  4 March,  1866. 
Assistant  Paymaster,  27  February,  1867.  Passed  Assistant  Paymaster,  26  Feb- 
ruary, 1869. 

Macintire,  Benjamin  F. 

Mate,  6 January,  1863.  Acting  Ensign,  31  August,  1863.  Appointment  revoked 
''Sick,)  19  January,  1865 
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MacIntyre,  IA  €. 

Acting  Master,  5 April,  1862.  Honorably  discharged  18  December,  1865 

Made,  Alexander. 

Boatswain,  5 June,  1872. 

Mack,  I>avid. 

Assistant  Surgeon,  26  October,  1868.  Resigned  12  May,  1870. 

Mack,  Eugene. 

Acting  Third  Assistant  Engineer,  24  November,  1868.  Acting  Second  Assistant 
Engineer,  28  October,  1864.  Appointment  revoked  22  January,  1866. 

Mack,  Eugene. 

Gunner,  10  September,  1849. 

Mack,  Henry  S. 

Acting  Third  Assistant  Engineer,  19  October,  1864.  Honorably  discharged 

7 July,  1865. 

Mack,  Jeremiah. 

Gunner,  30  December,  1841.  Died  17  December,  1842. 

Mack,  John. 

Mate,  30  November,  1864.  Appointment  revoked  9 June,  1868 

Mack,  William'  J. 

Acting  Third  Assistant  Engineer,  22  March,  1864.  Honorably  discharged  11 
January,  1866. 

Mackall,  Richard. 

Midshipman,  1 January,  1812.  Resigned  12  May,  1823. 

Mackay,  I>.  II. 

Midshipman,  16  April,  1813.  Lieutenant,  13  January,  1825.  Lost  in  the  “Hornet” 
10  September,  1829. 

Mackay,  Ronald  S. 

Mate,  21  October,  1861.  Dismissed  1 September,  1862. 

Mackenzie,  Alexander. 

Acting  Assistant  Surgeon,  21  November,  1863.  Honorably  discharged  18  Decem- 
ber, 1866. 

Mackenzie,  Alexander  S. 

Midshipman,  1 January,  1815.  Lieutenant,  13  January,  1825.  Commander, 

8 September,  1841.  Died  13  September,  1848 

Mackenzie,  Alexander  S. 

Acting  Midshipman,  29  September,  1855.*  Midshipman,  9 June,  1859.  Lieuten- 
ant, 31  August,  1861.  Lieutenant-Commander,  29  July,  1865.  Killed  in 
Battle,  13  June,  1867. 

Mackenzie,  Morris  H.  S. 

Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870 

Mackie,  Adam. 

Assistant  Surgeon,  18  October,  1870.  Died  1 July,  1873. 

Mackie,  .Benjamin 

Assistant  Surgeon,  21  April,  1869.  Surgeon,  20  August,  1879. 

Mackie,  J.  H. 

Acting  Assistant  Surgeon,  17  May,  1861.  Resigned  28  February,  1862. 

Mackie,  John  P. 

Midshipman,  5 December,  1798.  Resigned  13  May,  1-799.  Midshipman,  31 
May,  1799.  Warrant  returned  24  August,  1799. 

Mackie,  J.  Walter. 

Mate,  21  December,  1861.  Appointment  revoked  (Sick,)  11  March,  186^ 

Mac! ay,  William  W. 

Acting  Midshipman,  4 October,  1860.  Ensign,  28  May,  1863.  Master,  10  Novem- 
ber, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12  March, 
1868.  Resigned  13  October,  1871 
29 
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Maclean,  Archibald. 

Midshijiunan,  1 November,  1828.  Resigned  19  January,  1830. 

Maclianrin,  B.  SI. 

Acting  Ensign,  10  September,  1863.  Dismissed  1 October,  1864. 

MacMahon,  John. 

Acting  Assistant  Paymaster,  11  November,  1864.  Assistant  Paymaster,  23  July, 
1866.  Passed  Assistant  Paymaster,  11  December,  1867.  Paymaster,  17  Septem- 
ter,  1877. 

Macomb,  A.  W. 

Master,  25  July,  1818.  Resigned  19  May,  1826. 

Macomb,  David  IS. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  21  Sep- 
tember, 1860.  In  service. 

Macomb,  Edward. 

Acting  Assistant  Surgeon,  25  February,  1865.  Honorably  discharged  8 November 
1865. 

Macomb,  F.  A.  AT. 

Midshipman,  14  March,  1833.  Resigned  9 April,  1833. 

Macomb,  S.  G. 

Carpenter,  25  January,  1838.  Resigned  18  January,  1839. 

Macomb,  William  II. 

Midshipman,  10  April,  1834.  Passed  Midshipman,  16  July,  1840.  Lieutenant, 
27  February,  1847.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Com- 
modore, 1 July,  1870.  Died  12  August,  1872. 

Macombe,  Kehemiak. 

Master,  15  May,  1799.  Resigned  4 August,  I860. 

Macombes*,  George. 

Midshipman,  1 May,  1828.  Died  8 October,  1834. 

Macomber,  H.  P» 

Assistant  Surgeon,  13  July,  1824.  Surgeon,  4 December,  1828.  Died  16  June, 
1831. 

Macomber,  S.  I®. 

Midshipman,  20  June,  1806.  Lieutenant,  4 March,  1813.  Drowned  6 March, 
1820. 

Macrae,  John. 

Midshipman,  17  December,  1810.  Resigned  25  January,  1812. 

Macready,  €5.  §.,  Jr. 

Mate,  18  November,  1861.  Resigned  3 April,  1862. 

Maey,  Gilbert  I>, 

Sailmaker,  29  June,  1867. 

Maey,  Henry  G. 

Acting  Ensign,  17  December,  1862.  Acting  Master,  16  December,  1864.  Ensign, 
12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 
Died  1 December,  1872. 

Madden,  William. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Honorably  discharged 
30  May,  1867. 

Mad  docks,  W.  I>. 

Acting  Ensign,  18  July,  1863.  Acting  Master,  2 October,  1865.  Honorably  dis- 
charged 6 June,  1868. 

Maddox,  Joshua. 

Master,  4 August,  1807.  Appointment  revoked  2 May,  1809. 

Madigan,  John. 

Midshipman,  19  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Dropped  13  September,  1855.  Lieutenant,  Active  list,  14  Sep- 
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tember,  1855.  Lieutenant-Commander,  16  July,  1862.  Commander,  22  Septem- 
ber, 1855.  Died  22  October,  1870. 

Madison,  J.  II.  M. 

Midshipman,  23  December,  1837.  Resigned  4 November,  1842. 

Madison,  John  R. 

Midshipman,  28  June,  1804.  Lieutenant,  24  July,  1813.  Lost  in  the  “ Lynx.” 

Madison,  William  F. 

Midshipman,  16  January,  1809.  Died  16  July,  1812. 

Maffit,  Joint  I. 

Midshipman,  25  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 25  June,  1848.  Reserved  list,  14  September,  1855.  Lieutenant  on  Active 
list,  25  June,  1843.  Resigned  2 May,  1861. 

Maffit,  Canine!. 

Purser,  25  April,  1812.  Last  appearance  on  Records  of  Navy  Department.  Dead. 

Maffit,  William  II. 

Midshipman,  30  May,  1846.  Dismissed  12  June,  1851. 

Magar,  Benjamin  8. 

Acting  Master,  20  August,  1861.  Disrated  to  Acting  Ensign,  9 April,  1863. 
Acting  Master,  23  August,  1863.  Honorably  discharged  1 October,  1865. 

Magaw,  Samuel. 

Midshipman,  23  November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  10  October,  1866.  Retired  list,  29  October,  1868. 

Magaw,  William  P. 

Acting  Third  Assistant  Engineer,  2 December,  1861.  Acting  Second  Assistant 
Engineer,  24  October,  1862.  Dismissed  22  July,  1865. 

Magee,  Alexander. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  16  Feb- 
ruary, 1867. 

Magee,  Edward  A. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.  First  Assistant  Engineer,  1 January,  1868.  In  service. 

Magee,  CJeorge  W. 

Third  Assistant  Engineer,  4 April,  1861.  Resigned  30  March,  1863.  Restored 
1 June,  1863,  as  Third  Assistant  Engineer  from  4 April,  1861.  Second  Assistant 
Engineer,  16  January,  1863.  First  Assistant  Engineer,  1 December,  1864.  Chief 
Engineer,  11  June,  1876.  In  Service. 

Magee,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Appointment  revoked 
(Sick,)  6 October,  1864. 

Mager,  Nicholas. 

Carpenter,  9 July,  1847.  Retired  list,  9 November,  1871. 

Mager,  Philip  T. 

Carpenter,  15  November,  1873. 

Maglrn,  John. 

Mate.  Dismissed  28  November,  1862. 

Magie,  Theodore  B. 

Mate,  30  December,  1861.  Resigned  29  May,  1862. 

Magill,  Bernard. 

Mate,  13  October,  1863.  Acting  Ensign,  good  conduct,  7 April,  1864.  Honorably 
discharged  5 December,  1865. 

Magill,  B.  T. 

Assistant  Surgeon,  7 March,  1838.  Died  at  Sea  in  1841. 

Magill,  James. 

Carpenter,  2 April,  1842.  Died  14  April,  1848. 
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Magone,  13.  A. 

Acting  Ensign,  15  August,  1862.  Acting  Master,  12  August,  1864.  Honorably 
discharged  19  September,  1865. 

Magrath,  Humphrey. 

Midshipman,  1 January,  1800.  Master,  9 May,  1803.  Lieutenant,  8 February, 
1809.  Purser,  25  April,  1812.  Resigned  4 June,  1814. 

Magrader,  Alexander  F. 

Assistant  Surgeon,  21  April,  1871. 

Magruder,  Charles  D. 

Mate,  8 August,  1866.  Gunner,  26  August,  1870. 

Magnifier,  deorge  A. 

Midshipman,  1 January,  1817.  Lieutenant,  28  April,  1826.  Commander,  14  Feb- 
ruary, 1843.  Captain,  14  September,"  1855.  Dismissed  22  April,  1861. 

Magrnder,  T.  C. 

Midshipman,  2 April,  1804.  Resigned  22  January,  1812. 

Magrnder,  Thomas  W. 

Midshipman,  2 February,  1829.  Died  4 July,  1835. 

Magrnder,  T.  W. 

Midshipman,  18  May,  1809.  Lieutenant,  9 December,  1814.  Last  appearance  on 
Records  of  Navy  Department,  1816.  Franklin,  74. 

Magime,  Janies  If. 

Acting  Master,  14  August,  1861.  Acting  Volunteer  Lieutenant,  17  August,  1864. 
Honorably  discharged  29  November,  1865. 

Malian,  Alfred  T. 

Acting  Midshipman,  30  September,  1856.  Midshipman,  9 June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  7 June,  1865.  Commander,  20  No- 
vember, 1 872. 

Mahan,  Dennis  If. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  14  February,  1873.  Lieutenant,  21  September,  1877. 

Mahan,  William. 

Acting  Third  Assistant  Engineer,  7 February,  1862.  Acting  Second  Assistant 
Engineer,  3 October,  1863.  Honorably  discharged  20  February,  1866. 

Mahon,  David. 

Assistant  Surgeon,  28  March,  1820.  Resigned  27  November,  1823. 

Mahon,  Thomas  D. 

Midshipman,  10  September,  1841.  Dismissed  28  December,  1842. 

Mahoney,  Charles. 

Gunner,  6 September,  1839.  Discharged  7 November,  1840. 

Mahoney,  Keen  M.  A. 

Acting  Carpenter,  8 January,  1881. 

Mahoney,  Michael. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.  Navy  Yard,  Portsmouth,  New  Hampshire. 

Mahoney,  Samuel. 

Boatswain,  2 March,  1848.  Resigned  30  September,  1848. 

Mahony,  William  M. 

Sailmaker,  15  November,  1850.  Dismissed  8 June,  1861. 

Maies,  William  II. 

Mate,  6 August,  1861.  Acting  Master,  26  May,  1862.  Acting  Volunteer  Lieuteri' 
ant,  6 April,  1865.  Honorably  discharged  15  May,  I860.  Acting  Master, 
23  April,  1867.  Resigned  16  July,  1868. 

Main,  Ilerschel. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer 
2 June,  1869.  Passed  Assistant  Engineer,  20  November,  1874. 
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Maine,  William  A. 

Acting  Master,  27  February,  1S62.  Honorably  discharged  21  January,  1866. 

Hairs,  John. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy  De- 
partment, 1815.  New  York. 

Maitland,  Edward  J. 

Acting  Ensign,  30  December,  1864.  Honorably  discharged  22  October,  1868. 

Major,  Spaniel  G. 

Acting  Master,  27  July,  1861.  Resigned  17  April,  1863. 

Major,  James. 

Professor,  12  November,  1844.  Resigned  3 September,  1859. 

Making,  George  B. 

Acting  Third  Assistant  Engineer,  20  May,  1864.  Honorably  discharged  16  August, 
1865. 

Malhon,  Thomas  J. 

Acting  Second  Assistant  Engineer,  22  June,  1863.  Acting  First  Assistant  Engi- 
neer, 3 May,  1864.  Honorably  discharged  1 December,  1865. 

Mai  hone,  W.  F. 

Master,  4 April,  1814.  Died  6 October,  1826. 

Malcomb,  James  IS. 

Acting  Master,  9 October,  1861.  Appointment  revoked  7 March,  1862. 

Matey,  Patrick  J. 

Acting  Assistant  Surgeon,  1 October,  1862  Resigned  24  November,  1862. 

Matey,  William. 

Lieutenant,  1 August,  1799.  Resigned  12  November,  1800. 

Maltahy,  Francis. 

Master,  not  in  line  of  promotion,  3 July,  1813'.  Reserved  list,  13  September,  1855. 

Mallam,  John. 

Acting  Assistant  Surgeon,  8 March,  1865.  Honorably  discharged  25  September, 
1865. 

Mallard,  William  II, 

Acting  Master,  21  January,  1862.  Honorably  discharged  27  May,  1867. 

Mallary,  Francis. 

Midshipman,  1 May,  1822.  Resigned  17  January,  1826. 

Mallett,  E.  B. 

Acting  Master,  29  October,  1861.  Honorably  discharged  14  September,  1865. 

Mallett,  George  F. 

Assistant  Naval  Constructor,  22  January,  1872. 

Mallon,  John  II. 

Mate,  2 January,  1863.  Appointment  revoked  26  December,  1865. 

Mallory,  John  S. 

Acting  Assistant  Paymaster,  9 March,  1863.  Resigned  1 April,  1864. 

Mallory,  Stevenson  B. 

Midshipman,  12  June,  1872.  Graduated  20  June,  1876.  Died  14  November,  1878. 

Malloy,  Charles  P. 

Acting  Third  Assistant  Engineer,  26  April,  1864.  Appointment  revoked  17  June, 
1865. 

Malone,  John  I>. 

Acting  Assistant  Surgeon,  20  October,  1864.  Honorably  discharged  2 May,  1868. 

Malone,  S.  B. 

Assistant  Surgeon,  11  August,  1826.  Surgeon,  14  April,  1831.  Resigned  20  Sep- 
tember, 1831.  Surgeon,  17  May,  1832.  Resigned  16  April,  1834. 

Maloney,  Patrick. 

Acting  Third  Assistant  Engineer,  9 February,  1864.  Honorably  discharged 
27  October,  1865. 
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Maloon,  Solon  II. 

Carpenter,  16  November,  1875. 

Manchester,  Albert  A. 

Acting  Third  Assistant  Engineer,  6 March,  1865.  Honorably  discharged  5 April, 
1866. 

Mandell,  August  H. 

Mate,  1862.  Acting  Ensign,  4 March,  1864.  Resigned  (Sick,)  18  March,  1865. 

Mandell,  John  T. 

Acting  Ensign,  10  September,  1862.  Appointment  revoked  (Sick,)  7 October, 
1868. 

Mankins,  John. 

Sailmaker,  17  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Furloughed. 

Manley,  Henry  DeH. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master,. 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Commander,  5 April,  1874. 

Manlove,  HaTid. 

Master,  24  May,  1814.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 

Mann,  Allen  A. 

Mate,  8 September,  1863.  Honorably  discharged  23  August,  1865. 

Mann,  Albert  I*. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  En- 
gineer, 13  May,  1863.  Resigned,  5 June,  1865. 

Mann,  George. 

Midshipman,  15  June,  1801.  Lieutenant,  26  March,  1809.  Resigned  1 October, 
1811.  * 

Mann,  George  R. 

Acting  Assistant  Surgeon,  21  September,  1861.  Died  20  August,  1864 

Mann,  Eevi  S. 

Mate,  27  August,  1862.  Resigned  21  August,  1863. 

Mann,  W.  H. 

Midshipman,  15  November,  1809.  Resigned  19  August,  1811. 

Mania,  William  A. 

Acting  Assistant  Paymaster,  20  August,  1862.  Mustered  out  1 January,  1866. 

Mann,  William  M. 

Mate,  25  July,  1863.  Resigned  12  April,  1864.  Acting  Ensign,  9 August,  1864. 
Appointment  revoked  30  August,  1864. 

Manney,  Henry  N. 

Midshipman,  24  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Manning,  Charles  E. 

Cadet  Engineer,  14  September,  1876.  Graduated  10  June,  1880. 

Manning,  Charles  II. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer,  25 
July,  1866.  First  Assistant  Engineer,  26  October,  1872. 

Manning,  Edward. 

* Mate,  16  February,  1864.  Acting  Ensign,  18  August,  1864.  Honorably  dis- 
charged 14  October,  1865.  Acting  Ensign,  4 August,  1866.  Mustered  out 
15  August,  1867. 

Manning,  Edward  S. 

Midshipman,  9 November,  1813.  Resigned  24  November,  1814. 

Manning,  Edward  W. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  25  June, 
1855.  First  Assistant  Engineer,  21  July,  1858.  Dismissed  6 May,  1861. 
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Maims  eg,  James  I). 

Acting  Ensign,  23  May,  1863.  Died  ou  the  “ Courier ,”  25  September,  1863. 

Manning,  John. 

Acting  Chief  Engineer,  1 December,  1862.  Resigned  9 February,  1863. 

Maim s sag,  Jolm. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  3 October, 
1851.  Reserved  list,  13  September,  1855.  Resigned  23  May,  1861. 

Mae  si  leg,  Jolm  If* 

Mate,  17  June,  1863.  Resigned  21  April,  1864. 

Manning,  Thomas. 

Acting  Carpenter,  1 October,  1862.'  Resigned  20  April,  1865. 

Manning,  Thomas  J. 

Midshipman,  1 January,  1817.  Lieutenant,  28  April,  1826.  Commander,  24  July, 
1843.  Died  7 January,  1857. 

Manning,  William. 

Mate,  6 February,  1862.  Dismissed  4 November,  1862. 

Manning,  William. 

Boatswain,  3 January,  1873. 

Mannix,  I>.  Pratt. 

Mate,  18  April,  1863,.  Acting  Ensign,  30  November,  1863.  Resigned  22  Febru- 
ary, 1865. 

Manser,  Edward. 

Acting  Ensign,  22  April,  1863.  Resigned  31  May,  1864. 

Mansfield,  diaries  1>. 

Acting  Assistant  Paymaster,  .19  August,  1864.  Assistant  Paymaster,  22  July,  1866. 
Passed  Assistant  Paymaster,  23  December,  1866.  Paymaster,  25  September,  1875. 

Mansfield,  Henry  12. 

Midshipman,  27  February,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Mansfield,  Henry  T. 

Acting  Assistant  Paymaster,  14  August,  1863.  Resigned  30  January,  1865. 

Mansfield,  Robert  IS. 

Acting  Third  Assistant  Engineer,  20  January,  1865.  Honorably  discharged 
11  September,  1865. 

Mansfield,  William  F. 

Acting  Third  Assistant  Engineer,  29  August,  1864.  Honorably  discharged 
21  May,  1866. 

Manson,  Charles  A. 

Acting  Assistant  Surgeon,  13  August,  1864.  Resigned  23  November,  1864. 

Manson,  Charles  SI. 

Third  Assistant  Engineer,  26  February,  1851.  Resigned  25  November,  1853. 

Manson,  John  C. 

Master,  15  July,  1812.  Discharged  10  June,  1815. 

Manson,  ILniher. 

Carpenter,  9 May,  1842.  Died  20  September,  1867. 

Manter,  Everett  T. 

Mate,  23  December,  1861.  Acting  Ensign,  4 December,  1862.  Honorably  dis- 
charged 20  September,  1865. 

Man  ton,  Benjamin  3>. 

Acting  Lieutenant,  21  October,  1861.  Resigned  10  September,  1863. 

Manta,  Ezra. 

Midshipman,  29  July,  1800.  Discharged  26  November,  1801,  under  Peace  Estab- 
lishment Act. 

Mapes,  Charles  A. 

Third  Assistant  Engineer,  17  August,  1847.  Died  12  November,  1847. 
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Mapes,  Daniel  T. 

Third  Assistant  Engineer,  16  August,  1847.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  21  June,  1855. 

Maples,  Charles  It. 

Acting  Third  Assistant  Engineer,  8 June,  1863.  Acting  Second  Assistant  En- 
gineer, 17  June,  1863.  Dismissed  3 May,  1864. 

Maples,  Edward  W. 

Acting  Third  Assistant  Engineer,  28  May,  1864.  Resigned  11  January,  1865. 

Maples,  Isaac  It. 

Acting  Third  Assistant  Engineer,  18  December,  1861.  Resigned  14  August,  1S62. 
Acting  Third  Assistant  Engineer,  13  November,  1862.  Acting  First  Assistant 
Engineer,  14  July,  1863.  Honorably  discharged  21  February,  1866. 

Maples,  William  JL. 

Acting  Carpenter,  8 December,  1880. 

Mara,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.  Acting  Second  Assistant 
Engineer,  7 October,  1862.  Acting  First  Assistant  Engineer,  29  September, 
1864.  Honorably  discharged  3 September,  1865. 

Mar  alia,  James  M. 

Acting  Second  Assistant  Engineer,  31  December,  1863.  Honorably  discharged 
7 SejDtember,  1865. 

Marble,  Charles  II. 

Mate,  18  December,  1862.  Dismissed  27  May,  1863.  Mate,  24  March,  1864. 
Dismissed  29  June,  1864. 

Marble,  Thomas  D. 

Mate,  24  July,  1863.  Honorably  discharged  5 June,  1865. 

Marbury,  A.  IS. 

Midshipman,  14  July,  1824.  Passed  Midshipman,  20  February,  1830.  Lieuten- 
ant, 23  June,  1834.  Died  6 December,  1843. 

Mar  cell  in,  George  A. 

Midshipman,  4 June,  1801.  Lieutenant,  3 March,  1807.  Died  10  September,  1810. 

Marcel  Sin,  H.  F. 

Midshipman,  20  June,  1806.  Resigned  9 June,  1810. 

Marcellin,  II.  F. 

Midshipman,  4 June,  1812.  Dismissed  by  Court-Martial,  5 March,  1814. 

March,  Edward  J>. 

Acting  Master,  26  February,  1862.  Resigned  11  April,  1866. 

March,  J.  Howard. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dropped 
13  September,  1855.  Lieutenant  on  Active  list,  15  September,  1855.  Died 
21  December,  1858. 

Marchand,  John  B. 

Midshipman,  1 May,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
29  January,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Retired  list,  27  August,  1870.  Died  13  April, 
1875. 

Marchand,  Nicholas. 

Midshipman,  30  November,  1814.  Resigned  12  February,  1824. 

Marchant,  Elijah. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Marchant,  George  W. 

Mate,  6 April,  1864.  Honorably  discharged  2 September,  1866. 

Marchant,  William  B. 

Acting  Ensign,  8 April,  1864.  Appointment  revoked  (Sick,)  17  December,  1864. 
Acting  Ensign,  8 February,  1865*  Honorably  discharged  1 December,  1865. 


GENERAL  NAVY  REGISTER. 


457 


Marcy,  Samnel. 

Midshipman,  16  March,  1888.  Passed  Midshipman,  20  May,  1844.  Master, 
26  April,  1851.  Lieutenant,  2 April,  1852.  Died  28  January,  1862. 

Marey,  William 

Purser,  1 April,  1853.  Dismissed  25  March,  1871. 

Harden,  Frederick:  A. 

Mate,  7 June,  1862.  Dismissed  20  November,  1862. 

Marfield,  Cweorge  W. 

Acting  Third  Assistant  Engineer,  16  July,  1863.  Honorably  discharged  29  Octo- 
ber, 1865. 

Margornm,  I>.  B. 

Midshipman,  30  April,  1800.  Resigned  26  October,  1800. 

Marie,  Matthias  C. 

Midshipman,  3 January,  1832.  Lieutenant,  29  March,  1844.  Commander,  18  Oc- 
tober, 1861.  Retired  list,  15  August,  1864.  Captain,  Retired  list. 

Marix,  Adolph® 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  24  May,  1872. 

Markham,  Benjamin. 

Acting  Carpenter,  8 January,  1881 

Markham,  F.  P. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1822.  Dead. 

Markley,  Arthur  B. 

Acting  Assistant  Surgeon,  14  September,  1861.  Resigned  12  April,  1862. 

Markoe,  P.  A® 

Mate,  8 May,  1862.  Acting  Ensign,  14  January,  1864.  Resigned  21  April,  1865. 

Marks,  A.  J. 

Mate,  28  March,  1865.  Honorably  discharged  28  October,  1865. 

Marks,  George  SI. 

Mate,  30  December,  1862.  Acting  Ensign,  14  April,  1864.  Honorably  discharged 
21  August,  1865.  Mate,  26  January,  1870.  Drowned  7 March,  1872. 

Marks,  James. 

Acting  Master,  1 August,  1861.  Appointment  revoked  10  December,  1861. 

Marks,  Thomas  H. 

Acting  Ensign,  23  August,  1864.  Resigned  (Sick,)  2 February,  1865. 

MarSey,  Albert  W. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  11  October,  1866. 

Marley,  John. 

Boatswain,  7 Jannai-y,  1862.  Warranted  29  August,  1862.  Dismissed  31  Decem- 
ber, 1865. 

Marmioia,  Robert  A, 

Assistant  Surgeon,  14  April,  1868.  Surgeon,  3 June,  1879. 

Harmion,  William  V. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Resigned  10  January,  1871. 

lamer,  Richard. 

Lieutenant,  1 March,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Marple,  Charles  R. 

Mate,  23  November,  1863.  Honorably  discharged  2 September,  1865.  Mate, 
14  August,  1867.  Mustered  out  27  August,  1868.  Mate,  12  November,  1869. 
Appointment  revoked  9 July,  1870. 

Mar  pie,  David. 

Carpenter,  13  October,  1840.  Resigned  3 October,  1848. 
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Marr,  Robert  A. 

Midshipman,  29  April,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  5 May, 
1854.  Lost  in  “Albany”  28  September,  1854. 

Marrast,  A.  R. 

Midshipman,  21  March,  1829.  Dismissed  10  December,  1830. 

Marrast,  Augustus. 

Midshipman,  1 January,  1825.  Resigned  4 December,  1830. 

Marrast,  J.  F. 

Midshipman,  29  March,  1834.  Lieutenant,  16  July,  1840.  Dismissed  by  Court- 
Martial  15  October,  1841. 

Marrow,  Henry  C. 

Acting  Third  Assistant  Engineer,  4 December,  1863.  Honorably  discharged 
15  May.  1865. 

Mars,  Edward. 

First  Assistant  Engineer,  21  September,  1861.  Resigned  11  February,  1862. 

Mars,  Philip  E. 

First  Assistant  Engineer,  1 July,  1861.  Dismissed  2 November,  1861. 

Mars,  Robert  W. 

Acting  Third  Assistant  Engineer,  10  September,  1862.  Acting  Second  Assistant 
Engineer,  24  October,  1864.  Honorably  discharged  18  February,  1866. 

Marsden,  Charles. 

Acting  Ensign,  15  July,  1863.  Honorably  discharged  5 November,  1865. 

Marsden,  Charles. 

Acting  Ensign,  5 August,  1863.  Honorably  discharged  5 November,  1865. 

Marsh,  Edward  T.  T. 

Acting  Assistant  Surgeon,  9 February,  1864.  Honorably  discharged  29  March, 
1868. 

Marsh,  Francis. 

Acting  First  Assistant  Engineer,  1 November,  1862.  Honorably  discharged 
15  September,  1865. 

Marsh,  Frank. 

Acting  Third  Assistant  Engineer,  16  July,  1863.  Acting  Second  Assistant  En- 
gineer, 30  November,  1864.  Honorably  discharged  25  January,  1866. 

Marsh,  Hazard. 

Mate,  13  December,  1861.  Acting  Ensign,  18  December,  1862.  Honorably  dis- 
charged 19  December,  1865. 

Marsh,  Henry,  C. 

Mate,  25  February,  1864.  Honorably  discharged  5 November,  1865. 

Marsh,  Israel. 

Acting  First  Assistant  Engineer,  12  December,  1863.  Honorably  discharged 
17  December,  1865. 

Marshall,  Ren]  a ns  in. 

Acting  Assistant  Surgeon,  12  August,  1861.  Honorably  discharged  28  July,  1866. 

Marshall,  Elbert  P. 

Mate,  21  November,  1863.  Honorably  discharged  26  October,  1865. 

Marshall,  E.  Y. 

Midshipman,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
1822.  Washington,  74. 

Marshall,  Frank. 

Mate,  12  January,  1863.  Acting  Ensign,  24  November,  1863.  Honorably  dis- 
charged 19  September,  1865. 

Marshall,  George. 

Gunner,  15  July,  1809.  Master,  19  February,  1841.  Resigned  26  August,  1846. 
Gunner  from  15  July,  1809,  to  7 December,  1846.  Died  2 August,  1855. 

Marshall,  G.  .1. 

Gunner,  19  March,  1841.  Died  11  November,  1847. 
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Marshall,  James. 

Midshipman,  9 May,  1803.  Resigned  18  May,  1810. 

Marshall,  James. 

Acting  Master,  29  June,  1863.  Resigned  14  September,  1864. 

Marshall,  James  L. 

Acting  Third  Assistant  Engineer,  12  November,  1862.  Acting  Second  Assistant 
Engineer,  19  November,  1863.  Dismissed  5 April,  1864. 

Marshall,  James  W. 

Midshipman,  1 March,  1825.  Resigned  19  May,  1826. 

Marshall,  John. 

Gunner,  6 July,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Marshall,  John. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Resigned  18  Septem- 
ber, 1838. 

Marshall,  John. 

Midshipman,  4 July,  1805.  Died  22  October,  1809. 

Marshall,  John  Iff. 

Acting  Ensign,  18  March,  1865.  Honorably  discharged  13  May,  1865. 

Marshall,  John  Iff. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Died  1 June,  1850. 

Marshall,  Joshua  Iff. 

Acting  Assistant  Paymaster,  26  February,  1863.  Honorably  discharged  23  Octo- 
ber, 1865. 

Marshall,  Louis  J. 

Mate,  8 August,  1864.  Honorably  discharged  28  August,  1865. 

Marshall,  Iffohert. 

Midshipman,  21  November,  1815.  Drowned  20  March,  1822. 

Marshall,  Samuel. 

Midshipman,  1 May,  1822.  Died  24  August,  1823. 

Marshall,  S.  Iff. 

Assistant  Surgeon,  14  May,  1799.  Surgeon,  16  January,  1800.  Died  20  May,  1828. 

Marshall,  Thomas. 

Assistant  Surgeon,  13  December,  1800.  Died  17  November,  1808. 

Marshall,  Thomas. 

Gunner,  date  not  known.  Died  in  August,  1822. 

Marshall,  Thomas  Iff. 

Mate,  20  June,  1863.  Resigned  8 May,  1865. 

Marshall,  William  A. 

Midshipman,  27  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  22  April,  1875. 

Marshman,  C.  I*. 

Acting  Master,  1 June,  1861.  Resigned  18  August,  1862. 

Marsillot,  Malcolm  €4. 

Acting  Third  Assistant  Engineer,  7 June,  1864.  Resigned  (Sick,)  21  March,  1865. 

Marsland,  Charles  F. 

Third  Assistant  Engineer,  8 December,  1862.  Resigned  6 September,  1865. 

Marsland,  Edward. 

First  Assistant  Engineer,  14  August,  1861.  Resigned  4 June,  1864. 

Marsteller,  E.  H. 

Assistant  Surgeon,  12  January,  1876. 

Marsters,  George  W. 

Acting  Assistant  Surgeon,  14  March,  1865.  Honorably  discharged  10  October, 
1865. 

Marstoai,  J.  J. 

Assistant  Surgeon,  15  August,  1821.  Last  appearance  on  Records  of  Navy  De- 
partment. 
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Marsioji,  John. 

Midshipman,  15  April,  1813.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861. 
Commodore,  Retired  list,  16  July,  1862. 

Marthon,  Joseph. 

Mate,.  20  May,  1863.  Acting  Ensign,  26  October,  1863.  Acting  Master,  recom- 
mendation of  Commanding  Officer,  5 August,  1864.  Honorably  discharged 
31  December,  1865.  Acting  Master,  19  April,  1866.  Ensign,  12  March,  1868. 
Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Martin,  Bernard. 

Acting  Second  Assistant  Engineer,  19  February,  1864.  Honorably  discharged 
4 December,  1865. 

Martin,  Byai'd. 

Acting  Carpenter,  15  December,  1862.  Honorably  discharged  1 November,  1865. 

Martin,  Charles. 

Assistant  Surgeon,  5 September,  1848.  Surgeon,  22  April,  1861.  Medical  In- 
spector, 3 March,  1871.  Medical  Director,  6 October,  1873. 

Martin,  Han  I el  IB. 

First  Assistant  Engineer,  17  January,  1842.  Chief  Engineer,  14  May,  1847. 
Engineer-in-Chief,  18  October,  1853.  Relieved  as  Engineer-in-Chief,  17  October, 
1857.  Resigned  November,  1859. 

Martin,  Edward  i>. 

Mate,  6 February,  1862.  Acting  Ensign,  17  July,  1863.  Honorably  discharged 
29  November,  1865. 

Martin,  Edwin  M. 

Assistant  Surgeon,  12  April,  1875.  Died  20  August,  1878. 

Martin,  Elias  CL 

Acting  Master,  26  February,  1862.  Honorably  discharged  3 December,  1865. 

Martin,  Erasing  F. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Resigned  25  May,  1863. 

Martin,  Ernest  i>. 

Acting  Assistant  Surgeon,  9 March,  1865.  Honorably  discharged  9 October,  1865. 
Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Died  17  July,  1868. 

Martin,  XL  8. 

Mate,  29  March,  1870.  Appointment  revoked  7 November,  1870. 

Martin,  George  XL 

Acting  Assistant  Paymaster,  7 February,  1865.  Mustered  out  21  November,  1865. 

Martin,  George  M. 

Acting  Master,  28  January,  1862.  Dismissed  27  June,  1864. 

Martin,  George  R. 

Acting  Assistant  Paymaster,  30  June,  1862.  Assistant  Paymaster,  30  June,  1864. 
Paymaster,  4 May,  1866.  Dismissed  26  September,  1877. 

Martin,  Henry  F. 

Acting  Ensign,  20  October,  1864.  Honorably  discharged  23  August,  1865. 

Martin,  Henry  M. 

Assistant  Surgeon,  21  March,  1870. 

Martin,  XI.  L. 

Midshipman,  11  December,  1802.  Resigned  6 December,  1805. 

Martin,  James. 

Master,  date  not  known.  Discharged  15  April,  1815. 

Martin,  James. 

Acting  Ensign,  1 October,  1862.  Resigned  9 February,  1863.  Acting  Ensign. 
29  June,  1863.  Honorably  discharged  9 April,  1866. 

Martin,  James. 

Mate,  5 July,  1863.  Resigned  28  September,  1864. 
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Marlin,  James  C. 

Acting  Carpenter,  1 October,  1862.  Resigned  80  January,  1863. 

Martin,  Jo  la  is. 

Gunner,  3 March,  1832.  Resigned  24  December,  1832.  Gunner,  6 April,  1838. 
Died.  5 November,  1856. 

Martin,  Jolan. 

Sailmaker,  26  October,  1872. 

Martin,  Jolin. 

Purser,  5 October,  1798.  Resigned  7 October,  1801. 

Martin,  Jobn  B. 

Assistant  Surgeon,  9 May,  1815.  Resigned  18  December,  1815. 

Martin,  John  B. 

Assistant  Paymaster,  14  June,  1878. 

Martin,  Joseph. 

Boatswain,  2 December,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Martin,  Father. 

Midshipman,  9 March,  1838.  Resigned  23  April,  1840. 

Martin,  Father  ]L. 

Carpenter,  3 October,  1872. 

Martin,  Matthias  C. 

Midshipman,  3 January,  1835.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
29  March,  1844.  Reserved  list,  13  September,  1855.  Lieutenant  on  Active  list, 
29  March,  1844.  Commander,  Active  list,  18  October,  1861.  Captain  on  Retired 
list,  4 April,  1867. 

Martin,  Neill. 

Acting  Gunner,  27  August,  1863.  Honorably  discharged  9 July,  1865. 

Martin,  Bofeerfc  F. 

Midshipman,  1 May,  1814.  Died  3 July,  1825. 

Martin,  Samuel  G. 

Acting  Master,  5 September,  1861.  Resigned  11  February,  1862. 

Martin,  Simeon,  Jr. 

Midshipman,  1 March,  1799.  Resigned  19  August,  1800. 

Martin,  William. 

Master,  12  January,  1814.  Discharged  15  April,  1815. 

Martin,  William. 

Acting  Assistant  Surgeon,  10  January,  1874.  Honorably  discharged  30  June, 
1879. 

Martin,  William. 

Acting  Master,  12  May,  1862.  Honorably  discharged  15  December,  1865. 

Martin,  William. 

Mate,  10  March,  1863.  Resigned  16  November,  1863. 

Martin,  William  1. 

Acting  First  Assistant  Engineer,  15  November,  1862.  Appointment  revoked 
(Sick,)  11  December,  1863. 

Martindale,  Frank  E. 

Acting  Assistant  Surgeon,  27  May,  1861.  Resigned  5 April,  1864. 

Marline,  Alfred  H. 

Acting  Ensign,  3 January,  1865.  Honorably  discharged  30  July,  1868. 

Marline,  Charles  A. 

Acting  Third  Assistant  Engineer,  27  May,  1862.  Acting  Second  Assistant  En- 
gineer, 30  July,  1863.  Honorably  discharged  21  November,  1865. 

Martine,  William  F. 

Acting  Master,  9 October,  1861.  Acting  Volunteer  Lieutenant,  2 December,  1864. 
Honorably  discharged  14  December,  1865. 
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Marvel,  John  Iff. 

Mate,  5 Marcia,  1862.  Resigned  19  August,  I8G2. 

Marvin,  George  Iff. 

Acting  Assistant  Surgeon,  20  September,  1862.  Resigned  11  March,  1865. 

Marvin,  Joseph  I>. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master, 

19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
12  April,  1866.  Commander,  12  December,  1878.  Died  10  April,  1877. 

Mason,;  Charles  Iff. 

Acting  Assistant  Surgeon,  80  November,  1861.  Died  October,  1864. 

Mason,  Charles  S. 

Acting  Third  Assistant  Engineer,  15  February,  1863.  Died  13  November,  1863. 

Mason,  David. 

Mate,  18  February,  1862.  Acting  Ensign,  17  November,  1862.  Deserted,  13  Sep- 
tember, 1864. 

Mason,  Frederick  . 

Acting  Ensign,  Admiral  Farragut’s  Staff,  1 July,  1864.  Honorably  discharged 

20  January,  1866. 

Mason,  George. 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Assistant 
Engineer,  26  January,  1863.  Appointment  revoked  (Sick,)  6 August,  1S64. 

Mason,  Henry. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  14  No- 
vember, 1853.  First  Assistant  Engineer,  31  May,  1861.  Chief  Engineer,  21  May, 
1863.  Retired  list,  16  October,  1868. 

Mason,  James. 

Midshipman,  18  June,  1812.  Resigned  28  December,  1816. 

Mason,  John. 

Sailmaker, 1 June,  1804.  Dismissed  by  Court-Martial,  12  July,  1805. 

Mason,  Janies  F. 

Mate.  Appointment  revoked  20  August,  1862. 

Mason,  John  M. 

Midshipman,  31  March,  1831.  Passed  Midshipman,  15  June,  1837.  Drowned 
7 July,  1837. 

Mason,  John  T. 

Assistant  Surgeon,  6 September,  1837.  Surgeon,  15  July,  1849.  Resigned  6 May, 
1861. 

Mason,  John  W. 

Mate,  27  February,  1865.  Resigned  12  May,  1865. 

Mason,  John  IV. 

Mate,  17  February,  1864.  Resigned  12  May,  1865. 

Mason,  John  ¥.,  Jr. 

Purser,  18  April,  1845.  Resigned  2 January,  1858. 

Mason,  Fiicius  M. 

Midshipman,  19  October,  1841.  Died  7 January,  1845. 

Mason,  Murray. 

Midshipman,  14  November,  1823.  Passed  Midshipman,  23  March,  1829.  Lieu- 
tenant, 3 March,  1831.  Commander,  25  February,  1854.  Reserved  list,  14  Sep- 
tember, 1855.  Commander  on  Active  list,  25  February,  1854.  Resigned  16 
April,  1861. 

Mason,  Xewlon  E. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 12  July,  1871.  Lieuteiaant,  8 November,  1874. 

Mason,  Randolph  T. 

Surgeon,  17  March,  1859.  Dismissed  10  May,  1861. 
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Mason,  Richard  P. 

Midshipman,  15  June,  1839.  Died  10  May,  1847. 

Mason,  Rufus  ©. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  2 February,  1864. 

Mason,  Theodoras  35.  M. 

Midshipman,  20  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  20  November,  1872. 

Mason,  Thomas. 

Mate,  20  July,  1863.  Acting  Ensign,  18  August,  1864.  Discharged  8 February 
1868. 

Mason,  Thomas. 

Mate,  13  December,  1861.  Resigned  19  September,  1862. 

Mason,  Westwood  T. 

Midshipman,  4 January,  1800.  Resigned  21  August,  1*862. 

Mason,  William. 

Acting  Third  Assistant  Engineer,  20  April,  1863.  Acting  Second  Assistant  En- 
gineer, 26  May,  1864.  Honorably  discharged  19  August,  1865. 

Mason,  William  W. 

Acting  Master,  22  October,  1861.  Resigned  8 February,  1862. 

Masser,  William  If.  E. 

Midshipman,  1 October,  1866.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Retired  list,  <5  May,  1876. 

Massey,  Arthur  W. 

Carpenter,  1 9 August,  1874. 

Massey,  Eleazer. 

Midshipman,  17  December,  1810.  Resigned  30  April,  1814. 

Masten,  Thomas  C. 

Assistant  Paymaster,  11  October,  1861.  Paymaster,  14  April,  1862.  Dismissed 
9 February,  1870. 

Masters,  Pliineas. 

Midshipman,  16  February,  1809.  Resigned  14  October,  1809. 

Masury,  Samuel. 

Gunner,  2 December,  1799.  Dismissed  21  January,  1803. 

Mather,  Henry  WL 

Mate,  19  August,  1862.  Acting  Ensign,  27  May,  1863.  Acting  Master,  18  April, 
1865.  Honorably  discharged  1 April,  1866. 

Mather,  Mason  W. 

Third  Assistant  Engineer,  17  December,  1862.  Second  Assistant  Engineer, 
8 April,  1864.  Resigned  3 March,  1869. 

Mather,  S.  W. 

Acting  Master,  17  May,  1861.  Killed  in  action  22  March,  1862. 

Mathes,  George. 

Acting  Ensign,  20  September,  1862.  Deserted  28  January,  1863. 

Matlack,  John  W. 

Acting  Third  Assistant  Engineer,  6 October,  1864.  Honorably  discharged 
30  October,  1865. 

Mattair,  James  O. 

Acting  Master,  4 January,  1862.  Appointment  revoked  (Sick,)  22  April,  1863. 

Matthews,  A.  P. 

Mate,  23  January,  1862.  Accidentally  killed  on  “ Wyandank 24  September, 
1863. 

Matthews,  Charles. 

Boatswain,  27  December,  1834.  Drowned  9 August,  1842. 

Matthews,  Benjamin. 

Midshipman,  2 April,  1804.  Resigned  31  December,  1805. 


464 


GENERAL  NAVY  REGISTER. 


Matthews,  Edward  S. 

Assistant  Surgeon,  30  July,  1861.  Surgeon,  8 January,  1867. 

Matthews,  Edmund  O. 

Acting  Midshipman,  2 October,  1851.  ^Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  27  June, 
1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  22  April,  1870. 

Matthews,  John. 

Midshipman,  22  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
30  August,  1851.  Lieutenant,  13  July,  1852.  Drowned  25  October,  1853. 

Matthews,  John. 

Acting  Assistant  Surgeon,  12  August,  1861.  Resigned  1 April,  1863. 

Matthews,  John. 

Acting  Third  Assistant  Engineer,  13  August,  1863.  Acting  Second  Assistant 
Engineer,  16  February,  1865.  Honorably  discharged  24  November,  1867. 

Matthews,  Joseph  M. 

Acting  Third  Assistant  Engineer,  13  December,  1862.  Acting  Second  Assistant 
Engineer,  2 November,  1864.  Honorably  discharged  20  August,  1865. 

Matthews,  John  P. 

' Acting  Third  Assistant  Engineer,  25  March,  1865.  Honorably  discharged 
16  June,  1866.  Acting  Third  Assistant  Engineer,  23  February,  1867.  Mustered 
out  8 May,  1869. 

Matthews,  John  B. 

Second  Assistant  Engineer,  17  January,  1842.  First  Assistant  Engineer,  10  July, 
1847.  Resigned  17  May,  1849. 

Matthews,  J.  Rutherford. 

Chaplain,  24  September,  1869. 

Matthews,  Samuel. 

Third  Assistant  Engineer,  20  February,  1847.  Second  Assistant  Engineer,  24  Jan- 
uary, 1848.  First  Assistant  Engineer,  11  January,  1849.  Resigned  18  July, 
1849. 

Matthews,  William. 

Acting  Third  Assistant  Engineer,  1 February,  1864.  Honorably  discharged 
4 December,  1865. 

Mattingley,  Thomas. 

Acting  Third  Assistant  Engineer,  8 June,  1864.  Honorably  discharged  6 Novem- 
ber, 1865. 

Mali i sou,  Joseph. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Resigned  20  November,  1851. 

Mattisou,  Sylvester. 

Acting  Master,  13  November,  1861.  Resigned  9 July,  1862. 

Maughlin,  James. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3 August, 
1868.  Resigned  11  August,  1865. 

Maul!,  William  M. 

Sailmaker,  18  January,  1849.  Retired  list,  16  November,  1872. 

MauSsby,  George. 

Assistant  Surgeon,  7 March,  1838.  Surgeon,  14  April,  1852.  Medical  Director, 
3 March,  1871.  Retired  list,  27  December,  1872. 

Maulsby,  John  II . 

Midshipman,  21  April,  1824.  Resigned  6 April,  1829. 

Maulsby,  J.  IS. 

Midshipman,  6 April,  1827.  Drowned  13  July,  1833. 

Man  aider,  Samuel  If. 

Mate,  30  November,  1863.  Acting  Ensign,  22  July,  1864.  Resigned  27  April, 
1865. 
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Maurice,  CL  Stuart. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
28  March,  1864.  Resigned  21  December,  1865 

Maury,  Alexander  €. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Died  23  June,  1840. 

Maury,  Jefferson. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Dis- 
missed 10  May,  1855. 

Maury,  John  M. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  February,  1851.  Resigned  17  Sep- 
tember, 1856. 

Maury,  John  M. 

Midshipman,  16  January,  1809.  Lieutenant,  28  June,  1811.  Died  25  June, 
1823. 

Maury,  John  S. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
2 November,  1852.  Lieutenant,  1 August,. 1853.  Dismissed  18  April,  1861. 

Maury,  Matthew  F. 

Midshipman,!  February,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
10  June,  1836.  Reserved  list,  14  September,  1855.  Commander  on  Active  list, 
14  September,  1855.  Dismissed  26  April,  1861. 

Maury,  William  R. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
26  February,  1841.  Resigned  20  April,  1861. 

Maxfield,  Edward  F. 

Acting  Third  Assistant  Engineer,  22  October,  1862.  Resigned  15  January;  1864. 

Maxwell,  Charles  !>• 

Assistant  Surgeon,  6 September,  1837.  Surgeon,  18  October,  1849.  Retired  list, 
21  October,  1868.  Medical  Director,  3 March,  1871. 

Maxwell,  I>. 

Acting  Master,  26  August,  1861.  Resigned  6 December,  1861. 

Maxwell,  George. 

Master,  18  June,  1812.  Dismissed  as  Supernumerary,  6 March,  1813. 

Maxwell,  If.  I>. 

Midshipman,  29  February,  1829.  Resigned  13  May,  1830. 

Maxwell,  James. 

Mate,  1 May,  1862.  Resigned  19  August,  1862. 

Maxwell,  James  G. 

Midshipman,  1 5 December,  1847.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  23  December,  1856.  Lieutenant-Commander, 
16  July,  1862.  Died  19  July,  1867. 

Maxwell,  Joseph. 

Midshipman,  1 March,  1799.  Lieutenant,  18  May,  1804.  Died  11  February,  1806. 

Maxwell,  Richard  T. 

Assistant  Surgeon,  8 September,  1841.  Resigned  16  April,.  1851. 

Maxwell,  W.  R. 

Midshipman,  16  January,  1809.  Resigned  23  May,  1809. 

Maxwell,  William. 

Midshipman,  20  June,  1806.  Resigned  20  May,  1809. 

May,  Edward. 

Assistant  Paymaster,  6 September,  1861.  Paymaster,  14  April,  1862.  Pav  Inspec- 
tor, 25  September,  1875. 
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May,  James  B. 

Acting  Assistant  Surgeon,  25  February,  1864.  Honorably  discharged  7 August, 
1865. 

May,  John.  . 

Lieutenant,  23  April,  1799.  Discharged  1 May,  1801,  under  Peace  Establishment 
Act. 

May,  John. 

Gunner,  14  May,  1800.  Last  appearance  on  Records  of  Navy  Department. 

May,  John  15. 

Mate,  27  January,  1862.  Dismissed  4 April,  1862. 

May,  Tai  I lies’  C. 

Acting  Midshipman,  20  September,  1854.  Midshipman,  11  June,  1858.  Resigned 
21  August,  1858. 

May,  Robert  JL. 

Midshipman,  7 November,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  26  September,  1856.  Lieutenant- Commander, 
16  July,  1862.  Retired  from  the  service,  21  April,  1866. 

May,  Sidney  H. 

Midshipman,  28  July,  1864.  Graduated  4 June,  1869.  Ensign,  12  July,  1871. 
Master,  24  August,  1873.  Lieutenant,  9 May,  1878. 

May,  William. 

Midshipman,  2 May,  1831.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
8 September,  1841.  Commander,  6 June,  1861.  Died  10  October,  1861. 

Mayeock,  James. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  25  October, 
1865. 

Mayer,  Albert. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  29  Janu- 
ary, 1866. 

Mayer,  Alvarado. 

Acting  Third  Assistant  Engineer,  3 March,  1865.  Resigned  5 May,  1865. 

Mayer,  C.  F.,  Jr, 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  21  April, 
1863.  Wholly  retired  5 May,  1868. 

Mayer,  William  G. 

Midshipman,  23  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Resigned  5 March,  1874. 

Mayer,  William  IT.*  Jr. 

Acting  Ensign,  24  July,  1862.  Acting  Master,  11  April,  1865.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Mayer,  William  II. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  February,  1809.  Dsad. 

Mayers,  Franklin  M. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  5 No- 
vember, 1865. 

Maylmgh,  John. 

Acting  Second  Assistant  Engineer,  1 June,  1864.  Honorably  discharged  21  Oc- 
tober, 1865. 

Mayloy*  E.  C. 

Acting  Third  Assistant  Engineer,  28  January,  1862.  Acting  Second  Assistant 
Engineer,  29  July,  1863.  Honorably  discharged  13  May,  1865. 

Maynard,  €.  W. 

Mate,  26  April,  1865.  Honorably  discharged  23  November,  1865. 

Maynard,  ^Lafayette. 

Midshipman,  4 February,  1832.  Passed  Midshipman,  23  June,  ISO'S.  Lieutenant, 
19  October,  1843.  Resigned  1 April,  1852. 
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Maynard,  Wasliburn. 

Midshipman,  6 October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Mayo,  Henry  A. 

Mate,  21  January,  1864.  Honorably  discharged  15  June,  1866. 

Mayo,  Henry  O. 

Assistant  Surgeon,  24  February,  1846.  Passed  Assistant  Surgeon,  4 February, 
1851.  Surgeon,  24  January,  1859.  Medical  Inspector,  3 March,  1871.  Medical 
Director,  28  December,  1872.  Retired  list,  2 February,  1875. 

Mayo,  Henry  T. 

Midshipman,  13  June,  1872.  Graduated  20  June,  1876.  Ensign,  26  February, 
1878. 

Mayo,  Isaac. 

Midshipman,  15  November,  1809.  Lieutenant,  4 February,  1815.  Commander, 
20  December,  1832.  Captain,  8 September,  1841.  Dismissed  18  May,  1861. 

Mayo,  William. 

Midshipman,  9 June,  1811.  Resigned  23  May,  1815. 

Mayo,  William  E. 

Midshipman,  18  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  12  December,  1873. 

May  rant,  Rufus. 

Midshipman,  1 January,  1808.  Resigned  11  June,  1813. 

Mayrant,  It.  P. 

Midshipman,  1 April,  1828.  Resigned  11  July,  1831. 

May  son,  F.  R. 

Midshipman,  28  April  1838.  Resigned  12  September,  1840. 

Mazych,  P.  R. 

Midshipman,  9 June,  1811.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Charleston. 

Me  Adam,  John. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1818.  Furloughed. 

McAlister,  Adam  A. 

Chaplain,  10  November,  1873. 

McAllister,  Rates. 

Third  Assistant  Engineer,  23  June,  1863.  Dropped  18  March,  1867. 

McAllister,  Guy. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  5 Au- 
gust, 1866. 

McAllister,  Isaac. 

Acting  Third  Assistant  Engineer,  25  August,  1863.  Acting  Second  Assistant  En- 
gineer, 12  January,  1865.  Honorably  discharged  21  January,  1868. 

McAllister,  John. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  “ Brig  Nautilus .” 

McAllister,  John  R. 

Acting  Assistant  Surgeon,  1 May,  1865.  Honorably  discharged  12  February, 
1866. 

McAllister,  John. 

Mate,  4 November,  1862.  Honorably  discharged  2 November,  1865. 

McAllister,  Richard,  Jr. 

Acting  Ensign,  24  November,  1863.  Honorably  discharged  3 September,  1865. 

McAllister,  Thomas. 

Acting  Third  Assistant  Engineer,  5 January,  1865.  Honorably  discharged  24  Oc- 
tober, 1865. 
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McAllister,  T.  G. 

Assistant  Surgeon,  18  March,  1805.  Surgeon,  10  January,  1808.  Last  appearance 
on  Records  of  Navy  Department.  Dead. 

McAllister,  W.  S. 

Acting  Ensign,  1 October,  1862.  Resigned  5 October,  1863. 

McAlpine,  A.  W. 

Acting  Gunner,  27  September,  1861.  Appointment  revoked  18  November,  1861. 

McAlpine,  Janies. 

Assistant  Surgeon,  7 August,  1799.  Discharged  17  June,  1800. 

Me  t rail n,  Robert  M. 

Midshipman,  11  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  20  Sep- 
tember, 1854.  Lieutenant,  1 May,  1855.  Dismissed  22  January,  1862. 

McArthur,;  David. 

Acting  Third  Assistant  Engineer,  30  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 8 July,  1863.  Acting  First  Assistant  Engineer,  16  July,  1864.  Dismissed 
27  June,  1865. 

McArthur,  William  P. 

Midshipman,  11  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
8 September,  1841.  Died  23  December,  1850. 

McAuliffe,  John. 

Acting  Third  Assistant  Engineer,- 11  July,  1864.  Honorably  discharged  20  Jan- 
uary, 1866. 

McAusland,  Alexander. 

First  Assistant  Engineer,  20  February,  1847.  Resigned  24  November,  1850.  Acting 
First  Assistant  Engineer,  2 November,  1861.  Acting  Chief  Engineer,  19  Jan- 
uary, 1863.  Honorably  discharged  1 December,  1866. 

McAvoy,  Samuel. 

Acting  Third  Assistant  Engineer,  29  November,  1862.  Resigned  7 July,  1863. 

McAvoy,  Thomas  F. 

Sailmaker,  15  August,  1873.  Dismissed  17  February,  1874. 

McBlair,  Charles  If. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
12  July,  1831.  Commander,  18  April,  1855.  Resigned  22  April,  1861. 

McBlair,  Thomas  P. 

Purser,  11  November,  1839.  Died  17  February,  1857. 

Me  Blair,  William. 

Midshipman,  16  November,  1824.  Passed  Midshipman,  20  February,  1830.  Lieu- 
tenant, 31  December,  1833.  Commander,  14  September,  1855.  Dismissed 
20  April,  1861. 

McBride,  Be  Witt  C. 

Acting  Third  Assistant  Engineer,  8 October,  1863.  Honorably  discharged  24  Oc- 
tober, 1865. 

McCafPery,  John. 

Boatswain,  18  July,  1866. 

McCaffrey,  John. 

Acting  Gunner,  22  January,  1864.  Honorably  discharged  2 October,  1865. 

McCall,  Archibald. 

Midshipman,  8 March,  1800.  Resigned  13  February,  1802. 

McCall,  Edward  R. 

Midshipman,  1 January,  1808.  Lieutenant,  11  March,  1813.  Commander,  3 March, 
1825.  Captain,  3 March,  1835.  Died  31  July,  1853. 

McCall,  James  P. 

Midshipman,  1 January,  1817.  Died  10  October,  1823. 

McCall,  Thomas. 

Midshipman,  4 June,  1812.  Dismissed  19  March,  1814. 
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McCall,  William  C. 

Assistant  Surgeon,  14  August,  1826.  Surgeon,  4 April,  1831.  Died  15  September, 
1831. 

McCalla,  Bowman  H. 

Midshipman,  30  November,  1861.  Graduated  November,  1864.  Ensign,  1 Novem- 
ber, 1866.  Master,  1 December,  1866,  Lieutenant,  12  March,  1868.  Lieuten- 
ant-Commander, 26  March,  1869 

McCann,  Felix. 

Acting  Ensign,  9 April,  1863.  Dismissed  31  December,  1863. 

McCairn,  William  I®. 

Midshipman,  1 November,  1848.  Passed  Midshipman,  15  June,  1854.  Mq^ter, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Captain,  21  September,  1876. 

McCarrick,  Edward.  C. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Acting  Second  Assistant  En- 
gineer, 4 August,  1863.  Dismissed  31  December,  1863. 

McCart,  Joseph. 

Acting  Ensign,  20  May,  1863.  Acting  Master,  21  November,  1864.  Honorably 
discharged  30  September,  1865. 

McCarthy,  Anthony. 

Mate,  3 December,  1862.  Honorably  discharged  7 December,  1865. 

McCarthy,  Frank. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Resigned  4 January,  1865. 

McCarthy,  J.  B. 

Midshipman,  9 January,  1841.  Died  11  August,  1842. 

McCarthy,  Rufus  M. 

Assistant  Surgeon,  18  June,  1875. 

McCarthy,  Timothy. 

Acting  Second  Assistant  Engineer,  18  April,  1863.  Honorably  discharged  15  De- 
cember, 1865. 

McCartney,  Andrew  J. 

Midshipman,  3 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  18  February,  1858.  Dismissed  14  August,  1861. 

McCartney,  Charles  M. 

Midshipman,  25  September,  1869.  Graduated  X June,  1875.  Ensign,  18  July, 
1876. 

McCarty,  Charles  H. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  En- 
gineer, 18  April,  1865.  Honorably  discharged  9 January,  1866. 

McCartney,  Ban  i el  P. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865. 

McCarty,  Charles  S. 

Mate,  6 February,  1862.  Resigned  30  December,  1864. 

McCarty,  Eugene. 

Mate,  31  October,  1864.  Honorably  discharged  12  May,  1865. 

McCarty,  John. 

Chaplain,  3 March,  1825.  Resigned  21  April,  1826. 

McCarty,  Joseph. 

Mate,  29  May,'  1863.  Deserted  1 February,  1864. 

McCarty,  Maurice. 

Acting  Third  Assistant  Engineer,  16  May,  1862.  Honorably  discharged  5 October, 
1865. 

McCarty,  Morris. 

Acting  Third  Assistant  Engineer,  14  August,  1863.  Honorably  discharged 
16  August,  1865. 
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McCarty,  Stephen  A. 

Acting  Midshipman,  25  September,  1856.  Resigned  17  October,  1859.  Midship- 
man, 9 September,  1861.  Lieutenant,  1 August,  1862.  Lieutenant-Commander, 
25  July,  1866.  Resigned  7 November,  1874. 

McCarty,  W.  1>. 

Midshipman,  18  July,  1812.  Resigned  9 November,  1818. 

McCarty,  William  W. 

Acting  Third  Assistant  Engineer,  5 June,  1868.  Died  15  September,  1863. 

McCauley,  Charles  S. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Commander,  3 
« March,  1831.  Captain,  9 December,  1839.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  4 April,  1867.  Died  21  May,  1869. 

McCawley,  S>.  S. 

Midshipman,  1 February,  1814.  Resigned  13  February,  1825. 

McCauley,  Edward  Y. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master,. 
1 July,  1855.  Lieutenant,  14  September,  1855.  Resigned  19  August,  1859. 
Acting  Lieutenant,  11  May,  1861.  Lieutenant-Commander,  16  July,  1862. 
Commander,  27  September,  1866.  Captain,  3 September,  1872. 

McCauley,  Francis  G. 

Purser,  27  May,  1829.  Resigned  30  September,  1852. 

McCauley,  James. 

Acting  Second  Assistant  Engineer,  29  November,  1862.  Resigned"  9 January, 

1865. 

McCauley,  James  11. 

Midshipman,  8 February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
5 February,  1855.  Lieutenant,  22  August,  1855.  Died  30  May,  1860. 

McCausland,  Thomas. 

Acting  First  Assistant  Engineer,  10  November,  1863.  Mustered  out  24  October, 
1868. 

McCaw.  John  J. 

Midshipman,  1 September,  1811.  Resigned  23  February,  1818. 

McCawley,  G.  M. 

Midshipman,  1 September,  1811.  Lieutenant,  1 April,  1818.  Died  20  February, 
1827. 

McChesney,  William. 

Midshipman,  1 September,  1811.  Dismissed  by  Court-Martial,  5 August,  1817. 

McClain,  Charles  S. 

Cadet  Midshipman,  3 November,  1874.  Graduated  4 June,  1880. 

McClanahan,  Ileuben. 

Acting  Second  Assistant  Engineer,  5 May,  1862.  Honorably  discharged  16  April,. 

1866. 

McClanahan,  T. 

Midshipman,  9 June,  1811.  Resigned  23  August,  1811. 

McCleane,  John. 

Mate,  22  April,  1863.  Acting  Ensign,  19  September,  1863.  Honorably  discharged 

29  July,  1865. 

McCleary,  Andrew. 

Mate,  5 March,  1862.  Acting  Ensign,  28  April,  1863.  Honorably  discharged 
17  January,  1869. 

McCleery,  Robert. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  2 August,  1859.  Chief  Engineer,  11  August, 
1862.  Died  15  September,  1863. 

McClellan,  Charles  H. 

Mate,  16  April,  1863.  Acting  Ensign,  25  May,  1864.  Honorably  discharged 

30  July,  1868. 
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McClellan,  Edward  P. 

Midshipman,  25  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

McClellan,  Joseph  W. 

Acting  Assistant  Paymaster,  5 November,  1862.  Mustered  out  25  September, 
1865. 


McClellan,  Men  lien. 

Mate,  1 October,  1862.  Dismissed  28JN6vember,  1862. 

McClelland,  .lames. 

Assistant  Surgeon,  20  June,  1838.  Surgeon,  6 March,  1853.  Medical  Director, 
3 March,  1871.  Retired  list,  16  March,  1876.  Died  4 August,  1877. 

MeClen  all  sun,  William  F. 

Assistant  Surgeon,  28  February,  1833.  Surgeon,  8 September,  1841.  Dismissed 
9 May,  1861. 

McCleiman,  Medmaaa. 

Lieutenant,  23  August,  1800.  Last  appearance  on  Records  of  Navy  Department. 

McCIintock,  H.  M. 

Midshipman,  18  June,  1812.  Died  28  July,  1817. 

MeClioiock,  J.  J. 

Midshipman,  9 November,  1813.  Lost  18  October,  1814. 

McClintock,  William. 

Mate,  21  March,  1862.  Acting  Master,  10  October,  1862.  Honorably  discharged 
5 November,  1865. 

McCloskey,  James  H. 

Gunner,  9 April,  1855.  Dismissed  28  January,  1858. 

McCloud,  James. 

Boatswain,  1 August,  1809.  Died  16  November,  1822. 

McCloud,  Colin. 

Boatswain,  17  March,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1816.  Furloughed. 

McCluney,  William  J. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Commander,  9 Decem- 
ber, 1839.  Captain,  13  October,  1851.  Retired  list,  21  December,  1861.  Com- 
modore  on  Retired  list,  16  July,  1862.  Died  11  February,  1864. 

McClvmg,  A1  ex. 

Midshipman,  1 April,  1828.  Resigned  20  August,  1829. 

MeClnng,  James  1L. 

Mate,  29  December,  1863.  Acting  Ensign,  31  October,  1864.  Honorably  dis- 
charged 6 July,  1865. 

McClure,  Havid. 

Professor  of  Mathematics,  17  June,  1839.  Died  13  April,  .1842. 

McClure,  James  II. 

Mate,  23  May,  1863.  Dismissed  9 June,  1865. 

McClure,  George  M. 


Midshipman,  23  September,  1859.  Ensign,  1 October,  1863.  Master,  10  May, 
1866.  Lieutenant,  21  February,  1867.  Retired  list,  9 November,  1868. 
McClurg,  W.  A. 

Assistant  Surgeon,  8 February,  1874. 

McCluskey,  James. 

Acting  Third  Assistant  Engineer,  12  October,  1861.  Dismissed  27  May,  1862. 

McClymont,  Alexander. 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Resigned  27  May,  1865. 

McColley,  Hiram  W. 

Acting  Assistant  Paymaster,  22  June,  1863.  Resigned  4 October,  1864. 
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McCollum,  John  V. 

Midshipman,  26  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  22  July 
1859. 

McComb,  Andrew. 

Lieutenant,  23  April,  1799.  Discharged  21  November,  1800. 

McComb,  William. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Honorably  discharged 
14  August,  1865. 

McCommick,  James. 

24  December,  1831.  Midshipman,  15  June,  1837.  Lieutenant,  8 September,  1841. 
Resigned  16  September,  1850. 

McCone,  Alexander. 

Boatswain,  18  December,  1870. 

McConnell,  Archibald  E. 

Acting  Third  Assistant  Engineer,  28  September,  1861.  Resigned  10  December, 
1861.  Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second 
Assistant  Engineer,  5 August,  1863.  Acting  First  Assistant  Engineer,  6 March, 
1865.  Honorably  discharged  23  September,  1865. 

McConnell,  Charles  J. 

Third  Assistant  Engineer,  29  October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  First  Assistant  Engineer,  11  October,  1866.  In  service. 

McConnell,  George  E. 

Mate,  27  August,  1861.  Acting  Ensign,  30  August,  1862.  Acting  Master,  18  March, 

1865.  Honorably  discharged  5 June,  1868. 

McConnell,  Henry. 

Third  Assistant  Engineer,  5 November,  1861.  Resigned  6 February,  1868. 

McConnell,  James. 

Mate,  3 February,  1863.  Deserted  5 May,  1863. 

McConnell,  James  If. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Honorably  discharged 
19  August,  1865. 

McConnell,  Robert. 

Midshipman,  29  March,  1800.  Last  appearance  on  Records  of  Navy  Department, 
22  May,  1800. 

McConnell,  Rufus  S. 

Acting  Assistant  Paymaster,  27  December,  1864.  Assistant  Paymaster,  23  July, 

1866.  Passed  Assistant  Paymaster,  27  November,  1866.  Paymaster,  1 Janu- 
ary, 1875. 

McConnell,  William. 

Master,  2 November,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  St.  Mary’s,  Georgia. 

McCool,  Raniel  M. 

Mate,  18  June,  1863.  Resigned  22  December,  1864. 

McCoolt,  J.  J. 

Midshipman,  27  January,  1841.  Died  30  March,  1842. 

McCook,  Roderick  ft. 

Acting  Midshipman,  21  September,  1854.  Midshipman,  9 June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commanner,  25  December,  1865.  Commander, 
25  September,  1873. 

McCord,  Clinton  F.  A. 

Mate,  11  June,  1863.  Acting  Ensign,  25  May,  1865.  Honorably  discharged 
30  November,  1865. 

McCord,  Frank  M. 

Mate,  24  November,  1863.  Honorably  discharged  16  December,  1865. 
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McCorkle,  David  P. 

Midshipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  17  May, 
1861. 

McCormack,  Emmett. 

Midshipman,  17  April,  1862.  Graduated,  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,'  21  March,  1§70.  Died  12  September, 
1873. 

McCormick,  Alexander  If. 

Acting  Midshipman,  21  September,  1859.  Ensign,  22  December,  1862.  Lieu- 
tenant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
30  September,  1876. 

McCormick,  Christopher. 

Acting  Third  Assistant  Engineer,  11  April,  1863.  Honorably  discharged  29  March, 
1866. 

McCormick;,  Daniel,  Jr. 

Assistant  Surgeon,  1 August,  1800.  Resigned  10  January,  1802.  Surgeon, 
16  January,  1809.  Last  appearance  on  Records  of  Navy  Department,  26  March, 
1811.  Dead. 

McCormick,  Frederick. 

Midshipman,  25  September,  1860.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Died  25  July,  1868. 

McCormick,  James  A. 

Acting  Second  Assistant  Engineer,  9 June,  1863.  Honorably  discharged  5 Sep- 
tember, 1865. 

McCormick;  John. 

Mate,  13  February,  1863.  Died  at  New  Orleans  31  August,  1867. 

McCormick,  John  K. 

Acting  Second  Assistant  Engineer,  17  November,  1862.  Appointment  revoked 
(Sick,)  16  February,  1863. 

McCormick,  Samuel. 

Acting  Ensign,  30  August,  1862.  Dismissed  27  May,  1863. 

McCormick,  William  If. 

Acting  Ensign,  28  October,  1863.  Honorably  discharged  16~November,  1865. 

McCourt,  John. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant 
Engineer,  13  October,  1S63.  Acting  First  Assistant  Engineer,  30  September, 
1864.  Honorably  discharged  8 October,  1865. 

McCoy,  Cornelius. 

Acting  Second  Assistant  Engineer,  13  August,  1860.  Appointment  revoked  (Sick,) 
5 December,  1863. 

McCoy,  James  S. 

Mate,  25  August,  1864.  Resigned  20  April,  1865. 

McCoy,  William  H. 

Acting  Third  Assistant  Engineer,  13  August,  1864.  Honorably  discharged  1 No- 
vember, 1865. 

McCrackin,  Alexander. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  25  September,  1873.  Lieutenant,  13  January,  1879. 

McCracken,  V. 

Midshipman,  1 May,  1827.  Resigned  16  June,  1833. 

McCracken,  William  W. 

Mate,  5 September,  1864.  Honorably  discharged  2 August,  1865. 

McCray,  Stuart  B. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  29  January,  1863. 
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McCrea,  Edward  P. 

Midshipman.  Passed  Midshipman,  12  June,  1855.  Master,  16  September,  1855 
Lieutenant,  24  January,  1857.  Lieutenant-Commander,  16  July,  1862.  Com- 
mander, 27  May,  1868.  Captain,  22  January,  1880. 

McCrea,  Henry. 

Midshipman,  24  July,  1866.  Graduated  6 June,  1S71.  Ensign,  14  July,  1872. 
Master,  10  June,  1876. 

McCreary*  James  A. 

Mate,  21  December,  1868.  Acting  Ensign,  7 August,  1865.  Honorably  discharged 
4 November,  1865. 

McCreary,  Thomas. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Resigned  8 March,  1865. 

McCreary,  William. 

Mate,  29  May,  1862.  Resigned  13  May,  1865. 

McCreery,  George  M. 

Midshipman,  1 November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieuten- 
ant, 3 March,  1839.  Lost  in  the  “Grampus”  March,  1843. 

McCreery,  Stephen  A. 

Assistant  Surgeon,  20  June,  1838.  Surgeon,  22  November,  1852.  Lost  in  “Albany” 
28  September,  1854. 

McCreery,  James  M. 

Mate,  6 February,  1870.  Appointment  revoked  (Sick,)  13  May,  1870. 

McCrohasa,  W.  A. 

Midshipman,  2 March,  1838.  Dismissed  5 December,  1840. 

McCulloch,  G.  B. 

Master,  27  July,  1813.  Lieutenant,  9 December,  1814.  Died  31  December,  1827. 

McCullough,  Alexander. 

Master,  date  not  known.  Killed  in  action  24  August,  1814. 

McCurdy,  John  N. 

Acting  First  Assistant  Engineer,  1 November,  1862.  Honorably  discharged 
8 October,  1865. 

McCurley,  Felix. 

Acting  Master,  13  November,  1861.  Acting  Volunteer  Lieutenant,  9 November, 
1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1S68.  Lieutenant- 
Commander,  2 March,  1870. 

McCutchen,  Samuel. 

Lieutenant,  14  November,  1799.  Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

McCutchen,  S.  I>. 

Midshipman,  10  October.  1831.  Resigned  25  June,  1832. 

McCutcheon,  John  F. 

Acting  Second  Assistant  Engineer,  30  October,  1861.  Appointment  revoked 
13  December,  1861.  Acting  First  Assistant  Engineer,  22  May,  1862.  Acting 
Chief  Engineer,  19  January,  1863.  Honorably  discharged  15  April,  1866. 

McDaniel,  Charles  A. 

Acting  Assistant  Paymaster,  19  January,  1865.  Mustered  out  10  August,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  3 September,  1871. 

McDeariiud,  Donald. 

Mate,  11  March,  1862.  Dismissed  5 June,  1862. 

McDerinot,  David  A. 

Midshipman,  8 November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant- Commander, 
16  July,  1862.  Killed  in  action  18  April,  1863. 

McDermott,  Dennis  A. 

Acting  Third  Assistant  Engineer,  5 October,  1864.  Honorably  discharged  4 April, 
1868. 
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McDermott*  George  R. 

Acting  Third  Assistant  Engineer,  31  December,  1802.  Honorably  discharged 
28  October,  1867. 

McDermott,  Samuel. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  13  February,  1862. 

McDermott,  William. 

Acting  Ensign,  14  November,  1862.  Dismissed  5 March,  1863. 

McDermott,  William  C. 

Mate,  25  April,  1863.  Acting  Ensign,  27  June,  1863.  Dismissed  20  February, 
1864. 

McDevitt,  John. 

Carpenter,  5 June,  1848.  Died  15  April,  1849. 

McDonald,  Alexander. 

Acting  Second  Assistant  Engineer,  28  December,  1863.  Honorably  discharged 
8 August,  1865. 

McDonald,  diaries  M. 

Assistant  Paymaster,  3 March,  1879. 

McDonald,  Colin. 

Midshipman,  24  July,  1866.  Graduated,  7 June,  1870.  Ensign,  13  July,  1872. 
Dropped  31  January,  1877. 

McDonald,  David. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Honorably  discharged 

1 September,  1865. 

McDonald,  Edward  N. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  13  July,  1865. 

McDonald,  Edward  S. 

Mate,  20  April,  1864.  Honorably  discharged  12  December,  1865. 

McDonald,  Edwin  A. 

Gunner,  29  July,  1861. 

McDonald,  James. 

Acting  Second  Assistant  Engineer,  19  December,  1862.  Resigned  8 December 
1863. 

McDonald,  James. 

Mate,  8 January,  1862.  Acting  Master,  23  May,  1862.  Honorably  discharged 
20  April,  1867. 

McDonald,  James. 

Mate,  14  April,  1862.  Resigned  30  May,  1863. 

McDonald,  James  P. 

Acting  Chief  Engineer,  1 October,  1862.  Died  9 January,  1863. 

McDonald,  J.  E. 

Master,  21  July,  1814.  Midshipman,  17  November,  1814.  Lieutenant,  5 March, 
1817.  Last  appearance  on  Records  of  Navy  Department,  14  July,  1818.  Dead. 

McDonald,  John  A. 

Gunner,  13  November,  1861. 

McDonald,  John  H. 

Acting  Third  Assistant  Engineer,  12  December,  1864.  Resigned  14  June,  1865. 

McDonald,  Joseph. 

Acting  Ensign,  14  July,  1863.  Honorably  discharged  13  June,  1867.  Mate, 

2 March,  1870.  Boatswain,  11  February,  1871. 

McDonald,  Devi. 

Acting  Third  Assistant  Engineer,  15  September,  1861.  Resigned  15  February,  1862. 

McDonald,  Robert. 

Boatswain,  25  July,  1857.  Warrant  cancelled,  24  March,  1865.  Boatswain.  23 
May,  1868.  Died  15  April,  1872. 

McDonald,  R.  D. 

Midshipman,  17  December,  1831.  Resigned  26  December,  1834 
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McDonald,  Thomas  Iff. 

Mate,  23  December,  1862.  Acting  Ensign,  2 February,  1865.  Honorably  dis- 
charged  9 December,  1865. 

McDonald,  William  II. 

Assistant  Surgeon,  22  April,  1871.  Resigned  22  March,  1873. 

McDonnell,  James. 

Carpenter,  21  October,  1840.  Retired  list,  16  June,  1878. 

McDonnell,  Jolaui  E. 

Cadet  Midshipman,  30  September,  1874.  Graduated  4 June,  1880. 

McDonough,  Charles 

Midshipman,  8 April,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  12 
August,  1847.  Lieutenant,  16  May,  1848.  Retired  14  April,  1862.  Captain 
on  Retired  list,  4 April,  1867.  Died  30  November,  1871. 

McDonough,  James  T. 

Midshipman,  1 April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Dropped  13  September,  1855. 

McDonough,  J.  I. 

Midshipman,  16  March,  1798.  Last  appearance  on  Records  of  Navy  Department. 

McDonough,  John* 

Mate,  6 January,  1862.  Honorably* discharged  2 December,  1865. 

McDonough,  Thomas. 

Third  Assistant  Engineer,  27  March,  1843.  Resigned  4 November,  1844. 

McDougal,  diaries  J. 

Acting  Midshipman,  26  May,  1852.  Midshipman,  1 October,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  23  January, 
1861.  Lieutenant-Commander,  16  November,  1862.  Commander,  19  January, 
1871. 

McDougal,  David. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  24  January,  1857.  Captain,  2 March,  1864. 
Commodore,  12  June,  1869.  Retired  list,  27  December,  1871.  Rear-Admiral, 
Retired  list,  24  August,  1873. 

McDougal,  Leon. 

Midshipman,  13  March,  1839.  Resigned  27  July,  1846. 

McDougal,  P. 

Mate,  1 October,  1861.  Acting  Master,  24  March,  1862.  Resigned  18  August. 
•1862.  Acting  Ensign,  9 October,  1862.  Resigned  5 August,  1863. 

McDougal!,  Angus. 

Acting  Third  Assistant  Engineer,  17  April,  1863.  Acting  Second  Assistant 
Engineer,  17  August,  1864.  Honorably  discharged  11  September,  1865. 

McDowell,  Charles  A. 

Acting  Third  Assistant  Engineer,  8 July,  1863.  Died  11  May,  1864. 

McDuffie,  Jarvis. 

Professor,  6 December,  1838.  Dropped  4 September,  1848. 

MeDnnn,  Ezra. 

Mate,  27  November,  1863.  Acting  Ensign,  13  April,  1865.  Honorably  discharged 
20  January,  1866. 

McElhany,  J. 

Acting  Assistant  Surgeon,  4 December,  1862.  Resigned  31  May,  1865. 

Me  Ell  m ell,  Thomas  A. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Acting  Second  Assistant  En 
ginecr  28  March,  1865.  Honorably  discharged  11  September,  1868 

McElanell,  Ed  want  F. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Honorably  discharged 
5 April,  1869.  Second  Assistant  Engineer,  7 November,  1871.  Retired  list, 

1 November,  1878. 
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McElinell,  Jackson. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  6 May, 
1859.  First  Assistant  Engineer,  25  March,  1861.  Chief  Engineer,  2 February, 
1862. 

McEImefil,  Thomas. 

Mate,  6 December,  1861.  Acting  Ensign,  9 October,  1862.  Resigned  1 June, 
1863. 

McElroy,  Archibald. 

Lieutenant,  11  May,  1798.  Out  of  service  10  May,  1801. 

McElroy,  I>aniel  If. 

Acting  Third  Assistant  Engineer,  11  February,  1864.  Acting  Second  Assistant 
Engineer,  13  December,  1864.  Honorably  discharged  18  January,  1866. 

McElroy,  CSeorge  Wight  mass. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  20  June,  1878. 

McElroy,  Horace. 

Midshipman,  25  September,  1863.  Graduated  June,  1868.  Ensign,  19  April, 
1869.  Resigned  28  February,  1870. 

McElroy,  Samuel. 

Third  Assistant  Engineer,  26  February,  1851.  Resigned  20  July,  1852. 

McElroy,  Thomas. 

Gunner,  13  November,  1861.  Warranted,  1 November,  1862.  Resigned  18  Janu 
ary,  1864.  Acting  Master,  19  January,  1864.  Mustered  out  5 March,  1868. 

McEntee,  Maurice  W. 

Mate,  21  October,  1861.  Acting  Ensign,  18  November,  1863.  Acting  Master, 
19  October,  1864.  Honorably  discharged  14  May,  1867. 

McEwan,  Campbell. 

Acting  Third  Assistant  Engineer,  21  September,  1863.  Acting  First  Assistant 
Engineer,  14  March,  1865.  Honorably  discharged  28_November,  1865. 

McEwan,  Joint. 

Acting  Third  Assistant  Engineer,  22  September,  1862.  Acting  Second  Assistant 
Engineer,  8 February,  1864.  Honorably  discharged  23  September,  1865. 

McEweai,  Henry  3>. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

McEwen,  William  ©. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Third  Assistant  Engineer, 
8 March,  1865.  Second  Assistant  Engineer,  1 January,  1868.  Retired  list, 
24  May,  1875. 

McFadden,  W.  J. 

Mate,  23  November,  1864.  Honorably  discharged  2 June,  1865. 

McFarlan,  Alexander. 

Chaplain,  2 March,  1802.  Died  2 August,  1805. 

McFarland,  AMal. 

Actinb  Master,  6 December,  1861.  Honorably  discharged  14  September,  1865. 

McFarland,  John. 

Acting  Midshipman,  21  September,  1857.  Midshipman,  1 June,  1861.  Lieutenant, 

1 August,  1862.  Lieutenant-Commander,  25  July,  1866.  Died  22  May,  1874. 

McFarland,  J.  P. 

Midshipman,  8 December,  1837.  Resigned  2 July,  1845. 

McFarland,  Walter. 

Mate.  Appointment  revoked  (Sick,)  21  February,  1862. 

McFarland,  Walter  Martin. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June,  1879. 

McFarland,  William  3>. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  18  November, 

1865. 
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McFate,  John. 

Boatswain,  15  July,  1813.  Died  in  October,  1820. 

McFaul,  William. 

Acting  Third  Assistant  Engineer,  13  February,  1864.  Honorably  discharged 
10  July,  1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Mustered 
out  5 April,  1869. 

McFawn,  John. 

Acting  Third  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  29  Sep- 
tember, 1865. 

McGarrity,  Thomas. 

Acting  Third  Assistant  Engineer,  10  March,  1864.  Honorably  discharged  16  De- 
cember, 1865. 

McGary,  Charles  P. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  25  April,  1861. 

McGean,  J.  11.  ■ 

Acting  First  Assistant  Engineer.  Resigned  5 December,  1862. 

McGinnis,  Edward  F. 

Acting  Third  Assistant  Engineer,  1 February,  1862.  Appointment  revoked 
21  July,  1862. 

McGlanhon,  Janies. 

Midshipman,  28  June,  1804.  Died  19  July,  1813. 

McGlanhon,  Turner. 

Midshipman,  28  June,  1804.  Resigned  16  January,  1808. 

McGlaiheny,  James. 

Mate,  8 January,  1862.  Appointment  revoked  17  November,  1862.  Mate,  17  Feb- 
ruary, 1863.  Acting  Ensign,  19  September,  1863.  Honorably  discharged  28  No- 
vember, 1865. 

McGlaiheny,  James. 

Acting  Ensign,  19  September,  1863.  Honorably  discharged  28  November,  1865. 

McGlensey,  John  F. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  1 June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  8 Feb- 
ruary, 1875. 

McGlincey,  Francis. 

Mate,  16  May,  1864.  Honorably  discharged  8 February,  1868. 

McGloin,  William. 

Acting  Master,  6 December,  1861.  Acting  Volunteer  Lieutenant,  23  December, 
1864.  Honorably  discharged  21  December,  1865. 

McGlone,  Thomas. 

Carpenter,  12  May,  1866.  Resigned  17  April,  1867.  Carpenter,  18  May,  1870. 

McGough,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.  Died  29  September,  1864. 

McGovern,  John. 

Mate,  27  May,  1863.  Dismissed  10  December,  1864. 

McGovern,  John  JB. 

Acting  Second  Assistant  Engineer,  18  March,  1864.  Honorably  discharged  14  Sep- 
tember, 1865. 

McGovern,  Peter. 

Acting  Gunner,  28  August,  1863.  Dismissed  16  July,  1864. 

McGowan,  Barth. 

Professor  of  Mathematics,  20  June,  1836.  Dismissed  12  April,  1845. 

McGowan,  George  W. 

Acting  Third  Assistant  Engineer,  1 September,  1863.  Drowned  6 December,  1863. 

McGowan,  James. 

, Midshipman,  1 September,  1811.  Lieutenant,  9 December,  1814.  Died  19  Feb- 
ruary, 1826. 
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McGowan,  John,  Jr. 

Mate,  8 March,  1862.  Acting  Master,  8 May.  1862.  Master,  12  March,  1868. 
Lieutenant,  18  December,  1868.  Lieutenant-Commander,  22  April,  1870. 

McGowan,  W.  €. 

Assistant  Paymaster,  12  July,  1870.  Passed  Assistant  Paymaster,  16  February, 
1878. 

McGown,  Cl.  Louis. 

Mate,  18  June,  1864.  Honorably  discharged  30  March,  1866.  Mate,  2 May,  1867. 
Mustered  out  27  August,  1869. 

McGrath,  Fennel  J. 

Mate.  Resigned  20  May,  1863. 

McGrath,  William  W. 

Acting  Third  Assistant  Engineer,  15  April,  1863.  Acting  Second  Assistant  En- 
gineer, 27  July,  1864.  Resigned  12  May,  1865. 

McGregor,  Charles. 

Acting  Midshipman,  21  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No 
vember,  1865.  Lieutenant,  25  July,  1866.  Lieutenant- Commander,  12  March, 
1868.  Commander,  5 June,  1878. 

McGregor,  Ilavid. 

Midshipman,  11  June,  1799.  Resigned  27  January,  1800. 

McGregor,  James. 

Third  Assistant  Engineer,  23  June,  1863.  Died  22  September,  1863. 

McGwire,  Nicholas  If. 

Acting  Assistant  Surgeon,  10  March,  1865.  Honorably  discharged  1 April,  1866. 

McGusmegle,  Wilson. 

Midshipman,  10  December,  1845.  Passed  Midshipman,  10  June,  1853.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Died  2 April,  1863. 

McGimwegle,  William 

Midshipman,  26  September,  1863.  Graduated,  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  8 Octo- 
ber, 1876. 

McGwrreis,  H.  J. 

Third  Assistant  Engineer,  21  April,  1863.  Dismissed  26  October,  1863. 

Mcllatton,  William. 

Midshipman,  10  July,  1799.  Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 

McHenry,  Thomas. 

Assistant  Surgeon,  1 July,  1862.  Died  18  August,  1863. 

Mcllvaine,  Bloomfield. 

Midshipman,  9 October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Mcllvaine,  Henry  €. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  6 Janu- 
ary, 1862.  First  Assistant  Engineer,  1 March,  1864.  Resigned  21  June,  1869. 

Mcllvaine,  William  I>. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer, 
25  August,  1863.  Resigned  13  October,  1865. 

Melntire,  Charles. 

Master,  11  January,  1815.  Resigned  3 April,  1815. 

McIntosh,  Alexander. 

Mate,  21  October,  1861.  Acting  Ensign,  29  August,  1862.  Acting  Master,  good 
conduct  on  Iron  Clad  “ Keokuk ,”  4 January,  1864.  Honorably  discharged 
22  June,  1868.  Mate,  25  January,  1870. 

McIntosh,  Charles. 

Boatswain,  14  July,  1851.  Dismissed  30  July,  1851. 
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McIntosh,  Charles  F. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  2 March,  1857.  Dismissed  20  April,  1861. 

McIntosh,  Hampden. 

Midshipman,  26  April,  1798.  Last  appearance  on  Records  of  Navy  Department. 

McIntosh,  Horace  P. 

Midshipman,  28  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  Jub  i 
Master,  27  June,  1875. 

McIntosh,  James  Me. 

Midshipman,  1 September,  1811.  Lieutenant,  1 April,  1818.  Commander,  2o  . 
ruary,  1838.  Captain,  5 September,  1849.  Died  1 September  1860 

McIntosh,  John  II. 

Midshipman,  27  April,  1848..  Resigned  24  May,  1850. 

McIntosh,  John  1L. 

Acting  Third  Assistant  Engineer,  19  October,  1864.  Honorably  discharged 
19  October,  1865. 

McIntosh,  Thomas  V. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Acting  Second  Assistant  En- 
gineer, 3 June,  1863.  Honorably  discharged  7 October,  1868. 

McIntosh,  W.  A. 

Midshipman,  30  November,  1814.  Resigned  29  November,  1817. 

McIntosh,  William. 

Midshipman,  30  April,  1800.  Lieutenant,  2 May,  1808.  Resigned  9 December, 
1808. 

McIntyre,  Alfred  F. 

Acting  Ensign,  27  December,  1864.  Appointment  revoked  23  November,  1865. 

McIntyre,  Frank  T. 

Acting  Assistant  Paymaster,  4 December,  1862.  Died  on  “ DeSoto ,”  13  October, 

1863. 

McIntyre,  John. 

Third  Assistant  Engineer,  22  July,  1862.  Second  Assistant  Engineer,  15  February, 

1864.  Died  21  May,  1865. 

McIntyre,  Sylvanus. 

Third  Assistant  Engineer,  24  August,  1861.  Resigned  19  June,  1865. 

McKay,  Charles  E. 

Acting  Midshipman,  29  September,  1857.  Midshipman,  1 June,  1861.  Acting 
Master,  4 September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Retired  list,  25  June,  1869. 

McKay,  Haniel. 

Acting  Ensign,  20  March,  1865.  Honorably  discharged  14  May,  1867. 

McKay,  Donald 

Mate.  Appointment  revoked  1 September,  1 862. 

McKay,  John. 

Acting  Master,  18  May,  1861.  Dismissed  6 February,  1863. 

McKay,  John  E. 

Third  Assistant  Enginner,  3 May,  1859.  Resigned  7 July,  1860.  Acting  Third 
Assistant  Engineer,  14  August,  1862.  Acting  Second  Assistant  Engineer, 
13  December,  1862.  Acting  First  Assistant  Engineer,  17  May,  1864.  Honorably 
discharged  1 3 October,  1868. 

McKay,  Ennchlan. 

Carpenter,  16  June,  1836.  Resigned  29  August,  1840. 

McKay,  William  II. 

Mate.  Resigned  24  November,  1862. 

McKay,  William  I. 

Acting  Third  Assistant  Engineer,  11  October,  1862.  Resigned  23  November,  1864. 
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McKean,  F.  B. 

Midshipman,  80  September,  1845.  Resigned  10  May,  1847. 

McKean,  Frederick  €L 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer, 
21  April,  1863.  First  Assistant  Engineer,  1 December,  1864.  Chief  Engineer, 
25  November,  1877. 

McKean,  William  !>.,  Jr. 

Mate,  22  April,  1863.  Resigned  29  June,  1863.  Mate,  28  September,  1864.  Hon- 
orably discharged  16  September,  1865. 

McKean,  William  W. 

Midshipman,  80  November,  1814.  Lieutenant,  18  January,  1825.  Commander, 
8 September,  1841.  Captain,  14  September,  1855.  Retired  list,  27  December, 
1861.  Commodore  on  Retired  list,  16  July,  1862.  Died  22  April,  1865. 

McKee,  Jffogli  W. 

Midshipman,  25  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Killed  in  attack 
upon  “ Corea,”  Japan,  11  June,  1871. 

McKee,  Samuel. 

Mate,  17  December,  1863.  Honorably  discharged  1 November,  1865. 

McKee!,  John. 

Midshipman,  3 August,  1805.  Dismissed  17  September,  1805. 

McKeen,  James. 

Acting  Carpenter,  27  November,  1863.  Honorably  discharged  5 August,  1865. 

McKeever,  B.  W. 

Mate,  3 September,  1861.  Resigned  30  September,  1863. 

McKeever,  Ski  win. 

Mate.  Acting  Ensign  25  May,  1863.  Resigned  18  March,  1865.  Acting  Ensign, 
14  August,  1866.  Resigned  27  June,  1868. 

McKeever,  Isaac. 

Midshipman,  1 December,  1809.  Lieutenant,  9 December,  1814.  Commander, 
27  May,  1830.  Captain,  8 December,  1838.  Died  1 April,  1856. 

McKeige,  E. 

Acting  Master,  26  August,  1861.  Resigned  6 September,  1862. 

McKeithen,  W.  J 

Midshipman,  3 March,  1841.  Dropped. 

McRell,  James. 

Acting  First  Assistant  Engineer,  17  March,  1862.  Resigned  8 December,  1863. 

McKendry,  William. 

Acting  Ensign,  11  September,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  13  June,  1864.  Honorably  discharged  19  August,  1865. 

McKennee,  Henry  G. 

Acting  Ensign,  8 October,  1862.  Acting  Master,  recommendation  of  Commanding 
Officer,  29  April,  1864.  Honorably  discharged  17  November,  1865. 

McKenney,  John. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Resigned  15  June,  1865. 

McKenney 9 William. 

Chaplain,  8. September,  1841.  Died  4 May,  1857. 

McKenny,  W.  E. 

Midshipman,  9 June,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 February* 
1837.  Died  24  August,  1839. 

McKensie,  Eewis. 

Acting  Second  Assistant  Engineer.  Resigned  7 June,  1864. 

McKenzie,  Allen. 

Lieutenant,  2 April,  1799.  Last  appearance  on  Records  of  Navy  Department. 
12  April,  1799. 
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McKenzie,  Daniel. 

Midshipman,  17  December,  1810.  Resigned  19  October,  1813. 

McKenzie,  Dari <5  R. 

Mate,  4 November,  1863.  Acting  Ensign,  11  June,  1864.  Honorably  discharged 
7 June,  1865. 

McKenzie,  Janies  I>. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Honorably  discharged  14  Octo- 
ber, 1865. 

McKenzie,  Kenneth. 

Midshipman,  3 March,  1799.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

McKenzie,  Robert  €. 

Mate,  4 October,  1862.  Acting  Ensign,  11  March,  1863.  Acting  Master,  21  No- 
vember, 1864.  Resigned  20  May,  1865. 

McKenzie,  William. 

Midshipman,  30  November,  1814.  Lost  at  Sea  in  1816. 

McKenzie,  William. 

Acting  Third  Assistant  Engineer,  20  May,  1864.  Appointment  revoked  3 March, 
1865. 

McKervall,  William. 

Captain,  (to  command  a Galley,)  11  September,  1798.  Discharged  4 September, 
1801,  under  Peace  Establishment  Act. 

McKewan,  David  P. 

Mate,  8 September,  1862.  Acting  Ensign,  29  April,  1863.  Dismissed  13  June, 
1863.  Acting  Ensign,  7 June,  1864.  Honorably  discharged  16  July,  1865. 

McKinley,  Edward. 

Assistant  Burgeon,  8 September,  1841.  Died  2 November,  1841. 

McKinley,  Francis. 

Acting  Third  Assistant  Engineer,  11  July,  1863.  Resigned  28  March,  1865. 

McKinley,  Isaac  J. 

Acting  Ensign,  5 September,  1862.  Honorably  discharged  13  August,  1865. 

McKinley,  John. 

Boatswain,  5 April,  1855.  Died  20  May,  1866. 

McKinney,  Wilson  R. 

Midshipman,  20  March,  1834.  Passed  Midshipman,  16  July,  1840.  Lieutenant, 
3 March,  1847.  Died  18  August,  1851. 

McKinsury,  James  P. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9 February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Retired  list,  9 February,  1869.  Died  11  February, 
1873. 

McKiver,  John  II.. 

Acting  Third  Assistant  Engineer,  4 August,  1864.  Resigned  20  April,  1865. 

McKnight,  George  B. 

Assistant  Surgeon,  16  May,  1829.  Surgeon,  20  February,  1838.  Died  13  May, 
1857. 

McK  night,  John. 

Midshipman,  20  June,  1806.  Dismissed  3 June,  1808. 

McK  night,  Joseph. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  En- 
gineer, 28  October,  1861.  Acting  First  Assistant  Engineer,  27  January,  1863. 
Honorably  discharged  25  October,  1865. 

McKnight,  Robert. 

Midshipman,  13  July,  1799.  Resigned  15  July,  1800. 

McKnight,  S.  ». 

Midshipman,  21  February,  1809.  Lieutenant,  24  July,  1813.  Last  appearauce  on 
Records  ot  Navy  Department,  1815.  Lost  at  Sea. 
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McLachlan,  James. 

Midshipman,  9 June,  1811.  Last  appearance  on  Records  of  Navy  Department, 
1814.  Resigned. 

Melachlin,  IP. 

Master,  28  July,  1814.  Last  appearance  on  Records  of  Navy  Department,  1817. 
Furloughed. 

MeTanahaia,  S.  Calvin. 

Third  Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  Resigned  21  June,  1869. 

McLanahan,  Tenant. 

Midshipman,  12  December,  1839.  Passed  Midshipman,  2 July,  1845.  Killed 
11  February,  1848. 

McLane,  Allen. 

Midshipman,  05  April,  1831.  Resigned  26  November,  1838.  Midshipman,  24  May, 
1842.  Passed  Midshipman,  5 August,  1848.  Resigned  6 November,  1852. 

McTane,  Charles  S. 

Gunner,  26  December,  1845.  Killed  by  bursting  of  a cannon  at  Washington  Navy 
Yard,  13  November,  1849. 

McTane,  Tonis. 

Midshipman,  5 March,  1835.  Passed  Midshipman,  22  June,  1841.  Lieutenant, 
26  September,  1847.  Resigned  21  January,  1850. 

Meliane,  Tonis. 

Midshipman,  3 May,  1799.  Resigned  10  February,  1802. 

McTane,  William  G. 

Acting  Third  Assistant  Engineer,  2 December,  1861.  Acting  Second  Assistant 
Engineer,  19  December,  1862.  Honorably  discharged  9 April,  1868. 

McLaren,  I>onaM. 

Chaplain,  10  March,  1863. 

McLarty,  William  A. 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged 
9 March,  1868. 

McTanghlin,  Augustus. 

Midshipman,  11  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Resigned  26  April,  1861.  ’ 

McLaughlin,  Daniel. 

Mate,  28  May,  1863.  Dismissed  1 December,  1863. 

McLaughlin,  Edward. 

Chaplain,  19  April,  1826.  Dismissed  2 October,  1829. 

McLaughlin,  J.  T. 

Midshipman,  1 December,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant 
28  February,  1838.  Died  6 July,  1847. 

McLaughlin,  Michael. 

Acting  Third  Assistant  Engineer,  16  June,  1862.  Acting  Second  Assistant  En- 
gineer, 31  May,  1864.  Honorably  discharged  12  December,  1865. 

McLaughlin,  Richard. 

Acting  Third  Assistant  Engineer,  4 February,  1863.  Honorably  discharged 
16  December,  1865. 

McLaughlin,  R.  K. 

Acting  Third  Assistant  Engineer,  18  March,  1865.  Honorably  discharged  16  De- 
cember, 1865. 

McLaughlin,  Thomas  J. 

Acting  Ensign,  1 October,  1862.  Resigned  30  May,  1864. 

McLean,  Arthur  E. 

Mate,  20  November,  1863.  Resigned  28  February,  1865. 

McLean,  Daniel. 

Acting  Assistant  Surgeon,  3 October,  1 863.  Honorably  discharged  28  December, 
1865. 
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McLean,  David. 

Acting  Assistant  Surgeon,  81  March,  1864.  Resigned  12  August,  1864. 

McLean,  George  W. 

Acting  Assistant  Paymaster, -14  December,  1864.  Resigned  25  March,  1865. 

McLean,  John. 

Master’s  Mate,  27  April,  1805.  Last  appearance  on  Records  of  Navy  Department* 

McLean,  L.  Robert. 

Acting  First  Assistant  Engineer,  19  November,  1862.  Honorably  discharged 
14  October,  1865. 

McLean,  Robert  II. 

Midshipman,  22  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 

McLean,  Thomas.  C. 

Midshipman,  21  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  12  December,  1872. 

McLean,  Walter. 

Midshipman,  6 June,  1872.  Graduated  20  June,  1876.  Ensign,  23  October,  1878. 

McLean,  William. 

Acting  First  Assistant  Engineer,  14  July,  1863.  Honorably  discharged  15  April, 
1866. 

McLean,  William. 

Acting  First  Assistant  Engineer,  1 October,  1S62.  Honorably  discharged  5 De- 
cember, 1865. 

McLean,  W.  B. 

Midshipman,  1 January,  1812.  Resigned  13  October,  1824. 

McLean,  William  If. 

Mate,  23  January,  1862.  Acting  Master,  6 June,  1862.  Dismissed  17  July,  1863. 
Acting  Ensign,  5 December,  1863.  Appointment  revoked  (Sick,)  14  May,  1864. 
Acting  Ensign,  28  September,  1864.  Resigned  3 February,  1865. 

McLeary,  Thomas. 

Acting  Ensign,  23  December,  1863.  Resigned  16  March,  1865. 

McLeod,  Daniel  C. 

Assistant  Surgeon,  8 February,  1832.  Surgeon,  23  July,  1841.  Died  1 September, 
1852. 

McLeod,  Norman. 

Mate,  8 September,  1862.  Acting  Ensign,  17  December,  1862.  Honorably  dis- 
charged 21  December,  1868. 

McLoud,  Francis. 

Boatswain,  15  September,  1857.  Died  6 May,  1866. 

McMahan,  Jesse. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  24  November,  1862. 

McMahon,  Patrick. 

Acting  Third  Assistant  Engineer,  23  September,  1863.  Acting  Second  Assistant 
Engineer,  3 December,  18'64.  Acting  First  Assistant  Engineer,  29  June,  1865. 
Honorably  discharged  27  March,  1868. 

McManus,  John. 

Mate,  7 July,  1863.  Honorably  discharged  12  May,  1868.  Mate,  20  January, 
1870. 

McM aster,  James. 

Assistant  Surgeon,  8 October,  1859.  Surgeon,  11  October,  1862.  Died  4 July, 
1873. 

McMechan,  Andrew  C. 

Midshipman,  24  February,  1863.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  6 January,  1874. 

McMicbael,  William  I>. 

Mate,  11  November,  1864.  Died  at  New  Orleans,  La.,  15  December,  1864. 
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McMillan,  Charles. 

Acting  Second  Assistant  Engineer,  12  August,  18G3.  Resigned  5 June,  1865. 

McMillan,  James. 

Acting  Assistant  Surgeon,  23  July,  1864.  Resigned  24  June,  1865. 

McMillan,  Roderick. 

Gunner,  1 March,  1860.  Dismissed  25  May,  I860.  Acting  Ensign,  11  February, 
1865.  Honorably  discharged  19  September,  1865. 

McMiillin,  11.  R. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Killed  by  accident, 
27  January,.  1833. 

McMurray,  William  II. 

Mate,  24  January,  1863.  Deserted  19  May,  1863. 

McMnrtrie,  Baiiiel. 

Assistant  Surgeon,  22  August,  1862.  Surgeon,  29  June,  1872. 

McMnrtrie,  Horace. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  29  October, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Resigned  28  November,  1865. 

McMnrtrie,  William. 

Purser,  26  May,  1824.  Died  23  March,  1836. 

Mclabb,  James. 

Acting  Third  Assistant  Engineer,  23  January,  1864.  Honorably  discharged 
27  September,  1867. 

McNaboe,  C.  M. 

Mate,  27  May,  1865.  Appointment  revoked  21  February,  1866. 

McNair,  Antoine  R. 

Acting  Midshipman,  22  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  lb  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Retired  list,  26  October,  1872. 

McNair,  Frederick  Y. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1861.  Lieutenant-Commander,  20  April,  1864.  Commander,  29  January,  1872. 

McNair,  William  G. 

Mate,  7 August,  1862.  Appointment  revoked  (Sick,)  14  May,  1863. 

McNally,  John. 

Acting  Ensign,  Staff  of  Admiral  Dahlgren,  1 Mayt  1865.  Honorably  discharged 
29  July,  1865. 

McNally,  William. 

Gunner,  23  December,  1835.  Dismissed  3 January,  1837. 

McNamara,  James  II. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 
1864.  Died  23  June,  1864. 

McNarry,  Isaac  IS. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  February, 
1863.  First  Assistant  Engineer,  1 January,  1865.  Chief  Engineer,  14  Decem- 
ber, 1878. 

McN aught,  Robert. 

Acting  Third  Assistant  Engineer,  14  March,  1865.  Honorably  discharged  3 De- 
cember, 1865. 

McNeeley,  J.  $. 

Acting  Assistant  Surgeon.  Resigned  1 September,  1863. 

McNeil,  Archibald. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Died  March,  1821. 

McNeil,  B.  P. 

Midshipman,  3 March,  1838.  Resigned  5 November,  1838. 

McNeil,  Baniel. 

Captain,  17  July,  1798.  Discharged  27  October,  1802,  under  Peace  Establishment 
A ct. 
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McNeil,  Lewis  W. 

Acting  Third  Assistant  Engineer,  31  May,  1864.  Honorably  discharged  14  August, 
1865. 

McNeil,  !>.,  Jr. 

Midshipman,  12  January,  1799.  Dismissed  9 May,  1807. 

McNeilly,  W.  T. 

Acting  Ensign,  31  October,  1862.  Honorably  discharged  4 October,  1865. 

McNellis,  Thomas. 

Acting  Third  Assistant  Engineer,  10  June,  1863.  Acting  Second  Assistant  En- 
gineer, 18  October,  1864.  Honorably  discharged  7 August,  1865. 

McNelly,  John. 

Boatswain,  9 April,  1833.  Drowned  14  July,  1839 

McNier,  Joint. 

Boatswain,  15  January,  1800.  Warrant  returned. 

McNier,  Thomas. 

Midshipman,  9 June,  1811.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Furloughed. 

Mclitt,  James. 

Mate,  22  April,  1863.  Died  11  August,  1863. 

McNutt,  William  F. 

Acting  Assistant  Surgeon,  24  December,  1862.  Resigned  23  July,  1864 

McPherson,  George  E. 

Acting  Assistant  Surgeon.  Resigned  26  May,  1865. 

McPherson,  If. 

Master,  1 April,  1814.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 

McPherson,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.  Resigned  5 March,  1862. 

McPherson,  J.  S. 

Midshipman,  20  June,  1806.  Lieutenant,  26  May,  1812.  Commander,  28  March, 
1820.  Died  28  April,  1824. 

McQuade,  Janies. 

Acting  Third  Assistant  Engineer,  27  June,  1864.  Appointment  revoked  15  Sep- 
tember, 1865. 

McQninn,  Charles  15. 

Acting  Ensign,  6 November,  1863.  Resigned  22  October,  1864. 

McRae,  Archibald. 

Midshipman,  26  January,  1837.  Passed  Midshipman,  29  June,  1843.  Lieutenant, 
25  June,  1850.  Died  17  November,  1855. 

Me  Rea,  John. 

Lieutenant,  10  September,  1798.  Resigned  20  December,  1803. 

McReynolds,  J.  W. 

Assistant  Surgeon,  3 May,  1810.  Surgeon,  2 October,  1811.  Last  appearance  on 
Records  of  Navy  Department,  1822.  Philadelphia. 

McRiichie,  David  G. 

Acting  Master,  29  October,  1861.  Ensign,  12  March,  1868.  Master,  18  December, 
1868.  Lieutenant,  21  March,  1870. 

McRohcris,  Jefferson. 

Midshipman,  3 March,  1841.  Dismissed  27  June,  1850. 

MeRorie,  I>.  W. 

Midshipman,  1 February,  1814.  Died  20  August,  1822. 

McSemple,  Alexander, 

Mate,  24  January,  1863.  Resigned  6 October,  1864. 

MeSherry,  Henry  F. 

Assistant  Surgeon,  23  June,  1860.  Surgeon,  22  September,  1863.  Died  1 October, 
1867. 
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McSherry,  Richard  F. 

Assistant  Surgeon,  22  November,  1843.  Resigned  17  April,  1856. 

McSweeney,  Edward  II. 

Mate,  14  May,  1864.  Honorably  discharged  5 August,  1865. 

McThone,  Henry. 

Midshipman,  18  April,  1848.  Dismissed  15  November,  1853. 

McTtirh,  Andrew. 

Acting  Third  Assistant  Engineer,  5 April,  1862.  Acting  Second  Assistant  Engi- 
neer, 19  January,  1864.  Honorably  discharged  21  August,  1865. 

McYay,  James. 

Mate,  16  October,  1862.  Acting  Ensign,  25  November,  1863.  Honorably  dis- 
charged 14  June,  1867. 

McYey,  Archibald. 

Acting  Assistant  Paymaster,  6 January,  1864.  Mustered  out  26  January,  1866. 

McWilliams,  Alexander. 

Assistant  Surgeon,  8 February,  1802.  Resigned  1 April,  1805. 

McWilliams,  Alexander  S. 

Acting  Assistant  Paymaster,  24  August,  1863.  Honorably  discharged  15  October, 
1865. 

McWilliams,  John. 

Acting  Third  Assistant  Engineer,  3 August,  1863.  Honorably  discharged  30  Sep- 
tember, 1865. 

Meacham,  Justin  W. 

Mate,  1 October,  1862.  Resigned  22  September,  1863. 

Meacham,  J.  W. 

Acting  Assistant  Paymaster,  30  March,  1865.  Mustered  out  15  September,  1865. 

Meacham,  Peter. 

Acting  Gunner,  23  April,  1864.  Dismissed  4 October,  1864. 

Mead,  George  L. 

Acting  Assistant  Paymaster,  11  September,  1862.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  25  January,  1870.  Died  26  November,  1872. 
Mead,  George  Y. 

Mate,  17  January,  1863.  Acting  Ensign,  26  October,  1863.  Honorably  discharged 
13  September,  1867. 

Mead,  James  W. 

Acting  Third  Assistant  Engineer,  21  July,  1864.  Resigned  18  April,  1865. 

Mead,  Samuel  H.,  Jr. 

Acting  Ensign,  2 September,  1862.  Acting  Master,  19  November,  1864.  Honor- 
ably discharged  23  January,  1866. 

Mead,  William  II. 

Mate,  31  October,  1861.  Resigned  30  March,  1864. 

Mead,  William  W. 

Midshipman,  30  December,  1861.  Graduated  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Meade,  Cyrus  C*. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Honorably  discharged 
7 August,  1865. 

Meade,  Edward. 

Master,  10  July,  1812.  Dismissed  as  Supernumerary,  6 March,  1813. 

Meade,  Edward. 

Master,  3 July,  1798.  Lieutenant,  29  May,  1799.  Discharged  22  October,  1801, 
under  Peace  Establishment  Act. 

Meade,  Henry  M. 

Acting  Assistant  Paymaster,  31  January,  1862.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  9 April,  1868.  Resigned  23  February,  1872. 
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Meade,  Richard  M. 

Midshipman,  2 April,  1804.  Resigned  11  March,  1815. 

Meade,  Richard  W. 

M-idshipman,  1 April,  1826.  Passed  Midshipman,  14  June,  1884.  Lieutenant 
on  Reserved  list,  20  December,  1837.  Commander  on  Active  list,  14  September, 
1855.  Captain  on  Active  list,  16  July,  1862.  Retired  list,  11  December,  1867. 
Died  16  April,  1870. 

Meade.  Kichard  TV.,  Jr. 

Midshipman,  2 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander, 
16  July,  1862.  Commander,  20  September,  1868.  Captain,  13  March,  1880. 

Meader,  Samuel  15. 

Acting  Master,  13  November,  1861.  Honorably  discharged  4 February,  1866. 

Meads,  James. 

Carpenter,  27  January,  1840.  Dismissed  20  April,  1861. 

Mealins,  Stephen. 

Acting  Second  Assistant  Engineer,  26  November,  1861.  Died  20  February, 
1862. 

Heaney,  Charles  R. 

Acting  Ensign,  26  January,  1863.  Honorably  discharged  18  November,  1865. 

Means,  Edward  J. 

Midshipman,  12  October,  1848.  Resigned  19  June,  1854. 

Means,  John  13. 

Mate,  15  December,  1862.  Appointment  revoked  (Sick,)  29  May,  1863. 

Means,  Mark  35. 

Acting  Gunner.  Appointment  revoked  (Sick,)  24  April,  1865. 

Mears,  Henry  B. 

Acting  Assistant  Paymaster,  14  April,  1863.  Mustered  out  11  December,  1865. 

Mecliam , John  T. 

Acting  Third  Assistant  Engineer,  1 June,  1864.  Appointment  revoked  (Sick,) 
29  September,  1864. 

Meekley,  Thomas  TV. 

Acting  Assistant  Surgeon,  22  October,  1862.  Resigned  13  May,  1865. 

Meeray,  James,  Jr. 

Acting  Assistant  Surgeon,  5 November,  1862.  Resigned  1 April,  1864. 

Medary,  Jacob. 

Midshipman,  25  June,  1868.  Graduated  1 June,  1872.  Resigned  8 November, 
1876. 

Medill,  II.  H. 

Acting  Master,  1 October,  1862.  Dismissed  17  April,  1863. 

Mee,  John. 

Acting  Third  Assistant  Engineer,  28  November,  1862.  Discharged  27  December, 

1864. 

Meeker,  Cornelias  15. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871'.  Dismissed  19 
October,  1875. 

Meeker,  Joseph  R. 

Acting  Assistant  Paymaster,  4 November,  1862.  Mustered  out  9 December, 

1865. 

Meeter,  TV.  TV. 

Acting  Ensign,  24  March,  1864.  Honorably  discharged  21  October,  1865. 

Megathlin,  Anthony  S. 

Acting  Master,  4 November,  1861.  Honorably  discharged  4 November,  1865. 

Megler,  Joseph  G. 

Mate,  1 October,  1862.  Acting  Ensign,  7 July,  1863.  Honorably  discharged 
24  October,  1865. 
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Meigs,  John  B. 

Miclsliipman,  2 February,  1829.  Dismissed  24  September,  1833. 

Meigs,  John  F. 

Midshipman,  4 October,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Meire,  Julius. 

Professor,  9 November,  1840.  Dropped  4 September,  1848. 

Meldiert,  Albert  JF. 

Acting  Ensign,  2 August,  1864.  Honorably  discharged  26  June,  1865. 

Mel  else  s’,  ILewis  M. 

Mate,  9 October,  1867. 

Meldrnm,  Alexander. 

Mate,  5 March,  1862.  Dismissed  22  November,  1862. 

Melish,  John  G. 

Midshipman,  1 January,  1818.  Dismissed  30  August,  1819. 

Mellach,  Emanuel. 

Acting  Assistant  Paymaster,  18  December,  1861.  Resigned  4 November,  1865. 
Passed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  4 March,  1875.  Died 
21  October,  1878. 

Mellen,  Thomas. 

Sailmaker,  16  February,  1861.  Resigned  28  January,  1863. 

Mellen,  William. 

Acting  Ensign,  25  November,  1863.  Honorably  discharged  30  September,  1865. 

Mellor,  James  W. 

Acting  Second  Assistant  Engineer,  28  October,  1864.  Honorably  discharged 
27  February,  1866.  Acting  Second  Assistant  Engineer,  10  August,  1866.  Mus- 
tered out  20  January,  1868. 

Mel  son,  William  H. 

Mate,  1 April,  1862.  Resigned  22  January,  1863. 

Melville,  Benjamin  S. 

Acting  Master,  18  July,  1861.  Honorably  discharged  1 August,  1868. 

Melville,  George  W. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865. 

Melville,  Thomas  W. 

Midshipman,  1 February,  1826.  Resigned  3 June,  1834. 

Melvin,  Josiah. 

Master,  17  October,  1812.  Resigned  11  April,  1814. 

Mench,  Isaa©  S. 

Acting  Second  Assistant  Engineer,  3 May,  1864.  Resigned  (Sick,)  19  October, 

1864. 

Men  dell,  G.  C. 

Acting  Ensign  and  Pilot,  28  October,  1864.  Honorably  discharged  13  May,  1865. 

Mendenhall,  Samuel. 

Acting  Assistant  Surgeon,  20  February,  1864.  Honorably  discharged  25  October, 

1865. 

Menocal,  Anecito  G. 

Civil  Engineer,  15  July,  1874. 

Mentz,  George  W. 

Midshipman,  26  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 
1872.  Master,  25  January,  1875. 

Menzies,  Gustavus  V. 

Midshipman,  21  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 25  January,  1870.  Resigned  28  December,  1871. 
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Mercer,  J0I111  F. 

Midshipman,  1 October,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Died  10  February,  1844. 

Mercer,  John  F. 

Midshipman,  4 June,  1799.  Resigned  18  September,  1800. 

Mercer,  Jolm  C. 

Assistant  Surgeon,  8 February,  1832.  Passed  Assistant  Surgeon,  8 November, 
1836.  Surgeon,  9 December,  18-39.  Resigned  26  September,  1840. 

Mercer,  John  I>. 

Third  Assistant  Engineer,  16  February,  1852.  Resigned  8 July,  1856. 

Mercer,  Joseph. 

Third  Assistant  Engineer,  12  August,  1861.  Resigned  1 May,  1862. 

Mercer,  Landon. 

Midshipman,  1 January,  1808.  Killed  in  a duel  22  December,  1811. 

Mercer,  Robert. 

Midshipman,  14  November,  1799.  Resigned  30  December,  1800. 

Mercer,  Samuel. 

Midshipman,  4 March,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Captain,  14  September,  1855.  Died  6 March,  1862. 

Mercer,  William  R. 

Midshipman,  8 December,  1841.  Passed* Midshipman,  22  August,  1849.  Dropped 
13  September,  1855.  Lieutenant,  Active  list,  15  September,  1855.  Re- 
signed 24  January,  1859. 

Merchant,  Clarke. 

Acting  Midshipman,  29  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1861.  Commander,  20  December,  1864.  Resigned  10  August,  1865. 

Merchant,  Cornelius  M. 

Acting  Master,  25  January,  1862.  Honorably  discharged  19  August,  1865. 

Merchant,  Robert. 

Acting  Ensign,  25  June,  1863.  Resigned  3 May,  1865. 

Merchant,  Samuel. 

Acting  Ensign,  3 May,  1864.  Honorably  discharged  13  August,  1865. 

Mercier,  W illiam  T. 

Third  Assistant  Engineer,  17  January,  1842.  Second  Assistant  Engineer,  10 
July,  1847.  Dismissed  14  August,  1849. 

Meredith,  €2.  M. 

Midshipman,  1 October,  1827.  Died  in  1828. 

Meredith,  Henry  C. 

Acting  Assistant  Surgeon,  27  February,  1865.  Honorably  discharged  9 October, 
1865. 

Meredith,  John  R. 

Acting  Third  Assistant  Engineer,  11  August,  1864.  Honorably  discharged  3 Octo- 
ber, 1865. 

Meredith,  William  II. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  27  May,  1866. 

Meredith,  'William  T. 

Assistant  Paymaster,  24  August,  1861.  Paymaster,  20  May,  1862.  Resigned 
13  June,  1866. 

Meriam,  Frank  15. 

Acting  Master,  31  October,  1861.  Resigned  11  October,  1864. 

Merian,  Henry  Walton. 

Third  Assistant  Engineer,  25  August,  1862.  Lost  on  the  “ Weehawken ,”  6 Decem- 
ber, 1863. 

Merick,  F.  T. 

Midshipman,  9 June,  1811.  Resigned  25  February,  1813 
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Mero,  William. 

Acting  Ensign,  13  May,  1863.  Honorably  discharged  30  September,  1865. 

Mcrrdl,  JoIieb  I*. 

Midshipman,  20  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  21  March,  1871 

Merriam,  Greenlsef  A. 

Midshipman,  24  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  22  October,  1874. 

Merrifleld,  Clearies  E. 

Acting  Assistant  Paymaster,  24  February,  1864.  Mustered  out  1 March,  1866. 

Merrighew,  James. 

Mate.  Died  at  Pensacola,  Florida,  15  September,  1863. 

Merrihew,  Stephen  E. 

Acting  Ensign,  19  March,  1864.  Dismissed  9 March,  1866. 

Merrill.,  Chester  E-. 

Acting  Third  Assistant  Engineer,  11  May,  1864.  Appointment  revoked  May, 
1865. 

Merrill,  Daniel- 

Acting  Ensign,  24  June,  1864.  Honorably  discharged  10  July,  1865. 

Merrill,  George. 

Midshipman,  5 February,  1800.  Lieutenant,  30  April,  1808.  Died  18  August, 
1822. 

Merrill,  II.  M. 

Acting  Master,  26  February,  1862.  Honorably  discharged  4 October,  1865. 

Merrill,  J.  Amos. 

Acting  Ensign,  29  November,  1862.  Dismissed  11  June,  1864.  Mate,  17  August, 

1864.  Deserted  30  January,  1865. 

Merrill,  John  M. 

Acting  Master.,  12  August,  1861.  Dismissed  26  February,  1862. 

Merrill,  Lawson  C. 

Assistant  Paymaster,  29  August,  1861.  Paymaster,  5 September,  1862.  Died 
10  August,  1864. 

Merrill,  Eonville  II. 

Acting  Assistant  Paymaster,  4 June,  1864.  Honorably  discharged  16  August, 

1865. 

Merrill,  HiehanS. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Merrill,  Samuel. 

Mate,  23  September,  1862.  Acting  Ensign,  22  September,  1862.  Dismissed  12  Au- 
gust, 1863.  Acting  Ensign,  24  October,  1863.  Resigned  9 March,  1864. 

Merrill,  Stephen. 

Purser,  4 December,  1799.  Discharged  23  June,  1801,  under  Peace  Establishment 
Act. 

Merrill,  W.  F. 

Master,  19  July,  1812.  Discharged  7 May,  1813. 

Merrill,  William. 

Mate,  2 October,  1863.  Resigned  3 May,  1865. 

Merriman,  Edgar  C. 

Acting  Midshipman,  21  September,  1857.  Resigned  7 November,  1860.  Acting 
Master,  3 December,  1861.  Acting  Lieutenant,  25  September,  1863.  Lieutenant 
from  6 July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander, 
12  March,  1875. 

Merriman,  Edward. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 1 December,  1862.  Acting  Chief  Engineer,  1 February,  1863.  Resigned 
1 December,  1864. 
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Merrim an,  James  E. 

Mate,  31  March,  1864.  Drowned  from  “Shamrock”  1 July,  1865. 

Merriman,  J.  Waller. 

Mate,  12  December,  1861.  Acting  Ensign,  28  January,  1864.  Honorably  dis- 
charged  4 March,  1866. 

Merrithew,  William  M. 

Resigned  24  June,  1862. 

Merritt,  Edward  I>. 

Acting  Third  Assistant  Engineer,  18  October,  1861.  Acting  Second  Assistant  En- 
gineer, 10  February,  1864.  Resigned  14  June,  1865. 

Merritt,  Lawson  C. 

Assistant  Paymaster,  29  August,  1861.  Paymaster,  5 September,  1862.  Retired 
3 August,  1863.  Died  10  August,  1864. 

Merritt,  Tlieoron. 

Acting  Assistant  Paymaster,  11  September,  1862.  Assistant  Paymaster,  30  June, 

1864.  Resigned  17  March,  1865. 

Merry,  John  F, 

Acting  Ensign,  15  October,  1862.'  Acting  Master,  23  September,  1865.  Ensign, 
12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Merry,  Thomas  JI. 

Lieutenant,  21  June,  1799.  Resigned  18  October,  1799. 

Mershon,  John  S. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy  De- 
partment, 1818.  Furloughed. 

Mertz,  Albert*. 

Midshipman,  27  June,  1867.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  26  November,  1877. 

Mervine,  William. 

Midshipman,  16  January,  1809.  Lieutenant,  4 February,  1815.  Commander, 
12  June,  1834.  Captain,  8 September,  1841.  Retired  list,  21  December,  1861. 
Commodore,  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July, 
1866.  Died  15  September,  1868. 

Messick,  Edward  11. 

Acting  Second  Assistant  Engineer,  1 September,  1864.  Honorably  discharged 
17  June,  1865. 

Messimer,  J.  €3. 

Acting  Ensign,  1 March,  1864.  Honorably  discharged  6 June,  1865. 

Messiisger,  W illiam  II. 

Second  Assistant  Engineer,  29  October,  1861,  First  Assistant  Engineer,  28  Sep- 
tember, 1864.  Resigned  16  June,  1865. 

Messer,  J.  IP. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged 
30  September,  1865. 

Messer,  William  IV.,  Jr. 

Mate,  15  October,  1861.  Acting  Master,  29  April,  1862.  Dismissed  28  July, 
1862. 

Messersmiih,  John  S. 

Assistant  Surgeon,  9 February,  1837.  Surgeon,  13  July,  1853.  Medical  Director, 
3 March,  1871.  Retired  list,  28  June,  1872. 

Messettf,  James. 

Mate,  6 June,  1863.  Dismissed  14  April,  1864. 

Metcalf,  Paul. 

Assistant  Surgeon,  23  April,  1799.  Resigned  4 August,  1799. 

Metz,  "William  II. 

Mate,  1 November,  1861.  Acting  Ensign,  11  February,  1864.  Resigned  4 April, 

1865. 
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Metzger,  Charles. 

Acting  Second  Assistant  Engineer,  30  November,  1863.  Honorably  discharged 
17  July,  1865. 

Meyer,  John. 

Acting  Third  Assistant  Engineer,  20  April,  1864.  Resigned  6 August,  1864. 

Meyer,  Steuben  I*. 

Master,  18  November,  1814.  Resigned  10  September,  1825. 

Meyer,  Tlaies  N. 

Mate,  15  November,  1861.  Acting  Master,  26  March,  1862.  Honorably  dis- 
charged 8 October,  1868. 

Meyers,  John  K. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Appointment  revoked  (Sick,) 
20  October,  1863. 

Michael,  William  HE.  CL 

Mate,  11  June,  1863.  Acting  Ensign,  16  July,  1864.  Honorably  discharged 
13  June,  1866. 

Michel,  EoniSe 

Acting  Assistant  Surgeon,  17  May,  1861.  Resigned  24  August,  1861.  Re-ap- 
pointed 4 October,  1861.  Resigned  15  February,  1»S65. 

Miehels©ii,  Albert  A. 

Midshipman,  28  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  5 February,  1879. 

Michener,  Abram. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer, 
15  March,  1864.  Resigned  25  September,  1865. 

Michler,  Ambrose  ft. 

Assistant  Paymaster,  31  October,  1877. 

Mickle,  John  E. 

Mate,  10  February,  1863.  Acting  Ensign,  15  October,  1863.  Honorably  dis- 
charged 13  September,  1867. 

Mickley*  Joseph  F. 

Acting  Third  Assistant  Engineer,  28  March,  1864.  Honorably  discharged 
11  January,  1869.  Second  Assistant  Engineer,  20  March,  1871.  Passed  Assist- 
ant Engineer,  24  February,  1878. 

Micks,  William  CJ-. 

Assistant  Surgeon,  16  May,  1829.  Resigned  18  October,  1833. 

Middleton,  Edward. 

Midshipman,  1 July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  14  September,  1855.  Captain,  24  April,  1863. 
Commodore,  26  November,  1868.  Retired  list,  11  December,  1872.  Rear- 
Admiral,  Retired  list,  15  August,  1876. 

Middleton,  Elect  ns. 

Sailmaker,  15  July,  1841.  Died  3 February,  1857. 

Middleton,  Frank. 

Mate,  16  March,  1863.  Acting  Ensign,  18  June,  1864.  Resigned  5 June,  1865. 

Middleton,  €*ec$rge  W. 

Acting  Carpenter,  23  May,  1863.  Honorably  discharged  10  November,  1865. 

Middleton,  John. 

Midshipman,  1 November,  1827.  Died  12  April,  1833. 

Middleton,  John  M. 

Second  Assistant  Engineer,  2 May,  1843.  Disrated  to  Third  Assistant  Engineer, 
28  July,  1845.  Second  Assistant  Engineer,  10  July,  1847.  Dismissed  5 Octo- 
ber, 1849. 

Middleton,  John  M. 

Acting  Second  Assistant  Engineer,  9 January,  1864.  Honorably  discharged 
1 December,  1868. 
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Middleton,  Joseph. 

Master,  31  July,  1812.  Discharged  under  Act,  27  February,  1815. 

Middleton,  Moses. 

Master,  18  June,  1812.  Discharged  3 May,  1813. 

Middleton,  O.  U. 

Midshipman,  1 January,  1817.  Resigned  30  June,  1823. 

Middleton,  Robert  J. 

Acting  Second  Assistant  Engineer,  3 November,  1864.  Honorably  discharged 
25  September,  1865. 

Middleton,  Thomas  K. 

Mate.  Appointment  revoked  (Sick,)  29  January,  1862. 

Midget,  B.  F. 

Acting  Ensign  and  Pilot,  13  April,  1865.  Resigned  29  March,  1866. 

Midlam,  Samuel  €. 

Acting 'First  Assistant  Engineer,  13  December,  1862.  Honorably  discharged 
25  September,  1865. 

Midlam,  Sylvester  W. 

Acting  Third  Assistant  Engineer,  26  January,  1863.  Acting  Second  Assistant 
Engineer,  9 September,  1864.  Honorably  discharged  15  October,  1865. 

Miesbang,  Nicholas. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Died  from  wounds  on  “ Red 
Rover”  31  January,  1863. 

MilHen,  Henry. 

Midshipman,  1 December,  1824.  Resigned  22  April,  1831. 

Mil  by,  Robert. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged  21  Oc- 
tober, 1865. 

Miles,  Ashton. 

Assistant  Surgeon,  8 March,  1847.  Passed  Assistant  Surgeon,  22  April,  1854. 
Dismissed  1 December,  1858. 

Miles,  Charles,  Jr. 

Midshipman,  24  June,  1799.  Resigned  21  May,  1804. 

Miles,  Charles  R. 

Midshipman,  27  June,  1868.  Graduated  1 June,  1872.  Ensign,  i5  July,  1873. 
Master,  26  February,  1878. 

Miles,  John  I. 

Acting  Second  Assistant  Engineer,  22  April,  1863.  Discharged  29  May,  1864. 

Miles,  Orlando  W. 

Mate,  18  May,  1864.  Resigned  26  May,  1865. 

Miles,  William  B. 

Mate,  9 January.  1862.  Resigned  11  April,  1865. 

Milk,  Lewis. 

Mate,  13  May,  1863.  Resigned  8 May,  1865. 

Millard,  Samuel  G.  « 

Mate,  10  February,  1870.  Appointment  revoked  2 October,  1871. 

Miller,  Archibald. 

Acting  Second  Assistant  Engineer,  5 June,  1863.  Resigned  9 October,  1863. 

Miller,  B.  W. 

Midshipman,  8 March,  1814.  Resigned  29  September,  1814. 

Miller,  Charles. 

Acting  Ensign,  15  October,  1864.  Honorably  discharged  25  July,  1865. 

Miller,  Charles. 

Boatswain,  13  June,  1861.  Resigned  23  May,  1868.  Re-appointed  from  13  June, 
1861. 
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Miller,  Charles. 

Boatswain,  21  September,  1860. 

Miller,  Charles  W. 

Mate,  1 October,  1862.  Acting  Ensign,  1 August,  1863.  Acting  Master,  18  May, 
1864.  Honorably  discharged  27  September,  1865. 

Miller,  Daniel  G. 

Acting  Second  Assistant  Engineer,  6 August,  1864.  Honorably  discharged 
7 October,  1865. 

Miller,  Fdwin  If. 

Mate,  10  March,  1862.  Acting  Ensign,  12  February,  1864.  Master,  12  March, 
1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander,  16  June,  1870. 
Died  7 November,  1874. 

Miller,  F.  Aug, 

Mate,  11  September,  1861.  Acting  Ensign,  24  April,  1863.  Acting  Master, 
17  January,  1865.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieu- 
tenant, 21  March,  1870. 

Miller,  Franklin. 

Acting  A ssistant  Paymaster,  19  October,  1861.  Mustered  out  27  February,  1866. 

Miller,  Frederick. 

Mate,  22  May,  1865. 

Miller,  Frederick  €. 

Acting  Master,  18  December,  1861.  Honorably  discharged  12  November,  1865. 

Miller,  Frederick  I,. 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer,  25 
August,  1865.  Resigned  28  May,  1868. 

Miller,  George. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  3 August,  1865. 

Miller,  George  G. 

Acting  Ensign,  5 September,  1864.  Resigned  13  March,  1865. 

Miller,  G ride  it  F. 

Mate,  22  April,  1863.  Honorably  discharged  4 February,  1866. 

Miller,  Harrison. 

Mate,  23  May,  1863.  Resigned  16  September,  1864. 

Miller,  Henry. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged  25 
September,  1865. 

Miller,  Henry  W. 

feting  Midshipman,  29  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April,  1861. 
Commander,  3 March,  1865. 

Miller-  Henry  W. 

Acting  Second  Assistant  Engineer,  24  July,  1863.  Resigned  23  June,  1865. 

Miller,  Horace  B. 

Mate,  7 February,  1863.  Resigned  13  August,  1863. 

Miller,  Isaac. 

Mate,  5 March,  1863.  Acting  Ensign  and  Pilot,  10  November,  1863.  Honorably 
discharged  1 January,  1866. 

Miller,  Jacob. 

Sailmaker,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 
Suspended. 

Miller,  Jacob  W. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Miller,  James. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  En- 
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gineer,  5 March,  1863.  Acting  Chief  Engineer,  25  September,  1863.  Honorably 
discharged  15  September,  1865. 

Miller,  James  A. 

Midshipman,  2 April,  1804.  Dismissed  10  February,  1808. 

Miller,  James  A. 

Acting  Second  Assistant  Engineer,  10  December,  1863.  Honorably  discharged 
30  October,  1865. 

Miller,  James  F. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieu- 
tenant, 9 February,  1837.  Reserved  list,  13  September,  1855.  Commander, 
Retired  list,  1 July,  1861.  Commodore  on  Reserved  list,  4 April,  1867.  Died 
11  July,  1868. 

Miller,  J.  Dickinson. 

Assistant  Surgeon,  6 December,  1836.  Surgeon,  20  April,  1847.  Medical  Direc- 
tor, 3 March,  1871.  Retired  list,  6 November,  1872. 

Miller,  John  F. 

Mate,  5 May,  1862.  Resigned  3 December,  1862. 

Miller,  James  M. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Miller,  James  M.  * 

Boatswain,  21  September,  1857.  Dismissed  12  June,  1861. 

Miller,  J.  E. 

Acting  Assistant  Surgeon,  6 December,  1873.  Resigned  5 November,  1875. 

Miller,  John. 

Acting  Second  Assistant  Engineer,  21  November,  1863.  Acting  First  Assistant 
Engineer,  29  April,  1864.  Resigned  (Sick,)  8 February,  1865.  Acting  Second 
Assistant  Engineer,  1 December,  1866.  Mustered  out  9 November,  1869. 

Miller,  John. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged 
16  September,  1865. 

Miller,  John. 

Boatswain,  16  August,  1838.  Died  26  March,  1851. 

Miller,  John 

Boatswain,  20  July,  1840.  Resigned  22  March,  1842. 

Miller,  John  D. 

Acting  Second  Assistant  Engineer,  10  Jane,  1864.  Honorably  discharged  12  May, 
1865. 

Miller,  John  M. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged 
24  September,  1865. 

Miller,  John  T. 

Acting  Third  Assistant  Engineer,  21  June,  1862.  Resigned  1 March,  1865. 

Miller,  Joseph  33. 

Midshipman,  7 April,  1847.  Died  19  March,  1850. 

Miller,  Joseph  E. 

Carpenter,  10  December,  1853.  Resigned  26  April,  1872. 

Miller  * Joseph  F. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Honorably  discharged  24  July, 
1865. 

Miller,  Joseph  N. 

Midshipman,  10  Jane,  1854.  Passed  Midshipman,  22  November,  1856.  Master, 
22  January,  1858.  Lieutenant,  19  February,  1860.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  January,  1870. 

Miller,  Eneas. 

Midshipman,  1 November,  1828.  Died  3 January,  1830. 
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Miller,  M.  A . 

Acting  Assistant  Surgeon,  11  April,  1863.  Honorably  discharged  8 December, 
1865. 

Miller,  Merrill  A. 

Midshipman,  28  November,  1859.  Ensign,  13  October,  1862.  Lieutenant,  22  Feb- 
ruary, 1864.  Lieutenant-Commander,  25  July,  1866.  Commander,  25  November, 
1877. 

Miller.,  N.  W. 

Assistant  Surgeon,  6 January,  1815.  Resigned  18  May,  1819. 

Miller,  Peter. 

Mate,  8 September,  1863.  Appointment  revoked  (Sick,)  19  October,  1863. 

Miller  j Philip. 

Boatswain,  16  September,  1859.  Resigned  19  April,  1860. 

Miller,  Philip. 

Third  Assistant  Engineer,  20  May,  1862.  Second  Assistant  Engineer,  15  Febru- 
ary, 1864.  Dropped  11  January,  1873. 

Miller  Philip  J. 

Boatswain,  4 June,  1856.  Died  14  June,  1875. 

Miller,  15- i chard  D. 

Midshipman,  10  May,  1820.  Dismissed  6 April,  1829. 

Miller,  Robert. 

Surgeon,  24  May,  1812.  Last  appearance  on  Records  of  Navy  Department.  Dead.. 

Miller.  Robert- 

Acting  Third  Assistant  Engineer,  3 November,  *1862.  Honorably  discharged 
28  September,  1865.  Acting  Third  Assistant  Engineer,  29  January,  1867.  Re- 
signed 17  August,  1867. 

Miller.;  Robert. 

Midshipman,  20  April,  1800.  Discharged  5 June,  1801,  under  Peace  Establish- 
ment Act. 

Miller,  Rains  X. 

Mate,  28  December,  1863.  Acting  Ensign,  17  October,  1864.  Resigned  9 June,  1865. 

Miller,  Samuel  A. 

Midshipman,  3 January,  1840.  Dismissed  9 February,  1842. 

Miller,  Thomas  J. 

Midshipman,  9~September,  1841.  Resigned  2 February,  1847. 

Miller,  William. 

Master,  23  January,  1815.  Died  19  May,  1847. 

Miller  9,  William. 

Midshipman,  2 August,  1800.  Dismissed  26  November,  1807. 

Miller,  William  Iff. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Resigned  10  February, 
1863.  Acting  First  Assistant  Engineer,  10  July,  1863.  Honorably  discharged 
6 September,  1805. 

Miller,  William  ©. 

Acting  Third  Assistant  Engineer,  26  June,  1863.  Dismissed  24  September,  1863, 

Miller.  William  W. 

Midshipman,  15  March,  1799.  Last  appearance  on  Records  of  Navy  Department, 

1 December,  1800. 

Miller,  William  ¥. 

Third  Assistant  Engineer,  26  August,  1859.  Resigned  5 August,  1861. 

Millett,  Charles. 

Acting  Ensign,  17  June,  1863.  Resigned  (Sick,)  29  April,  1865. 

Millett,  Frank. 

Mate,  31  July,  1863.  Acting  Ensign,  25  December,  1863.  Honorably  discharged 
20  October,  1865. 
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Millet*,  William  Iff. 

Acting  Ensign,  24  March,  1864.  Honorably  discharged  12  August,  1865. 

fflillhollaiid,  Thomas. 

Acting  Third  Assistant  Engineer,  21  March,  1862.  Acting  Second  Assistant  En- 
gineer, 10  July,  1868.  Resigned  17  December,  1863. 

Milligan.  Charles  W. 

Acting  Third  Assistant  Engineer,  22  December,  1863.  Honorably  discharged 
24  October,  1865. 

Milligan,  Frank  J.- 

Midshipman,  30  June,  1869.  Graduated  1 June,  1874.  Ensign,  17  July,  1876. 

Milligan,  James  F. 

Midshipman,  28  July,  1846.  Resigned  4 April,  1850. 

Milligan,  J.  E. 

Midshipman,  30  May,  1816.  Resigned  24  April,  1818. 

Milligan;  Hebert. 

Midshipman,  13  March,  1839.  Resigned  8 July,  1846. 

Milligan,  Hebert  W. 

Third  Assistant  Engineer,  3 August,  1863.  Second  Assistant  Engineer,  25  July, 
• 1866.  Passed  Assistant  Engineer,  25  March,  1874. 

Milligan,  William  J. 

Acting  Third  Assistant  Engineer,  27  February,  1863.  Acting  Second  Assistant 
Engineer,  17  December,  1863.  Honorably  discharged  4 December,  1865. 

Millegen,  John. 

Midshipman,  21  July,  1863.  Graduated  June,  1869.  Deserted  16  October,  1869. 

Mill!  ken,  lien  f am  in  F. 

Acting  Master,  30  August,  1861.  Honorably  discharged  11  February,  1866. 

Miliimam,  Anson  11. 

Midshipman,  31  July,  1866.  Graduated  7 June,  1870.  Retired  list,  14  July,  1874. 
Died  26  December,  1874. 

Mills,  George  E. 

Acting  Ensign,  7 September,  1864.  Honorably  discharged  15  September,  1865. 

Mills,  Miram  Iff. 

Mate,  6 July,  1864.  Honorably  discharged  27  June,  1865. 

Mills,  James  Iff. 

Acting  Assistant  Surgeon,  28  March,  1863.  Honorably  discharged  26  September, 
1865. 

Mills,  John. 

Carpenter,  20  July,  1861.  Wholly  retired  6 July,  1880. 

Mills,  John. 

Boatswain,  16  January,  1838.  Died  26  March,  1851. 

Mills,  John  JK. 

Midshipman,  15  January,  1841.  Resigned  7 July,  1841. 

Mills,  Oscar  B. 

Acting  Third  Assistant  Engineer,  31  October,  1862.  Third  Assistant  Engineer, 
16  January,  1863.  Second  Assistant  Engineer,  28  May,  1864.  Retired  26  Octo- 
ber, 1872.'  Died  10  August,  1873. 

Mills,  Thomas  B. 

Acting  Midshipman,  31  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 25  June,  1860.  Master,  24  October,  1860.  Resigned  16  January,  1861. 

Mills,  W illiam. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  En- 
gineer, 5 February,  1863.  Acting  Chief  Engineer,  12  December,  1863.  Honor- 
ably discharged  2 December,  1865. 

Mills,  William  A. 

Acting  Master,  26  August,  1861.  Honorably  discharged  18  May,  1866. 
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Milne,  Andrew. 

Boatswain,  $ May,  1861. 

Milne,  James, 

Midshipman,  30  June,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Aet. 

Milner,  William. 

Assistant  Surgeon,  3 January,  1828.  Died  19  April,  1833. 

Milstead,  James  W. 

Acting  Third  Assistant  Engineer,  26  February,  1862.  Resigned  13  August,  1862. 
Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  1 February,  1864.  Honorably  discharged  1 June,  1867. 

Milton,  James. 

Acting  Assistant  Surgeon,  18  December,  1863.  Honorably  discharged  20  Novem- 
ber, 1865. 

Milton,  Jolm  K. 

Midshipman,  30  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  19  November,  1874. 

Milton,  Ii.  Q.  C. 

Midshipman,  20  June,  1806.  Resigned  10  February,  1808. 

Milton,  Thomas  S. 

Midshipman,  14  May,  1800.  Resigned  12  October,  1800. 

Minard,  Charles. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Resigned  4 April,  1863. 

Minchall,  George. 

Midshipman,  30  July,  1842.  Lost  in  the  “Grampus,”  March,  1843. 

Min  chin,  C. 

Midshipman,  1 January,  1812.  Resigned  18  June,  1822. 

Miner,  David  C. 

Mate,  3 December,  1861.  Honorably  discharged  30  November,  1865. 

Miner,  X.eo  Dwight. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June,  1880. 

Miner,  Sanford  S. 

Acting  Ensign,  7 December,  1863.  Acting  Master,  15  March,  1865.  Honorably 
discharged  19  November,  1865. 

Miner,  William  II. 

Acting  Master,  1 October,  1862.  Resigned  26  June,  1863. 

Minett,  Henry. 

Midshipman,  8 June,  1872.  Graduated  20  June,  1876.  Ensign,  1 November, 
1879. 

Mingis,  John. 

Acting  Third  Assistant  Engineer,  12  April,  1864.  Resigned  25  April,  1865. 

Minnerly,  Charles. 

Acting  Third  Assistant  Engineer,  20  January,  1862.  Acting  Second  Assistant 
Engineer,  19  November,  1863.  Honorably  discharged  8 December,  1865. 

Minor,  Alfred  W. 

Acting  Assistant  Surgeon,  16  December,  1864.  Honorably  discharged  26  October, 
1865. 

Minor,  George. 

Midshipman,  1 April,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Resigned,  22  April, 
1861. 

Minor,  James  M. 

Assistant  Surgeon,  7 March,  1838.  Passed  Assistant  Surgeon,  22  November,  1843. 
Resigned  20  September,  1847. 

Minor,  Robert  D. 

Midshipman,  25  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  22  April,  1861. 
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■Minor,  liewis  W. 

Assistant  Surgeon,  8 February,  1832.  Surgeon,  8 September,  1841.  Dismissed 
7 May,  1861. 

Minton,  John. 

Acting  Third  Assistant  Engineer,  20  August,  1863.  Honorably  discharged 
. 31  August,  1865. 

Mintoyne,  William  E. 

Assistant  Naval  Constructor,  5 August,  1869.  Naval  Constructor,  12  March,  1875. 

Mintzer,  Frederick  W. 

Acting  Ensign,  24  May,  1864.  Honorably  discharged  19  October,  1868. 

Mintzer,  William  Augustus. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer, 
25  July,  1866.  Passed  Assistant  Engineer,  26  September,  1874. 

Mimic,  .Eusebius. 

Acting  Third  Assistant  Engineer,  20  September,  1862.  Acting  Second  Assistant 
Engineer,  31  August,  1864.  Honorably  discharged  14  November,  1865. 

Minzies,  lames. 

Boatswain,  1 October,  1814.  Resigned  1 December,  1814. 

Miuzies,  lames. 

Boatswain,  5 December,  1819.  Resigned  24  October,  1825. 

Minzies,  .lames. 

Boatswain,  23  June,  1829.  Resigned  29  August,  1829. 

Mirow,  Henry. 

Mate,  11  July,  1862.  Resigned  20  July,  1864. 

Mish,  Simon  €. 

Midshipman,  8 January,  1849.  Resigned  25  March,  1856.  Acting  Lieutenant, 
28  September,  1861.  Dismissed  24  December,  1861. 

Misseii  er,  Hillery. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  1G 
January,  1863.  Resigned  7 August,  1868. 

Misset,  Edward. 

Acting  Third  Assistant  Engineer,  19  March,  1864.  Dismissed  14  December,  1864. 

Missimer,  William  H. 

Acting  Third  Assistant  Engineer,  10  December,  1864.  Honorably  discharged  16 
December,  1867. 

Missroon,  John  8. 

Midshipman,  27  June,  1824.  Passed  Midshipman,  20  February,  1830.  Lieutenant, 
31  December,  1833.  Commander,  14  September,  1855.  Commodore,  16  July, 
1862.  Died  23  October,  1865. 

Mitchell,  Alexander  J. 

Purser,  20  January,  1853.  Died  23  December,  1857. 

Mitchell,  Alexander  J. 

Midshipman,  9 September,  1841.  Resigned  8 December,  1845. 

Mitchell,  Archibald  N. 

Acting  Midshipman,  20  September,  1858.  Lieutenant,  1 August,  1862.  Lieu- 
tenant-Commander,  25  July,  1866.  Died  14  September,  1873. 

Mitchell,  A.  IS. 

Midshipman,  4 March,  1823.  Last  appearance  on  Records  of  Navy  Department 
1826.  Dead. 

Mitchell,  Augustus.  . 

Third  Assistant  Engineer,  1 July,  1861.  Resigned  1 May,  1862. " Third  Assistant 
Engineer,  6 October,  1862.  Lost  on  the  “ Weehawken ,”  6 December,  1863. 

Mitchell,  Benjamin. 

Acting  Ensign,  9 September,  1862.  Honorably  discharged  31  October,  1865. 
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Mitchell,  B.  Bush. 

Assistant  Surgeon,  26  April,  1847.  Passed  Assistant  Surgeon,  18  April,  1854. 
Retired  list,  14  May,  1861.  Dead. 

Mitchell,  Charles  E. 

Acting  Master,  25  May,  1861.  Honorably  discharged  12  February,  1866. 

Mitchell,  Charles  E. 

Acting  Assistant  Paymaster,  14  May,  1863.  Mustered  out  14  January,  1868. 

Mitchell,  Charles  F. 

Acting  Master,  18  December,  186i.  Honorably  discharged  18  April,  1866. 

Mitchell,  Charles  Ill- 

Midshipman,  19  October,  1841.  Resigned  28  January,  1848. 

Mitchell,  David. 

Midshipman,  18  June,  1812.  Last  appearance,  on  Records  of  Navy  Department, 
1818. 

Mitchell,  F.  J. 

Midshipman,  2 March,  1803.  Lieutenant,  18  February,  1809.  Resigned  27  Novem- 
ber, 1826. 

Mitchell,  George, 

Midshipman,  20  April,  1800.  Left  the  service  10  April,  1805. 

Mitchell,  George  B. 

Acting  Ensign,  10  March,  1864.  Appointment  revoked  19  December,  1864. 

Mitchell,  George  J. 

Midshipman,  29  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  24  March,  1870.  Lieutenant,  21  March,  1871.  Resigned 
8 August,  1874. 

Mitchell,  Henry  A. 

Acting  Assistant  Paymaster,  6 November,  1863.  Honorably  discharged  28  Oc- 
tober, 1865. 

Mitchell,  Henry  W. 

Acting  Assistant  Surgeon,  27  October,  1862.  Honorably  discharged  26  January, 
1866. 

Mitchell,  James. 

Acting  Master,  3 September,  1861.  Appointment  revoked  31  January,  1862. 

Mitchell,  James. 

Acting  Second  Assistant  Engineer,  8 December,  1863.  Honorably  discharged 
16  December,  1865. 

Mitchell,  James. 

Mate,  24  June,  1865.  Resigned  13  July,  1867. 

Mitchell,  Jeremiah. 

Mate,  23  May,  1863.  Acting  Ensign,  27  January,  1864.  Honorably  discharged 
28  August,  1865. 

Mitchell,  John. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  9 April,  1862. 

Mitchell,  John  C. 

Third  Assistant  Engineer,  16  February,  1852.  Resigned  28  April,  1853.  Accept- 
ance of  Resignation  revoked  7 May,.  1853.  Resigned  16  November,  1854. 

Mitchell,  John  G. 

Midshipman,  2 October,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  23  January,  1858.  Lieutenant-Commander, 
16  July,  1862.  Killed  22  October,  1868.* 

Mitchell.  John  K. 

Midshipman,!  February,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
22  December,  1835.  Commander,  14  September,  1855.  Dismissed  27  May,  1861. 

Mitchell,  John  B. 

Mate.  23  December,  1862.  Acting  Ensign,  10  July,  1865.  Honorably  discharged 
27  October,  1865 
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Mitchell,  Leslie. 

Midshipman,  4 July,  1805.  Resigned  26  March,  1806. 

Mitchell,  Lueo. 

Assistant  Surgeon,  24  July,  1813.  Resigned  17  July,  1822. 

Mitchell,  Nathaniel. 

Midshipman,  1 September,  1811.  Resigned  in  1812. 

Mitchell,  Richard. 

Mate,  21  February,  1863.  Resigned  30  May,  1864. 

Mitchell,  Richard. 

Midshipman,  22  July,  1864.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  19  April,  1873.  Lieutenant,  1 December,  1877. 

Mitchell,  R.  B. 

Midshipman,  18  May,  1809.  Resigned  27  February,  1811. 

Mitchell,  Robert. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  “ Guerriere.'1'' 

Mitchell,  Thomas  B. 

Sailmaker,  3 April,  1807.  Resigned  26  December,  1807. 

Mitchell,  T.  M. 

Acting  First  Assistant  Engineer,  18  July,  1864.  Appointment  revoked  (Sick,) 
17  January,  1865. 

Mitchell,  T.  Mason. 

Third  Assistant  Engineer,  16  October,  1861.  Resigned  6 December,  1862. 

Mitchell,  William. 

Sailmaker,  8 April,  1828.  Resigned  17  February,  1830. 

Mitchell,  William. 

Sailmaker,  16  June,  1836.  Dropped. 

Mitchell,  William. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
4 August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Retired  list,  11  January,  1867.  Commander  on  Retired  list, 
4 April,  1867.  Died  16  July,  1871. 

Mitchell.  William. 

Acting  Master,  16  September,  1861.  Resigned  22  January,  1862. 

Mitchell,  William. 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Died  on  “ Arizona,” 
19  November,  1863. 

Mitchell,  William  Q. 

Acting  Master,  2 November,  1861.  Honorably  discharged  4 December,  1865. 
Acting  Master,  11  December,  1866.  Mustered  out  10  December,  1867. 

Mitchell,  William  M. 

Acting  Third  Assistant  Engineer,  1 October,  1 862.  Acting  Second  Assistant  En- 
gineer, 26  February,  1863.  Honorably  discharged  12  December,  1865. 

Mitchell,  William  T. 

Acting  Ensign,  17  November,  1863.  Honorably  discharged  27  March,  1866. 

Mix,  Elijah. 

Master,  12  June,  1813.  Last  appearance  on  Records  of  Navy  Department.  Fur- 
loughed. 

Mix,  George  W. 

Assistant  Surgeon,  16  May,  1829.  Resigned  18  October,  1833. 

Mix,  Mervine  P. 

Master,  22  September,  1812.  Lieutenant,  9 December,  1814.  Commander, 
3 March,  1831.  Died  8 February,  1839. 

Mix,  Thomas  M. 

Midshipman,  6 January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
30  March,  1844.  Died  24  August,  1849. 
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Mix,  William  B. 

Mate,  16  September,  1861.  Acting  Ensign,  2 September,  1863.  Honorably  dis- 
charged 16  January,  1866.  Acting  Ensign,  11  December,  1866.  Resigned 
31  December,  1866. 

Mix,  William  M. 

Acting  Third  Assistant  Engineer,  3 August,  1863.  Acting  Second  Assistant 
Engineer,  4 March,  1865.  Honorably  discharged  12  February,  1866. 

Mixer,  Henry  M- . 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  28  February,  1865. 

Moakler,  Peter. 

Mate,  15  November,  1862.  Discharged  3 August,  1865. 

Moekabee,  Josepk  C. 

Acting  Third  Assistant  Engineer,  1 February,  1862.  Acting  Second  Assistant 
Engineer,  12  March,  1863.  Honorably  discharged  19  September,  1865. 

Moeller,  Bernard  J. 

Midshipman,  1 April,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9 December,  1839.  Reserved  list,  13  September,  1855.  Commander,  Retired 
list,  19  June,  1861.  Captain,  Retired  list,  4 April,  1867.  Died  13  February, 
1872. 

Moffat,  Howard  F. 

Mate,  31  July,  1861.  Acting  Ensign,  21  July,  1862.  Acting  Master,  12  Novem- 
ber, 1864.  Honorably  discharged  1 January,  1869.  Mate,  9 November,  1869. 
Master  on  Retired  list,  24  March,  1873. 

Moffat t,  Edgar  B. 

Acting  Assistant  Paymaster,  4 November,  1862.  Honorably  discharged  17  Novem- 
ber, 1865. 

Moffett,  Moali  W. 

Third  Assistant  Engineer,  17  December,  1862.  Appointment  revoked  16  Septem- 
ber, 1863. 

Moffett,  William  B. 

Mate,  22  June,  1863.  Honorably  discharged  26  July,  1865. 

Moffitt,  William  J. 

Acting  Third  Assistant  Engineer,  23  October,  1863.  Reduced  to  Fireman,  16 
July,  1864. 

Mogsaon,  John. 

Acting  Third  Assistant  Engineer,  20  August,  1863.  Honorably  discharged  20  Oc- 
tober, 1865. 

Moii%  John. 

Acting  Secon  Assistant  Engineer,  29  August,  1864.  Honorably ' discharged 
9 July,  1867. 

Mol  i ere,  Henry. 

Master,  1 August,  1812.  Cashiered  14  February,  1818. 

Moliere,  Eneas. 

. Master,  1 August,  1812.  Dismissed  6 March,  1813.  Master,  10  April,  1813.  Last 

. appearance  on  Records  of  Navy  Department,  1815.  Philadelphia. 

MoSlineanx,  James. 

Acting  Third  Assistant  Engineer,  9 September,  1862.  Resigned  26  May,  1865. 

Moloney,  Daniel. 

Mate,  11  January,  1864.  Honorably  discharged  4 November,  1865. 

Molony  Henry.  H. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Janu- 
ary, 1863.  First  Assistant  Engineer,  1 December,  1864.  Lost  at.  Sea,  on  the 
merchant  Steamer  “ Atlanta ,”  October,  1865. 

Molony  John. 

Mate,  13  August, "1863.  Acting  Ensign,  15  February,  1864.  Honorably  discharged 
21  September,  1865. 
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Molloy,  William  €. 

Mate.  Resigned  22  May,  1863. 

Monaghan,  F.  I>. 

Acting  Third  Assistant  Engineer,  1861.  Appointment  revoked  2 December,  1861. 

Monahon,  Henry  T. 

Midshipman,  25  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  18  April,  1878.  Lieutenant,  25  November,  1877. 

Monkhouse,  Howard. 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged  2 Oc- 
tober, 1865. 

Monroe,  Andrew  F. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
14  July,  1854. 

Monroe,  Janies. 

Acting  First  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  26  Feb- 
ruary, 1868. 

Monroe,  William  C. 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  29  October, 
1862.  Dismissed  26  April,  1869.  Dismissal  revoked  and  resignation  accepted 
1 March,  1871. 

Montague,  Janies  P. 

Mate,  12  January,  1863.  Acting  Ensign,  21  December,  1863.  Honorably  dis- 
charged 27  October,  1865. 

Montague,  William. 

Acting  Ensign  and  Pilot,  8 December,  1864.  Resigned  12  May,  1865. 

Monteith,  W.  L. 

Midshipman,  1 September,  1811.  Lieutenant,  9 December,  1814.  Died  16  Octo- 
ber, 1819. 

Montell,  F.  M. 

Acting  Ensign,  11  December,  1862.  Acting  Master,  recommendation  of  Com- 
manding Officer,  3 May,  1864.  Honorably  discharged  14  November,  1865. 

Montgomery,  A.  M. 

Assistant  Surgeon,  16  July,  1814.  Surgeon,  7 May,  1825.  Died  3 January,  1828. 

Montgomery,  John  B. 

Midshipman,  4 June,  1812.  Lieutenant,  1 April,  1818.  Commander,  9 December, 
1839.  Captain,  6 January,  1853.  Retired  list,  21  December,  1861:  Oommo-« 
dore  on  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July,  1866. 
Died  25  March,  1873. 

Montgomery,.  N.  L. 

Midshipman,  17  December,  1810.  Lieutenant,  9 December,  1814.  Died  at  Sea, 
30  July,  1824. 

Montgomery,  Samuel. 

Acting  Second  Assistant  Engineer,  22  October,  1862.  Dismissed  20  Decembei, 
1862. 

Montgomery,  W.  M. 

Midshipman,  21  December,  1837.  Passed  Midshipman,  29  June,  1843.  Drowned 
in  November,  1846. 

Montgomery,  William  J. 

Third  Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  29  October, 
1862.  First  Assistant  Engineer,  25  July,  1866.  Resigned  25  October,  1869. 

Montgomery,  William  S. 

Acting  Second  Assistant  Engineer,  28  February,  1862.  Resigned  5 June,  1863. 

Moody,  William. 

Mate,  4 February,  1862.  Acting  Ensign,  for  cool  and  gallant  conduct  under  hre 
of  enemy,  22  July,  1864.  Honorably  discharged  28  October,  1865.  Acting 
Ensign,  23  June,  1868.  Mustered  out  12  March,  1868. 


GENERAL  NAVY  REGISTER. 


505 


Mooney?  John. 

Midshipman,  13  December,  1881.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Drowned  8 June,  1855. 

Mooney,  John* 

Master,  23  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Wilmington,  N.  C. 

Mooney,  Thomas. 

Mate.  29  March,  1870.  Appointment  revoked  27  January,  1873. 

Moor,  Henry. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant,  22 
December,  1835.  Killed  by  explosion  of  boiler  21  March,  1858. 

Moore,  Alfred  F. 

Acting  Second  Assistant  Engineer,  5 March,  1864.  Appointment  revoked  (Sick,) 
16  July,  1864. 

Moore,  Andrew  JL. 

Chaplain,  1 July,  1809.  Purser,  17  September,  1811.  Last  appearance  on  Records 
Gf  Navy  Department. 

Moore,  Andrew  M. 

Assistant  fetfrgeon,  12  April,  4869. 

Moore,  Austin, 

Acting  Third  Assistant  Engineer,  31  May,  1864.  Honorably  discharged  29  June, 
1865. 

Moore,  Beniamin  I>. 

Midshipman,.  2 February,  1829.  Resigned  2 January,  1843. 

Moore,  Charles. 

Acting  Ensign,  8 April,  1863.  Honorably  discharged  9 December,  1865. 

Moore,  Charles. 

Midshipman,  5 February,  1800.  Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.  Dead. 

Moore,  Charles  B.  T. 

Midshipman,  28  September,  1869.  Graduated  31  May,  1873.  Ensign,  14  July, 
1874. 

Moore,  Charles  !>• 

Mate,  13  April,  1864.  Deserted  30  June,  1865. 

Moore,  Charles  F. 

Mate,  18  June,  1863  Acting  Ensign,  1 July,  1864.  Honorably  discharged  5 No- 
vember, 1865. 

Moore,  Charles  P. 

Mate,  2 May,  1862.  Appointment  revoked  24  November,  1862.  Mate,  4 August, 
1863.  Lost  at  Sea,  “ Bairibridge”  21  August,  1863. 

Moore,  Cornelius. 

Assistant  Surgeon,  26  May,  1824.  Dismissed  21  November,  1834. 

Moore,  I>e!aney 

Midshipman,  18  July,  1814.  Killed  at  Malione  in  1816. 

Moore,  Edward  K. 

Midshipman,  1 October,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  1 March,  1873. 

Moore,  Edwin  W. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
3 March,  1835.  Resigned  16  July,  1836 

Moore.  Fran  It  K. 

Acting  Assistant  Paymaster,  24  May,  1862.  Honorably  discharged  15  January, 
1867. 

Moore,  Qeorge  IS. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Acting  Second  Assistant  En- 
gineer, 12  June,  1865:  Honorably  discharged  20  November,  1867. 
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Moore,  Gilbert  H. 

Mate,  7 January,  1864.  Killed  in  action,  “ Stockadale ,”  16  May,  1864. 

Moore,  G.  Washington. 

Acting  Assistant  Paymaster,  8 October,  1861.  Dismissed  11  September,  1862. 

Moore,  Henry  T. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Resigned  14  June,  1862. 

Moore,  Henry  W. 

Mate,  19  January  1868.  Dismissed  81  March,  1863. 

Moore,  Henry  W. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Acting  Second  Assistant  En- 
gineer, 2 August,  1864.  Honorably  discharged  28  October,  1865. 

Moore,  Homer  J. 

Midshipman,  4 July,  1805.  Resigned  6 December,  1810. 

Moore,  James. 

Gunner,  30  June,  1799.  Last  appearance  on  Records  of  Navy  Department,  1 March, 
1808.  Gunner,  1 March,  1808.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 9 November,  1812.  , 

Moore,  James  I>.  # 4 

Mate,  25  July,  1863.  Acting  Ensign,  14  August,  1865.  Honorably  discharged 
8 November,  1868. 

Moore,  James  G. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged 
25  September,  1865. 

Moore,  James  M. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
5 April,  1852.  Lieutenant,  7 January,  1853.  Died  18  October,  1860. 

Moore,  John  I>. 

Mate,  25  February,  1864.  Honorably  discharged  1 November,  1865. 

Moore,  John  If. 

Midshipman,  29  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  15  February,  1873.  Lieutenant,  21  September,  1876. 

Moore,  John  M. 

Mate,  9 September,  1862.  Acting  Ensign,  3 November,  1864.  Honorably  dis- 
charged 11  May,  1865. 

Moore,  John  S. 

Acting  First  Assistant  Engineer,  3 September,  1863.  Honorably  discharged  3 Oc- 
tober, 1865. 

Moore,  John  White. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  25  June, 
1855.  First  Assistant  Engineer,  21  July,  1858.  Chief  Engineer,  5 August,  1861. 

Moore,  J.  W. 

Acting  Assistant  Surgeon,  29  May,  1861.  Resigned  28  November,  1862. 

Moore,  Lemuel  H. 

Acting  Third  Assistant  Engineer,  24  April,  1865.  Honorably  discharged  15  Feb- 
ruary, 1866. 

Moore,  Eewis  H. 

Acting  Ensign  March,  1865.  Resigned  8 November,  1865. 

Moore,  Nicholas  E. 

Mate,  11  August,  1864.  Resigned  25  April,  1865. 

Moore,  N.  T.  H. 

Assistant  Surgeon,  13  October,  1840.  Died  25  April,  1843. 

Moore,  Winchester  E. 

Acting  Third  Assistant  Engineer,  15  August,  1864.  Honorably  discharged  10  July, 
1865. 

Moore,  Oliver  G. 

Mate,  14  October,  1862.  Dismissed  19  March,  1864. 
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Moore,  Robert. 

Acting  First  Assistant  Engineer,  27  October,  1863.  Dismissed  1 November,  1863. 

Moore  Robert  IS. 

Mate,  11  October,  1864.  Resigned  25  May,  1865. 

Moore  Robert  S. 

Purser  13  September,  1841.  Died  3 April,  1845. 

Moore  Rycton  G. 

Midshipman,  2 February,  1829.  Dismissed  28  February,  1834. 

Moore,  $aimiel. 

Acting  Third  Assistant  Engineer,  24  January,  1865.  Honorably  discharged 
23  September,  1865. 

Moore  Thomas. 

Carpenter  4 March,  1806.  Died  27  August,  1807. 

Moore,  Thomas. 

Acting  Ensign,  31  December,  1862.  Acting  Master,  14  January,  1864.  Honorably 
discharged  16  November,  1865. 

Moore,  Thomas  M. 

Master,  29  June,  1812.  Resigned  1 November,  1814. 

Moore,  William  E. 

Acting  Second  Assistant  Engineer,  18  October,  1861.  Acting  First  Assistant 
Engineer,  6 November,  1863.  Resigned  29  March,  1865. 

Moore,  William  I. 

Midshipman,  14  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Moore,  W.  M.  A. 

Midshipman,  19  August,  1823.  Resigned  8 March,  1832. 

Moore,  William  Stnrtevasat. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 

1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer, 
2 June,  1869.  Passed  Assistant  Engineer,  11  June,  1876. 

Moore,  William  T. 

Acting  First  Assistant  Engineer,  5 August,  1864.  Dismissed  25  May,  1865. 

Mooretiead,  Joseph. 

Midshipman,  9 November,  1813.  Lieutenant,  18  January,  1825.  Commander, 
8 September,  1841.  Died  11  June,  1854. 

Moor eli ead-,  Joseph. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Dismissed 
15  February,  1840. 

Moores,  Frederick  W. 

Master,  not  in  line  of  promotion,  19  May,  1827.  Reserved  list,  14  September, 
1855.  Died,  22  July,  1869. 

Moores,  F.  W.,  Jr. 

Acting  Third  Assistant  Engineer,  14  J uly,  1863.  Honorably  discharged  26  March, 

1867. 

Moores,  John  W . 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Resigned  22  September, 
1841. 

Moores,  Robert  II. 

Acting  Ensign,  18  June,  1863.  Honorably  discharged  16  August,  1865. 

Moores,  William  J. 

Acting  Third  Assistant  Engineer,  15  July,  1864.  Honorably  discharged  19  Feb' 
ruary,  1867. 

Morales,  Joseph. 

Midshipman,  1 January,  1812.  Resigned  in  1818. 

Morales,  Manuel. 

Midshipman,  1 December  1809.  Dismissed  11  July,  1814. 
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Moran,  Charles. 

Mate,  7 October,  1864.  Honorably  discharged  2 October,  1865. 

Moran,  Charles. 

Acting  Gunner,  9 December,  1864.  Honorably  discharged  26  March,  1866. 

Moran,  Charles. 

Gunner,  7 February,  1870.  Died  7 February,  1873. 

Moran,  Charles. 

Gunner,  17  June,  1858.  Dismissed  22  May,  1861. 

Moran,  Edward. 

Acting  Third  Assistant  Engineer,  28  July,  1864.  Appointment  revoked  25  April, 
1865. 

Moran,  Edwin, 

Acting  Third  Assistant  Engineer,  22  August,  1863.  Resigned  23  September, 
1863. 

Moran,  James. 

Mate,  23  January,  1865.  Honorably  discharged  1 March,  1868. 

Moran,  John  M. 

Acting  Third  Assistant  Engineer,  3 March,  1864.  Honorably  discharged  17  Janu- 
ary, 1866. 

Moran,  William. 

Acting  Third  Assistant  Engineer,  20  November,  1862.  Honorably  discharged 
11  November,  1865. 

Morehead,  Joseph  W. 

Acting  Ensign,  24  January,  1863.  Acting  Master,  2 December,  1863.  Honorably 
discharged  12  September,  1865. 

Morehouse,  Alanson  J. 

Mate,  30  January,  1862.  Appointment  revoked  19  February,  1862.  Mate,  20  May, 
1862.  Died  9 April,  1864. 

Moreland,  Henry  G. 

Acting  Second  Assistant  Engineer,  19  September,  1864.  Honorably  discharged 
14  October,  1865. 

Morey,  Benjamin  F. 

Acting  First  Assistant  Engineer,  2 August,  1864.  Dismissed  12  November,  1864. 

Morey,  Frank  C. 

Acting  Third  Assistant  Engineer,  11  July,  1863.  Acting  Second  Assistant  En- 
gineer, 8 March,  1865.  Honorably  discharged  11  November,  1865. 

Morgan,  Albert  If. 

Mate,  25  February,  1864.  Appointment  revoked  17  October,  1864. 

Morgan,  Benjamin. 

Midshipman,  2 November,  1835.  Resigned  1 September,  1837. 

Morgan,  Charles  J. 

Acting  Third  Assistant  Engineer,  17  August,  1863.  Appointment  revoked  (Sick,) 
25  November,  1864.  Acting  Third  Assistant  Engineer,  29  January,- 1867.  Mus- 
tered out  2 February,  i869. 

Morgan,  Charles  O, 

Acting  Third  Assistant  Engineer,  19  March,  1862.  Acting  Second  Assistant 
Engineer,  17  June,  1863.  Acting  First  Assistant  Engineer,  i4  September,  1864. 
Dismissed  26  January,  1865. 

Morgan,  Charles  W. 

Mate,  23  June,  1864.  Resigned  27  August,  1864.  Mate,  21  March,  1866.  Dis 
charged  1 February,  1868. 

Morgan,  Charles  W. 

Midshipman,  1 January,  1808.  Lieutenant,  3 March,  1813.  Commander,  15  April, 
1820.  Captain,  21  February,  1831.  Died  5 January,  1853. 

Morgan,  Cyrus  B. 

Third  Assistant  Engineer,  17  December,  1861.  Resigned  2 April,  1864. 
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Morgan,  Bavid  15. 

Midshipman,  1 February,  1827.  Resigned  25  March,  1833. 

Morgan,  Edmund. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  3 March,  1864.  Honorably  dis- 
charged 21  September,  1865. 

Morgan,  Edward. 

Acting  Master,  1 October,  1862.  Acting  Volunteer  Lieutenant,  5 August,  1863. 
Honorably  discharged  4 November,  1865. 

Morgan,  CSeorge  E. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Died  6 January,  1856. 

Morgan,  James. 

Gunner,  2 November,  1798.  Last  appearance  on  Records  of  Navy  Department,  11 
December,  1798. 

Morgan,  John  15. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Dismissed  16  April,  1863. 

Morgan,  Joseph. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Resigned  5 January,  1866. 

Morgan,  Mordecai. 

Assistant  Surgeon,  28  December,  1818.  Surgeon,  10  Julv,  1824.  Died  22  Julv, 
1841. 

Morgan,  Nathaniel  S. 

Mate,  16  November,  1861.  Acting  Master,  11  June,  1862.  Acting  Volunteer 
Lieutenant,  5 April,  1865.  Deserted  4 September,  1866. 

Morgan,  Paul. 

Mate,  1 October,  1862.  Acting  Ensign,  10  March,  1864.  Honorably  discharged 
5 August,  1866. 

Morgan,  Peleg  W. 

Mate,  4 April,  1862.  Acting  Ensign,  1 September,  1863.  Died  14  July,  1865. 

Morgan,  Bichard. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Resigned  1 July,  1865- 

Morgan,  Thomas. 

Acting  Ensign,  2 May,  1864.  Honorably  discharged  15  July,  1865. 

Morgan,  Van  13- 

Midshipman,  8 December,  1836.  Passed  Midshipman,  1 July,  1842.  Master, 
25  March,  1849.  Lieutenant,  26  October,  1849  Reserved  list,  13  September, 
1855.  Lieutenant  on  Active  list,  26  October,  1849.  Dismissed  28  June,  1861. 

Morgan,  William  A. 

Mate,  8 May,  1862.  Acting  Ensign,  2 June,  1863.  Acting  Master,  27  October, 
1864.  Honorably  discharged  4 January,  1866.  Acting  Master,  13  April,  1866. 
Ensign,  12  March,  1868.  Master,  18  December,4 - 1868.  Lieutenant,  21  March, 
1870. 

Mark,  James. 

Master,  14  July,  1812.  Lieutenant,  27  April,  1816.  Resigned  31  July,  1818. 

Motley,  B. 

Acting  Master,  17  May,  1861.  Resigned  17  October,  1861. 

Morley,  Gideon  M. 

Acting  Second  Assistant  Engineer,  6 June,  1864.  Appointment  revoked  (Sick.) 
24  August,  1864. 

Moron g,  John  CL 

Acting  Ensign,  1 April,  1863.  Acting  Master,  1 June,  1864.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1S70. 

Morrell,  Henry. 

Midshipman,  30  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
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Morrell,  James. 

Sailmaker,  12  July,  1800.  Discharged  8 May,  1801. 

Morrell,  Joseph. 

Gunner,  28  March,  1814.  Resigned  31  May,  1815. 

Morrell,  Moses. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Frigate,  “ President” 

Morrell,  Robert. 

Surgeon,  31  May,  1810.  Last  appearance  on  Records  of  Navy  Department,  1815. 
New  Orleans. 

Morrell,  William. 

Midshipman,  11  May,  1798.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Morrill,  Ferdinand  G. 

Acting  Ensign,  1 October,  1864.  Honorably  discharged  16  September,  1866. 

Morrill,  Richard. 

Gunner,  1 September,  1802.  Killed  by  accident  in  the  Mediterranean. 

Morrill,  S.  J. 

Master,  7 July,  1812.  Discharged  7 May,  1813. 

Morris,  Benjamin  F. 

Mate,  27  May,  1862.  Resigned  15  December,  1863.  Acting  Ensign,  28  January, 
1864.  Honorably  discharged  27  May,  1866. 

Morris,  Charles. 

Purser,  4 February,  1799.  Discharged  18  November,  1801,  under  ^eace  Establish- 
ment Act. 

Morris,  Charles. 

Mate,  18  September,  1863.  Died  25  September,  1863. 

Morris,  Charles. 

Midshipman,  1 July,  1799.  Lieutenant,  28  January,  1807.  Captain,  March, 
1813.  Died  27  January,  1856. 

Morris,  Charles  Maningault. 

Midshipman,  12  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
26  March,  1851.  Lieutenant,  13  October,  1851.  Resigned  29  January,  1861. 

Morris,  Charles  V. 

Master,  not  in  line  of  promotion,  19  July,  1842.  Reserved  list,  14  September,  1855. 

Morris,  Charles  V. 

Midshipman,  1 January,  1818.  Resigned  20  October,  1827. 

Morris,  Charles  W. 

Midshipman,  12  September,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
25  February,  1841.  Died  of  wounds  received  in  action  1 November,  1846. 

Morris,  I>avid. 

Acting  Third  Assistant  Engineer,  8 September,  1863.  Acting  Second  Assistant 
Engineer,  28  September,  1864.  Honorably  discharged  14  December,  1865. 

Morris,  Francis. 

Acting  Midshipman,  27  September,  1860.  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Morris,  Frank  B. 

Mate,  18  October,  1864.  Resigned  30  May,  1865. 

Morris,  George  II. 

Midshipman,  14  August,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  * 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Died  15  August,  1875. 

Morris,  II.  A.  II. 

Midshipman,  1 January,  1817.  Cashiered  22  December,  1827. 
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Morris,  Henry  W. 

Midshipman,  21  August,  1819.  Lieutenant,  17  May,  1828.  Commander,  12  Octo- 
ber, 1849.  Captain,  27  December,  1856.  Commodore,  16  July,  1862.  Died 
14  August,  1863. 

Morris,  Isaac  N. 

Midshipman,  7 July,  1836.  Passed  Midshipman,  1 July,  1842.  Died  4 January, 
1848. 

Morris,  Isaac  T. 

Acting  Midshipman,  20  September,  1860.  Graduated  June,  1866.  Died 
25  December,  1866. 

Morris,  Jacob. 

Master,  date  not  known.  Resigned  10  December,  1824. 

Morris,  James. 

Acting  Third  Assistant  Engineer,  13  July,  1864.  Appointment  revoked  5 June, 
1865. 

Morris,  James. 

Carpenter,  28  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Morris,  James  !L. 

Midshipman,  9 June,  1811.  Lieutenant,  27  April,  1816.  Resigned  10  September, 
1827. 

Morris,  John. 

Boatswain,  28  October,  1828.  Retired  list,  21  December,  1861.  Died  13  January, 
1875. 

Morris,  John. 

Acting  Second  Assistant  Engineer,  6 August,  1864.  Deserted  Sejttember,  1864. 

Morris,  Julius  R. 

Acting  Assistant  Paymaster,  31  December,  1862.  Resigned  (Sick,)  20  March, 
1865. 

Morris,  Miles  II. 

Purser,  3 January,  1858.  Dismissed  1 June,  1861. 

Morris,  Noadiah. 

Chaplain,  5 July,  1803.  Purser,  10  December,  1803.  Last  appearance  on  Records 
of  Navy  Department,  4 October,  1806.  Dead. 

Morris,  Ricliard  H. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Died  5 November, 

1837. 

Morris,  Ricliard  V. 

Captain,  8 June,  1798.  Dismissed  14  May,  1804. 

Morris,  Robert. 

Acting  Ensign,  3 March,  1864.  Honorably  discharged  19  November,  1865. 

Morris,  Robert  S. 

Midshipman,  28  December,  1837.  Died  18  November,  1839. 

Morris,  Watson. 

Boatswain,  date  not  known.  Discharged  in  1818. 

Morris,  William. 

Mate,  3 November,  1862.  Honorably  discharged  21  June,  1864. 

Morris,  William  G. 

Mate,  20  January,  1862.  Acting  Ensign,  2 April,  1863.  Acting  Master,  13  May, 
1863.  Honorably  discharged  14  April,  1868. 

Morris,  William  H. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  En- 
gineer, 17  February,  1863.  Acting  First  Assistant  Engineer,  18  April,  1864. 
Honorably  discharged  7 March,  1866. 

Morrisey,  John,  Jr. 

Acting  Ensign,  28  March,  1864.  Honorably  discharged  16  September,  1865. 


512 


GENERAL  NAVY  REGISTER. 


Morrison,  E.  I>. 

Assistant  Surgeon,  24  July,  1813.  Dismissed  16  February,  1818. 

Morrison,  George  F. 

Midshipman,  5 November,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant-Commander  on  Reserved  list.  Master,  on  Re- 
tired list  from  15  March,  1877. 

Morrison,  George  II. 

Acting  Third  Assistant  Engineer,  28  May,  1864.  Honorably  discharged  27  Sep- 
tember, 1865. 

Morrison,  Guy. 

Mate,  1 June,  1863.  Resigned  27  January,  1864. 

Morrison,  Henry. 

Midshipman,  1 March,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Morrison,  James. 

Midshipman,  20  June,  1806.  Resigned  11  November,  1809. 

Morrison,  Janies  M.# 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer  3 October, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Dropped  7 December,  1872. 

Morrison,  Jesse  €. 

Carpenter,  25  April,  1842.  Died  16  April,  1846. 

Morrison,  .1.  I>. 

Midshipman,  8 March,  1832.  Resigned  31  December,  1839. 

Morrison,  Robert  R. 

Acting  Third  Assistant  Engineer*  7 April,  1862.  Acting  Second  Assistant  Engi- 
neer, 17  October,  1863.  Honorab?y  discharged  28  October,  1865.  Acting  Second 
Assistant ‘Engineer,  21  August,  1866.  Mustered  out  14  May,  1868. 

Morrison,  Samuel. 

Gunner,  4 March,  1823.  Died  31  August,  1823. 

Morrow,  James. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Resigned  10  December,  1861. 

Morrow,  L.  G. 

Acting  Assistant  Paymaster,  19  January,  1865.  Honorably  discharged  7 October, 
1865. 

Morrow,  Richard  P. 

Acting  First  Assistant  Engineer,  18  March,  1864.  Honorably  discharged  6 No- 
vember, 1865. 

Morse,  Edmund  L. 

Acting  Second  Assistant  Engineer,  16  March,  1864.  Appointment  revoked  (Sick,) 
3 December,  1864. 

Morse,  Edward  A. 

Mate,  4 January,  1864.  Honorably  discharged  14  October,  1865. 

Morse,  Esrom. 

Mate,  24  October,  1862.  Resigned  2 March,  1863. 

Morse,  I>e  Witt  C. 

Mate,  25  January,  1864.  Died  at  Mound  City,  111.,  11  December,  1864. 

Morse,  F ran  hi  i si  A. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Honorably  discharged 
7 November,  1865. 

Morse,  George  F. 

Acting  Ensign,  11  October,  1862.  Honorably  discharged  16  September,  1865. 

Morse,  Jerome  E. 

Midshipman,  13  October,  1862.  Graduated  June,  1866,  Ensign,  12  March,  18C8. 
Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Retired  22  July,  1874. 

Morse,  John. 

Acting  Third  Assistant  Engineer,  21  June,  1862.  Resigned  8 May,  1863. 
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Morse,  John  O. 

Acting  Ensign,  7 October,  1862.  Acting  Master,  18  June,  1864.  Dismissed  17  Oc- 
tober, 1864. 

Morse,  Joseph  T. 

Mate,  30  November,  1863.  Appointment  revoked  (Sick,)  11  February,  1864. 

Morse,  !La  Hoy  F. 

Acting  Assistant  Surgeon,  14  November,  1863.  Honorably  discharged  7 Decem- 
ber, 1865. 

Morse,  IL.  B.  M. 

Midshipman,  10  May,  1820.  Resigned  17  October,  1820. 

Morse,  Theodore  S. 

Mate,  3 May,  1864.  Honorably  discharged  13  November,  1865. 

Morse,  William  H. 

Master’s  Mate,  1 July,  1839.  Second  Master,  3 March,  1849.  Resigned  25  May, 
1859. 

Morse,  William  H. 

Mate,  6 June,  1862.  Honorably  discharged  8 December,  1865. 

Morson,  Hugh. 

Assistant  Surgeon,  4 April,  1831.  Passed  Assistant  Surgeon,  1 August,  1837. 
Resigned  6 September,  1837.  Assistant  Surgeon,  8 September,  1841.  Resigned 
8 December,  1843. 

Mortimer,  George. 

Acting  Third  Assistant  Engineer,  18  July,  1864.  Honorably  discharged  9 August, 
1865. 

Mortimer,  George  17. 

Acting  Second  Assistant  Engineer,  13  November,  1863.  Dismissed  13  June,  1864. 

Mortimer,  William. 

Acting  Gunner,  18  April,  1863.  Appointment  revoked  30  November,  1864. 

Morton,  Francis  I®. 

Acting  Assistant  Paymaster,  11  April,  1863.  Mustered  out  14  December,  1865 

Morton,  Francis  T. 

Acting  Assistant  Paymaster,  4 June,  1862.  Resigned  29  September,  1862. 

Morton,  George  W. 

Acting  Assistant  Paymaster,  25  September,  1861.  Mustered  out  7 July,  1867. 

Morton,  Gilbert. 

Acting  Gunner,  1 October,  1862.  Promoted  Acting  Master,  6 October,  1863. 
Honorably  discharged  12  October,  1865.  Acting  Master,  30  May,  1867.  Ensign, 
12  March,  1868.  Retired  list,  14  February,  1874. 

Morton,  Henry  B. 

Acting  Ensign,  3 March,  1865.  Honorably  discharged  13  June,  1865. 

Morton,  Jo  Ian  W. 

Acting  Third  Assistant  Engineer,  21  March,  1864.  Honorably  discharged  9 Janu- 
ary, 1866. 

Morton,  Joseph  B. 

Mate,  22  April,  1863.  Resigned  23  November,  1864. 

Morton,  Joseph  G. 

Acting  Assistant  Paymaster,  19  November,  1864.  Honorably  discharged  18  Oc- 
tober, 1865. 

Morton,  Pliny. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1815.  Frigate  “ United  States.'1'1 

Morton,  Thomas  If. 

Acting  Master,  26  December,  1861.  Resigned  29  May,  1862. 

Morton,  William  B. 

Mate,  15  October,  1861.  Dismissed  11  April,  1862.  Mate,  24  April,  1862.  Re- 
signed 15  July,  1862 
33 
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Mory,  Joseph. 

Carpenter,  1 August,  1800.  Last  appearance  on  Records  of  Navy  Department 

Moseley,  James  C. 

Acting  Midshipman,  20  May,  1852.  Midshipman,  1 October-,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lost  in  the  “ Levant 
18  September,  1860. 

Moseley,  Joseph. 

Acting  Master,  29  October,  1861.  Resigned  (Sick,)  21  May,  1862. 

Moseley,  Joseph. 

Acting  Ensign,  8 November,  1862.  Appointment  revoked  (Sick,)  6 December, 
1862. 

Moseley,  Samuel. 

Assistant  Surgeon,  17  August,  1826.  Surgeon,  4 April,  1831.  Resigned  18  April, 
1852. 

Moser,  Henry. 

Mate,  24  March,  1863.  Appointment  revoked  15  April,  1863. 

Moser,  Jefferson  F. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  19  August,  1872. 

Moses,  Alexander. 

Mate,  20  July,  1863.  Resigned  7 August,  1865. 

Moses,  C.  Fee. 

Acting  Master,  22  January,  1862'.  Resigned  18  August,  1863. 

Moses,  Edward. 

Acting  Master,  17  May,  1862.  Died  18  May,  1864. 

Moses,  Jakes  If. 

Acting  Assistant  Surgeon,  19  February,  1864.  Honorably  discharged  10  October, 
1865. 

Moses,  Leonard. 

Carpenter,  6 July,  1850.  Died  20  August,  1857. 

Moses,  Philip. 

Midshipman,  17  May,  1800.  Discharged  29  April,  1801,  under  Peace  Establish- 
ment Act. 

Moslier,  Charles  K. 

Third  Assistant  Engineer,  20  May,  1863.  Resigned  3 March,  1866. 

Mosher,  William. 

Mate,  15  July,  1864.  Resigned  31  October,  1868. 

Mosher,  William. 

Midshipman,  7 March,  1814.  Resigned  27  April,  1815. 

Moshier,  William. 

Boatswain,  2 April,  1803.  Discharged  8 August,  1803. 

Mosier,  Edward  T. 

Mate,  9 January,  1864.  Honorably  discharged  13  September,  1867. 

Moslander,  William. 

Acting  Master,  27  December,  1861.  Honorably  discharged  31  October,  1865. 

Mosman,  15.  Frank. 

Acting  Master,  3 July,  1861.  Resigned  7 November,  1862. 

Moss,  Charles  B. 

Chief  Engineer,  29  May,  1844.  Dropped  30  January,  1846. 

Moss,  Jasper  H. 

Mate,  15  September,  1864.  Honorably  discharged  15  July,  1865. 

Moss,  Joseph. 

Mate,  20  December,  1861.  Acting  Ensign,  15  September,  1863.  Dead. 

Moss,  Michael. 

Acting  Third  Assistant  Engineer,  9 October,  1861.  Resigned  21  November, 
1861. 
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llossington,  Walter. 

Acting  Third  Assistant  Engineer,  16  July,  1863.  Honorably  discharged  19  Novem 
ber,  1865. 

Motley,  A. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815  Portland,  Massachusetts. 

Mott,  George  B. 

Acting  Ensign,  1 April,  1863.  Honorably  discharged  17  August,  1865. 

Mott,  John. 

Lieutenant,  9 February,  1805.  Resigned  6 February,  1806. 

Mott,  William  II. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Acting  Second  Assistant  En- 
gineer, 2 June,  1865.  Honorably  discharged  11  December,  1865. 

Mott,'  William  II. 

Mate,  12  February,  1864.  Honorably  discharged  21  November,  1866. 

Mott,  William  II. 

Midshipman,  7 August,  1812.  Lieutenant,  1 April,  1818.  Died  4 July,  1824. 

Mott,  William  H. 

Midshipman,  1 January,  1812.  Dismissed'7  July,  1812. 

Mott,  William  H. 

Mate,  9 July,  1862.  Honorably  discharged  21  November,  1866. 

Motto,  William  S. 

Midshipman,  2 March,  1799.  Resigned  22  September,  1799. 

Morale,  Joint  J. 

Acting  Ensign,  28  January,  1864.  Honorably  discharged  22  October,  1865. 

Mount,  Edward. 

Master,  28  June,  1815.  Last  appearance  on  Records  of  Navy  Department. 

Mountain,  J.  M. 

Midshipman,  16  January,  1809.  Resigned  19  December,  1809. 

Mo  watt,  James. 

Acting  First  Assistant  Engineer,  15  November,  1861.  Resigned  1 August,  1862. 

Mowbray,  William. 

Gunner,  17  September,  1861.  Resigned  19  July,  1865. 

Mower,  Henry  M. 

Midshipman,  1 March,  1825.  Died  in  April,  1828. 

Mowson,  Bober t. 

Mate,  25  January,  1865.  Deserted  23  March,  1867. 

Mo x ley,  Caleb  H. 

Acting  Third  Assistant  Engineer,  28  March,  1864.  Honorably  discharged  28  Oc- 
tober, 1865. 

Moxley,  Henry. 

Acting  Third  Assistant  Engineer,  29  December,  1863.  Honorably  discharged 
9 December,  1865. 

Moxon,  Henry  C. 

Acting  Chief  Engineer,  4 February,  1863.  Died  3 August,  1863. 

Moyer,  Joseph. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  12  October,  1865. 

Moyle,  Samuel. 

Acting  Third  Assistant  Engineer,  28  March.  1865.  Honorably  discharged 
17  March,  1866. 

Moyles,  Henry. 

Acting  Second  Assistant  Engineer,  21  October,  1862.  Acting  First  Assistant  En« 
gineer,  22  March,  1865.  Honorably  discharged  26  November,  1865. 

Mti  cli,  George  W. 

Assistant  Naval  Constructor,  17  May,  1866.  Naval  Constructor,  15  April,  1871. 
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Madge,  William  €. 

Mate,  26  May,  1864.  Honorably  discharged  25  October,  .1865. 

Maliatha,  Robert. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  28  No- 
vember, 1865. 

Muhlenbnrg,  I*.,  Jr. 

Midshipman,  20  June,  1806.  Resigned  2 May,  1808. 

Muir,  Robert. 

Acting  Third  Assistant  Engineer,  24  January,  1865.  Honorably  discharged 
15  September,  1868. 

Muir,  Walter. 

Acting  Ensign,  1 October,  1862.  Resigned  10  April,  1865. 

Mu  lea  re,  Michael. 

Acting  Third  Assistant  Engineer,  28  January,  1863.  Honorably  discharged 
12  July,  1865. 

Mnldani*,  Alouz©  W. 

Acting  Master,  18  October,  1861.  Acting  Volunteer  Lieutenant,  24  May,  1864. 
Honorably  discharged  19  November,  1866.  Acting  Master,  23  April,  1867. 
Lieutenant,  12  March,  1868.  Lieutenant-Commander,  18  December,  1868. 
Lost  on  “ Oneida ,”  Yokohama,  Japan,  24  January,  1870. 

Mulford,  A.  B. 

Acting  Master,  26  August,  1861.  Honorably  discharged  10  November,  1868. 

Mulford,  Ezekiel. 

Midshipman,  1 February,  1826.  Resigned  7 June,  1830. 

Mulford,  James  H.,  Jr. 

Passed  Assistant  Paymaster,  23  July,  1866.  Resigned  26  November,  1866. 

Mulford,  Joseph  W. 

Acting  Ensign,  12  July,  1864.  Honorably  discharged  6 December,  1865. 

Mulford,  Richard. 

Master’s  Mate,  date  not  known.  Master,  3 July,  1813.'  Last  ajupearance  on 
Records  of  Navy  Department,  1815.  New  York. 

Mulholland,  John. 

Acting  Third  Assistant  Engineer,  13  September,  1862.  Dismissed  21  April,  1863. 

Mull,  Alexander  M. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Died  19  July,  1830. 

Mull,  Jacob. 

Master,  13  February,  1809.  Struck  off  4 May,  1825.  Master,  5 August,  1825. 
Died  29  January,  1851. 

Mull,  Thomas  A. 

Midshipman,  1 December,  1824.  Passed  Midshipman,  28  April,  1832.  Dismissed 
12  March,  1838. 

Muliahau,  Thomas. 

Acting  Second  Assistant  Engineer,  27  February,  1863.  Dead. 

Mullan,  Remits  W. 

Acting  Midshipman,  21  September,  1860.  Ensign,  1 October,  1863.  Master,  10 
May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12  March 
1868. 

Mullan,  Horace  E. 

Acting  Midshipman,  25  September,  1857.  Midshipman,  1 June,  1861.  Acting 
Master,  23  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Com- 
mander, 25  July,  1866.  Dropped  18  August,  1876.  Restored  to  original  posi- 
tion as  Lieutenant-Commander,  16  July,  1878.  Commander,  8 February,  1879. 

Mull  any,  J.  R.  Madison. 

Midshipman,  7 January,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
28  February,  1844.  Commander,  18  October,  1861.  Captain,  25  July,  1866. 
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Commodore,  15  August,  1870.  Rear-Admiral,  5 June,  1874.  Retired  list, 
26  October,  1879. 

Mullen,  Anthony  T.  JE. 

Third  Assistant  Engineer,  12  August,  1861.  Second  Assistant  Engineer,  21  April, 

1863.  First  Assistant  Engineer,  25  January,  1865.  Died  20  September,  1877. 

Mullen,  ,1.  W. 

Mate,  10  September,  1864.  Resigned  15  May,  1865. 

Mullen,  William. 

Acting  Ensign,  16  March,  1865.  Honorably  discharged  27  August,  1865. 

Mullen,  William  M. 

Mate,  30  August,  1864.  Honorably  discharged  6 November,  18G5. 

Mulligan,  Barry  $>. 

Acting  Third  Assistant  Engineer,  18  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 18  October,  1862.  Resigned  17  September,  1863.  Acting  Third  Assistant 
Engineer,  8 August,  1864.  Honorably  discharged  1 December,  1865. 

Mulligan,  ISi  chard  T. 

Midshipman,  5 June,  1871.  Graduated  20  June,  1876.  Ensign,  2 January,  1880. 

Mullins,  John. 

Acting  Master  and  Pilot,  9 January,  1865.  Honorably  discharged  11  October, 
1865. 

Mullowny,  Edward. 

Midsliipmah,  21  June,  1839.  Last  appearance  on  Records  of  Navy  Department, 
19  September,  1840. 

Mullowny,  John. 

Lieutenant,  9 March,  1798.  Discharged  26  September,  1801,  under  Peace  Estab- 
lishment Act. 

Mulready,  John. 

Acting  Third  Assistant  Engineer,  24  July,  1863.  Acting  Second  Assistant  En- 
ineer,  10  May,  1865.  Honorably  discharged  26  February,  1868 

Mulready,  Robert. 

Acting  Third  Assistant  Engineer,  12  November,  1862.  Acting  Second  Assistant 
Engineer,  22  February,  1864.  Acting  First  Assistant  Engineer,  30  November, 

1864.  Honorably  discharged  1 December,  1865. 

Mumford,  William. 

Purser,  13  November,  1799.  Discharged  10  September,  1801,  under  Peace  Estab- 
lishment Act. 

Mun,  Hugh  J. 

Midshipman,  10  May,  1820.  Died  28  May,  1821. 

Munee,  Thomas  Q. 

Acting  Midshipman,  22  September,  1857.  Resigned  10  March,  1860. 

Muncy,  Milton  R. 

Mate,  8 December,  1862.  Acting  Ensign,  11  June,  1863.  Acting  Master, 
25  March,  1865.  Honorably  discharged  12  December,  1865. 

Mundy,  George. 

Acting  Ensign,  1 October,  1862.  Resigned  24  April,  1863. 

Mundy,  George. 

Acting  Master,  14  August,  1861.  Acting  Volunteer  Lieutenant,  18  March,  1864. 
Honorably  discharged  16  December,  1865. 

Munger,  John  A. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Acting  Second  Assistant 
Engineer,  19  December,  1862.  Resigned  23  May,  1863. 

lunn,  Janies  P. 

Acting  Ensign,  Admiral  Stribling’s  Staff,  23  September,  1864.  Honorably  dis- 
charged 13  January,  1866. 

lunn,  Samuel  ID. 

Midshipman,  27  August,  1823.  Passed  Midshipman, 23  March,  1829.  Lieutenant, 
31  December,  1833.  Died  23  November,  1854. 
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Mnnro,  Richard  A. 

Boatswain,  25  July,  1826.  Died  27  March,  1832. 

Mun  roe,  Ren  jam  in  F. 

Acting  Assistant  Paymaster,  7 September,  1863.  Mustered  out  27  August,  1865. 

Monroe,  Frank  II. 

Mate,  27  July,  1863.  Honorably  discharged  16  August,  1865. 

Monroe,  John. 

Boatswain,  14  January,  1840.  Resigned  9 August,  1852. 

Monroe,  John. 

Acting  Third  Assistant  Engineer,  1 February,  1863.  Died  9 September,  1863. 

Monroe,  Joseph  W. 

Acting  Ensign,  1 July,  1864.  Honorably  discharged  16  November,  1865. 

Monroe,  William  H. 

Mate,  14  April,  1862.  Resigned  6 October,  1863. 

Monroe,  Willis  F. 

Acting  Master,  17  September,  1861.  Died  from  wounds  received  in  Battle  of 
Galveston,  1 February,  1863. 

Mob? son,  Charles  A.,  Jr. 

Mate,  16  April,  1863.  Resigned  23  June,  1863. 

Mon  son,  James. 

Acting  Second  Assistant  Engineer,  9 June,  1863.  Dismissed  7 October,  1863. 

Murdaugh,  James. 

Assistant  Surgeon,  13  July,  1799.  Permitted  to  retire  27  May,  1801. 

Mordangh,  William  II. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  21  April, 
1861. 

Murdoch,  James. 

Lieutenant,  15  November,  1799.  Discharged  14  April,  1801,  under  Peace  Estab- 
lishment Act. 

Murdoch,  James  W. 

Lieutenant,  9 August,  1804.  Out  of  service  25  June,  1806. 

Murdoch,  Joseph. 

Midshipman,  14  November,  1798.  Last  appearance  on  Records  ol  Navy  Depart- 
ment, 16  July,  1801. 

Murdoch,  Joseph  IS. 

Midshipman,  26  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  2 February,  1874.  Lieutenant,  10  March,  1880. 

Morphy,  Benjamin  R. 

Acting  Carpenter,  12  May,  1869.  Appointment  revoked  7 June,  1872. 

Morphy,  Charles  J. 

Mate,  2 November,  1864.  In  service. 

Morphy,  Daniel. 

Second  Assistant  Engineer,  12  November,  1842.  Resigned  25  November,  1848. 
Morphy,  Daniel  S. 

Acting  Master,  18  December,  1861.  Honorably  discharged  31  October,  1865. 

Morphy,  Henry. 

Sailmaker,  1 August,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Brig  “Argus.” 

Mnrpliy,  Jeremiah. 

Mate,  8 January,  1862.  Appointment  revoked  (Sick,)  26  February,  1864. 

Morphy,  J.  C. 

Mate,  17  July,  1861.  Acting  Ensign,  20  April,  1863.  Honorably  discharged 
4 October,  1865. 
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Murphy 9 John  I>. 

Assistant  Surgeon,  24  January,  1862.  Died  26  October,  1867. 

Murphy,  John  M. 

Midshipman,  18  February,  1841.  Resigned  17  December,  1846. 

Murphy,  John  M. 

Midshipman,  18  February,  1841.  Passed  Midshipman,  10  August,  1847.  Re- 
signed 10  May,  1852.  Acting  Lieutenant,  4 December,  1862.  Resigned  30  July, 

1864. 

Murphy,  Michael. 

Acting  Ensign,  20  April,  1864.  Honorably  discharged  20  August,  1865. 

Murphy,  Monroe. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.  Resigned  6 December,  1865. 

Murphy,  Patrick. 

Acting  Ensign,  12  December,  1862.  Resigned  22  April,  1863. 

Murphy,  Patrick  J. 

Acting  Third  Assistant  Engineer,  11  January,  1864.  Honorably  discharged 
10  July,  1866. 

Murphy,  Peter  II. 

Midshipman,  12  May,  1834.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
29  May,  1846.  Dismissed  21  April,  1861. 

Murphy,  M.  B.  I£. 

Acting  Master  and  Pilot,  15  June,  1865.  Honorably  discharged  30  September, 

1865. 

Murphy,  Samuel  W. 

Acting  Third  Assistant  Engineer,  8 February,  1865.  Honorably  discharged 
12  September,  1865. 

Murphy,  William  I£. 

Midshipman,  8 February,  1847.  Appointment  revoked  2 May,  1848. 

Murray,  Albert  S. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jan- 
uary, 1863.  Killed  on  the  “ Chenango 15  April,  1864. 

Murray,  Alexander. 

Midshipman,  22  August,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
23  March,  1847.  Lieutenant,  12  August,  1847.  Reserved  list,  13  September, 
1855.  Lieutenant  on  Active  list,  12  August,  1847.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore,  19  June,  1871.  Rear-Admiral,  26  April, 
1876.  Retired  list,  30  April,  1878. 

Murray,  Alexander. 

Captain,  1 July,  1798.  Died  6 October,  1821. 

Murray,  Alexander  M. 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Deparrment, 
6 March,  1822.  Dead. 

Murray,  Charles. 

Purser,  31  March,  1843.  Retired  list,  6 January,  1864.  Pay  Director.  Retired 
3 March,  1871.  Died  7 June,  1872. 

Murray,  Charles. 

Mate,  11  June,  1863.  Honorably  discharged  12  December,  1865. 

Murray,  Mantel. 

Midshipman,  13  July,  1799.  Lieutenant,  26  January,  1807.  Resigned  29  October, 

1811. 

Murray,  F.  Key. 

Midshipman,  29  April,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  4 No- 
vember, 1848.  Lieutenant,  24  July,  1849.  Commander,  16  July,  1862.  Retired 
list  8 June,  1867.  Captain  on  Retired  list,  22  June,  1867.  Died  11  July, 
1868. 
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Murray,  George. 

Midshipman,  15  November,  1809.  Resigned  26  March,  1811. 

Murray,  George. 

Midshipman,  6 January,  1809.  Resigned  18  December,  1809. 

Murray,  George  J. 

Acting  Master,  24  March,  1862.  Appointment  revoked  3 June,  1863. 

Murray,  Jacob  M. 

Third  Assistant  Engineer,  23  June,  1803.  Resigned  13  May,  1865. 

Murray,  James  1>. 

Purser,  3 June,  1858.  Pay  Inspector,  3 March,  1871.  Pay  Director,  25  September. 
1875. 

Murray,  James  M. 

Assistant  Surgeon,  29  December,  1877. 

Murray,  Job  si. 

Acting  Gunner,  19  March,  1864.  Honorably  discharged  21  January,  1866. 

Murray,  Robert  E. 

Acting  Third  Assistant  Engineer,  27  May,  1864.  Honorably  discharged  29  July, 
1866.  Acting  Third  Assistant  Engineer,  3 December,  1866.  Mustered  out 
9 December,  1867. 

Murray,  Thomas  X. 

Acting  Assistant  Paymaster,  18  September,  1862.  Mustered  out  18  August,  1865. 

Murray,  William  I>. 

Acting  Ensign,  13  September,  1864.  Honorably  discharged  31  July,  1865. 

Muse,  John. 

Purser,  16  April,  1799.  Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 

Muse,  John  B. 

Midshipman,  1 April,  1828.  Resigned  3 June,  1828. 

Muse,  Eewis  §. 

Midshipman,  11  December,  1809.  Resigned  10  December,  1810. 

Muse,  Thomas  E. 

Midshipman,  30  September,  1869.  Graduated  31  May,  1873,  Ensign,  16  July, 
1874.  Died  9 December,  1877. 

Muse,  William  B. 

Midshipman,  1 July,  1836.  Passed  Midshipman,  1 July,  1842.  Lieutenant, 
2 June,  1850.  Resigned  9 June,  1852. 

Muse,  William  T. 

Midshipman,  1 June,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
29  December,  1840.  Commander,  14  September,  1855.  Dismissed  2 April,  1861. 

Musgrave,  Edward  G. 

Acting  Assistant  Paymaster,  5 August,  1863.  Resigned  (Sick,)  6 September,  1864. 

Musgrave,  William, 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  1 July,  1861. 
First  Assistant  Engineer,  20  May,  1863.  Resigned  12  September,  1865. 

Mush  away,  John 

Boatswain,  30  October,  1799.  Resigned  1 April,  1800. 

Musson,  Eewis  E. 

Midshipman,  11  March,  1835.  Resigned  12  April,  1837. 

Myers,  A.  G. 

Acting  Assistant  Paymaster,  5 March,  1862.  Resigned  14  January,  1863. 

Myers,  A.  J. 

Acting  Assistant  Paymaster,  13  June,  1864.  Resigned  13  March,  1865. 

Myers,  Charles. 

Mate,  8 April,  1862.  Resigned  (Sick,)  14  June,  1864. 
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Myers,  E.  F. 

Mate,  19  July,  1867.  Resigned  28  March,  1870. 

Myers,  Henry. 

Purser,  21  June,  1854.  Resigned  1 February,  1861. 

Myers,  H.  €x. 

Midshipman,  25  November,  1825.  Passed  Midshipman,  4 June,  1881.  Died 
16  September,  1834. 

Myers,  H.  H. 

Midshipman,  1 April,  1819.  Died  9 August,  1820. 

Myers,  John. 

Acting  Ensign,  4 November,  1863.  Acting  Master,  8 July,  1864.  Honorably  dis 
charged  13  August,  1865. 

Myers,  John  C. 

Mate,  13  November,  1862.  Dismissed  6 December,  1862. 

Myers,  J.  €. 

Acting  Boatswain,  9 December,  1861.  Dismissed  13  December,  1861. 

Myers,  John  I®. 

Boatswain,  24  July,  1827.  Appointment  revoked  8 May,  1828. 

Myers,  Joseph. 

Midshipman,  6 December,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Resigned  22  April, 

1861. 

Myers,  Joseph  G. 

Carpenter,  4 November,  1852.  Died  28  August,  1878. 

Myers,  Julian. 

Midshipman,  2 March,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  21  Feb- 
ruary, 1854.  Lieutenant,  20  September,  1854.  Dismissed  6 December,  1861. 

Myers,  Meredith. 

Midshipman,  2 February,  18B9.  Resigned  7 July,  1829. 

Myers,  Robert. 

Carpenter,  9 March,  1802.  Last  appearance  on  Records  of  Navy  Department, 
19  March,  1802. 

Myers,  Moss  M. 

Mate,  13  August,  1863.  Resigned  25  September,  1863.  Acting  Third  Assistant 
Engineer,  18  August,  1864.  Resigned  (Sick,)  30  January,  1865. 

Myers,  T.  I>. 

Assistant  Surgeon,  27  September,  1870. 

Myers,  Thomas  J. 

Acting  Third  Assistant  Engineer,  12  July,  1864.  Honorably  discharged  4 Novem- 
ber, 1865. 

Myers,  William. 

Midshipman,  16  January,  1802.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 19  March,  1809. 

Myers,  William  IJ. 

Gunner,  16  July,  1841.  Resigned  15  December,  1847. 

Myers,  William  W. 

Acting  Assistant  Surgeon,  27  September,  1862.  Appointment  revoked  7 August, 
1865.  Acting  Assistant  Surgeon,  12  December,  1873.  Appointment  revoked 
31  December,  1874. 

My  gat  t,  Jared  P.  K. 

Midshipman,  24  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 
15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  16  September, 
1855.  Acting  Lieutenant,  13  May,  1861.  Resigned  (Sick,)  12  December,  1861. 

My  rich,  John. 

Gunner,  8 August,  1811.  Last  appearance  on  Records  of  Navy  Department,  1815. 
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Myrick,  John. 

Gunner,  13  June,  1836.  Died  17  September,  1862. 

Mytinger,  John  R. 

Mate,  28  October,  1863.  Died  23  September,  1864. 

Nabor,  Frank  W. 

Midshipman,  21  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  11  February,  1875. 

Nagle,  Augustus  F. 

Third  Assistant  Engineer,  3 August,  1863.  Resigned  3 May,  1865. 

Nagle,  Charles  F. 

Third  Assistant  Engineer,  3 August,  1863.  Appointment  revoked  8 January, 
1866.  Restored  to  the  service,  12  January,  1866,  with  original  date.  Second 
Assistant  Engineer,  25  July,  1866.  Passed  Assistant  Engineer,  15  April,  1874. 
In  service. 

Naile,  Frederick  J. 

Acting  Midshipman,  27  October,  1859.  Ensign,  24  February,  1863.  Master, 
22  February,  1864.  Lieutenant,  22  February,  1864.  Lieutenant-Commander, 
25  July,  1866.  Retired  list,  18  January,  1871. 

Nailer,  Jefferson. 

Midshipman,  1 January,  1825.  Resigned  8 July,  1830. 

NaSSe,  Thomas  B. 

Purser,  17  October,  1839.  Resigned  31  July,  1861. 

Napheys,  Ben |am in  F. 

Acting  Third  Assistant  Engineer,  3 March,  1864.  Resigned  10  May,  1865. 

Napheys,  George  H. 

Acting  Assistant  Surgeon,  22  July,  1864.  Resigned  8 September,  1865. 

Napier,  Edward. 

Mate,  1 October,  1862.  Resigned  21  August,  1863. 

Nash,  Daniel  M.  W. 

Carpenter,  30  October,  1860.  Resigned  15  February,  1862. 

Nash,  D.  M.  TV. 

Acting  Carpenter,  8 January,  1880. 

Nash,  David  M.  W. 

Acting  Midshipman,  30  October,  1860.  Resigned  15  February,  1862. 

Nash,  Francis  S. 

Assistant  Surgeon,  22  December,  1877. 

Nash,  James. 

Mate,  3 July,  1862  Acting  Gunner,  4 February,  1863.  Resigned  25  January, 
1864.  Gunner,  22  April,  1864.  Dismissed  15  October,  1864.  Acting  Gunner, 

6 March,  1865.  Honorably  discharged  16  April,  1866.  Acting  Boatswain, 

7 May,  1867. 

Nash,  James  II. 

Acting  Ensign,  20  January,  1863.  Honorably  discharged  6 February,  1866. 
Acting  Ensign,  10  October,  1866.  Mustered  out  31  October,  1866. 

Nash  3 lames  H. 

Acting  Third  Assistant  Engineer,  29  January,  1867.  Died  on  “ Tantic ,”  23  No- 
vember, 1867. 

Nash,  James  II. 

Acting  Third  Assistant  Engineer,  1 September,  1863.  Honorably  discharged 
18  October,  1865. 

Nash,  Overton  M. 

Acting  Ensign,  18  June,  1864.  Honorably  discharged  2 April,  1866. 

Nash,  Richard. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  11  October,  1864.  Honorably  discharged  15  July,  1865. 
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Nason,  John. 

Mate,  17  April,  1864.  Acting  Ensign  and  Pilot,  4 July,  1864.  Appointment 
revoked  9 June,  18G5. 

Nassau,  E.  A. 

Mate.  Dismissed  22  April,  1862. 

Xaiiman,  William  II. 

Second  Assistant  Engineer,  24  April,  1872.  Passed  Assistp.it  Engineer,  24  Feb- 
ruary, 1878. 

Nawnali,  Benjamin. 

Acting  Second  Assistant  Engineer,  27  October,  1862.  Dismissed  31  October,  1863. 

•Nayloi*,  B.  B. 

Acting  Master,  12  September,  1861.  Resigned  24  April,  1862. 

Naylor,  Samuel. 

Lieutenant,  22  May,  1798.  Resigned  3 December,  1798. 

Nazro,  Arthur  P. 

Midshipman,  30  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  26  July,  1871.  Lieutenant,  19  November,  1874 

Nazro,  James. 

Midshipman,  30  June,  1799.  Resigned  30  September,  1800. 

Neal,  Benedict. 

Midshipman,  2 April,  1804.  Lieutenant,  4 June,  1810.  Died  1 September,  1815. 

Neal,  Elias  €. 

Acting  Assistant  Surgeon,  27  February,  1864.  Honorably  discharged  25  Decem- 
ber, 1865. 

Neal,  William  Silver. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  First  Assistant  Engineer,  1 January,  1868.  Resigned  3 September, 
1872. 

Neale,  Francis  I>. 

Acting  Third  Assistant  Engineer,  23  February,  1865.  Honorably  discharged 
17  July,  1865. 

Neale,  Hamlet. 

Midshipman,  2 April,  1804.  Last  appearance  on  Records  of  Navy  Department, 
May,  1808.  Dead. 

Neal  is,  James. 

Mate,  20  July,  1862.  Honorably  discharged  24  October,  1865. 

Neall,  William  B. 

Acting  Second  Assistant  Engineer,  15  December,  1862.  Dismissed  13  August, 
1863.  1 

Near  ns,  Hamilton  C. 

Acting  First  Assistant  Engineer,  12  December,  1862.  Resigned  22  April,  1863. 

Neeld,  John  B. 

Acting  Master,  1 October,  1862.  Acting  Volunteer  Lieutenant,  27  May,  1865. 
Honorably  discharged  26  November,  1865 

Neely,  James  SI. 

Mate,  11  November,  1863.  Acting  Ensign,  14  February,  i864.  Honorably  dis- 
charged 6 October,  1865. 

Neely,  Thomas. 

Acting  Third  Assistant  Engineer,  13  May,  1863.  Acting  Second  Assistant  En- 
gineer, 14  January,  1864.  Honorably  discharged  8 December,  1865. 

Negley,  William  C. 

Midshipman,  26  July,  1865.  Graduated  4 June,  1869.  Resigned  10  August,  1872. 

Neil,  Cecil  C. 

Mate,  5 March,  1862.  Acting  Ensign,  29  March,  1864.  Honorably  discharged 
10  July,  1865.  Gunner,  3 January,  1870. 
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Neil,  Charles  II. 

Mate,  15  May,  1863.  Resigned  14  March,  1865. 

Neil,  William. 

Acting  Ensign,  9 April,  1863.  Acting  Master,  31  May,  1864.  Honorably  dis- 
charged 4 December,  1865. 

Neil,  William  T. 

Acting  Third  Assistant  Engineer,  3 August,  1863.  Resigned  6 March,  1865. 

Neill,  Robert  C. 

Midshipman,  7 June,  1799.  Died  in  August,  1799. 

Neill,  William  €. 

Midshipman,  16  January,  1809.  Dismissed  11  January,  181  l 

Neill,  John  E. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer.  21  Octo- 
ber, 1861.  Resigned  23  November,  1865. 

Neil  so  si,  Edward  It. 

Midshipman,  27  October,  1841.  Resigned  11  October,  1843 

Neil  son,  George  Crawford. 

Third  Assistant  Engineer,  13  October,  1863.  Second  Assistant  Engineer,  1 Janu- 
ary, 1868.  Resigned  5 July,  1876. 

Neilson,  George  W. 

Mate,  24  October,  1861.  Acting  Ensign,  30  August,  1862.  Dismissed  19  June, 
1863. 

Neilson,  Harold. 

Mate,  29  March,  1870. 

Neilson,  Jolrn  E. 

Assistant  Surgeon,  28  April,  1870.  Passed  Assistant  Surgeon,  20  February, 
1875. 

Neilson,  William. 

Midshipman,  20  June,  1799.  Last  appearance  on  Records  of  Navy  Department, 
6 June,  1800.  Furloughed. 

Neilson,  William. 

Acting  Assistant  Surgeon,  10  February,  1863.  Resigned  11  June,  1864. 

Nellis,  Charles  F. 

Acting  Ensign,  22  September,  1863.  Resigned  3 June,  1864. 

Nellman,  Charles 

Acting  Ensign,  8 July,  1864.  Honorably  discharged  10  August,  1865. 

Nelson,  Aaron  II. 

Acting  Assistant  Paymaster,  7 July,  1863.  Resigned  28  March,  1865.  Assistant 
Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  30  June,  1869. 
Resigned  14  December,  1861 

Nelson,  Andrew. 

Acting  Ensign,  2 July,  1863.  Honorably  discharged  28  October,  1865 

Nelson,  Armisiead. 

Midshipman,  30  November,  1814.  Resigned  30  June,  1817. 

Nelson,  Hen  jam  in. 

Mate,  13  September,  1864.  Honorably  discharged  9 February,  1866. 

Nelson,  Charles. 

Acting  Ensign,  24  February,  1863.  Honorably  discharged  27  September,  1865. 

Nelson,  Christian. 

Sailmaker,  21  December,  1826.  Resigned  7 August,  1835. 

Nelson,  George. 

Acting  Second  Assistant  Engineer,  29  September,  1864.  Honorably  discharged 
30  October,  1865. 

Nelson,  George  E. 

Acting  Master,  9 April,  1862.  Acting  Volunteer  Lieutenant,  22  December,  1864. 
Honorably  discharged  6 December,  1865. 
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Xelson,  Henry  C. 

Assistant  Surgeon,  9 May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  25  October,  1864.  Medical  Inspector,  20  April,  1879. 

Nelson,  John  I). 

Midshipman,  21  September,  1799.  Dismissed  30  December,  1799. 

kelson,  John  ]L. 

Midshipman,  10  March,  1838.  Dismissed  19  August,  1845. 

Nelson,  Joseph  S. 

Midshipman,  16  January,  1809.  Resigned  1 June,  1809. 

Nelson,  Robert  S. 

Midshipman,  1 January,  1812.  Discharged  16  June,  1812. 

Nelson,  P.  T. 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Department, 

4 November,  1806.  Furloughed. 

Nelson,  Robert  P. 

Mate,  22  August,  1863.  Acting  Ensign,  16  July,  1864.  Honorably  discharged 
27  October,  1865. 

Nelson,  Thomas. 

Mate,  8 January,  1862.  Acting  Ensign,  7 November,  1862.  Acting  Master, 

27  March,  1865.  Master,  21  March,  1868.  Lieutenant,  12  December,  1868. 
Lieutenant-Commander,  25  January,  1870. 

Nelson,  Thomas  H. 

Acting  Second  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  12  May, 

1865. 

Nelson,  Thomas  J. 

Assistant  Surgeon,  7 August,  1819.  Resigned  15  May,  1820. 

Nelson,  Thomas  N. 

Mate,  6 January,  1863.  Died  in  New  York,  23  April,  1875. 

Nelson,  Valentine  H. 

Cadet  Midshipman,  6 June,  1873.  Graduated  18  June,  1879. 

Nelson,  William. 

Mate,  19  November,  1861.  Acting  Ensign,  18  June,  1863.  Honorably  discharged 

5 November,  1865. 

Nelson,  William. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  23  January, 

1866. 

Nelson,  William. 

Midshipman,  28  January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
19  September,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander, 
16  July,  1862.  Detailed  for  duty  in  United  States  Volunteer  Army,  and  died 
as  Major-General,  29  September,  1862. 

Nelson,  William. 

Boatswain,  5 June,  1872.  Died  8 January,  1874. 

Nelson,  William  A. 

Assistant  Surgeon,  9 December,  1839.  Surgeon,  21  November,  1854.  Resigned 

28  July,  1858. 

Nesbit,  Thomas. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Honorably  discharged 
13  January,  1863. 

Nesbitt,  Andrew. 

Acting  Third  Assistant  Engineer,  13  February,  1862.  Died  9 March,  1862. 

Nesen,  Joseph  If. 

Acting  Third  Assistant  Engineer,  17  June,  1863.  Acting  Second  Assistant  En* 
gincer,  8 March,  1865.  Died  24  October,  1866. 
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Nestell,  I>.  ».  T. 

Acting  Assistant  Surgeon,  25  January,  1862.  Appointment  revoked  6 June,  1865. 

Neville,  Frederick  A. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  15  July, 
1851.  Reserved  list,  13  September,  1855.  Dismissed  9 December,  1861. 

Neville,  Jolm  §. 

Midshipman,  2 May,  1823.  Passed  Midshipman,  18  July,  1839.  Master,  31  Octo- 
ber, 1846.  Resigned  23  January,  1847.  Acting  Lieutenant,  13  May,  181)1. 
Appointment  revoked  12  November,  1861. 

Neviti,  Joint. 

Midshipman,  30  May,  1803.  Lieutenant,  23  February,  1809.  Resigned  5 January 
1811. 

Mew,  Joseph  W. 

Assistant  Surgeon,  8 February,  1802.  Surgeon,  28  June,  1809.  'Died  23  Septem- 
ber, 1815. 

New,  Philip. 

Gunner,  26  March,  1800.  Last  appearance  on  Records  of  Navy  Department. 

New,  Walter  W. 

Assistant  Surgeon,  5 March,  1811.  Surgeon,  6 October,  1813.  Resigned  23  Decem- 
ber, 1824. 

Newbegin,  John  S. 

Mate,  5 September,  1863.  Honorably  discharged  16  August,  1865. 

Newcomb,  Frank  H. 

Mate,  4 November,  1863.  Resigned  6 May,  1865. 

Newcomb,  Henry  S. 

Midshipman,  21  July,  1838.  Passed  Midshipman,  20  May,  1844.  Master,  4 Sep- 
tember, 1852.  Lieutenant,  28  June,  1853.  Lieutenant-Commander,  16  July, 
1862.  Commander,  21  September,  1862.  Died  24  October,  1863. 

Newcomb,  Iff.  S. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Drowned  1 November, 
1825. 

Newcomb,  Simon. 

Professor,  21  September,  1861. 

Newcomb,  Walter. 

Midshipman,  11  January,  1812.  Lieutenant,  28  March,  1820.  Last  appearance  on 
Records  of  Navy  Department,  9 August,  1822.  Dead. 

Newcombe,  George  I>. 

Mate,  17  November,  1862.  Acting  Ensign,  9 February,  1863.  Appointment  re- 
voked 4 March,  1863.  Re-appointed  19  March,  1863.  Acting  Master,  29  Octo- 
ber, 1864.  Honorably  discharged  30  October,  1865.  Acting  Master,  29  Septem- 
ber, 1866,  Resigned  5 February,  1867. 

Newcombe,  John  B. 

Mate,  31  August,  1863.  Resigned  6 May,  1865. 

Newcomer,  Joseph  W. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1 April,  1864. 
Resigned  24  August,  1865. 

Newell,  Chester. 

Chaplain,  8 September,  1841.  Retired  list,  3 July,  1865. 

Newell,  Bavid. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 3 October,  1864.  Honorably  discharged  23  August,  1865. 

Newell,  Frederick. 

Acting  Ensign,  8 May,  1863.  Honorably  discharged  11  November,  1865. 

Newell,  Harman. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  23 
April,  1859.  Died  24  March,  1880. 


GENERAL  NAVY  REGISTER. 


527 


Newell,  John  $. 

Midshipman,  28  September,  1861.  Graduated  24  September,  1865.  .Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  22  January,  1880. 

Newell,  liloyd  B. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  6 April, 
1851.  Reserved  list,  13  September,  1855.  Died  26  April,  1861. 

Newell,  Thomas  M. 

Master,  11  September,  1813.  Lieutenant,  9 December,  1814.  Commander,  3 March, 
1831.  Captain,  28  January,  1840.  Reserved  list,  13  September,  1855.  Resigned 
18  March,  1861. 

Newliall,  Richard  II. 

Acting  Third  Assistant  Engineer,  7 June,  1864.  Honorably  discharged  13  No- 
vember, 1865. 

New  Is  a,  George. 

Mate,  23  January,  1862.  Appointment  revoked  10  September,  1866. 

Newliis  John  E. 

Mate,  4 April,  1862.  Dismissed  28  June,  1862. 

Newman,  Allen  M. 

Acting  Master,  9 October,  1861.  Honorably  discharged  26  October,  1865. 

Newman,  Gnstavns. 

Gunner,  6 September,  1836.  Died  2 May,  1852. 

Newman,  John® 

Midshipman,  31  October,  1799.  Died  2 August,  1800. 

Newman,  John  M. 

Acting  Third  Assistant  Engineer,  3 September,  1864.  Honorably  discharged 
4 December,  1805. 

Newman,  JL.  Howard. 

Midshipman,  24  September,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Died  31  May,  1866. 

Newman,  Montgom@s*y. 

Midshipman,  21  November,  1800.  Discharged  12  May,  1801,  under  Peace  Estab- 
lishment Act. 

Newman,  Morris. 

Master,  1 August,  1801.  Discharged  8 April,  1803. 

Newman,  Newell  H. 

Acting  Ensign,  1 October,  1863.  Acting  Master,  13  June,  1865.  Honorably  dis- 
charged 20  March,  1866. 

Newman,  Thomas  If. 

Midshipman,  1 January,  1819.  Died  in  May,  1821. 

Newman,  Timothy. 

Commander,  1 July,  1799.  Died  15  August,  1800. 

Newman,  William. 

Midshipman,  2 July,  1801.  Resigned  14  June,- 1803. 

Newman,  William  B. 

Mate,  12  October,  1861.  Acting  Master,  3 February,  1862.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Newman,  W.  D. 

Midshipman,  1 February,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Died  9 October,  1844. 

Newsham,  Peter. 

Boatswain,  10  August,  1805.  Last  appearance  on  Records  of  Navy  Department. 

Newton,  Edwin  B. 

Midshipman,  1 January,  1819.  Last  appearance  on  Records  of  Navy  Department, 
20  March,  1822.  Dead. 
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Newton,  G.  Bolton. 

Acting  Assistant  Paymaster,  4 June,  1863.  Resigned  18  June,  1868. 

Newton,  H.  C. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Resigned  29  April, 
1828. 

Newton,  Isaac. 

First  Assistant  Engineer,  15  June,  1861.  Resigned  8 February,  1865. 

Newton,  James  J. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Dismissed  15  May,  1863. 

Newton,  Joel  W. 

Chaplain,  30  May,  1844.  Died  28  October,  1865. 

Newton,  John  T. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  3 March, 
1827.  Captain,  9 February,  1837.  Died  28  July,  1837. 

Newton,  John  T. 

Midshipman,  14  October,  1872.  Graduated  20  June,  1876.  Ensign,  9 May,  1878. 

Newton,  Joseph  I>. 

Acting  Second  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  8 July, 
1865. 

Newton,  Joseph  T. 

Acting  Second  Assistant  Engineer,  24  October,  1861.  Resigned  17  December, 
1863. 

Newton,  Thomas. 

Mate,  5 December,  1861.  Deserted  27  November,  1866. 

Newton,  William  E. 

Midshipman,  24  September,  1832.  Struck  off  15  June,  1839. 

Newton,  Willis  H. 

Acting  Third  Assistant  Engineer,  7 March,  1863.  Deserted  80  August,  1863. 

Neylan,  Thomas  F. 

Mate,  26  June,  1862.  Resigned  11  August,  1863. 

Neyle,  Charles. 

Midshipman,  9 May,  1800.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Nichol,  William  E. 

Assistant  Surgeon,  28  June,  1852.  Resigned  21  November,  1855. 

Nicholas,  George  W. 

Midshipman,  20  June,  1807.  Died  15  September,  1809. 

Nicholas,  J.  N. 

Midshipman,  1 January,  1808.  Resigned  1 September,  1809. 

Nicholas,  John  S. 

Midshipman,  6 June,  1815.  Lieutenant,  28  April,  1826.  Commander,  29  July, 
1842.  Reserved  list,  14  September,  1855.  Ca2)tain  on  Active  list,  14  Septem- 
ber, 1855.  Died  18  July,  1865. 

Nicholls,  Benjamin  R. 

Midshipman,  8 July,  1833.  Passed  Midshipman,  8 July,  1839.  Resigned  5 May, 
1841. 

Nicholls,  Joseph  B. 

Acting  Master,  4 November,  1861.  Resigned  4 March,  1862. 

Nicholls,  Robert  H. 

Master,  12  January,  1839.  Appointment  revoked  10  January,  1846. 

Nicholls,  Thomas. 

Master,  6 May,  1812.  Died  12  December,  1822. 

Nicholls,  W.  F. 

Midshipman,  17  January,  1800.  Resigned  18  September,  1804. 
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Nichols,  AlpSsens. 

Acting  Third  Assistant  Engineer,  13  January,  1864.  Honorably  discharged  4 No- 
vember, 1865. 

Nichols,  diaries  II. 

Acting  Third  Assistant  Engineer,  1 October,  1864.  Honorably  discharged  28  April, 
1869. 

Xichols,  diaries  II. 

Mate,  11  February,  1863.  Resigned  6 June,  1864. 

Nichols,  Clement. 

Acting  Ensign,  30  June,  1864.  Honorably  discharged  19  September,  1865. 

Nichols,  Cyrus  II . 

Acting  Ensign,  2 September,  1864.  Honorably  discharged  17  July,  1865. 

Nichols,  Havict  €. 

Midshipman,  1 December,  1811.  Resigned  16  January,  1814. 

Nichols,  Ed  wars!  F. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1 July,  1842.  Master, 
2 August,  1849.  Lieutenant,  13  March,  1850.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore,  24  May,  1872.  Rear-Admiral,  26  Feb- 
ruary, 1878. 

Nichols,  Francis. 

Midshipman,  18  June,  1812.  Resigned  29  November,  1813. 

Nichols,  Frank  W. 

Midshipman,  24  September,  1862.  Graduated  6 June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1872. 

Nichols,  £«e©rge. 

Captain,  (to  command  a Galley,)  30  November,  1798.  Last  appearance  on  Records 
of  Navy  Department. 

Nichols,  Henry  E. 

Midshipman,  28  September,  1861.  Graduated  24  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.'  Lieutenant,  26  March,  1869. 

Nichols,  Floyd. 

Midshipman,  3 January,  1801.  Discharged  31  August,  1801,  under  Peace  Estab- 
lishment Act. 

Nichols,  R*  II. 

Purser,  19  October,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Nichols,  Robert  II. 

Midshipman,  1 September,  1811.  Resigned  1 April,  1828. 

Nichols,  Robert  H, 

Master,  12  January,  1839.  Appointment  revoked  10  January,  1846. 

Nichols,  Rodney. 

Acting  Second  Assistant  Engineer,  31  March,  1863.  Acting  First  Assistant  Engi- 
neer, 9 February,  1864.  Appointment  revoked  (Sick,)  29  June,  1864. 

Nichols,  Smith  W. 

Acting  Midshipman,  27  September,  1858.  Lieutenant,  1 August,  1862.  Lieuten- 
ant-Commander, 25  July,  1866.  Commander,  26  April,  1876. 

Ni Chios,  Thomas  F. 

Acting  Second  Assistant  Engineer,  23  December,  1864.  Honorablv  discharged 
4 November,  1865.  J b 

Nicholson,  A.  A. 

Midshipman,  1 January,  1817.  (See  Marine  Corps.) 

Nicholson,  I>.  Carroll. 

Mate,  81  December,  1869.  Resigned  26  May,  1871. 

Nicholson,  Edward  I>. 

Midshipman,  29  May,  1805.  Died  15  July,  1807. 
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Xidiolson,  Creorge. 

Boatswain,  8 August,  1803.  Died  29  July,  1809. 

Nicholson.  Henry  C. 

Acting  Assistant  Surgeon,  11  May,  1863.  Resigned  21  March,  1864. 

Nicholson,  James. 

Midshipman,  1 January,  1812.  Last  ajDpearance  on  Records  of  Navy  Department, 
1816.  Frigate  “ United  States 

Nicholson,  James. 

Midshipman,  1 December,  1809.  Lieutenant,  5 March,  1817.  Last  appearance  on 
Records  of  Navy  Department,  25  June,  1819.  Dead. 

Nicholson,  James. 

Midshipman,  29  July,  1800.  Resigned  21  April,  1804. 

Nicholson,  James. 

Acting  Third  Assistant  Engineer,  12  July,  1864.  Resigned  10  May,  1865. 

Nicholson,  James. 

Master,  31  August,  1813.  Discharged  15  April,  1815. 

Nicholson,  James  W.  A. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
11  June,  1851.  Lieutenant,  24  April,  1852.  Commander,  16  July,  1862.  Cap- 
tain, 25  July,  1866.  Commodore,  8 November,  1873. 

Nicholson,  John. 

Acting  Master  and  Pilot,  1 October,  1864.  Appointment  revoked  5 June,  1865. 

Nicholson,  John. 

Midshipman,  1 May,  1800.  Last  appearance  on  Records  of  Navy  Department, 
25  August,  1802.  Furloughed. 

Nicholson,  John. 

Carpenter,  28  April,  1809.  Died  9 September,  1814. 

Nicholson,  John  B. 

Midshipman,  1 May,  1800.  Lieutenant,  20  February,  1807.  Cashiered  8 Decem- 
ber, 1809. 

Nicholson,  John  H. 

Surgeon,  22  October,  1799.  Died  28  April,  1800. 

Nicholson,  Jos. 

Midshipman,  15  July,  J803.  Lieutenant,  15  June,  1809.  Died  29  August,  1821. 

Nicholson,  Jos.  J. 

Midshipman,  2 April,  1804.  Lieutenant,  4 June,  1810.  Commander,  5 March, 
1817.  Captain,  3 March,  1827.  Died  12  December,  1838. 

Nicholson,  Jos.  M. 

Midshipman,  30  August,  1816.  Lieutenant,  28  April,  1826.  Died  5 April,  1833. 

Nicholson,  Michael  J. 

Mate,  23  June,  1862.  Acting  Ensign,  22  March,  1865.  Honorably  discharged 
31  October,  1865. 

Nicholson,  N.  I>. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Died  24  June,  1822. 

Nicholson,  Reginald  F. 

Midshipman,  30  September,  1869.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874. 

Nicholson,  Samuel. 

Captain,  10  June,  1794.  Died  29  December,  1811. 

Nicholson,  Samuel,  Jr. 

Midshipman,  30  April,  1798.  Died  25  September,  1798. 

Nicholson,  Seth. 

Midshipman,  20  June,  1806.  Resigned  24  July,  1809. 

Nicholson,  Somerville. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  9 Sep- 
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tember,  1853.  Lieutenant,  5 May,  1854.  • Lieutenant-Commander,  16  July,  1862. 
Commander,  2 January,  1863.  Captain,  10  June,  1870.  Retired  list,  8 May, 

1878. 

Nicholson,  William. 

Master,  14  August,  1813.  Last  appearance  on  Records  of  Navy  Department,  1815. 

Nicholson,  William  H. 

Midshipman,  17  March,  1817.  Lieutenant,  13  January,  1825.  Died  15  October, 
1827. 

Nicholson,  William  C. 

Midshipman,  18  June,  1812.  Lieutenant,  3 March,  1821.  Commander  8 Septem- 
ber, 1841.  Captain,  22  August,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.  Died  25  July,  1872. 

Nicholson,  William  I>. 

Midshipman,  4 October,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Resigned  12  June,  1871. 

Nicholson,  Wr.  R. 

Midshipman,  2 March,  1803.  Last  appearance  on  Records  of  Navy  Department, 
4 June,  1803.  Killed  in  a duel. 

Nickell,  Hugh. 

Master,  4 February,  1809.  Resigned  15  May,  1809. 

Nickels,  John  A.  If. 

Midshipman,  8 October,  1864.  Graduated  4 June,  1869.  Ensign,  12  July,  1870. 
Master,  20  November,  1872.  Lieutenant,  10  June,  1876. 

Nickels,  X.. Frederick. 

Acting  Volunteer  Lieutenant,  26  August,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  6 May,  1865.  Honorably  discharged  26  August,  1865. 

Nickerson,  Franklin. 

Acting  Assistant  Surgeon,  16  November,  1863.  Resigned  5 November,  1864. 

Nickerson,  Hiram  IS. 

Mate,  16  October,  1862.  Appointment  revoked  (Sick,)  10  February,  1863. 

Nickerson,  Luther. 

Acting  Master,  30  August,  1861.  Died  on  the  S.  Chambers ,”  15  August,  1864. 

Nickerson,  Marcus  A. 

Acting  Ensign,  31  March,  1864.  Honorably  discharged  21  October,  1865. 

Nickerson,  Sylvanus. 

Acting  Master,  31  March,  1862.  Acting  Volunteer  Lieutenant,  20°  February,  1865. 
Honorably  discharged  4 April,  1868. 

Nickerson,  Theodore. 

Acting  Ensign,  25  April,  1864.  Honorably  discharged  23  November,  1865. 

Nickerson,  Thomas. 

Mate,  7 March,  1864.  Honorably  discharged  2 October,  1865.  Mate,  25  May, 
1866.  Resigned  8 October,  1868. 

Nickerson,  William  M. 

Assistant  Surgeon,  2 March,  1867.  Retired  list,  15  May,  1874. 

Nicoll,  William  JA 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer. 
3 August,  1863.  First  Assistant  Engineer,  11  October,  1866. 

Nicolson,  John  R. 

Midshipman,  4 July,  1805.  Lieutenant,  20  May,  1812.  Commander,  5 March, 
1817.  Captain,  24  April,  1828.  Died  9 November,  1846. 

Nicolson,  John 

Midshipman,  24  June,  1869.  Graduated  15  October,  1874.  Ensign,  17  July, 
1875. 

Nicolson,  William. 

Master,  28  January,  1809.  Resigned  3 June,  1809. 
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fields,  Henry  €. 

Mate,  11  February,  1863.  Acting  Ensign,  11  July,  1864.  Acting  Master,  4 No- 
vember, 1864.  Master,  12  March,  1868.  Lieutenant,  18  December,  1868. 
Lieutenant-Commander,  1 July,  1870.  Died  13  December,  1880. 

Niles,  Hezekiali. 

Midshipman,  10  February,  1838.  Died  23  December,  1841. 

Xiles,  Kossuth. 

Midshipman,  22  September,  1865.  Graduated  4 June,  1S69.  Ensign,  12  July, 
1870.  Master,  1 March,  1873.  Lieutenant,  30  September,  1876. 

Xiles,  Marston. 

Acting  Midshipman,  25  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.  Resigned  25  December,  1871. 

Wiles,  Nathan  JE. 

Midshipman,  28  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  7 July,  1874. 

Wilson,  Julius. 

Acting  Ensign,  30  November,  1863.  Acting  Master,  22  November,  1864.  Honora- 
bly discharged  16  July,  1866. 

Xishet,  Kichard. 

Acting  Carpenter,  13  October,  1863.  Resigned  17  February,  1865. 

Nixon,  Jolm  W. 

Purser,  24  December,  1857.  Resigned  15  April,  1861. 

Nixon,  Z.  W. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Resigned  31  March, 
1826. 

Noble,  Abijali  W. 

Purser,  10  January,  1799.  Resigned  26  February,  1800. 

Noble,  James, 

Midshipman,  27  May,  1824.  Passed  Midshipman,  20  February,  1830.  Lieutenant, 
31  December,  1833.  Dropped  13  September,  1855. 

Noble,  James  1>. 

Acting  Assistant  Surgeon,  20  February,  1865.  Honorably  discharged  13  January, 
1866. 

Noble,  James  J. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  20  May, 
1863.  Retired  5 January,  1866.  Resigned  3 March,  1866. 

Noble,  Mason. 

Chaplain,  30  March,  1853.  Retired  list,  18  March,  1871. 

Noe,  Henry. 

Mate.  Resigned  19  June,  1863. 

Noe,  James  W. 

Acting  Second  Assistant  Engineer,  1862.  Resigned  3 November,  1862. 

Noell,  Jacob  E. 

Midshipman,  3 December,  1861.  Graduated  24  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
Lieutenant-Commander,  2 August,  1879. 

Noell,  York. 

Midshipman,  24  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1876. 

Nolan,  Joseph. 

Acting  Second  Assistant  Engineer.  Dismissed  19  July,  1864. 

Nolan,  William. 

Mate,  6 November,  1865.  Dismissed  30  October,  1865. 

Nolan,  William  P. 

Acting  Third  Assistant  Engineer,  29  July,  1863.  Acting  Second  Assistant  En- 
gineer, 31  July,  1863.  Acting  First  Assistant  Engineer,  23  November,  1864. 
Honorably  discharged  5 October,  1865. 
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Noland,  €.  St,  G. 

Midshipman,  16  June,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  6 No- 
vember, 1846.  Lieutenant,  25  February,  1847.  Resigned  29  June,  1854. 

Noland,  Martin  C. 

Acting  Third  Assistant  Engineer,  8 May,  1863.  Honorably  discharged  15  Decem- 
ber, 1865. 

Noland,  William  II. 

Midshipman,  13  December,  1823.  Passed  Midshipman,  23  March,  1829.  Lieu- 
tenant, 31  December,  1833.  Dropped  13  September,  1855. 

Nolton,  €.  G. 

Mate,  4 February,  1870.  Resigned  25  November,  1871. 

Nones,  Henry  B. 

Third  Assistant  Engineer,  23  September,  1853.  Resigned  19  August,  1856. 
Second  Assistant  Engineer,  28  May,  1861.  First  Assistant  Engineer,  1 July, 
1861.  Chief  Engineer,  14*  December,  1864. 

Nones,  J.  B. 

Midshipman,  1 February,  1814.  Resigned  2 July,  1821. 

Nones,  Jefferson  II. 

Midshipman,  19  December,  1840.  Appointment  revoked  3 February,  1846 

Nones,  Washington  II. 

Third  Assistant  Engineer,  8 March,  1850.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Died  9 September,  1853. 

Noonan,  David  A. 

Acting  Third  Assistant  Engineer,  25  August,  1864.  Honorably  discharged 
23  February,  1869. 

Nooncy,  James,  Jr. 

Professor  of  Mathematics,  24  May,  1838.  Resigned  13  May,  1840. 

Norfleet,  Ernest. 

Assistant  Surgeon,  21  May,  1874. 

Norie,  William. 

Acting  Third  Assistant  Engineer,  3 September,  1863.  Honorably  discharged 
18  October,  1865. 

Norman,  Benjamin  F. 

Acting  Second  Assistant  Engineer,  4 May,  1863.  Resigned  5 September,  1863. 

Norman,  James  M. 

Acting  Ensign  and  Pilot,  3 May,  1864.  Appointment  revoked  8 June,  1865. 

Norris,  Charles  A. 

Acting  Second  Assistant  Engineer.  Resigned  14  April,  1864. 

Norris,  Charles  F. 

Mate,  30  March,  1870.  Resigned  2 September,  1870. 

Norris,  George  A. 

Midshipman,  27  September,  1862.  Graduated  12  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Norris,  George  E. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Honorably  discharged  28  Octo- 
ber, 1865. 

Norris,  James. 

Assistant  Surgeon,  10  December,  1814.  Resigned  20  June,  1826. 

Norris,  John  A. 

Midshipman,  27  September,  1865.  Graduated  4 June,  1869.  Ensign,  12  July, 
1870.  Master,  10  October,  1872.  Lieutenant,  20  October,  1875. 

Norris,  Otho. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  3 March, 
1827.  Lost  in  the  “ Hornet ,”  10  September,  1829. 

Norris,  Thomas  E. 

Purser,  30  June,  1840.  Resigned  29  August,  1845. 
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Morris,  William  H. 

Mate,  3 November,  1862.  Dismissed  21  January,  1863. 

^oHh,  George. 

Midshipman,  10  September,  1798.  Resigned  4 December,  1800. 

North,  Gould. 

Carpenter,  16  May,  1871. 

North,  Henry  H. 

Acting  Master  and  Pilot,  1 September,  1864.  Honorably  discharged  8 October, 
1868. 

North,  James  U. 

Midshipman,  29  May,  1829.  Passed  Midshipman,  5 July,  1835.  Lieutenant, 
8 September,  1841.  Resigned  15  January,  1861. 

North,  John  W. 

Sailmaker,  3 July,  1849.  Retired  list,  15  October,  1879. 

North,  Joseph. 

Purser,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Frigate  “ Macedonian .” 

North,  Joseph  W. 

Mate,  11  August,  1861.  Acting  Ensign,  28  September,  1863.  Honorably  dis- 
charged 22  September,  1865. 

North,  William  F. 

Acting  Master,  9 September,  1861.  Dismissed  19  June,  1865. 

Northrop,  Job. 

Midshipman,  22  January,  1815.  Resigned  7 October,  1816. 

Northrup,  F.  XI. 

Mate,  30  March,  1863.  Resigned  22  May,  1865. 

Nortliup,  Gould. 

Carpenter,  16  May,  1871. 

Norton,  Charles. 

Mate,  4 April,  1862.  Acting  Ensign,  10  September,  1862.  Acting  Master,  11  Au- 
gust, 1863.  Acting  Volunteer  Lieutenant,  15  February,  1865.  Honorably  dis- 
charged 3 February,  1867. 

Norton,  Charles. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  9 July, 
1865. 

Norton,  Charles  F. 

Midshipman,  22  July,  1863.  Graduated  2 June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  6 January,  1875. 

Norton,  Ch.  M. 

Midshipman,  5 May,  1806.  Resigned  15  April,  1809. 

Norton,  Charles  S. 

Acting  Midshipman,  3 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  24  November, 
1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  1 July,  1870. 

Norton,  Frederic  II. 

Acting  Third  Assistant  Engineer,  15  February,  1865.  Resigned  31  October,  1867. 

Norton,  Harold  Percival. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  10  June,  1879. 

Nor  ion,  Hiram  W. 

Acting  Ensign,  17  May,  1864.  Honorably  discharged  6 February,  1866. 

Norton,  Ichabod. 

Acting  Assistant  Paymaster,  2 October,  1863.  Resigned  29  June,  1865. 

Norton,  John  F. 

Acting  Assistant  Surgeon,  24  December,  1862.  Appointment  revoked  4 Septem- 
ber, 1863. 


GENERAL  NAYY  REGISTER, 


535 


Norton,  JLot. 

Mate,  5 June,  1864.  Honorably  discharged  14  June,  1867.  Mate,  20  December, 
1869.  Supposed  to  have  been  drowned  1872. 

Norton,  Michael. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  23  November,  1864. 

Norton,  Richard  C. 

Chaplain,  7 August,  1815.  Last  appearance  on  Records  of  Navy  Department. 

Norton,  Slnibal  C.,  Jr. 

Acting  Ensign,  20  January,  1864.  Honorably  discharged  7 August,  1865. 

Norvell,  Hendrick:. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Died  18  May, 
1837. 

Nor  veil,  Joseph. 

Midshipman,  13  January,  1834.  Resigned  1 May,  1838. 

Norwood,  John  €r. 

Midshipman,  3 July,  1799.  Discharged  12  October,  1801,  under  Peace  Establish- 
ment Act. 

Nostra  ml,  Warner  H. 

Midshipman,  24  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Nott,  Hng h. 

Acting  Assistant  Paymaster,  17  February,  1863.  Honorably  discharged  12  Decem- 
ber, 1865. 

Nottingham,  J.  H. 

Midshipman,  4 November,  1841.  (See  Upshur.) 

Nourse,  Charles  J. 

Assistant  Surgeon,  1 June,  1876.  Died  23  July,  1880. 

Nourse,  Joseph  E. 

Professor,  21  May,  1864. 

Nowland,  J.  E. 

Midshipman,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
1821.  Ship  “ John  Adams .” 

Noyes,  Allen  14. 

Mate,  5 October,  1861.  Acting  Ensign,  1 September,  1864.  Honorably  discharged 
5 November,  1865.  Acting  Ensign,  14  December,  1866.  Mustered  out  21  De- 
cember, 1868. 

Noyes,  ISoutelle. 

Midshipman,  26  September,  1864.  Graduated  2 June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  14  February,  1873. 

Noyes,  Charles  E.  P. 

Acting  Ensign,  16  September,  1864.  Honorably  discharged  24  July,  1865. 

Noyes,  Charles  If. 

Acting  Assistant  Paymaster,  28  August,  1861.  Resigned  17  January,  1865. 

Noyes,  Henry  M. 

Acting  Third  Assistant  Engineer,  21  November,  1863.  Acting  Second  Assistant 
Engineer,  13  December,  1864.  Honorably  discharged  21  August,  1865. 

Noyes,  Joseph. 

Midshipman,  18  June,  1812.  Resigned  21  June,  1813. 

Noyes  William  If.  I>. 

Acting  Assistant  Surgeon,  4 September,  1861.  Resigned  28  November,  1862. 

Nugent,  David  E. 

Acting  Third  Assistant  Engineer,  26  September,  1863.  Resigned  (Sick,)  21  March, 
1865. 

Nugent,  Hiehard. 

Acting  Third  Assistant  Engineer,  13  September,  1864.  Dismissed  2 December, 
1864. 
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Nulton,  Christopher  31=. 

Acting  Second  Assistant  Engineer,  6 December,  1866.  Honorably  discharged 
24  September,  1869.  & 

Wiiltou,  Christopher. 

Acting  Third  Assistant  Engineer,  16  J une,  1862.  Acting  Second  Assistant  Eno-i- 
neer,  26  July,  1884.  Honorably  discharged  24  September,  1869. 

Huliy,  Thomas. 

Mate,  13  May,  1863.  Resigned  20  August,  1863. 

Aiudz,  John. 

Master,  7 July,  1812.  Died  27  December,  1824. 

Gutter,  Jacob. 

Gunner,  11  January,  1799.  Resigned  5 February,  1800. 

Hutting,  William  G. 

Acting  Master,  26  August,  1861.  Appointment  revoked  24  March,  1865. 

Xutz,  W illiam  B. 

Acting  Third  Assistant  Engineer,  24  December,  1862.  Acting  Second  Assistant 
Engineer,  14  January,  1864.  Honorably  discharged  15  October,  1865. 

Xyborg,  William. 

Acting  Ensign,  30  November,  1863.  Acting  Master,  22  November,  1864.  Honora- 
bly discharged  13  September,  1867. 

Xye,  Edward  C. 

Mate,  26  December,  1863.  Acting  Ensign,  12  November,  1864.  Honorably  dis- 
charged 4 November,  1865. 

Hye,  Franklin  K.  S. 

Mate,  27  July,  1863.  Resigned  10  June,  1864. 

Xye,  Mail©  C. 

Midshipman,  28  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1872. 
Master,  1 January,  1875. 

Xye,  Prince  M. 

Mate,  10  December,  1863.  Discharged^  June,  1864. 

Hye,  William  C. 

Mate,  5 March,  1862.  Honorably  discharged  21  January,  1866. 

Hyman,  Frank  W. 

Third  Assistant  Engineer,  19  February,  1863.  Resigned  21  April,  1864. 

Hyman,  Jay. 

Mate,  9 April,  1864.  Honorably  discharged  13  November,  1865. 

Xystrom,  John  W. 

Acting  First  Assistant  Engineer,  29  July,  1864.  Acting  Chief  Engineer,  28  Feb- 
ruary, 1865.  Resigned  8 July,  1865. 


Oakes,  Frederick. 

Midshipman,  8 May,  1832.  Resigned  1 May,  1837. 

Oakt'ord,  Isaac  R. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  Resigned  13  October,  1865. 

Oakley,  Charles  II. 

Midshipman,  30  March,  1842.  Dismissed  2 October,  1845. 

Oakley,  Charles  II. 

Assistant  Surgeon,  2 October,  1844.  Died  24  July,  1851. 

Oakley,  Eugene  II. 

Midshipman,  2 August,  1847.  Passed  Midshipman,  15  June,  1844.  Master, 
16  September,  1855.  Lieutenant,  17  September,  1855.  Resigned  9 May,  1856. 

Oakley,  Farnam  L. 

Acting  Assistant  Paymaster,  24  February,  1864.  Mustered  out  10  September,  1865, 
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Oakley,  Henry. 

Mate,  9 July,  1862.  Acting  Ensign,  3 March,  1863.  Acting  Master,  14  May,  1864. 
Resigned  21  November,  1864. 

Oaks,  Calvin. 

Carpenter,  12  June,  1826.  Resigned  26  August,  1833. 

Oates,  Joint  II. 

Mate,  7 January,  1862.  Dismissed  13  June,  1862. 

Oat  ley,  John  C. 

Mate,  13  September,  1864.  Acting  Ensign,  27  November,  1864.  Honorably  dis- 
charged 15  January,  1868. 

Oberly,  Aaron  S. 

Assistant  Surgeon,  30  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 19  June,  1866. 

Oberly,  Hubert. 

Mate,  25  April,  1863.  Acting  Ensign,  7 July,  1863.  Appointment  revoked  22  Jan- 
uary, 1866. 

O’Brien,  Botiglas  F. 

Mate,  19  December,  1861.  Acting  Ensign,  31  July,  1868.  Honorably  discharged 
20  July,  1865. 

O’Brien,  Edward. 

Midshipman,  30  October,  1799.  Dismissed  11  May,  1804. 

O’Brien,  Cab.  A. 

Midshipman,  1 January,  1825.  Resigned  8 March,  1831. 

O’Brien,  Hugh. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Dismissed  5 May,  1862. 

O’Brien,  James. 

Mate,  4 October,  1862.  Dismissed  10  March,  1862. 

O’Brien,  John  S. 

Mate,  27  July,  1863.  Honorably  discharged  30  December,  1867. 

O’Brien,  Oliver. 

Mate,  meritorious  conduct,  1 December,  1864.  Deserted  25  April,  1865. 

O’Brien,  Samuel  A. 

Mate,  19  December,  1861.  Resigned  5 August,  1863. 

O’Brien,  William  P. 

Acting  Ensign,  15  August,  1862.  Resigned  6 June,  1863. 

O’Bryan,  Arthur. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  16  Octo- 
ber, 1865. 

O’Bryon,  Edward  J>. 

Mate,  11  June,  1863.  Appointment  revoked*  1 December,  1864. 

O’ Callaghan,  Edward  J. 

Acting  Assistant  Surgeon,  23  December,  1863.  Dismissed  6 September,  1865. 

O’ Callahan,  Nicholas. 

Purser,  24  February,  1801.  Last  appearance  on  Records  of  Navy  Department. 

Ochiltree,  David. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  11  July,  1846.  Master,  1 March, 
1855.  Dropped  13  September,  1855. 

O’Conner,  J.  C. 

Appointed  Sailmaker,  21  May,  1836.  Resigned  25  July,  1839. 

O’Connor,  John. 

Mate,  10  February,  1863.  Appointment  revoked  3 January,  1866. 

O’Connor,  Chris. 

Midshipman,  18  June,  1812.  Discharged  25  May,  1813. 

O’Connor,  Frederick  A. 

Mate,  12  January,  1863.  Acting  Ensign,  21  January,  1864.  Acting  Master,  28. 
June,  1865.  Honorably  discharged  27  December,  1867. 
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O’Connor,  Nicholas. 

Master,  25  September,  1813.  Last  appearance  on  Records  of  Navy  Department. 

O’Connor,  Nicholas. 

Master,  17  October,  1812.  Dismissed  25  August,  1813. 

O’Connor,  Peter. 

Mate,  19  November,  1861.  Acting  Ensign,  15  March,  1864.  Honorably  discharged 
4 March,  1866.  Mate,  5 October,  1865.  Mustered  out  27  August,  1868. 

O’Connor,  Thomas  W. 

Acting  Second  Assistant  Engineer,  21  July,  1862.  Acting^First  Assistant  En- 
gineer, gallantry,  25  September,  1862.  Honorably  discharged  12  August,  1865. 
Acting  First  Assistant  Engineer,  21  May,  1866.  Mustered  out  23  July,  1867. 

O’ Conway.  J.  M.  S. 

Surgeon,  27  June,  1814.  Resigned  5 November,  1821. 

Odbert,  Henry  S. 

Mate,  26  August,  1864.  Honorably  discharged  26  October,  1865. 

Odell,  Alvin  A. 

Acting  Third  Assistant  Engineer,  21  April,  1862.  Honorably  discharged  16  Oc- 
tober, 1865. 

Odell,  George  S. 

Acting  Third  Assistant  Engineer,  8 July,  1863.  Acting  Second  Assistant  En- 
gineer, 29  July,  1865.  Honorably  discharged  1 October,  1867. 

Odend’hal,  John. 

Mate,  20  January,  1870.  In  service. 

Odenheimer,  W. 

Midshipman,  17  December,  1810.  Lieutenant,  16  July,  1814.  Died  13  November, 
1815. 

Odeon,  William  J. 

Acting  Second  Assistant  Engineer,  1862.  Resigned  28  February,  1863. 

Odiorne,  Levi  L. 

Mate,  5 October,  1863.  Acting  Ensign,  29  November,  1864.  Resigned  29  June, 

1865. 

Odiorne,  Walter  C. 

Mate,  26  August,  1861.  Acting  Ensign,  24  April,  1863. 

O’Oonnell,  James. 

Mate,  22  October,  1863.  Resigned  22  May,  1866. 

O’Oriscoll,  Cornelias. 

Lieutenant,  26  April,  1799.  Discharged  15  April,  1801. 

Oellers,  James  P. 

Lieutenant,  24  July,  1813.  Died  20  February,  1849. 

Ogden,  Henry  W. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander, 
31  January,  1838.  Captain,  5 February,  1848.  Reserved  list,  13  September, 
1855.  Died  25  August,  1860. 

Ogden,  James. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  7 June,  1864.  Honorably  discharged  3 October,  1865. 

Ogden,  Jnlien  S. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 

1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer, 
2 June,  1869.  Passed  Assistant  Engineer,  20  October,  1875. 

Ogden,  Tewis, 

Midshipman,  1 March,  1825.  Dismissed  1 June,  1832. 

Ogden,  W illiam  A. 

Midshipman,  1 September,  1811.  Resigned  7 May,  1812. 

Ogden,  W illiam  B. 

Acting  First  Assistant  Engineer,  5 May,  1863.  Appointment  revoked  (Sick,) 
20  November,  1863. 
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Ogden,  William  Iff. 

Acting  Second  Assistant  Engineer,  9 October,  1861.  Appointment  revoked  (Sick,) 

21  April,  1863. 

Ogden,  William  S. 

Midshipman,  26  July,  1820.  Lieutenant,  17  May,  1828.  Commander,  22  April, 
1851.  Retired  15  January,  1862.  Died  14  August,  1866. 

Oglevie,  Peter. 

Midshipman,  6 January,  1800.  Lieutenant,  18  May,  1804.  Lost  at  Sea  in  1805. 

Ogilvie,  James. 

Acting  Master,  26  August,  1861.  Honorably  discharged  6 June,  1868. 

Ogilvie,  James  G. 

Chaplain,  15  September,  1825.  Last  appearance  on  Records  of  Navy  Department. 

O’Grady,  Henry  S. 

Mate,  13  March,  1863.  Acting  Ensign,  2 November,  1863.  Dismissed  16  Novem- 
ber, 1864. 

O’Hara,  Henry  W. 

Mate,  20  February,  1863.  Acting  Ensign,  6 July,  1864.  Honorably  discharged 
2 May,  1868. 

O’Hara,  Michael. 

Assistant  Surgeon,  31  May,  1854.  Resigned  30  June,  1858. 

O’Hane,  James. 

Acting  Midshipman,  30  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 

22  April,  1866.  Commander,  6 January,  1874. 

O’Keefe,  Haniel  J. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Honorably  discharged  15  May, 
1865. 

O’Keefe,  John  F. 

Acting  Third  Assistant  Engineer,  10  June,  1864.  Honorably  discharged  19  August, 
1865. 

O’Kell,  Peter. 

Acting  Ensign,  5 October,  1862.  Acting  Master,  5 June,  1863.  Acting  Volunteer 
Lieutenant,  8 November,  1864.  Honorably  discharged  24  November,  1865. 

Olcott,  E.  It. 

Acting  Ensign,  special  duty,  6 December,  1863.  Appointment  revoked  1 Septem- 
ber, 1864. 

Olcott,  Eugene  S. 

Assistant  Surgeon,  24  January,  1862.  Resigned  6 January,  1864. 

Olcott,  Henry, 

Midshipman,  5 November,  1809.  Resigned  29  April,  1812. 

©’lieary,  Arthur. 

Acting  Ensign,  5 June,  1863.  Honorably  discharged  9 December,  1868. 

Oler,  Henry  I>. 

Mate,  12  May,  1866.  Resigned  15  May,  1867. 

Oliphant.  Joseph  53. 

Purser,  1 June,  1861.  Died  1 September,  1862. 

Oliver,  Charles  K. 

Master’s  Mate,  3 May,  1843.  Gunner,  2 June,  1846.  Dismissed  21  April,  1861. 

Oliver,  Edwin  W. 

Midshipman,  9 November,  1841.  Resigned  1 June,  1842. 

Oliver,  Francis  A. 

Acting  Ensign,  15  July,  1863.  Acting  Master,  3 February,  1864.  Appointment 
revoked  31  May,  1864. 

Oliver,  Francis  A. 

Boatswain,  28  May,  1850.  Dismissed  3 November,  1856. 
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Oliver,  Henry  II. 

Acting  Third  Assistant  Engineer,  20  January,  1864.  Honorably  discharged 

29  August,  1866. 

Oliver,  James. 

Mate,  5 Se]Dtember,  1866.  Acting  Ensign,  9 September,  1864.  Honorably  dis- 
charged 25  August,  1865.  Mustered  out  1 May,  1869. 

Oliver,  James  H. 

Cadet  Midshipman,  12  June,  1879.  Graduated  18  June,  1879. 

Oliver,  Paul  A. 

Master,  25  April,  1814.  Resigned  9 March,  1815. 

Olmstead,  Edmund  F. 

Master’s  Mate,  3 May,  1843.  Second  Master,  2 March,  1849.  Master,  1 September, 
1851.  Reserved  list,  10  October,  1855.  Died  7 February,  1857. 

Olmstead,  Edward. 

Midshipman*  17  December,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  New  York. 

Ol  an  stead,  George  A. 

Mate,  20  November,  1862.  Honorably  discharged  24  August,  1867. 

O!  an  stead,  E.  I. 

Third  Assistant  Engineer,  4 April,  1861.  Resigned  22  September,  1862. 

Olsen,  Christian. 

Carpenter,  7 March,  1853.  Died  12  June,  1855. 

Olson,  Ednnmd. 

Second  Assistant  Engineer,  12  July,  1861.  First  Assistant  Engineer,  15  October, 
1863.  Chief  Engineer,  27  October,  1874.  Lost  on  the  “ Huron”  24  November, 
1877. 

Omeiisetter,  George  W. 

Gunner,  27  November,  1861. 

Omeiisetter,  Robert  L. 

Mate,  12  July,  1862.  Acting  Ensign,  15  June,  1864.  Honorably  discharged 

30  November,  1865. 

Omey,  William  IS, 

Mate,  18  January,  1864.  Honorably  discharged  18  January  1868. 

O’Neal,  Robert  H.  . 

Boatswain,  13  June,  1831.  'Died  4 August,  1847. 

Midshipman,  29  July,  1806.  Resigned  16  July,  1807. 

O’Neale,  Rieliard. 

Midshipman,  1 January,  1812.  Resigned  9 August,  1817. 

O’Neale,  Robert  II. 

Boatswain,  13  June,  1831.  Died  4 August,  1847. 

O’Neil,  A.  F. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  16  February,  1863,  Acting 
Volunteer  Lieutenant,  24  October,  1863.  Dismissed  30  June,  1864. 

O’Neil,  Charles. 

Mate.  Acting  Master,  1 May,  1862.  Acting  Volunteer  Lieutenant,  30  May,  1865. 
Lieutenant,  12  March,  1868.  Lieutenant-Commander,  18  December,  1868. 

O’Neil,  James. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Acting  Second  Assistant  En- 
gineer, 30  April,  1864.  Honorably  discharged  26  February,  1868. 

O’Neil,  John. 

Acting  Third  Assistant  Engineer,  21  October,  1862.  Honorably  discharged 
2 December,  1866. 

O’Neill,  Charles  F. 

Mate,  26  May,  1863.  Honorably  discharged  13  June,  1867. 
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©’Neill,  Charles  W. 

Acting  Third  Assistant  Engineer,  16  April,  1803.  Acting  Second  Assistant  En- 
gineer, 15  December,  1864.  Honorably  discharged  14  October,  1868. 

©’Neill,  If.  B. 

Acting  Ensign,  7 August,  1863.  Resigned  2 March,  1865. 

O’Neill,  William  J. 

Acting  Third  Assistant  Engineer  11  October,  1864.  Honorably  discharged  18  Sep- 
tember, 1865. 

©pie,  Ferny. 

Midshipman,  21  May,  1800.  Discharged  5 May,  1801,  under  Peace  Establishment 
Act. 

©pp,  Henry  1C. 

Acting  Assistant  Paymaster,  5 February,  1864.  Honorably  discharged  9 October, 
1865. 

Orchard,  John  M. 

Cadet  Midshipman,  11  June,  1873.  Graduated  18  June,  1879.  Ensign,  11  July, 
1880. 

©rcutt,  Augustus  €. 

Mate,  19  May,  1864.  Resigned  24  May,  1865. 

Orcntt,  John  A. 

Mate,  7 December,  1863.  Honorably  discharged  2 May,  1866. 

©rcutt,  William  1C. 

Mate,  5 August,  1863.  Resigned  (Sick,)  18  March,  1864. 

Orel,  James. 

Midshipman,  9 June,  1811.  Resigned  13  April,  1813. 

Or  <1  way,  William  A. 

Mate,  9 October,  1862.  Acting  Ensign,  23  December,  1863.  Honorably  discharged 
20  June,  1866. 

Organ,  David. 

Acting  Ensign,  9 November,  1863.  Acting  Master,  22  December,  1864.  Honorably 
discharged  1 November,  1865.  Acting  Master,  12  September,  1866.  Died  18 
August,  1868. 

Orme,  J.  George. 

Acting  Assistant  Paymaster,  11  May,  1864.  Mustered  out  21  November,  1865. 

Ormond,  John  O. 

Mate.  Resigned  19  February,  1862.  Acting  Master,  30  April,  1862.  Dismissed 

1 April,  1863. 

©rmsby,  George  F. 

Cadet  Midshipman,  24  September,  1873.  Graduated  4 June,  1880. 

©rmsby,  Bober  t. 

Purser,  25  April,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Orne,  Joshua. 

Midshipman,  16  January,  1809.  Resigned  29  October,  1810. 

Orr,  Hector. 

Surgeon,  2 March,  1799.  Discharged  10  June,  1801,  under  Peace  Establishment 
Act. 

©rr,  William  JL. 

Acting  Second  Assistant  Engineer,  21  March,  1865.  Resigned  18  December, 
1865. 

Or  swell,  George  B. 

Acting  First  Assistant  Engineer,  21  February,  1862.  Honorably  discharged 
26  December,  1865.  Acting  First  Assistant  Engineer,  7 April,  1866.  Mus- 
tered out  27  August,  1867. 

Ortega,  John. 

Mate,  30  August,  1864.  Deserted  June,  1865. 
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Osborn,  Arthur  P. 

Midshipman,  25  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  22  October,  1874. 

Osborn,  Francis  G. 

Acting  Ensign,  20  August,  1863.  Acting  Master,  6 December,  1864.  Honorably 
discharged  16  July,  1866. 

Osborn,  Janies. 

Acting  Second  Assistant  Engineer,  10  September,  1861.  Resigned  14  February, 
1863. 

Osborn,  Marcus  IS. 

Acting  Assistant  Paymaster,  11  October,  1861.  Resigned  16  September,  1863. 

Osborn,  Victor  M. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Resigned  20  November,  1867. 

Osborn,  William  A. 

Mate,  14  May,  1863.  Resigned  17  May,  1865. 

Osborne,  Charles  A. 

Mate,  12  June,  1863.  Honorably  discharged  26  August,  1865. 

Osborne,  Feonard. 

Assistant  Surgeon,  24  July,  1813.  Surgeon,  27  March,  1818.  Died  5 October,  1837. 

Osgood,  George  C. 

Acting  Assistant  Surgeon,  26  February,  1863.  Honorably  discharged  19  January, 
1866. 

Osgood,  Joseph. 

Master,  3 July,  1813.  Died  8 August,  1813. 

O’Shannessy,  Janies. 

Midshipman,  9 July,  1833.  Resigned  27  February,  1839. 

Osterhaus,  lingo. 

Midshipman,  25  September,  1865.  Graduated  7 June,  1870.  Ensign,  13  July, 
1871.  Master,  12  February,  1874.  Lieutenant,  13  March,  1880. 

Osterhoult,  Davis  D. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  5 Oc~ 
tober,  1865. 

Osterloh,  John  C. 

Acting  Assistant  Paymaster,  22  January,  1864.  Honorably  discharged  6 October, 
1865. 

Ostermeyer,  William. 

Acting  Carpenter,  28  June,  1864.  Honorably  discharged  21  September,  1865. 

Ostranger,  A.  H. 

Acting  Ensign,  4 January,  1864.  Honorably  discharged  1 August,  1865. 

O’Sullivan,  W.  11. 

Midshipman,  1 November,  1828.  Dismissed  10  December,  1830. 

Otis,  Arthur  If. 

Midshipman,  9 September,  1841.  Resigned  10  August,  1849. 

Otis,  James  F. 

Acting  Ensign,  29  October,  1862.  Acting  Master,  30  January,  1865.  Honorably 
discharged  19  August,  1865. 

Otis,  Jenks  If. 

Assistant  Surgeon,  19  April,  1851.  Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  2 June,  1861.  Died  27  August,  1864. 

Otis,  William  H. 

Mate,  11  September,  1862.  Acting  Ensign,  30  September,  1863.  Honorably 
discharged  11  August,  1865. 

Otley,  William. 

Acting  Second  Assistant  Engineer,  9 February,  1864.  Honorably  discharged 
22  August,  1865. 
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Otter,  William, 

Acting  Carpenter,  6 July,  1864.  Honorably  discharged  19  February,  1866. 

Ottignon,  Charles  F. 

Acting  Master,  special  duty  as  Brill  Officer,  31  October,  1863.  Appointment 
revoked  27  October,  1864. 

Ottiwell,  William. 

Acting  Master,  10  June,  1861.  Appointment  revoked  (Sick,)  14  April,  1863. 
Acting  Ensign,  1 October,  1863.  Honorably  discharged  3 December,  1865. 

Ovatt9  James. 

Mate,  1 October,  1862.  Promoted  Acting  Ensign,  9 October,  1863.  Honorably 
discharged  24  June,  1866. 

Overman,  John. 

Carpenter,,  22  October,  1841.  Died  19  March,  1845. 

Overn,  John. 

Acting  Third  Assistant  Engineer,  1 August,  1862.  Resigned  24  March,  1863. 

Overn,  John  J. 

Carpenter,  2 May,  1866.  Died  10  June,  1867. 

Overton,  Oasaiel  15. 

Acting  First  Assistant  Engineer,  31  August,  1864.  Honorably  discharged  22  Sep- 
tember, 1865. 

Overton,  P.  If. 

Midshipman,  30  November,  1814.  Resigned  18  November,  1821. 

Owen,  Alfred  M. 

Assistant  Surgeon,  20  May,  1869.  Passed  Assistant  Surgeon,  18  March,  1874. 

Owen,  Charles  W. 

Acting  Ensign,  3 August,  1864.  Honorably  discharged  11  August,  1865. 

Owen,  Flias  If. 

Midshipman,  7 December,  1848.  Passed  Midshipman,  15  June,  1854.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Retired  list,  9 June,  1876.  Died 
8 April,  1877. 

Owen,  Leander  C 

Acting  Endgm  13  September,  1864.  Honorably  discharged  25  July,  1865. 

Owen,  O.  3>arwin. 

Acting  Ensign,  16  February,  1865.  Honorably  discharged  17  September,  1867. 

Owen,  Silas. 

Mate,  9 September,  1862.  Dismissed  21  May,  1863.  Acting  Ensign,  25  Novem- 
ber, 1863.  Acting  Master,  25  July,  1865.  Honorably  discharged  4 November, 
1865. 

Owen,  William  If. 

Acting  Assistant  Paymaster,  30  September,  1862.  Resigned  8 October,  1863. 

Owen,  William  R. 

Mate,  18  April,  1863.  Acting  Ensign,  11  June,  1863.  Resigned  13  March,  1865. 

Owens,  A.  A. 

Acting  Master,  13  May,  1862.  Honorably  discharged  13  August,  1865. 

Owens,  Forrest  B. 

Acting  Ensign  and  Pilot,  12  December,  1863.  Acting  Master  and  Pilot,  1 Octo« 
ber,  1864.  Honorably  discharged  29  November,  1865. 

Owens,  Janies  M. 

Carpenter,  4 November,  1852.  Died  10  October,  1873. 

Owens,  John. 

Acting  Ensign,  3 August,  1864.  Honorably  discharged  13  July,  1865. 

©wens,  Thomas. 

Acting  Assistant  Surgeon,  16  August,  1864.  Honorably  discharged  28  December, 
1869.  Acting  Assistant  Surgeon,  8 February,  1870.  Honorably  discharged  30 

June,  1879. 
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Owiugs,  John  C. 

Master,  15  September,  1806.  Resigned  22  February,  1810. 

Owings,  Samuel  J. 

Acting  Ensign,  3 September,  1863.  Died  at  St.  Louis,  Mo.,  October,  1863. 

Owins,  John. 

Gunner,  7 March,  1842.  Dropped  20  April,  1861. 


Pace,  David. 

Acting  Third  Assistant  Engineer,  13  August,  1863.  Acting  Second  Assistant  En- 
gineer, 20  March,  1865.  ’Appointment  revoked  29  December,  1866. 

Packard,  Harrison  I>. 

Mate,  21  January,  1864.  Acting  Ensign,  1 December,  1864.  Honorably  discharged 
16  May,  1865. 

Packard,  Henry. 

Acting  Assistant  Paymaster,  25  September,  1861.  Died  29  January,  1862. 

Packard,  K.  €r. 

Civil  Engineer,  28  November,  1866.  Commissioned  28  March,  1867.  Resigned 
28  April,  1869. 

Packer,  Charles  M. 

Mate,  1 November,  1861.  Acting  Ensign,  1 February,  1864.  Dismissed  10  August, 
1864. 

Packett,  John. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  29  March,  1820. 

Paddock,  Samuel  R. 

Acting  Midshipman,  26  September,  1856.  Midshipman,  15  June,  1860.  Acting 
Master,  26  June,  1861.  Appointment  revoked  24  July,  1861. 

Page,  Benjamin. 

Midshipman,  26  March,  1800.  Resigned  7 July,  1803. 

Page,  Benjamin. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Commander, 
22  December,  1835  Captain,  8 September,  1841.  Reserved  list,  13  September, 
1855.  Died  16  April,  1858. 

Page,  Benjamin. 

Acting  Assistant  Paymaster,  12  June,  1862.  Resigned  30  December,  1865. 

Page,  Benjamin. 

Mate.  Appointment  revoked  (Sick,)  19  May,  1862. 

Page*  Charles  H. 

Acting  Assistant  Surgeon,  2 February,  1863.  Surgeon,  22  September,  1863.  Died 
24  December,  1867. 

Page,  David  P. 

Acting  Ensign,  2 December,  1863.  Acting  Master,  22  November,  1864.  Honor- 
ably discharged  28  October,  1865. 

Page,  Henry. 

Midshipman,  5 February,  1800.  Resigned  7 June,  1803. 

Page,  Henry  M. 

Mate,  11  January,  1865.  Resigned  30  June,  1865. 

Page,  Henry  T. 

Mate,  23  November,  1863.  Acting  Ensign,  4 September,  1864.  Honorably  dis- 
charged 3 June,  1865. 

Page,  Hugh  M. 

Midshipman,  1 September,  1811.  Lieutenant,  1 April,  1818.  Commander,  28 
February,  1838.  Captain,  29  May,  1850.  Reserved  list,  13  September,  1855. 
Resigned  19  April,  1861. 

Page,  James. 

Surgeon,  23  April,  1827.  Died  15  March,  1832. 
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Page,  James. 

Assistant  Surgeon,  7 September,  1807.  Surgeon,  5 March,  1811.  Resigned  14 
June,  1824. 

Page,  Jeremiah  J. 

Acting  Assistant  Surgeon,  14  February,  1874.  Assistant  Surgeon,  Retired  list,  80 
June,  1879. 

Page,  John  W. 

Mate,  19  November,  1861.  Resigned  29  October,  1862. 

Page,  Fewis  fil. 

Midshipman,  9 March,  1809.  Dismissed  8 March,  1813.  Master,  6 Aprilrdr$13. 
Died  16  September,  1826. 

Page,  Octavius  A. 

Midshipman,  6 June,  1800.  Lieutenant,  9 February,  1807.  Died  in  June,  1813. 

Page,  Richard  Jj. 

Midshipman,  1 March,  1824.  Passed  Midshipman,  20  February,  1830.  Lieutenant, 
26  March,  1834.  Commander,  14  September,  1855.  Dismissed  18  April,  1861. 

Page,  Robert  N . 

Midshipman,  2 May,  1800.  Discharged  24  September,  1801,  under  Peace  Estab- 
lishment Act. 

Page,  Thomas  J. 

Midshipman,  1 October,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
20  December,  1839.  Commander,  14  September,  1855.  Dismissed  22  April, 
1861. 

Page,  William. 

Midshipman,  1 January,  1817.  Resigned  3 January,  1820. 

Page,  William  M. 

Assistant  Surgeon,  31  October,  1855.  Passed  Assistant  Surgeon,  4 May,  1860. 
Surgeon,  1 August,  1861.  Dismissed  10  October,  1861. 

Paget,  John  II. 

Acting  Third  Assistant  Engineer,  9 May,  1861.  Acting  Second  Assistant  Engi- 
neer, 28  May,  1863.  Acting  First  Assistant  Engineer,  8 March,  1864.  Honorably 
discharged  28  March,  1867. 

Paine,  Amasa. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
3 March,  1831.  Commander,  12  April,  1853.  Reserved  list,  13  September,  1855. 
Captain  on  Reserved  list,  9 June,  1862.  Died  27  July,  1863. 

Paine,  A.  ©. 

Acting  Ensign,  5 January,  1863.  Dismissed  27  May,  1863. 

Paine,  Francis  M. 

Acting  Ensign,  25  August,  1862.  Acting  Master,  9 November,  1864.  Honorably 
discharged  13  September,  1867. 

Paine,  Frederick  II. 

Midshipman,  27  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  20  June,  1871. 

Paine,  James  €5. 

Mate,  5 October,  1861.  Appointment  revoked  22  March,  1864.  Mate,  22  Septem- 
ber, 1864.  Honorably  discharged  20  February,  1866. 

Paine,  John  S. 

Midshipman,  29  November,  1813.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Died  2 May,  1859. 

Paine,  Orris  $. 

Midshipman,  2 July,  1814.  Resigned  27  February,  1815. 

Paine,  ISanmel  T. 

Mate,  16  July,  1864.  Died  on  “ Kearsarge ,”  28  March,  1866. 
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Paine,  Sumner  €. 

Midshipman,  21  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  7 October,  1874. 

Paine,  Theodore  If. 

Acting  Ensign,  17  April,  1863.  Acting  Master,  22  April,  1865.  Honorably  dis- 
charged 10  November,  1865. 

Paine,  Thomas. 

Master,  10  October,  1812.  Lieutenant,  1 December,  1815.  Commander,  3 March, 
1835.  Captain,  8 September,  1841.  Reserved  list,  13  September,  1855.  Died 
9 November,  1859. 

Painter,  Francis  J. 

Acting  Assistant  Paymaster,  17  February,  1863.  Passed  Assistant  Paymaster, 
23  July,  1866.  Retired  list,  13  May,  1869 

Painter,  George. 

Carpenter,  9 April,  1804.  Last  appearance  on  Records  of  Navy  Dej^artment, 
1 September,  1809. 

Painter,  Joseph  E. 

Acting  Assistant  Surgeon,  5 August,  1870.  Died  15  March,  1878. 

Palfrey,  Robert  JB. 

Mate,  5 April,  1864.  Appointment  revoked  13  May,  1864. 

Pallett,  Robert. 

Acting  Third  Assistant  Engineer,  26  April,  1862.  Acting  Second  Assistant  Engi- 
neer, 3 March,  1863.  Honorably  discharged  4 September,  1865. 

Palmer,  Albert  !§. 

Second  Assistant  Engineer,  14  January,  1839.  Previous  appointment  revoked, 
and  appointed  Second  Assistant  Engineer,  28  July,  1845.  Resigned  15  July, 
1848. 

Palmer,  A relay  S. 

Acting  Ensign,  15  July,  1863.  Honorably  discharged  8 December,  1865. 

Palmer,  Charles  F. 

Mate,  25  January,  1882.  Acting  Ensign,  30  August,  1864.  Honorably  discharged 
18  January,  1866. 

Palmer,  Eugene  P. 

Mate,  9 June,  1862.  Resigned  21  October,  1862.  Mate,  7 July,  1863.  Acting 
Gunner,  9 April,  1864.  Honorably  discharged  31  December,  1866. 

Palmer,  George  L. 

Acting  Third  Assistant  Engineer,  21  January,  1862.  Appointment  revoked  17 
March,  1862.  Acting  Second  Assistant  Engineer,  8 December,  1862.  Drowned 
15  January,  1865. 

Palmer,  George  W. 

Assistant  Surgeon,  IS  August,  1826.  Passed  Assistant  Surgeon,  3 March,  1835. 
Died  6 November,  1836. 

Palmer,  George  TV. 

Acting  Master,  23  August,  1861.  Dismissed  14  December,  1861. 

Palmer,  James  C. 

Assistant  Surgeon,  26  March,  1834.  Surgeon,  27  October,  1841.  Medical  Direc- 
tor, 3 March,  1871.  Retired  list,  29  June,  1873. 

Palmer,  James  S, 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
17  December,  1836.  Reserved  list,  13  September,  1855.  Commander,  Active 
list,  14  September,  1855.  Captain  on  Active  list,  16  July,  1862.  Commodore, 
7 February,  1863.  Rear-Admiral,  25  July,  1866.  Died  7 December,  1867. 

Palmer,  John  If. 

Mate,  15  November,  1861.  Resigned  21  March,  1S62. 

Palmer,  John  TV. 

Midshipman,  30  November,  1814.  Resigned  15  April,  1828. 
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Palmer,  John  W. 

Master’s  Mate,  1 July,  1840.  Died  28  July,  1851. 

Palmer,  Eambert  G. 

Midshipman,  20  July,  18G3.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  10  November,  1872.  Lost  in  the  “Huron” 
24  November,  1877. 

Palmer,  Marshall  E. 

Midshipman,  28  March,  1848.  Resigned  13  May,  1853. 

Palmer,  Robert. 

Lieutenant,  6 March,  1799.  Discharged  8 December,  1801,  under  Peace  Establish* 
meiit  Act. 

Palmer,  Robert. 

Master,  7 May,  1812.  Dismissed  2 April,  1814. 

Palmer,  William  H. 

Acting  Assistant  Paymaster,  25  October,  1864.  Honorably  discharged  15  Octooer, 
1865. 

Pancake,  William  I>. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged  2 Oc- 
tober, 1865. 

Pancoast,  Allen  A. 

Acting  Assistant  Paymaster,  5 August,  1861.  Resigned  30  January,  1864. 

Pan  coast,  Jolm  A. 

Acting  Third  Assistant  Engineer,  17  February,  1864.  Honorably  discharged 
30  August,  1865. 

Pangborn,  Henry  H. 

Paymaster,  1 June,  1861.  Died  31  July,  1866. 

Papanti,  Frank  1a. 

Mate,  14  October,  1863.  Honorably  discharged  10  July,  1865. 

Pardee,  Joseph  W. 

Mate,  4 April,  1864.  Appointment  revoked  10  October,  1864.  Mate,  4 February, 
1865.  Honorably  discharged  15  August,  1865. 

Pardee,  S.  S. 

Mate,  20  December,  1861.  Dismissed  1 May,  1862. . 

Paris,  Russel  C. 

Cadet  Midshipman,  23  September,  1873.  Graduated  18  June,  1879.  Resigned 
1 December,  1880. 

Park,  Charles  S. 

Acting  Assistant  Paymaster,  21  October,  1864.  Honorably  discharged  2 August, 
1865. 

Park,  Bavid  B. 

Sailmaker,  2 August,  1844.  Died  5 August,  1848. 

Park,  Edward  G. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
30  April,  1868. 

Park,  John. 

Surgeon,  14  October,  1799.  Discharged  6 July,  1801,  under  Peace  Establishment 
Act. 

Park,"  Stephen  A. 

Mate,  23  January,  1864.  Honorably  discharged  6 August,  1865. 

Park,  William  I>. 

Acting  Third  Assistant  Engineer,  22  May,  1862.  Died  11  July,  1863. 

Park,  William  Bunlap. 

Third  Assistant  Engineer,  4 February,  1862.  Dismissed  17  February,  1862. 
Third  Assistant  Engineer,  17  December,  1862.  Died  11  July,  1863. 

Park,  W.  W. 

Acting  Assistant  Surgeon,  1 May,  1863.  Died  3 August,  1863. 
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Parke,  Cornelius  T. 

Third  Assistant  Engineer,  26  February,  1851.  Resigned  31  May,  1854. 

Parke,  John  G. 

Acting  Assistant  Surgeon,  19  February,  1862.  Honorably  discharged  6 November* 
1865. 

Parker,  Adams. 

Acting  Ensign,  4 March,  1863.  Dismissed  17  November,  1863. 

Parker,  Charles. 

Acting  Third  Assistant  Engineer,  29  December,  1864.  Honorably  discharged 
4 March,  1866. 

Parker,  Edwin  N. 

Mate,  6 May,  1S65.  Deserted  17  March,  1867. 

Parker,  Forbes. 

Acting  Assistant  Paymaster,  19  October,  1861.  Assistant  Paymaster,  19  March, 
1862.  Paymaster,  26  August,  1865.  Dropped  2 August,  1871 

Parker,  Foxkall  A. 

Midshipman,  1 January,  1808.  Lieutenant,  9 March,  1813.  Commander,  3 March* 
1825.  Captain,  3 March,  1835.  Reserved  list,  13  September,  1855.  Died 

23  November,  1857. 

Parker,  Foxkall  A. 

Midshipman,  11  March,  1837.  Passed  Midshipman,  29  June,  1843.  Acting  Master, 

17  November,  1847.  Lieutenant,  21  September,  1850.  Reserved  list,  14  Sep- 
tember, 1855.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Commodore, 
25  November,  1872.  Died  10  June,  1879. 

Parker,  Francis  H. 

Acting  Midshij^man,  20  September,  1861.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Retired  list,  17  November,  1868. 

Parker,  George. 

Midshipman,  3 February,  1800.  Lieutenant,  30  March,  1807.  Commander, 

24  July,  1813.  Died  11  March,  1814. 

Parker,  George. 

Midshipman,  6 June,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1815.  New  Orleans. 

Parker,  George. 

Sailmaher,  3 July,  1841.  Died  5 October,  1857. 

Parker,  George  A. 

Acting  Assistant  Surgeon,  19  April,  1864.  Died  18  June,  1864. 

Parker,  George  C. 

Master,  15  July,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Parker,  George  €>. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Resigned  23  June,  1865. 

Parker,  George  $. 

Acting  Assistant  Surgeon,  22  September,  1864.  Resigned  9 September,  1865 

Parker,  George  W. 

Acting  Master,  12  August,  1861.  Honorably  discharged  24'September,  1865. 

Parker,  Hiram,  Jr. 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer, 

25  August,  1863.  First  Assistant  Engineer,  11  October,  1866.  Resigned 

18  February,  1875. 

Parker,  James,  Jr. 

Midshipman,  14  November,  1846.  Passed  Midshipman,  8 June,  1852.  Master, 
15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  2 October, 
1856.  Acting  Lieutenant,  8 May,  1861.  Lieutenant-Commander,  16  July,  1862. 
Resigned  31  May,  1866. 

Parker,  James  E. 

Midshipman,  6 June,  1831.  Passed  Midshipman,  15  June,  1831  Lieutenant, 
8 September,  1841.  Died  12  July,  1847. 
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Parker,  James  P. 

Cadet  Midshipman,  5 June,  1873.  Graduated  18  June,  1879. 

Parker,  J.  II. 

Acting  Assistant  Surgeon,  16  March,  1863.  Honorably  discharged  12  October, 
1865. 

Parker,  John. 

Assistant  Surgeon,  11  May,  1798.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Parker,  Jolin. 

Purser,  15  June,  1799.  Died  25  June,  1799. 

Parker,  Jolm  CL 

Mate,  4 November,  1864.  Deserted  12  June,  1865. 

Parker,  Jokn  C. 

Acting  Master,  1 October,  1862.  Acting  Volunteer  Lieutenant,  29  March,  1864. 
Resigned  31  May,  1865. 

Parker,  Jolin  F. 

Midshipman,  29  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Parker,  Jolm  II. 

Midshipman,  30  December,  1836.  Passed  Midshipman,  1 July,  1842.  Lieutenant, 
2 June,  1850.  Dismissed  18  January,  1862. 

Parker,  Jolm  P. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Reserved  list,  13  September,  1855.  Died  7 June,  1860. 

Parker,  Joseph  B. 

Acting  Assistant  Surgeon,  4 December,  1863.  Honorably  discharged  12  October, 
1865.  Assistant  Surgeon,  24  November,  1866.  Passed  Assistant  Surgeon, 
31  December,  1867.  Surgeon,  13  August,  1876. 

Parker,  Le^is. 

Gunner,  13  February,  1832.  Died  31  August,  1845. 

Parker,  Nathaniel  €. 

Acting  Assistant  Surgeon,  23  October,  1862.  Appointment  revoked  3 March, 
1863. 

Parker,  Nehemiah. 

Carpenter,  27  January,  1820.  Died  20  August,  1830. 

Parker,  R.  Le  Roy. 

Mate,  24  February,  1862.  Dead. 

Parker,  Robert  W. 

Acting  Ensign,  26  December,  1862.  Honorably  discharged  11  December,  1865. 

Parker,  Samuel. 

Lieutenant,  18  April,  1799.  Discharged  13  April,  1801,  under  Peace  Establish- 
ment Act. 

Parker,  Samuel  F. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Parker,  Scollay. 

Acting  Assistant  Surgeon,  9 September,  1863.  Acting  Passed  Assistant  Surgeon, 

15  May,  1866.  Honorably  discharged  19  January,  1868. 

Parker,  Thomas  V. 

Mate,  1 September,  1861.  Acting  Ensign,  26  November,  1864.  Honorably  dis- 
charged 4 October,  1865. 

Parker,  William. 

Gunner,  21  January,  1862.  Died  November,  1864. 

Parker,  William  A. 

Midshipman,  3 July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 

16  May,  1843.  Commander,  28  June,  1861.  Retired  list,  23  December,  1865. 
Captain  on  Retired  list,  4 April,  1867. 
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Parker,  William  €. 

Mate,  2 June,  1864.  Honorably  discharged  27  September,  1868. 

Parker,  William  I>. 

Acting  Third  Assistant  Engineer,  I February,  1865.  Honorably  discharged 
25  September,  1865. 

Parker,  William  H. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 

I March,  1855.  Lieutenant,  14  September,  1855.  Dismissed  20  April,  1861. 

Parker,  William  II. 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Parker,  William  S. 

Acting  Assistant  Surgeon,  18  March,  1864.  Resigned  8 March,  1865. 

Parkes,  John  W. 

Third  Assistant  Engineer,  10  July,  1847.  Second  Assistant  Engineer,  13  Septem- 
ber, 1849.  Resigned  21  May,  1853. 

Parkhurst,  George  A. 

Gunner,  3 January,  1862.  Dismissed  2 March,  1863 

Parkinson,  William  R. 

Midshipman,  29  September,  1832.  Dismissed  15  June,  1838. 

Parks,  Charles  P. 

A cting  Second  Assistant  Engineer,  26  January,  1863.  Died  from  wounds  26  April, 
1864. 

Parks,  Edward  W. 

Acting  Third  Assistant  Engineer,  11  January,  1864.  Resigned  20  October,  1864. 

Parks,  George  II. 

Acting  Third  Assistant  Engineer,  6 July,  1863.  Killed  by  explosion  on  “ Tulip” 

II  November,  1864. 

Parks,  Rufus. 

Assistant  Paymaster,  12  September,  1861.  Paymaster,  14  April,  1862.  Pay 
Inspector,  23  February,  1877. 

Parks,  Theodore  W. 

Mate,  26  February,  1863.  Appointment  revoked  (Sick,)  21  October,  1863 

Parks,  William. 

Mate,  9 March,  1866.  Resigned  5 April,  1867. 

Parks,  William. 

Mate,  7 February,  1865.  Resigned  5 April,  1867. 

Parks,  Wythe  M. 

Assistant  Engineer,  8 May,  1877,  * 

Par  melee,  Arthur  W. 

Mate,  22  January,  1863.  Appointment  revoked,  having  been  appointed  Captain’s 
Clerk,  14  February,  1863. 

Parnell,  Edward. 

Midshipman,  20  June,  1806.  Resigned  29  December,  1806. 

Parris,  Elias. 

Acting  Third  Assistant  Engineer,  11  December,  1862.  Resigned  26  June,  1863. 

Parrish,  Horatio  N. 

Acting  Master,  23  September,  1861.  Resigned  6 December,  1861. 

Parrish,  Joseph. 

Midshipman,  19  October,  1841.  Dismissed  27  June,  1850. 

Parrott,  Enoch  G. 

Midshipman,  10  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Commander,  24  April,  1861.  Captain,  25  July,  1866. 
Commodore,  22  April,  1870.  Rear-Admiral,  8 November,  1873.  Retired  list,. 
4 April,  1874.  Died  10  May,  1879. 
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Parry,  Cyrus. 

Midshipman,  18  May,  1809.  Dismissed  7 May,  1813. 

Parry,  John. 

Acting  Ensign,  2 July,  1863.  Honorably  discharged  19  October,  1865. 

Parry,  Joseph  L. 

Acting  First  Assistant  Engineer,  3 October,  1862.  Resigned  15  July,  1864. 

Parsem,  John. 

Carpenter,  12  July,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Parsons,  Alono  I>. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
12  February,  1869. 

Parsons,  Arthur  F. 

Mate,  2 January,  1862.  Acting  Ensign,  30  July,  1863.  Honorably  discharged 
24  October,  1865. 

Parsons,  Arthur  H. 

Midshipman, --27  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Resigned  7 December,  1871. 

Parsons,  F.  D.  W. 

Mate,  19  November,  1862.  Resigned  20  January,  1865 

Parsons,  Henry. 

Mate,  13  December*  1861.  Died  18  June,  1863. 

Parsons,  Janies  E. 

Acting  Third  Assistant  Engineer,  27  July,  1863.  Acting  Second  Assistant  En- 
gineer, 20  February,  1864.  Honorably  discharged  8 November,  1865. 

Parsons,  John  E. 

Acting  Assistant  Surgeon,  10  October,  1863.  Acting  Passed  Assistant  Surgeon, 
24  March,  1866.  Resigned  8 December,  1866. 

Parsons,  Richard. 

Gunner,  10  June,  1799.  Resigned  20  August,  1801. 

Parsons,  Scott  11. 

Mate,  5 June,  1862.  Resigned  17  December,  1862. 

Parsons,  Thomas  A. 

Assistant  Surgeon,  4 November,  1834.  Resigned  20  September,  1837. 

Parsons,  Esher. 

Assistant  Surgeon,  6 July,  1812.  Surgeon,  15  April,  1814.  Resigned  23  April 
1823. 

Parsons,  William. 

Assistant  Surgeon,  15  May,  1799.  Resigned  24  July,  1800. 

Partridge,  Edwin  W. 

Mate,  12  October,  1861.  Acting  Ensign,  19  July,  1862.  Appointment  revoked 
17  November,  1862. 

Partridge,  Frederick  W. 

Acting  Master,  28  February,  1862.  Resigned  19  March,  1862.  Acting  Master, 
27  March,  1862.  Honorably  discharged  30  October,  1865. 

Partridge,  John  A. 

Acting  Ensign,  30  November,  1864.  Honorably  discharged  12  October,  1865. 

Partridge,  Eeander  H. 

Acting  Master,  18  December,  1861.  Acting  Volunteer  Lieutenant,  8 April,  1865. 
Honorably  discharged  20  November,  1865. 

Pary,  C.  B. 

Acting  Ensign,  and  Pilot,  18  July,  1864.  Appointment  revoked  12  December, 
1864. 

Parys,  Edmund. 

Mate,  8 May,  1862.  Resigned  2 July,  1863.  Mate,  3 October,  1863.  Acting 
Ensign,  22  November,  1864.  Appointment  revoked  18  November,  1867.  Mate, 
5 November,  1869.  Resigned  23  February,  1870. 
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Pasqnell,  Richard. 

Acting  Master,  80  December,  1861.  Dismissed  29  May,  1868. 

Pastncr,  Edward  W. 

Midshipman,  22  January,  1841.  Resigned  2 May,  1848. 

Patch,  Nathaniel  J.  K. 

Midshipman,  20  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  27  October,  1872.  Lieutenant,  9 March,  1876. 

Patch  he,  Giistavns  A. 

Mate,  27  August,  1863.  Acting  Ensign,  5 October,  1864.  Honorably  discharged 
17  January,  1868.  Mate,  21  January,  1870.  Appointment  revoked  22  Septem- 
ber, 1871. 

Paterson,  II.  II.  L. 

Midshipman,  1 October,  1827.  Resigned  12  April,  1831. 

Patten,  Edward  €. 

Third  Assistant  Engineer,  3 May,  1859.  Dismissed  8 January,  1861. 

Patten,  .1  oh  sic 

Midshipman,  28  May,  1800.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Patten,  S.  P. 

Acting  Master,  29  October,  1861.  Dismissed  24  June,  1862. 

Patten,  Thomas. 

Midshipman,  9 November,  1813.  Resigned  20  October,  1820. 

Patten,  William  W. 

Mate,  13  December,  1861.  Resigned  16  May,  1863. 

Patterson,  Carlile  P. 

Midshipman,  2 September,  1830.  Passed  Midshipman,  4 June,  1S36.  Lieutenant, 
8 September,  1841.  Resigned  2 September,  1853. 

Patterson,  Daniel  T. 

Midshipman,  20  August,  1800.  Lieutenant,  24  January,  1807.  Commander,  24 
July,  1813.  Captain,  28  February,  1815.  Died  25  August,  1839. 

Patterson,  George  A. 

Acting  Ensign,  13  January,  1863.  Appointment  revoked  (Sick,)  20  July,  1363. 

Patterson,  Griffith  W.  D. 

Acting  Master,  5 October,  1861.  Acting  Volunteer  Lieutenant,  1 June,  1864.  Honor- 
ably discharged  14  December,  1865.  Acting  Master,  13  August,  1867.  Mustered 
out  1 July,  1868. 

Patterson,  Janies. 

Acting  Third  Assistant  Engineer,  30  August,  1861.  Acting  Second  Assistant 
Engineer,  23  May,  1862.  Honorably  discharged  3 April,  1868. 

Patterson,  James  W. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  2S  Septem- 
ber, 1864.  Retired  21  October,  1869. 

Patterson,  John. 

Boatswain,  2 April,  1S32.  Died  13  December,  1S36. 

Patterson,  John  A. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Acting  Second  Assistant 
Engineer,  6 October,  1864.  Honorably  discharged  11  February,  1866. 

Patterson,  John  M. 

Midshipman,  1 January,  1818.  Resigned  17  September,  1821. 

Patterson,  John  O. 

Acting  Master,  29  May,  1861.  Resigned  10  April,  1865. 

Patterson,  John  8. 

Midshipman,  18  April,  1833.  Passed  Midshipman,  8 Julv,  1839.  Killed  28  Octo- 
ber, 1842. 

Patterson,  Nathaniel  P. 

Third  Assistant  Engineer,  15  March,  1847.  Second  Assistant  Engineer,  13  Sep- 
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tember,  1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
15  October,  1859.  Name  stricken  from  the  Rolls  of  the  Navy,  10  June,  1861. 

Patterson,  Robert  E. 

Acting  Assistant  Paymaster,  8 March,  1863.  Honorably  discharged  12  December, 
1865. 

Patterson,  Samuel  Cl. 

Acting  Second  Assistant  Engineer,  9 December,  1863.  Honorably  discharged 
25  August,  1865. 

Patterson,  Silsis  W. 

Mate,  30  December,  1861.  Dismissed  30  April,  1862. 

Patterson,  Thomas  H. 

Midshipman,  5 April,  1836.  Passed  Midshipman,  1 July,  1842,  Master,  31  Octo- 
ber, 1848.  Lieutenant,  23  June,  1849.  Commander,  16  July,  1862.  Captain, 
25  July,  1866.  Commodore,  2 November,  1871.  Rear-Admiral,  28  March,  1877. 

Patterson,  William. 

Acting  Third  Assistant  Engineer,  3 June,  1861.  Appointment  revoked  (Sick,) 
24  December,  1861. 

Patterson,  William  A. 

Midshipman,  1 October,  1827.  Resigned  19  October,  1831. 

Patterson,  William  J. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged 

19  April,  1866. 

Pattisou,  Thomas. 

Midshipman,  2 March,  1839.  Passed  Midshipman,  2 July,  1S45.  Master,  17  Feb- 
ruary, 1854.  Lieutenant,  19  September,  1854.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3 March,  1865.  Captain,  3 July,  1870.  Commodore, 
11  December,  1877. 

Patton,  Francis. 

Midshipman,  27  November,  1799.  Resigned  5 May,  1806. 

Patton,  George. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Charleston,  South  Carolina. 

Patton,  Robert. 

Midshipman,  9 September,  1841.  Resigned  1 October,  1846. 

Patton,  Robert. 

Midshipman,  2 February,  1829.  Dismissed  19  June,  1837. 

Patton,  William  F. 

Surgeon,  4 April,  1831.  Resigned  6 May,  1861. 

Paul,  Allen  G. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  2 November,  1871. 

Paul,  George. 

Third  Assistant  Engineer,  16  January,  1863.  Resigned  9 September,  1865. 

Paul,  Henry  J. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lost  at  Sea 
10  March,  1839. 

Paul,  Mark  W. 

Carpenter,  26  July,  1861.  Resigned  13  November,  1865. 

Paul,  William,  Jr. 

Acting  First  Assistant  Engineer,  28  November,  1863.  Honorably  discharged 

20  September,  1865. 

Paul,  William  M. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned 
23  March,  1872. 
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Paulding,  Hiram. 

Midshipman,  1 September,  1811.  Lieutenant,  27  April,  1816.  Commander, 
9 February,  1837.  Captain,  29  February,  1844.  Retired  list,  21  December, 
1861.  Rear-Admiral,  Retired  list,  16  July,  1862.  Died  20  October,  1878. 

Paulding,  Leonard. 

Midshipman,  19  December,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855:  Lieutenant-Commander, 

16  July,  1862.  Commander,  24  December,  1865.  Died  29  April,  1867. 

Paulding,  Robert  P. 

Assistant  Paymaster,  31  July,  1869.  Passed  Assistant  Paymaster,  31  July,  1873. 
’Resigned  3 December,  1879. 

Pauli,  John  W. 

Acting  Third  Assistant  Engineer,  18  March,  1863.  Acting  Second  Assistant  En- 
gineer, 13  August,  1863.  Honorably  discharged  19  January,  1866. 

Pary,  Eli  H. 

Acting  First  Assistant  Engineer,  4 December,  1863.  Honorably  discharged 
19  February,  1866. 

Pavy,  William  E. 

Mate,  23  January,  1862.  Acting  Ensign,  20  November,  1862.  Resigned  7 October, 
1863.  Acting  Ensign,  23  April,  1864.  Resigned  30  June,  1866. 

Paxson,  Isaiah. 

Third  Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  1 Septem- 
ber, 1864.  Resigned  18  November,  1865. 

Payne,  Charles  W. 

Mate,  16  June,  1864.  Appointment  revoked  (Sick,)  7 November,  1864. 

Payne,  Edward  I>. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  14  November,  1871.  Retired  list,  13  April,  1876. 

Payue,  James. 

Captain,  (to  command  a Galley,)  16  September,  1798.  Last  appearance  on 
Records  of  Navy  Department,  9 October,  1798. 

Paysou,  Thomas  K. 

Acting  Third  Assistant  Engineer,  15  October,  1863.  Honorably  discharged 

18  August,  1865. 

Payton,  George  V. 

Acting  Third  Assistant  Engineer,  9 March,  1864.  Honorably  discharged  3 July, 
1865. 

Peabody,  John  M. 

Acting  Carpenter,  5 October,  1863.  Honorably  discharged  4 January,  1866. 

Peabody,  Joseph  N. 

Mate,  2 January,  1864.  Acting  Ensign,  1 March,  1865.  Honorably  discharged 

19  October,  1865. 

Peabody,  William. 

Midshipman,  16  January,  1809.  Resigned  7 April,  1314. 

Peabody,  William  H. 

Acting  Third  Assistant  Engineer,  27  October,  1863.  Appointment  revoked 
16  June,  1865. 

Peachy,  Thomas  G. 

Assistant  Surgeon,  10  December,  1814.  Resigned  6 September,  1817. 

Peaeo,  John  W. 

Assistant  Surgeon,  23  June,  1814.  Surgeon,  10  July,  1824.  Died  23  May,  1827. 

Peacock,  Charles  A. 

Mate,  1 June,  1863.  Appointment  revoked  13  May,  1868. 

Peacock,  I) arid. 

Midshipman,  28  September,  1869.  Graduated  15  October,  1874.  Ensign,  17  July, 
1875. 
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Peacock,  John  K. 

Acting  Ensign,  3 March,  1863.  Appointment  revoked  21  August^  1866. 

Peake,  Edward  T. 

Acting  Third  Assistant  Engineer,  24  February,  1864.  Honorably  discharged 
17  November,  1868. 

Peake,  Francis  M. 

Acting  Second  Assistant  Engineer,  8 December,  1863.  Honorably  discharged 
14  November,  1865. 

Peake,  Jolm  L. 

Acting  Second  Assistant  Engineer,  10  September,  1861.  Acting  First  Assistant 
Engineer,  2 October,  1862.  Acting  Chief  Engineer,  1 March,  1864.  Honorably 
discharged  22  December,  1865. 

Peake,  Richard  I. 

Gunner,  25  August,  1852.  Died  31  January,  1860. 

Peakes,  Thomas  M. 

Acting  Ensign,  16  July,  1862.  Appointment  revoked  (Sick,)  24  August,  1864. 

Peale,  George. 

Carpenter,  9 May,  1828.  Dismissed  16  June,  1830. 

Pearce,  Charles  H. 

Mate,  4 April,  1862.  Resigned  5 August,  1863. 

Pearce,  George. 

Midshipman,  6 March,  1809.  Lieutenant,  24  July,  1813.  Died  7 August,  1827. 

Pearce,  George. 

Midshipman,  20  June,  1806.  Dismissed  10  May,  1808. 

Pearce,  John. 

Acting  Master,  1 October,  1862.  Acting  Volunteer  Lieutenant,  16  April,  1863. 
Honorably  discharged  19  December,  1865. 

Pearce.  Jolm  S. 

Acting  Third  Assistant  Engineer,  13  February,  1863.  Acting  Second  Assistant 
Engineer,  26  July,  1864.  Honorably  discharged  18  August,  1866. 

Pearce,  Samuel. 

Midshipman,  30  March,  1833.  Passed  Midshipman,  8 July,  1839.  Reserved  list, 
13  September,  1855.  Ensign  on  Retired  list,  10  March,  1863.-  Captain  on 
Retired  list,  4 April,  1867.  Died  29  March,  1874. 

Pearce,  Samuel. 

Midshipman,  30  March,  1833.  Passed  Midshipman,  8 July,  1839.  Resigned 
9 June,  1841. 

Pearce,  Samuel. 

Master,  16  January,  1809.  Appointment  revoked  8 May,  1809. 

Pearce,  Walter. 

Mate,  21  October,  1861.  Acting  Ensign,  6 March,  1863.  Acting  Master,  24  March, 
1865.  Resigned  27  April,  1865. 

Pearce,  William. 

Acting  Master,  23~  November,  1861.  Appointment  revoked  14  June,  1862. 

Pearce,  William. 

Midshipman,  1 October,  1850.  Dismissed  12  June,  1851. 

Pearce,  William. 

Mate,  14  June,  1862.  Acting  Ensign,  24  September,  1863.  Honorably  discharged 
29  July,  1865. 

Pearce,  William  If. 

Acting  Gunner,  9 February,  1864.  Honorably  discharged  9-May,  1865. 

Pearson,  Albert. 

Assistant  Surgeon,  26  April,  1848.  Died  27  July,  1849. 

Pearson,  Alexander  W. 

Acting  Assistant  Paymaster,  22  July,  1862.  Mustered  out  24  February,  1866. 
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Pearson,  Frederick. 

Acting  Midshipman,  21  September,  1859.  Ensign,  16  September,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
1 December,  1877. 

Pearson,  George  F. 

Midshipman,  11  March,  1815.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.  Rear-Admiral  on  Retired  list, 
25  July,  1866.  Died  30  June,  1867. 

Pearson,  George  T. 

Acting  Ensign,  12  August,  1864.  Resigned  26  January,  1866. 

Pearson,  J.  P. 

Acting  Ensign,  30  September,  1863.  Honorably  discharged  12  November,  1865. 

Pearson,  Jeremiali. 

Midshipman,  31  October,  1799.  Died  25  July,  1800. 

Pearson,  John. 

Master,  not  in  line  of  promotion,  7 June,  1844.  Reserved  list,  14  September,  1855. 
Resigned  22  January,  1861. 

Pearson,  William. 

Midshipman,  1 January,  1818.  Lieutenant,  28  April,  1826.  Commander,  10  De- 
cember, 1843.  Died  1 November,  1852. 

Pease,  Charles. 

Acting  Ensign,  1 October,  1862.  Resigned  16  February,  1863. 

Pease,  George  W. 

Acting  Ensign,  3 July,  1863.  Honorably  discharged  14  August,  1865. 

Pease,  Giles  M. 

Acting  Assistant  Surgeon,  18  December,  1861.  Appointment  revoked  19  Novem- 
ber, 1862. 

Pease,  Henry,  Jr. 

Acting  Ensign,  4 December,  1863.  Acting  Master,  9 January,  1865.  Honorably 
discharged  21  September,  1865.  Acting  Master,  18  May,  1866.  Mustered  out 

I February,  1868. 

Pease,  Isaac  D. 

Acting  Ensign,  14  July,  1863.  Honorably  discharged  20  May,  1865. 

Pease,  Joint  P. 

Mate,  5 March,  1862.  Appointment  revoked  30  September,  1865. 

Pease,  Jbevi. 

Carpenter,  1 October,  1841.  Died  12  May,  1842. 

Pease,  Peter. 

Acting  Ensign,  8 April,  1864.  Honorably  discharged  12  October,  1865. 

Pease,  William  B. 

Acting  Ensign,  22  October,  1864.  Honorably  discharged  16  September,  1865. 

Pease,  William  IS. 

Mate,  23  December,  1862.  Dismissed  31  May,  1864. 

Pease,  William  JS. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  3 February,  1864.  Resigned 

II  January,  1865. 

Peck,  Charles  F, 

Midshipman,  3 October,  1850.  Passed  Midshipman,  20  June,  1856.  Resigned 
21  July,  1856. 

Peck,  Charles  W. 

Acting  Assistant  Surgeon,  22  May,  1863.  Died  4 September,  1863. 

Peck,  Edward  C. 

Acting  First  Assistant  Engineer,  12  June,  1863.  Honorably  discharged  4 Decem- 
ber, 1865. 
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Peck,  Elisha. 

Midshipman,  4 March,  1817.  Lieutenant,  28  April,  1826.  Commander,  8 Sep- 
tember, 1848.  Reserved  list,  13  September,  1855.  Captain  on  Reserved  list, 
14  September,  1855.  Died  11  June,  1866. 

Peck,  George. 

Assistant  Surgeon,  25  February,  1851.  Passed  Assistant  Surgeon,  10  April,  1856. 
Surgeon,  30  May,  1861.  Medical  Inspector,  1 June,  1871.  Medical  Director, 

7 January,  1878. 

Peck,  George  P. 

Acting  Assistant  Paymaster,  11  June,  1868.  Honorably  discharged  19  December, 

1865. 

Peck,  John  15. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 

1866.  Third  Assistant  Engineer,  2 June,  1868.  Resigned  7 June,  1869. 

Peck,  John  F. 

Acting  Second  Assistant  Engineer,  15  December,  1862.  Acting  First  Assistant 
Engineer,  12  March,  1863.  Appointment  revoked  (Sick,)  11  August,  1863. 

Peck,  Oscar  E. 

Mate,  30  July,  1852.  Dismissed  7 December,  1865. 

Peck,  Pascal  Paoli. 

Midshipman,  9 May,  1803.  Resigned  1 May,  1809. 

Peck,  Ralph  E. 

Acting  Ensign,  9 November,  1864.  Resigned  29  April,  1865. 

Peck,  Ran  some  15 . 

Midshipman,  21  November,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Peck,  Robert  G. 

Midshipman,  24  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 
1871.  Master,  11  September,  1873.  Lieutenant,  13  November,  1878. 

Peckworth,  J.  15. 

Assistant  Surgeon,  4 November,  1834.  Resigned  13  November,  1838. 

Pecor,  William  15. 

Sailmaker,  12  April,  1852.  Died  30  January,  1853. 

Peddle,  Joseph. 

Acting  Third  Assistant  Engineer,  22  October,  1862.  Resigned  29  September, 
1863. 

Peed,  John. 

Sailmaker,  8 April,  1840.  Died  23  February,  1851. 

Peed,  Nathaniel  15. 

Sailmaker,  22  October,  1823.  Died  9 May,  1846. 

Peed,  William  C. 

Mate,  18  September,  1863.  Deserted  7 December,  1863. 

Peel,  Joseph  II. 

Mate,  1 March,  1863.  Appointment  revoked  (Sick,)  27  July,  1863. 

Peete,  George  W. 

Assistant  Surgeon,  2 May,  1834.  Passed  Assistant  Surgeon,  12  July,  1839.  Re- 
signed 29  May,  1843. 

Pegram,  John  C. 

Acting  Midshipman,  21  September,  1860.  Ensign,  28  May,  1863.  Resigned 
18  May,  1866. 

Pegram,  Robert  B. 

Midshipman,  2 February,  1 829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 

8 September,  1841.  Dismissed  17  April,  1861. 

Peirce,  Benjamin  F. 

Assistant  Surgeon,  24  January,  1862.  Drowned  9 March,  1864. 
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Peirce,  Charles  II. 

Acting  Ensign,  14  November,  1868.  Resigned  9 February,  1865. 

Peirce,  Granville  T. 

Third  Assistant  Engineer,  26  June,  1856.  Resigned  8 August,  1857. 

Peirce,  Isaac  A. 

Mate,  8 January,  1864.  Died  at  Newbern,  N.  C.,  25  October,  1864. 

Peirce,  Robert  C. 

Acting  Assistant  Paymaster,  12  August,  1862.  Resigned  15  June,  1865. 

Peirce,  William  B. 

Acting  Ensign,  13  September,  1864.  Honorably  discharged  25  July,  1S65. 

Pelot.  John  F. 

Midshipman,  10  June,  1814.  Resigned  21  July,  1821. 

Pelot,  Thomas  P. 

Midshipman,  2 June,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16  Sep- 
tember, 1855.  Lieutenant,  1 January,  1857.  Resigned  11  January,  1801. 

Pelt  on,  Charles  E. 

Mate,  25  November,  1864.  Honorably  discharged  30  September,  1805. 

Pelton,  Ellsworth  IV. 

Mate,  31  December,  1861.  Acting  Ensign,  .11  December,  1862.  Honorably  dis- 
charged 3 November,  1865. 

Pelton,  James  II. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  21  May,  1864.  Honorably  discharged  26  November,  1865. 

Peltz,  Philip  G. 

Third  Assistant  Engineer,  26  June,  1856.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3 August,  1859.  Chief  Engineer,  5 November, 

1861.  Died  21  August,  1868. 

Peltz,  Samuel  II. 

Assistant  Surgeon,  22  August,  1862.  Drowned  15  January,  1865, 

Pemberton,  Jobss,  Jr. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 
1864.  First  Assistant  Engineer,  7 May,  1873. 

Pemberton,  John. 

Midshipman,  13  May,  1800.  Discharged  14  July,  1861,  under  Peace  Establish- 
ment Act. 

Pernble,  Albert  G. 

Acting  First  Assistant  Engineer,  21  March,  1862.  Appointment  revoked  8 May, 

1862. 

Pendergrast,  Austin. 

Midshipman,  14  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July  1866.  Died  23  October,  1874. 

Pendergrast,  Garrett  J. 

Midshipman,  1 January,  1812.  Lieutenant,  3 March,  1821.  Commander,  8 Sep- 
tember, 1841.  Captain,  24  May,  1855.  Commodore,  Retired  list,  16  July,  1862. 
Died  7 November,  1862. 

Pendexter,  Edward. 

Acting  Ensign,  4 December,  1862.  Honorably  discharged  31  October,  1865. 

Pendleberry,  Robert. 

Mate,  26  November,  1862.  Acting  Ensign,  23  December,  1863.  Appointment 
revoked  (Sick,)  10  October,  1864. 

Pendleton,  A.  G. 

Professor,  14  August,  1848.  Died  16  February,  1865. 

Pendleton,  Albert  L. 

Mate,  26  June,  1862.  Resigned  13  May,  1863. 
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Pendleton,  Charles  IS. 

Acting  Midshipman,  27  September,  18G0.  Ensign,  1 October,  1863.  Master, 

. 10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12 
March,  1868. 

Pendleton,  Edwin  C. 

Midshipman,  13  October,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Pendleton,  Ephraim  E. 

Acting  Master,  22  November,  1861.  Honorably  discharged  18  December,  1865. 

Pendleton,  George  II. 

Acting  Master,  8 July,  1861.  Died  13  January,  1866. 

Pendleton,  Oliver. 

Captain,  (to  command  a Galley,)  4 May,  1799.  Last  appearance  on  Records  of 
Navy  Department. 

Pendleton,  Ralph  C.  J. 

Mate,  11  September,  1862.  Acting  Ensign,  23  April,  1863.  Honorably  discharged 
17  May,  1867. 

Pendleton,  William  I>. 

First  Assistant  Engineer,  29  October,  1861.  Resigned  4 January,  1866 

Pendleton,  W.  If. 

Midshipman,  1 September,  1827.  Resigned  7 July,  1835. 

Penfield,  Charles. 

Acting  Ensign,  26  February,  1863.  Honorably  discharged  16  November,  1865. 

Penfield,  George  O. 

Mate,  19  December,  1861.  Appointment  revoked  27  June,  1862. 

Pent! eld,  Joseph  E. 

Acting  Ensign,  15  June,  1864.  Dismissed  12  December,  1864. 

Penfield,  Norman  If. 

Acting  Master,  17  December,  1861.  Resigned  3 February,  1865. 

Pen  field,  William  IS. 

Mate,  19  December,  1861.  Acting  Ensign,  17  November,  1862.  Appointment  re- 
voked 28  February,  1866. 

Penhallow,  Samuel. 

Midshipman,  1 November,  1826.  Resigned  6 September,  1828. 

Penn,  John  II. 

Acting  Third  Assistant  Engineer,  4 June,  1864.  Resigned  (Sick,)  14  November, 
1864. 

Pennell,  Isaac  A. 

Acting  Master,  26  August,  1861.  Acting  Volunteer  Lieutenant,  13  March,  1865. 
Dismissed  9 June,  1865. 

Pennell,  William  E. 

Acting  First  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  22  Sep- 
tember, 1865. 

Penney,  Edgar. 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Honorably  discharged 
6 March,  1868. 

Pennick,  Solomon. 

Master,  21  January,  1809.  Appointment  revoked  2 May,  1809. 

Penniman,  Luther  E. 

Acting  Assistant  Paymaster,  17  December,  1861.  Resigned  28  May,  1864. 

Pennington,  Charles  C. 

Acting  Second  Assistant  Engineer,  5 August,  1861.  Dismissed  28  December, 

1861. 

Pennington,  Charles  H. 

Acting  Third  Assistant  Engineer,  6 January,  1866.  Honorably  discharged  21 
September,  1869. 
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Pennington,  Charles  W. 

Acting  First  Assistant  Engineer,  19  November,  1862.  Honorably  discharged  IS 
March,  1868. 

Pennington,  Henry  R. 

Midshipman,  1 October,  1866.  Graduated  7 June,  1870.  Resigned  15  June,  1873. 

Pennington,  John  M. 

Acting  Gunner,  8 November,  1862.  Honorably  discharged  11  April,  1866. 

Pennington,  Joseph  W. 

Gunner,  11  March,  1837.  Deserted  14  April,  1849. 

Pennington,  Lawrence. 

Midshipman,  22  November,  1822.  Passed  Midshipman,  24  May,  1828.  Lieu- 
tenant, 27  May,  1830.  Dropped  13  September,  1855. 

Pennington,  Lewis  IV. 

Acting  Master,  22  November,  1861.  Acting  Volunteer  Lieutenant,  25  September, 
1862.  Acting  Volunteer  Lieutenant-Commander,  3 March,  1865.  Honorably 
discharged  12  November,  1865. 

Pennington,  Robert. 

Midshipman,  28  March,  1800.  Discharged  28  May,  1801,  under  Peace  Establish- 
ment Act. 

Pen  nook,  Alexander  M. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  15  December,  1855.  Captain,  2 January,  1863. 
Commodore,  6 May,  1868.  Rear-Admiral-,  19  July,  1872.  Died  20  September, 
1876. 

Pen  nook,  W.  II. 

Midshipman,  20  April,  1815.  Died  24  December,  1824. 

Pen  it  oyer,  Jatnes. 

Acting  Assistant  Surgeon,  13fSeptember,  1862.  Resigned  8 May,  1865. 

Penny,  Thomas. 

Boatswain,  date  not  known.  Resigned  in  1820. 

Penrose,  Thomas  N. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  28  June,  1865. 
Surgeon,  28  May,  1871. 

Pentengill,  Edward  I>. 

Acting  Ensign,  26  February,  1863.  Honorably  discharged  26  November,  1865. 

Pentland,  Anedrew. 

Midshipman,  15  November,  1809.  Dismissed  21  June,  1813. 

Pen  ton,  Abner  C. 

Acting  Ensign,  12  May,  1864.  Honorably  discharged  13  October,  1865. 

Penfony,  Thomas. 

Acting  Third  Assistant  Engineer,  22  July,  1864.  Honorably  discharged  11  De- 
cember, 1865. 

Pepe,  Nicholas. 

Midshipman,  16  January,  1809.  Resigned  20  May,  1814. 

Pepin,  Ferdinand. 

Midshipman,  13  April,  1832.  Died  28  October,  1838. 

Perehard,  Clement  H. 

Acting  Ensign,  5 December,  1864.  Honorably  discharged  1 August,  1865. 

Pereival,  OnstaTiis. 

Acting  Master,  30  August,  1861.  Appointment  revoked  (Sick,)  23  August,  1864. 
Acting  Master,  17  November,  1864.  Honorably  discharged  8 December,  1865. 

Pereival,  John. 

Master,  6 March,  1809.  Lieutenant,  9 December,  1814.  Commander,  3 March, 
1831.  Captain,  8 September,  1841.  Reserved  list,  13  September,  1855.  Died 
17  September,  1862. 
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Percy,  Ezekiel  D. 

Acting  Master,  18  December,  1861.  Honorably  discharged  1 December,  1865. 

Percy,  Henry  T. 

Acting  Assistant  Surgeon,  81  May,  1873.  Assistant  Surgeon,  30  June,  1879. 

Perkins,  Anaos  G. 

Acting  First  Assistant  Engineer,  22  April,  1863.  Honorably  discharged  1 Decem- 
ber, 1865. 

Perkins,  Cliarles  Cl. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  25  March,  1865. 

Perkins,  Cliarles  P. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  22  July,  1874. 

Perkins,  Cyrus. 

Acting  Third  Assistant  Engineer,  5 June,  1868.  Resigned. 

Perkins,  David  !£. 

Mate,  27  January,  1863.  Acting  Ensign,  1 April,  1864.  Honorably  discharged 
15  November,  1865. 

Perkins,  Edward. 

Mate,  3 September,  1863.  Resigned  23  May,  1864. 

Perkins,  Edward  H. 

Midshipman,  1 September,  1828.  Resigned  2 January,  1833. 

Perkins,  E.  8. 

Acting  Assistant  Surgeon,  1 September,  1864.  Honorably  discharged  10  Novem- 
ber, 1868. 

Per  ins,  Foster. 

Midshipman,  18  February,  1800.  Discharged  12  October,  1801,  under  Peace 
Establishment  Act. 

Perkins,  George  IS. 

Acting  Midshipman,  1 October,  1851.  Midshipman,  1 October,  1856.  Passed 
Midshipman,  29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  2 Feb- 
ruary, 1861.  Lieutenant-Commander,  30  December,  1862.  Commander,  19  Jan- 
uary, 1871. 

Perkins,  Gustavus  S. 

Acting  Second  Assistant  Engineer,  20  September,  1862.  Acting  First  Assistant 
Engineer,  16  March,  1864.  Honorably  discharged  27  September,  1865. 

Perkins,  Hamilton. 

Midshipman,  24  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  14  October,  1871. 

Perkins,  Isaac  E. 

Midshipman,  1 January,  1817.  Drowned  August,  1819. 

Perkins,  James  F. 

Mate,  20  December,  1861.  Acting  Ensign,  28  October,  1862.  Honorably  dis- 
charged 20  September,  1865. 

Perkins,  Jotm  II . 

Assistant  Surgeon,  13  December,  1800.  Discharged  30  April,  1801,  under  Peace 
Establishment  Act. 

Perkins,  Jolm  J. 

Mate,  1 October,  1862.  Acting  Ensign,  12  November,  1863.  Appointment  re- 
voked 20  July,  1864. 

Perkins,  Jolm  P. 

Acting  Ensign,  2 December,  1863.  Honorably  discharged  10  August,  1865. 

Perkins,  Peltiali. 

Acting  Ensign,  9 March,  1865.  Honorably  discharged  1 August,  1865. 

Perlee,  Tliaddeiis  Kos. 

Midshipman,  12  February,  1834.  Dismissed  8 July,  1839. 
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Perley,  Charles  S. 

Acting  Assistant  Paymaster,  18  February,  1862.  Assistant  Paymaster,  1 October 
1862.  Paymaster,  4 May,  1866.  Resigned  14  January,  1868. 

Pera,  John  S. 

Acting  Third  Assistant  Engineer,  14  February,  1863.  Acting  Second  Assistant 
Engineer,  6 October,  1863.  Died  1 October,  1864. 

Per  rani  t9  Michael. 

Midshipman,  16  January,  1809.  Resigned  21  March,  1814. 

Per r s go,  George  TV. 

Mate,  22  August,  1864.  Plonorably  discharged  26  October,  1865. 

Perrimond,  Xavier. 

Boatswain,  18  April,  1879. 

Perrine,  II.  Lansing. 

Acting  Third  Assistant  Engineer,  17  October,  1864.  Resigned  10  May,  1865. 

Perrot,  Angtistus. 

Acting  Assistant  Paymaster,  18  July,  1863.  Mustered  out  26  August,  1865. 

Perry,  Alexander  J, 

Midshipman,  9 June,  1811.  Lieutenant,  1 April,  1818.  Lost  overboard  20  March 
1822. 


Perry,  Alfred  If. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Resigned  2 May,  1865. 

Perry,  Benjamin  F. 

Acting  Midshipman,  5 October,  1857.  Died  3 July,  1860. 

Perry,  Benjamin  G. 

Mate,  8 November,  1865. 

Perry,  Charles  B. 

Acting  Assistant  Paymaster,  20  May,  1863.  Honorably  discharged  14  January 
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Perry,  Charles  IX. 

Assistant  Surgeon,  24  January,  1862.  Resigned  9 May,  1865. 

Perry,  Christopher  B. 

Captain,  7 January,  1798.  Discharged  3 April,  1801,  under  Peace  Establishment 
Act. 

Perry,  Bavid  W. 

Carpenter,  23  June,  1869. 

Perry,  Edward  A. 

Acting  Assistant  Paymaster,  24  February,  1862.  Dismissed  5 September,  1862. 

Perry,  Edward  W. 

Mate,  29  February,  1864.  Honorably  discharged  11  December,  1865. 

Perry,  James  II. 

Third  Assistant  Engineer,  17  January,  1862.  Second  Assistant  Engineer,  1 Octo- 
ber, 1863.  Resigned  12  April,  1866.  Acting  Second  Assistant  Engineer, 
29  January,  1867.  Mustered  out  TO  March,  1869.  Second  Assistant  Engineer’ 
1 September,  1870.  Passed  Assistant  Engineer,  25  April,  1877. 

Perry*  John  F. 

Mate,  25  August,  1863.  Acting  Ensign,  18  May,  1865.  Mustered  out  29  Septem 
ber,  1868. 

Perry,  Joseph  L. 

Acting  First  Assistant  Engineer.  Resigned  15  July,  1864. 

Perry,  Marcus  If. 

Acting  Third  Assistant  Engineer,  16  February,  1865.  Deserted  28  February 
1866. 


Perry,  Matthew  C. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  21  March 
1826.  Captain,  9 February,  18 J7.  Died  4 March,  1858. 
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Perry 9 Matthew  C. 

Midshipman,  1 July,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  5 August, 
1847.  Lieutenant,  % April,  1848.  Reserved  list,  13  September,  1855.  Lieuten- 
ant on  Active  list,  3 April,  1848.  Retired  list,  14  April,  1862.  Captain  on  Re- 
tired  list,  4 April,  1867.  Died  16  November,  1873. 

•2-  Perry,  Nathaniel  II. 

Purser,  28  March,  1820.  Died  8 May,  1832. 

Perry,  Oliver  II, 

Midshipman,  28  February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
25  February,  1841.  Resigned  23  July,  1849. 

Perry,  Oliver  31 . 

Midshipman,  7 April,  1799.  Lieutenant,  15  Januaiy,  1807.  Commander,  28 
August,  1812.  Captain,  10  September,  1813.  Died  23  August,  1820. 

2r  Perry,  Raymond  Iff. 

Midshipman,  24  July,  1807.  Lieutenant,  5 March,  1813.  Died  12  March,  1826. 

Perry,  R.  JT. 

Acting  Assistant  Surgeon,  28  September,  1870.  Honorably  discharged  30  June, 
1879. 

Perry,  Reger. 

Midshipman,  1 July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant,  25 
February,  1841.  Commander,  14  September,  1855.  Retired  list,  24  June,  1865. 
Captain  on  Retired  list,  4 April,  1867.  Died  5 November,  1880. 

Perry,  Thomas. 

Acting  Ensign,  14  July,  1864.  Honorably  discharged  27  October,  1865. 

Perry,  Thomas. 

Midshipman,  25  September,  1861  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Perry,  Thomas  H. 

Professor,  10  October,  1836.  Dropped  4 September,  1848. 

Perry,  Willis  CL 

Mate,  8 May,  1862.  Acting  Ensign,  19  April,  1864.  Honorably  discharged 
20  December,  1865. 

Persons,  Remus  C. 

Assistant  Surgeon,  5 March,  1872.  Passed  Assistant  Surgeon,  13  January,  1876. 

Peter,  William  H. 

Midshipman,  12  April,  1825.  Died  8 August,  1830." 

Peterkin,  William. 

Lieutenant,  1 1 June,  1799.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Peterkin,  William. 

Master,  1 March,  1814.  Resigned  2 July,  1814. 

Peterkin,  William. 

Acting  Gunner,  18  April,  1863.  Dismissed  13  August,  1863.  Acting  Gunner, 
11  May,  1864.  Dismissed  4 April,  1865. 

Peters,  George  II. 

Midshipman,  24  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Peters,  Herman. 

Gunner,  30  March.  1861.  Resigned  6 June,  1863.  Acting  Gunner,  5 January, 
1864.  Honorably  discharged  6 December,  1865.  Boatswain.  26  January,  1866. 
Died  26  July,  1877. 

Peters,  William. 

Midshipman,  4 J uly,  1805.  Lieutenant,  22  May,  1812.  Last  appearance  on  Records 
of  Navy  Department.  Dead. 

Peters,  William  I>. 

Acting  Second  Assistant  Engineer,  12  October,  1861.  Honorably  discharged 
9 October,  1865. 
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Peterssm,  Adrian  A. 

Gunner,  25  October,  1836.  Retired  list,  21  December,  1861. 

Peterson,  Arthur. 

Assistant  Paymaster,  23  February,  1877. 

Peterson,  Eric  P. 

Acting  Ensign,  19  May,  1864.  Honorably  discharged  28  October,  1865. 

Peterson,  James. 

Acting  Third  Assistant  Engineer,  26  August,  1864.  Honorably  discharged 
22  July,  1865. 

Peterson,  John  E. 

Mate,  31  May,  1864.  Honorably  discharged  17  June,  1866. 

Peterson,  Joseph  II. 

Acting  Third  Assistant  Engineer,  5 November,  1863.  Honorably  discharged 
1 August,  1865.  Acting  Third  Assistant  Engineer,  12  April,  1866.  Deserted 
10  July,  1867. 

Peterson,  Moses. 

Acting  Second  Assistant  Engineer,  26  November,  1861.  Died  6 October,  1864. 

Peterson,  Thomas  1L. 

Acting  Master,  8 April,  1862.  Killed  in  action,  28  March,  1863. 

Peterson,  William. 

Carpenter,  21  January,  1835.  Resigned  21  September,  1837. 

Peterson,  William. 

Midshipman,  1 February,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1816.  Resigned. 

Peterson,  William  G. 

Acting  Second  Assistant  Engineer,  29  August,  1861.  Resigned  6 December, 
1861. 

Petliericlc,  Thomas,  Jr. 

Third  Assistant  Engineer,  21  September,  1861.  Appointment  revoked  26  Novem- 
ber, 1862. 

Petjgrn,  Thomas. 

Midshipman,  1 January,  1812.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Dropped  14  September,  1855 

Pet  ley,  Lazarns. 

Midshipman,  1 January,  1*812.  Resigned  10  December,  1813. 

Petrie,  James  A. 

Acting  Assistant  Surgeon,  18  August-,  1864.  Honorably  discharged  10  August, 
1865. 

Petterson,  James  C. 

Mate,  1 October,  1862.  Mate,  31  March,  1863.  Acting  Ensign,  22  April,  1863. 
Resigned  23  June,  1864. 

Pettigrew,  Johsa. 

Midshipman,  30  May,  1803.  Lieutenant,  22  April,  1810.  Drowned  6 March, 
1820. 

Pettiiagell,  Samuel  S. 

Acting  Third  Assistant  Engineer,  9 January,  1804.  Honorably  discharged  12  May, 
1865. 

Petti ii gill,  II.  G. 

Acting  Master,  26  December,  1861.  Dismissed  15  March,  1863. 

Pettis,  David. 

Sailmaker,  12  October,  1798.  Last  appearance  on  Records  of  Navy  Department, 
29  November,  1798. 

Pettis,  James. 

Midshipman,  5 December,  1798.  Resigned  10  October,  1799. 

Pettit,  Charles  A. 

Mate,  24  April,  1861.  Acting  Ensign,  IS  July,  1862.  Acting  Master,  8 Novem- 
ber, 1864.  Honorably  discharged  27  October,  1865. 
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Pettit,  John  A. 

Assistant  Surgeon,  5 March,  1847.  Died  4 January,  1851. 

Pettit,  Robert. 

Purser,  6 April,  1837.  Retired  list,  19  February,  18GG.  Pay  Director,  Retired 
list,  3 March,  1871.  Died  19  May,  1878. 

.Petway,  Thomas  I. 

Midshipman,  1 April,  1828.  Resigned '2  December,  1830. 

Petty,  Charles  G. 

Acting  Ensign,  9 January,  1863.  Dismissed  14  July,  1863. 

Petty,  Joseph  P. 

Acting  Ensign,  12  December,  1862.  Honorably  discharged  23  November,  1865. 

Petty,  William. 

Chaplain,  9 March,  1807.  Dismissed  18  February,  1808. 

Penrose,  .lames. 

Midshipman,  30  November,  1799.  Discharged  6 August,  1801,  under  Peace  Estab- 
lishment Act. 

Penrose,  William. 

Lieutenant,  19  October,  1799.  Discharged  10  May,  1801,  under  Peace  Establish- 
ment Act. 

Peyton,  Edward  J. 

Purser,  11  June,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Pfeltz,  Gustavus  A. 

Third  Assistant  Engineer,  3 August,  1863.  Resigned  25  June,  1866. 

Phelan,  John  IE 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lost  in  “ Oneida ,”  24  January,  1870. 

Phelon,  Henry  A. 

Acting  Master,  27  February,  1862.  Resigned  4 April,  1865. 

Phelps,  Alfred,  Jr. 

Acting  Master,  18  April,  1863.  Resigned  22  February,  1864. 

Phelps,  Arthur  A. 

Mate,  6 December,  1869.  Discharged  29  May,  1872.  Gunner,  25  February, 
1875. 

Phelps,  Edwin  F. 

Acting  Ensign,  1 October,  1862.  Appointment  revoked  (Sick,)  31  December, 
1862. 

Phelps,  John. 

Acting  Third  Assistant  Engineer,  22  May,  1863.  Appointment  revoked  (Sick,) 
1 December,  1863. 

Phelps,  Nelson  8. 

Midshipman,  9 June,  1811.  Resigned  14  January,  1814. 

Phelps,  Samuel  B. 

Midshipman,  30  May,  1813.  Lieutenant,  13  January,  1825.  Resigned  2 February, 
1827. 

Phelps,  S.  Eedyard. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
30  June,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Resigned  29  October,  1864. 

Phelps,  Thomas  S. 

Midshipman,  7 January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  5 August,  1865.  Captain,  19  January,  1871.  Com- 
modore, 13  January,  1879. 

Phelps,  Thomas  S.,  Jr. 

Midshipman,  25  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  29  October,  1872.  Lieutenant,  15  March,  1876. 
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Phenix,  Dawson. 

Midshipman,  30  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master,. 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
1G  July,  1862.  Died  20  February,  18G4. 

Phenix,  Lloyd. 

.Voting  Midshipman,  24  September,  1857.  Midshipman,  1 June,  18G1.  Acting 
Master,  18  September,  1861.  Lieutenant,  16  July,  1862.  Resigned  27  June,. 
1S65. 

Pliilbrick,  George. 

Mate.  Appointment  revoked  (Sick,)  3 May,  1862. 

Pliilbrick,  Henry  II. 

Carpenter,  8 July,  1861.  Resigned  14  March,  1866.  Carpenter,  12  November, 
1869. 

Philbrick,  John  «T. 

Acting  Assistant  Paymaster,  23  January,  1862.  Assistant  Paymaster,  9 March, 

1865.  Resigned  28  June,  1866. 

Philip,  ,1.  V.  W. 

Midshipman,  25  February,  1841.  Master,  18  April,  1855.  Lieutenant,  14  Septem- 
ber, 1855.  Resigned  26  June,  1857.  Acting  Lieutenant,  14  May,  1861.  Died 
3 September,  1862. 

Philip,  John  W. 

Acting.  Midshipman,  20  September,  1856.  Midshipman,  1 June,  1861.  Acting 
Master,  9 July,  1862.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Commander,  18  December,  1874. 

Philips,  Abram. 

Midshipman,  8 June,  1812.  Drowned  15  April,  1813. 

Philips,  David  §. 

Boatswain,  19  July,  1837.  Last  appearance  on  Records  of  Navy  Department. 

Philips,  Isaac. 

Captain,  3 July,  1798.  Dismissed  10  January,  1799. 

Philips,  Joseph  P. 

Acting  Third  Assistant  Engineer,  13  September,  1864.  Resigned  (Sick,)  3 Jan- 
uary, 1865. 

Philips,  Sam iiel. 

Carpenter,  24  May,  1821  Died  9 October,  1839 

Philips,  Wesley,  J. 

Acting  Third  Assistant  Engineer,  7 October,  1863.  Honorably  discharged  8 Jan- 
uary, 1866. 

Philips,  William  A. 

Acting  First  Assistant  Engineer,  20  September,  1864.  Honorably  discharged 
11  May,  1868. 

Pliilliher,  James  C. 

Mate,  11  June,  1863.  Dismissed  4 September,  1863. 

Phillips,  Adrian. 

Acting  Ensign,  Admiral  Farragut’s  Staff,  29  March,  1865.  Honorably  discharged 
16  July,  1866. 

Phillips,  €.  H. 

Mate,  30  December,  1861.  Appointment  revoked  4 June,  1862. 

Phillips,  Charles  ]L. 

Midshipman,  21  February,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Dismissed  3 September,  1868. 

Phillips,  Dinwiddie  15. 

Assistant  Surgeon,  8 November,  1847.  Resigned  6 May,  1861. 

Phillips,  Frederick  II.  IS. 

Acting  Assistant  Surgeon,  10  March,  1865.  Honorably  discharged  27  August,. 

1866. 
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Phillips,  Henry  Wright. 

Third  Assistant  Engineer,  19  February,  1802.  Second  Assistant  Engineer,  15  Oc- 
tober, 1$G3.  Resigned  28  July,  18G9. 

Phillips,  James. 

Acting  Assistant  Surgeon,  6 December,  1863.  Honorably  discharged  30  June, 
1879. 

Phillips,  James  I>. 

Acting  Master,  without  pay,  G September,  1861.  Appointment  revoked  23  Feb- 
ruary, 1863. 

Phillips,  John. 

Midshipman,  16  January,  1809.  Resigned  27  April,  1812. 

Phillips,  John  A. 

Acting  Master,  6 April,  1863.  Appointment  revoked  (Sick,)  9 June,  18G4.  Acting 
Master  and  Pilot,  15  June,  1864.  Appointment  revoked  7 November,  1864. 

Phillips,  Manuel. 

Assistant  Surgeon,  18  July,  1809.  Resigned  19  February,  1824. 

Phillips,  Samuel. 

Lieutenant,  4 March,  1799.  Discharged  1 May,  1801,  under  Peace  Establishment 
Act. 

Phillips,  SeMen  I. 

Mate,  25  November,  1863.  Appointment  revoked  (Sick,)  23  June,  1864. 

Phillips,  William  E. 

Acting  Ensign,  6 October,  1862.  Appointment  revoked  (Sick,)  18  February,  1863. 

Phillips,  William  E. 

Third  Assistant  Engineer,  3 May,  1859.  Resigned  6 July,  1860. 

Phillips,  William  W. 

Acting  Ensign,  30  May,  1864.  Resigned  22  May,  1865. 

Philfippi,  Edward  T. 

Third  Assistant  Engineer,  20  May,  1862.  Second  Assistant  Engineer,  15  February, 
1864.  First  Assistant  Engineer,  1 January,  1868.  In  service. 

Phisiney,  Alvin. 

Acting  Master,  22  October,  1861.  Acting  Volunteer  Lieutenant,  20  July,  1864. 
Honorably  discharged  7 February,  1866.  Acting  Master,  5 April,  1867.  Mus- 
tered out  7 October,  1868. 

Phipps,  David. 

Lieutenant,  2 July,  1798.  Discharged  15  April,  1801,  under  Peace  Establishment 
Act. 

Phipps,  David. 

Master,  1 June,  1801.  Died  in  April,  1825. 

Phipps,  Francis  Mo 

Acting  Ensign,  10  January,  1863.  Honorably  discharged  12  May,  1866. 

Phipps,  Gardner  E. 

Mate,  21  December,  1862.  Resigned  24  November,  1863. 

Phipps,  Jolm  A.,  Jr. 

Acting  Ensign,  0 July,  1864.  Honorably  discharged  18  September,  1865. 

Phyffe,  William. 

Mate,  18  October,  1864.  Honorably  discharged  19  September,  1865. 

Phytliiau,  Robert  17. 

Acting  Midshipman,  28  January,  1853.  Midshipman,  20  June,  1856.  Passed 
Midshipman,  29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  25  De- 
cember, 1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  13  July, 
1870. 

Pick,  Augustus  T. 

Assistant  Surgeon,  25  February,  1867.  Died  29  August,  1867. 

Pick,  John. 

Acting  Second  Assistant  Engineer,  27  February,  1862.  Resigned  (Sick,)  9 
August,  1864. 
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Pickering,  Charles  W. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
8 December,  1838.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Retired  list,  1 February,  1867.  Commodore  on  Retired  list,  8 December,  1867. 
Pickering,  Horace  F. 

Mate,  1 February,  1865.  Resigned  24  June,  1S65. 

Pickering,  Marcellas  C. 

Mate,  11  June,  1863.  Resigned  26  December,  1863. 

Pickering,  T.,  Jr. 

Midshipman,  17  June,  1799.  Resigned  2 May,  1801. 

Pickering,  Thomas. 

Acting  Master,  11  May,  1861.  Acting  Volunteer  Lieutenant,  22  August,  1863. 
Dismissed  8 June,  1S65. 

Pickett,  James  C. 

Midshipman,  4 June,  1812.  Entered  the  Army,  1813. 

Pickett,  Richard. 

Midshipman,  30  November,  1814.  Resigned  7 January,  1819. 

Picking,  Henry  F. 

Acting  Midshipman,  28  September,  1857.  Midshipman,  1 June,  1861.  Acting 
Master,  3 June,  1861.  Lieutenant,  16  J uly,  1862.  Lieutenant-Commander,  25  July, 
1866.  Commander,  25  January,  1875. 

Picking,  Joseph. 

Boatswain,  21  April,  1819.  Last  appearance  on  Records  of  Navy  Department. 

Pickles,  Stanley  If. 

Mate,  10  May,  1864.  Honorably  discharged  17  September,  1865. 

Pickrell,  Joseph  McCall. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  10  June,  1879. 

Pidgson,  John. 

Mate,  11  October,  1861.  Appointment  revoked  (Sick,)  26  February,  1862. 

Piepaneyer,  Louis  W. 

Midshipman,  22  September,  1871.  Graduated  20  June,  1876^  Ensign,  3 March, 
1879. 

Pierce,  Allen  W. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  23  April,  1867. 

Pierce,  Charles. 

Midshipman,  1 August,  1827.  Resigned  30  May,  1834. 

Pierce,  Charles  J. 

Mate,  7 June,  1864.  Acting  Ensign,  8 May,  1865.  Resigned  23  June,  1866. 

Pierce,  George. 

Midshipman,  15  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Pierce,  Granville  T. 

Purser,  3 November,  1858.  Dismissed  4 September,  1862. 

Pierce,  Henry  L. 

Acting  Ensign,  22  September,  1864.  Honorably  discharged  27  June,  1865. 

Pierce,  Henry  M. 

Acting  Ensign,  19  August,  1862.  Acting  Master,  27  May,  1864.  Honorably  dis- 
charged 13  September,  1865. 

Pierce,  John,  Jr.  1 

Professor,  9 October,  1838.  Dropped  4 September,  1848. 

Pierce,  Joseph. 

Master,  22  May,  1813.  Resigned  21  February,  1814. 

Pierce,  Samuel. 

Sailmaker,  28  April,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Frigate  “ United  States 
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Plerey,  William  Iff. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discharged  29  Se})- 
tember,  1865. 

Plerey,  William  P. 

Midshipman,  15  March,  1815.  Lieutenant,  28  April,  1826.  Commander,  29  March, 
1844.  Died  14  July,  1847. 

Piercy,  William  P. 

Midshipman,  16  January,  1809.  Resigned  5 May,  1813. 

Pier  pout,  W.  CL 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Department, 
27  May,  1811.  Dead. 

Pierrucci,  Pels©. 

Acting  Assistant  Surgeon,  10  September,  1861.  Resigned  5 June,  1863. 

Pierson,  Abraham  51. 

Acting  Master,  28  December,  1861.  Resigned  3 May,  1864. 

Pierson,  Edward  A. 

Assistant  Surgeon,  24  January,  1862.  Killed  in  action  22  May,  1868. 

Pierson,  Robert  A. 

Acting  Third  Assistant  Engineer,  20  December,  1862.  Honorably  discharged 
18  September,  1865. 

Pierson,  William  If. 

Acting  Assistant  Surgeon,  18  August,  1862.  Acting  Passed  Assistant  Surgeon, 
18  May,  1865.  Honorably  discharged  12  January,  1869. 

Pigmaii,  George  W. 

Midshipman,  28  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 28  October,  1869. 

Pike,  Bona  E. 

Third  Assistant  Engineer,  8 December,  1862.  Resigned  6 April,  1864. 

Pike,  Charles  A. 

Acting  Ensign,  24  June,  1863.  Honorably  discharged  12  November,  1865. 

Pike,  E.  B. 

Acting  Master,  28  April,  1864.  Resigned  6 May,  1865. 

Pitcher,  Eewis  S. 

Assistant  Surgeon,  14  May,  1867.  Passed  Assistant  Surgeon,  24  June,  1870. 
Resigned  5 January,  1872. 

Pile,  Charles  II. 

Assistant  Surgeon,  9 May,  1861.  Died  23  December,  1862. 

Pilkingion,  Hugh  Powell. 

Third  Assistant  Engineer,  27  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.  Resigned  27  June,  1872. 

Pillsbiary,  John  E. 

Midshipman,  22  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  1 January,  1872. 

Pilsbnry,  Wingate. 

Midshipman,  9 September,  1841.  Drowned  July,  1846. 

Pimblett,  Thomas. 

Acting  Second  Assistant  Engineer,  4 November,  1861.  Deserted  February,  1863. 

Pinckney,  Edward  €. 

Midshipman,  21  November,  1815.  Resigned  9 October,  1824. 

Pinckney,  Rickard  8. 

Midshipman,  3 August,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Died  9 July,  1854. 

Pindar,  Thomas. 

Mate,  26  February,  1864.  Honorably  discharged  22  April,  1867. 
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Pindell,  William  ]V. 

Acting  Assistant  Surgeon,  19  February,  1862.  Honorably  discharged  16  Decem- 
ber, 1865. 

Pinder,  Benjamin. 

Master,  24  April,  1812.  Dismissed  2 April,  1814. 

Pinder,  Thomas. 

Midshipman,  1 January,  1818.  Last  appearance  on  Records  of  Navy  Department, 
20  February,  1818. 

Pingree,  John  A. 

Acting  Third  Assistant  Engineer,  17  Junej  1862.  Resigned  18  July,  1863. 

Pinkham,  A.  B. 

Midshipman,  17  June,  1814.  Lieutenant,  13  June,  1825.  Commander,  8 Septem- 
ber, 1841.  Died  23  July,  1843. 

Pinkham,  II.  R. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Died  27  October, 
1839. 

Pinkerton,  James. 

Gunner,  6 June,  1803.  Dismissed  17  April,  1807. 

Pinkney,  Henry. 

Midshipman,  30  November,  1818.  Lieutenant,  3 March,  1827.  Commander, 
25  February,  1847.  Drowned  15  May,  1848. 

Pinkney,  Vinian. 

Assistant  Surgeon,  26  March,  1834.  Surgeon,  27  October,  1841.  Medical  Director, 
3 March,  1871.  Died  15  December,  1877. 

Pinkney,  Robert  F. 

Midshipman,  1 December,  1827.  Passed  Midshipman,  10  June,  1853:  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Resigned  23  April, 
1861. 

Pinner,  Joss  ah  I>. 

Carpenter,  11  December,  1860.  Lost  in  the  “ Oneida ,”  24  January,  1870. 

Pinney,  Martin. 

Mate,  14  May,  1864.  Honorably  discharged  2 December,  1865. 

Pinney,  Peter. 

Midshipman,  4 July,  1805.  Resigned  14  September,  1807. 

Piper,  Charles  II. 

Midshipman,  7 November,  1833.  Resigned  8 January,  1839. 

Piper,  Ferdinand. 

Midshipman,  1 November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
7 December,  1839.  Drowned  28  October,  1844. 

Pishon,  Henry  M. 

Mate,  13  October,  1863.  Acting  Ensign,  26  November,  1864.  Honorably  dis- 
charged 10  November,  1865. 

Pitcher,  M.  S. 

Midshipman,  13  March,  1829.  Passed  Midshipman,  3 July,  1835.  Resigned 
24  January,  1839. 

Pitkin,  Henry  S. 

Assistant  Surgeon,  18  July,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  28  December,  1872.  Died  23  June,  1874. 

Pitman,  Henry. 

Acting  Master,  12  August,  1861.  Resigned  26  April,  1862. 

Pitman,  John  M. 

Matcr4  October,  1861.  Resigned  23  August,  1864. 

Pitt,  John 

Midshipman,  18  May,  1809.  Resigned  17  June,  1810. 

Pittnluga,  Fouls. 

Acting  Third  Assistant  Engineer,  28  February,  1865.  Resigned  7 June,  1865. 
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Pitts,  Samuel. 

Midshipman,  16  January,  1800.  Resigned  18  November,  1811. 

Pitts,  William  G. 

Acting  Ensign,  12  July,  1864.  Honorably  discharged  28  October,  1865. 

Place,  Charles  W. 

Midshipman,  10  February,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
7 April,  1852.  Lieutenant,  21  February,  1853.  Died  9 January,  1859. 

Place,  Edward  W.  K. 

Mate,  8 September,  1863.  Honorably  discharged  16  September,  1865. 

Place,  Joshua  B. 

Acting  Third  Assistant  Engineer,  13  November,  1862.  Acting  Second  Assistant 
Engineer,  8 September,  1864.  Honorably  discharged  31  August,  1865. 

Plaisted,  Charles  W. 

Acting  Third  Assistant  Engineer,  28  August,  1863.  Honorably  discharged 
7 August,  1865. 

Plaiidcr,  G.  E. 

Mate,  22  June,  1866.  Resigned  1 March,  1867. 

Plaiidcr,  John  E. 

Mate,  4 January,  1864.  Honorably  discharged  8 January,  1866. 

Plant,  Joseph  F. 

‘Acting  Third  Assistant  Engineer,  19  October,  1863.  Resigned  6 January,  1864. 

Plant,  William  T. 

Assistant  Surgeon,  24  January,  1862.  Resigned  4 October,  1865. 

Platt,  Charles  T. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8 Sep- 
tember, 1841.  Reserved  list,  13  September,  1855.  Died  12  December,  1860. 

Platt,  George  W. 

Mate,  22  June,  1863.  Acting  Ensign,  21  November,  1863.  Dismissed  15  Novem- 
ber, 1864. 

Platt,  John  If. 

Acting  Master,  1 April,  1862.  Honorably  discharged  1 November,  1865. 

Platt,  If i chard  S. 

Midshipman,  22  March,  1819.  Died  9 July,  1822. 

Platt,  Robert. 

Acting  Master,  1 March,  1863.  Master,  not  in  line  of  promotion,  15  June,  1878. 


Platt,  Thomas. 

Boatswain,  9 November,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Platt,  William  N. 

Acting  Third  Assistant  Engineer,  24  March,  1865.  Honorably  discharged  3 June, 
1869.  Second  Assistant  Engineer,  7 June,  1870.  Retired  list,  3 November' 
1877. 


Flatten  bury,  Cyrus  B. 

Mate,  3 October,  1863.  Acting  Ensign,  2 November,  1864.  Honorably  discharged 
5 August,  1865. 

Pleasonton,  Jolim  H. 

Midshipman,  4 July,  1817.  Died  7 September,  1825. 

Plotts,  Rezean  If. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  Retired  16  January,  1866.  First  Assistant  Engineer  on  Retired  list  25 
July,  1866. 

Pin iner,  Thomas  If. 

Mate,  9 December,  1863.  Resigned  29  March,  1865. 

Pin  in  ley,  John  E. 

Third  Assistant  Engineer,  3 May,  1859.  Resigned  29  August,  1860. 


572 


GENERAL  NAVY  REGISTER. 


PI « in siier 9 J'oi-c.s  I't- . 

Assistant  Surgeon,  ‘CO  Juno,  1S29.  Surgeon,  20  February,  1838.  Died  20  August, 
1859. 

Plummer,  Samuel. 

Midshipman,  20  June,  1799.  Master,  18  August,  1800.  Discharged  18  June, 
1801,  under  Peace  Establishment  Act. 

Plumstead,  William. 

Assistant  Surgeon,  13  May,  1825.  Surgeon,  4 December,  1828.  Died  17  April, 
1839. 

PluukeR,  Frank. 

Assistant  Paymaster,  25  September,  1875.  Passed  Assistant  Paymaster,  4 Decem- 
ber, 1879. 

Plunkett,  George. 

Assistant  Paymaster,  10  October,  1861.  Paymaster,  6 February,  1862.  Resigned 
25  August,  1868.  Re-instated  2 April,  1872.  Died  24  October,  1874. 

Plunkett,  James. 

Third  Assistant  Engineer,  3 May,  1859.  Resigned  6 February,  1861. 

Plunkett,  James. 

Acting  Third  Assistant  Engineer,  21  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 4 April,  1864. 

Plunkett,  J.  jL, 

Mate,  12  May,  1860.  Acting  Master,  19  June,  1862.  Honorably  discharged 
17  November,  1865.  Mate,  26  January,  1867.  Mustered  out  8 September,  1868. 
Mate,  30  September,  1869.  Appointment  revoked  7 November,  1870. 

Plunkett,  M.  IS. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  21  Septem- 
ber, 1861.  Resigned  9 May,  1865. 

Plunkett,  Thomas  S. 

Midshipman,  21  June,  1867.  Graduated  7 June,  1871.  Ensign,  14  July.  1872. 
Master,  9 September,  1876. 

Pluriglit,  William. 

Master,  23  July,  1812.  Resigned  10  April,  '1815. 

Plympton,  G.  M. 

Third  Assistant  Engineer,  14  September,  1853.  Resigned  19  December,  1854. 

Plympton,  Henry  3A 

Acting  Assistant  Surgeon,  25  March,  1863.  Assistant  Surgeon,  28  April,  1863. 
Died  25  September,  1863.  * 

Poindexter,  Carter  P. 

Midshipman,  16  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Dismissed  18  April,  1861. 

Poinsett,  Asa. 

Carpenter,  11  December,  1847.  Died  14  September,  1859. 

Polen,  George  B. 

Acting  Second  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  20  June. 
1865. 

Polk,  Daniel. 

Midshipman,  16  March,  1799.  Resigned  24  January,  1804. 

Polk,  G.  W.  M.  B. 

Assistant  Surgeon,  30  October,  1800.  Resigned  8 December,  1800. 

Polk,  John. 

Midshipman,  5 December,  1799.  Lost  in  the  “ Insurgent .” 

Polk,  William  W. 

Master,  18  July,  1814.  Resigned  27  July,  1825. 

Pollard,  Janies. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Acting  Second  Assistant  Engi- 
neer, 20  July,  1863.  Honorably  discharged  30  October,  1865. 
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Pollard,  Itobert. 

Midshipman,  15  November,  1809.  Resigned  20  November,  1S11. 

Foliar d?  William. 

Midshipman,  8 March,  1814.  Resigned  8 January,  1824. 

Pollard,  William. 

Third  Assistant  Engineer,  17  February,  1860.  Appointment  revoked  24  January, 
1862.  Re-appointed  in  original  position,  5 July,  1862.  Second  Assistant  Engi- 
neer, 25  August,  1862.  Dismissed  18  October,  1867. 

Pollard,  William  H. 

Acting  Third  Assistant  Engineer,  8 September,  1864.  Resigned  5 June,  1865. 

Policy,  James  He 

Master’s  Mate,  3 May,  1843.  Boatswain,  27  February,  1846.  Deserted  September, 
1850. 

Policy,  James  H. 

Boatswain,  20  June,  1861.  Died  13  April,  1866. 

Pol  leys,  Woodbury  II. 

Acting  Master,  29  October,  1861.  Resigned  21  April,  1864. 

Pollock,  Alexander.' 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Resigned  9 August,  1862. 

Pollock,  ©avid  J. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Resigned  9 September, 
1862. 

Pollock,  John. 

Acting  Third  Assistant  Engineer,  13  February,  1S65.  Honorably  discharged 
1 August,  1865. 

Pollock,  Samuel  H. 

Mate,  19  June.  1862.  Acting  Ensign,  22  August,  1863.  Honorably  discharged 
18  September,  1865. 

Pollock,  Thomas. 

Master,  1 November,  1816.  Resigned  5 January,  1819. 

Pollock,  William  W. 

Midshipman,  30  June,  1837.  Passed  Midshipman,  29  June,  1843.  Dropped 
15  December,  1847. 

Pollock,  W.  Winder. 

Midshipman,  30  June,  1837.  Passed  Midshipman,  29  June,  1843.  Master,  5 No- 
vember, 1850.  Lieutenant,  15  July,  1851.  Dismissed  19  January,  1863. 

Pomeroy,  G.  P. 

Acting  Ensign,  26  September,  1862.  Acting  Master,  14  July,  1863.  Honorably 
‘discharged  10  November,  1865. 

Pomroy,  Anaistead. 

Boatswain,  13  September,  1852.  Dismissed  17  January,  1857.  Boatswain,  27  Feb- 
ruary, 1858. 

Pomroy,  Joseph  It. 

Third  Assistant  Engineer,  14  August,  1851.  Dropped  20  December,  1852. 

Pond,  Charles  F. 

Midshipman,  12  June,  1872.  Graduated  20  June,  1876.  Ensign,  22  July,  1878. 

Pond,  Collis  T. 

Mate.  Resigned  11  March,  1862. 

Ponte,  John. 

Mate,  16  April,  1865.  Honorably  discharged  2 April,  1869. 

Pook,  Samuel  If. 

Assistant  Naval  Constructor,  17  May,  1866.  Naval  Constructor,  15  April,  1871. 

Pook,  Samuel  M. 

Naval  Constructor,  i January,  1841.  Retired  list,  15  August,  1866.  Died  2 De- 
cember, 1878. 
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Pook,  William. 

Carpenter,  date  not  known.  Discharged  in  1820. 

Pool,  Addison. 

Acting  Assistant  Paymaster,  17  December,  1861.  Appointment  revoked  (Sick.) 
8 January,  1862.  Acting  Assistant  Paymaster,  27  January,  1862.  Honorably 
discharged  1 May,  1865. 

Pool,  Sylvester. 

Acting  Ensign,  1 October,  1862.  Died  26  April,  1864. 

Poole,  Francis  H. 

Mate,  21  September,  1868.  - 

Poole,  Isaac. 

Acting  Assistant  Surgeon,  28  November,  1863.  Resigned  13  May,  1865. 

Poole,  Eeimiel  G. 

Acting  Third  Assistant  Engineer,  13  December,  1864.  Resigned  5 July,  1865. 

Poole,  I..  W. 

Mate,  30  November,  1867.  Mustered  out  2 October,  1868. 

Poole,  Samuel. 

Midshipman,  30  June,  1799.  Resigned  3 September,  1800. 

Poor,  Albert  P. 

Acting  Assistant  Paymaster,  26  August,  1861.  Mustered  out  4 September,  1865. 

Poor,  Charles  XX. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
22  December,  1835.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  2 January,  1863.  Rear-Admiral,  20  September,  1868.  Retired 
list,  9 June,  1870. 

Poor,  Charles  XX. 

Mate,  10  August,  1863.  Resigned  29  June,  1865. 

Pope,  Ezra  P. 

Mate,  28  September,  1864.  Resigned  14  July,  1865. 

Pope,  John. 

Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Commander,  15  Feb- 
ruary, 1843.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862.  Died  14  January,  1876. 

Pope,  Lemuel. 

Mate,  26  June,  1862.  Acting  Ensign,  11  February,  1864.  Acting  Master,  18  July, 
1865.  Honorably  discharged  28  February,  1866. 

Pope,  Robert  G. 

Acting  Second  Assistant  Engineer,  26  February,  1862.  Acting  First  Assistant 
Engineer,  9 June,  1864.  Honorably  discharged  20  November,  1865. 

Pope,  William. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  4 June,  1836.  Resigned 
19  June,  1839. 

Popejoy,  James  P. 

Mate,  4 September,  1864.  Honorably  discharged  26  October,  1865. 

Poplar,  Charles. 

Acting  Carpenter,  4 January,  1863.  Appointment  revoked  (Sick,)  21  June,  1864. 

Poppies! on,  J.  XX. 

Midshipman,  25  April,  1831.  Resigned  19  September,  1832. 

Porcher,  Philip. 

Midshipman,  9 June,  1855.  Passed  Midshipman,  15  April,  1858.  Master,  4 No- 
vember, 1858.  Lieutenant,  27  April,  1860.  Resigned  2 February,  1861. 

Porteons,  James. 

Mate,  27  March,  1863.  Died  on  “ Niphon”  11  September,  1863. 

Porter,  Abel  XX. 

Acting  Third  Assistant  Engineer,  15  June,  1864.  Honorably  discharged  4 No- 
vember, 1865. 
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Porter,  Alexander  F. 

Midshipman,  19  March,  1819.  Died  11  February,  1827. 

Porter,  Benjamin  II. 

Acting  Midshipman,  1 December,  1859.  Ensign,  8 November,  1862.  Lieutenant, 
22  February,  1864.  Killed  in  attack  upon  Fort  Fisher,  15  January,  1865. 

Porter,  Carlisle  P. 

Acting  Midshipman,  27  September,  1861.  Resigned  18  January,  1864. 

Porter,  Charles. 

Mate,  28  November,  1863.  Discharged  29  August,  1864. 

Porter,  Cyras  K. 

Acting  Ensign,  22  February,  1864.  Honorably  discharged.  20  October,  1865. 

Porter,  Paniel  €3. 

Mate,  21  May,  1864.  Honorably  discharged  12  October,  1865. 

Porter,  David. 

Midshipman,  16  April,  1798.  Lieutenant,  8 October,  1799.  Commander,  22 
April,  1806.  Captain,  2 July,  1812.  Resigned  18  August,  1826. 

Porter,  David,  Jr. 

Master,  3 September,  1807.  Last  appearance  bn  Records  of  Navy  Department, 
1 March,  1808. 

Porter  David  D. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  8 July,  1835.  Lieutenant, 
27  February,  1841.  Commander,  22  April,  1861.  Rear-Admiral,  4 July,  1863. 
Vice-Admiral,  25  July,  1866.  Admiral,  15  August,  1870. 

Porter,  David  31. 

Midshipman,  4 August,  1814.  Lieutenant,  13  January,  1825.  Resigned  26  July, 
1826. 

Porter,  David  W. 

Mate,  19  November,  1863.  Died  29  December,  1863. 

Porter,  Edward  E. 

Acting  Third  Assistant  Engineer,  21  November,  1863.  Honorably  discharged 
20  July,  1865. 

Porter,  Frederick:  E. 

Acting  Second  Assistant  Engineer,  25  September,  1863.  Acting  First  Assistant 
Engineer,  28  October,  1864.  Honorably  discharged  30  July,  1865. 

Porter,  Hamilton  F. 

Midshipman,  12  April,  1836.  Passed  Midshipman,  1 July,  1842.  Died  10  August, 
1844. 

Porter,  Henry  ©. 

Acting  Master,  24  April,  1862.  Resigned  30  September,  1863.  Acting  Master, 
5 August,  1864.  Honorably  discharged  15  August,  1865. 

Porter,  Henry  O. 

Midshipman,  8 November,  1840.  Resigned  16  August,  1847. 

Porter,  James. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Porter,  James  II. 

Mate,  23  January,  1862.  Acting  Ensign,  23  August,  1862.  Acting  Master, 
9 November,  1864.  Honorably  discharged  28  February,  1869. 

Porter,  J.  Hampden. 

Acting  Assistant  Surgeon,  17  October,  1861.  Resigned  25  June,  1882. 

Porter,  John. 

Midshipman,  20  June,  1806.  Lieutenant,  27  May,  1812.  Commander,  28  March, 
1820.  Died  2 September,  1831. 

Porter,  John  F. 

Mate,  7 March,  1864.  Honorably  discharged  21  December,  1865. 

Porter,  Maitland. 

Mate,  7 June,  1862.  Dismissed  26  November,  1862. 
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Porter,  Mortimer  S. 

Acting  Ensign,  1 March,  1864.  Honorably  discharged  21  October,  1865. 

Porter,  Pinkney  J. 

Midshipman,  6 March,  1848.  Resigned  4 June,  1849. 

Porter,  Sidney. 

Carpenter,  29  August,  1837.  Resigned  29  December,  1837. 

Porter,  Theodoric. 

Midshipman,  20  September,  1865.  Graduated  7 June,  1870.  Ensign,  12  July, 
1870.  Master,  11  February,  1873.  Lieutenant,  22  August,  1876. 

Porter,  Thomas  I£. 

Acting  Midshipman,  20  May,  1852.  Midshipman,  20  June,  1856.  Passed  Midship- 
man, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  24  January,  1861. 
Dismissed  18  July,  1861. 

Porter,  Warren. 

Acting  Ensign,  22  October,  1863.  Acting  Master,  8 November,  1864.  Honorably 
discharged  23  August,  1865. 

Porter,  William  C.  H.  S. 

Midshipman,  29  July,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
17  June,  1848.  Lieutenant,  25  March,  1849.  Lost  in  “Levant,”  18  September, 
1860. 

Porter,  William  1>. 

Midshipman,  1 January,  1823.  Passed  Midshipman,  29  March,  1829.  Lieutenant, 
31  December,  1833.  Reserved  list,  13  September,  1855.  Commander  on  Active 
list,  14  September,  1855.  Commodore,  16  July,  1862.  Died  1 May,  1864. 

Post,  A.  S. 

Mate,  1 October,  1862.  Resigned  24  February,  1864. 

Post,  diaries  IS. 

Mate,  13  December,  1861.  Resigned  27  February,  1863. 

Post,  George  W. 

Mate,  29  June,  1864.  Honorably  discharged  20  February,  1866. 

Post,  Joel  A. 

Midshipman,  23  July,  1866.  Graduated  7 June,  1870.  Resigned  22  November, 
1872. 

Post,  Jndson  8. 

Assistant.  Paymaster,  9 September,  1861.  Assistant  Paymaster,  6 February,  1862. 
Paymaster,  16  October,  1864.  Dismissed  15  September,  1868. 

Post,  William  Iff. 

Acting  Master,  22  November,  1861.  Resigned  20  June,  1864. 

Postell,  William  Si. 

Midshipman,  31  December,  1831.  Passed  Midshipman,  15  June,  1837.  Resigned 
14  J une,  1839. 

Postell,  Edward. 

Midshipman,  30  November,  1814.  Resigned  30  June,  1817. 

Post! eth wait,  CJeorge  W. 

Acting  Third  Assistant  Engineer,  22  November,  1864.  Resigned  15  June,  1865. 

Potter,  Charles. 

Acting  Master,  14  August,  1861.  Resigned  (Sick,)  30  March,  1865. 

Potter,  Charles  Iff. 

Mate,  23  December,  1862.  Dismissed  19  March,  1863. 

Potter,  Par  id  T. 

Mate,  17  February,  1862.  Dismissed  16  July,  1862. 

Potter,  Edward  E. 

Midshipman,  5 February,  1850.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  9 July,  1858.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3 June,  1869.  Captain,  11  July,  1880. 
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Potter,  Frederick  E. 

Assistant  Surgeon,  30  July,  1861.  Surgeon,  25  March,  1866.  Resigned  1 April, 
1875. 

Potter,  George. 

Acting  Third  Assistant  Engineer,  30  May,  1865.  Honorably  discharged  29  Sep- 
tember, 1865. 

Potter,  Henry. 

Midshipman,  10  May,  1820.  Resigned  27  May,  1824. 

Potter,  Joseph. 

Mate,  8 November,  1869.  Resigned  1 June,  1872. 

Potter,  Joseph. 

Acting  Gunner,  21  October,  1862.  Dismissed  29  June,  1863. 

Potter,  Richard  M. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Died  11  August,  1823., 

Potter,  Robert. 

Midshipman,  2 March,  1815.  Resigned  26  March,  1821. 

Potter,  Seymour. 

Lieutenant,  15  August,  1800.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act.. 

Potter,  Thomas  M. 

Assistant  Surgeon,  17  October,  1839.  Surgeon,  17  September,  1854.  Medical 
Director,  3 March,  1871.  Retired  list,  12  August,  1876. 

Potter,  William  If. 

Acting  Ensign,  30  December,  1863.  Honorably  discharged  2 August,  1865. 

Potter,  William  if. 

Midshipman,  6 December,  1814.  Resigned  8 June,  1819. 

Potter,  William  P. 

Midshipman,  26  September,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Lieutenant,  9 August,  1874. 

Pott  eager,  Charles  R. 

Mate,  21  October,  1861.  Resigned  12  August,  1862. 

Pottinger,  Thomas. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department. 

Pottinger,  Robert. 

Purser,  16  July,  1825.  Lost  in  the  “ Hornet'’’  10  September,  1829. 

Pottinger,  William. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Died  5 February, 
1833. 

Potts,  Howard  1). 

Third  Assistant  Engineer,  16  November,  1861.  Second  Assistant  Engineer,  25 
August,  1863.  Retired  26  October,  1874. 

Potts,  James. 

Boatswainv3  July,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Potts,  James  R. 

Master,  24  July,  1812.  Died  8 May,  1839. 

Potts,  Jeremiah. 

Mate,  4 April,  1862.  Acting  Ensign,  28  May,  1863.  Honorably  discharged 
17  November,  1867. 

Potts,  Joseph  If. 

Acting  Second  Assistant  Engineer,  6 April,  1864.  Appointment  revoked  (Sick/ 
20  March,  1865. 

Potts,  Richard  C. 

Third  Assistant  Engineer,  15  November,  1847.  Second  Assistant  Engineer,  26 
February,  1851.  First  Assistant  Engineer,  9 May,  1857.  Name  stricken  from 
the  Rolls  15  June,  1861. 
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Potts,  Robert. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,'  27 
June,  1862.  First  Assistant  Engineer,  1 March,  1865.  Chief  Engineer,  22  Jan- 
uary, 1873. 

Potts,  Stacy. 

Cadet  Engineer,  Naval  Academy,  1 October,  1872.  Graduated  30  May,  1874. 
Assistant  Engineer,  26  Febrnary,  1875. 

Potts,  Tempi  in  M. 

Midshipman,  6 June,  1872.  Graduated  20  June,  1876.  Ensign,  25  November, 
1877. 

Potts,  William  P. 

Midshipman,  9 June,  1811.  Resigned  2 March,  1814. 

Pougnet,  Andrew. 

Master’s  Mate,  date  not  known.  Resigned  in  1820. 

Potilson,  William  If. 

Acting  Third  Assistant  Engineer, '23  July,  1864.  Honorably  discharged  6 August, 
1865. 

Powell,  Pit. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Honorably  discharged  4 No- 
vember, 1865. 

Powell,  John, 

Mate,  1 October,  1862.  Acting  Ensign,  22  April,  1863.  Acting  Master,  18  Janu- 
ary, 1864.  Honorably  discharged  15  November,  1865. 

Powell,  Jolm  11. 

Acting  Gunner,  1 September,  1864.  Honorably  discharged  31  December,  1865. 

Powell,  Eevin  M. 

Midshipman,  1 March,  1817.  Lieutenant,  28  April,  1826.  Commander,  24  June, 
1843.  Captain,  14  September,  1855.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list,  16  Julv,  1862.  Rear-Admiral.  Retired  list,  13  May, 
1869. 

Powell,  William  J. 

Assistant  Surgeon,  8 February,  1832.  Surgeon,  8 November,  1836.  Died  7 Feb- 
ruary, 1848. 

Powell,  William  JL. 

Midshipman,  20  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
10  July,  1855.  Lieutenant,  14  September,  1855.  Dismissed  20  April,  1861. 

Power,  Alexander  W. 

Acting  Third  Assistant  Engineer,  29  December,  1864.  Honorably  discharged 
15  May,  1866. 

Power,  Havid  T. 

Acting  Assistant  Paymaster,  5 November,  1863.  Mustered  out  8 December,  1865. 

Power,  Edward  It. 

Acting  Ensign,  22  June,  1864.  Honorably  discharged  20  July,  1865. 

Power,  James  T. 

Master’s  Mate,  19  July,  1842.  Died  20  August,  1853. 

Power,  Thomas. 

Mate,  28  September,  1863.  Appointment  revoked  (Sick,)  7 October,  1864. 

Power,  William  T. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  12  November,  1863.  Honorably 
discharged  8 December,  1865. 

Powers,  Frank  A. 

Mate,  18  October,  1864.  Resigned  22  May,  1865. 

Powers,  Henry  P. 

Acting  Second  Assistant  Engineer,  17  October,  1861.  Honorably  discharged 
15  November,  1865. 
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Powers,  James  F. 

Acting  Third  Assistant  Engineer,  5 August,  1861.  Acting  Second  Assistant  En- 
gineer, 5 September,  1862.  Honorably  discharged  10  December,  1865. 

Powers,  Jo Im. 

Acting  Second  Assistant  Engineer,  8 January,  1864.  Honorably  discharged 

24  July,  1866. 

Powers,  Mamleville  P. 

Acting  Ensign,  14  December,  1864.  Honorably  discharged  2 December,  1867 

Powers,  Robert. 

Boatswain,  7 June,  1852.  Resigned  16  December,  1852. 

Powers,  William  Augustus. 

Third  Assistant  Engineer,  3 May,  1862.  Resigned  3 March,  1866. 

Powers,  William  J. 

Acting  Master,  5 September,  1861.  Appointment  revoked  (Sick,)  23  Mav  1862. 

Fowling,  If.  DeW. 

Assistant  Surgeon,  4 April,  1831.  Resigned  1 December,  1834 

Pratt,  Andrew. 

Mate,  18  January,  1870.  Deserted  28  January,  1871. 

Pratt,  diaries  W. 

Acting  Master,  31  March,  1862.  Honorably  discharged  5 November,  1865. 

Pratt,  Edwin  B. 

Mate,  2 August,  1862.  Acting  Ensign,  27  May,  1863.  Honorably  discharged 
29  January,  1866. 

Pratt,  George  W. 

Mate,  22  October,  1862.  Mustered  out  1 May,  1869. 

Pratt,  Henry  €. 

Assistant  Surgeon,  9 August,'  1826.  Died  10  March,  1828. 

Pratt,  John  B. 

Mate,  13  February,  1864.  Acting  Ensign,  31  October,  1864.  Honorably  dis- 
charged 31  October,  1865. 

Pratt,  Joint  J. 

Acting  Assistant  Paymaster,  6 August,  1861.  Honorably  discharged  80  October, 
1865. 

Pratt,  Leonard. 

Acting  Third  Assistant  Engineer,  4 January,  1864.  Honorably  discharged  28  Oc- 
tober, 1865. 

Pratt,  Maxwell. 

Acting  Third  Assistant  Engineer,  3 March,  1863.  Appointment  revoked  5 August, 
1864. 

Pratt,  Nichols. 

Mate,  23  August,  1862.  Acting  Ensign,  2 November,  1863.  Acting  Master, 

25  April,  1865.  Honorably  discharged  8 April,  1867. 

Pratt,  Oscar  H. 

Acting  Master,  1 October,  1862.  Died  13  December,  1863. 

Pratt,  Shubael. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Frigate  “ Constitution .” 

Pratt,  Spencer. 

Acting  Master,  1 November,  1861.  Resigned  12  March,  1862. 

Pratt,  William  Fennell. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.,,  Resigned  29  July,  1865. 

Pratt,  William  F. 

Acting  Master,  26  May,  1862.  Honorably  discharged  31  March,  1869. 

Pratt,  William  S. 

Acting  Second  Assistant  Engineer,  20  July,  1864.  Resigned  20  June,  1865. 
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Pray,  Charles  B. 

Acting  Ensign,  31  December,  1862.  Honorably  discharged  16  December,  1865. 
Pray,  Ezra. 

Acting  Assistant  Surgeon,  21  October,  1861.  Acting  Passed  Assistant  Surgeon,. 
4 August,  1865.  Honorably  discharged  1 March,  1866. 

Pray,  John  II. 

Mate,  26  February,  1864.  Resigned  24  June,  1865. 

Pray,  line!  I?. 

Mate,  3 March,  1864.  Acting  Ensign,  21  March,  1864.  Resigned  7 June,  1865. 

Pray,  Thomas  J. 

Mate,  16  May,  1862.  Resigned  29  June,  1864. 

Preble,  Edward, 

Lieutenant,  9 February,  1798.  Captain,  15  May,  1799.  Died  25  August,  1807. 

Preble,  Edward. 

Midshipman,  1 January,  1817.  Drowned  20  March,  1822. 

Preble,  Edward  E. 

Acting  Midshipman,  29  November,  1859.  Ensign,  9 August,  1864.  Lieutenant,, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Resigned  21  Janu- 
ary, 1871. 

Preble,  George  H. 

Lieutenant,  5 February,  1848.  Commander,  16  July,  1862.  Dismissed  20  Septem- 
ber, 1862.  Commissioned  Commander,  11  April,  1863,  from  16  July,  1862. 
Captain,  29  January,  1867.  Commodore,  2 November,  1871.  Rear-Admiral, 

30  September,  1876.  Retired  list,  25  February,  1878. 

Preble,  George  II. 

Midshipman,  10  October,  1885.  Passed  Midshipman,  22  June,  1841.  Master, 

15  July,  1847.  Lieutenant,  5 February,  1848.  Commander,  16  July,  1862.  Cap- 
tain, 29  January,  1867.  Commodore,  2 November,  1871.  Rear-Admiral,  30  Sep- 
tember, 1876.  Retired  list,  25  February,  1878. 

Prentiss,  George  A. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
9 February,  1837.  Commander,  14  September,  1855.  Retired  list,  24  October, 
1864.  Commodore,  Retired  list.  Died  8 April,  1868. 

Prentiss,  JTabez. 

Master,  4 January,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Norfolk. 

Prentiss,  John,  Jr. 

Midshipman,  11  June,  1799.  Resigned  27  January,  1800. 

Prentiss,  John  E. 

Midshipman,  9 November,  1813.  Lieutenant,  13  January,  1825.  Died  5 July. 
1840. 

Prentiss,  John  E. 

Midshipman,  19  October,  1841.  Died  31  December,  1843. 

Prentiss,  Nathaniel. 

Master,  22  January,  1823.  Died  20  April,  1852. 

Prentiss,  A at  haul  el  A. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1812.  Brig  “ Prometheus.” 

Prentiss,  Roderick. 

Acting  Midshipman,  21  September,  1854.  Midshipman,  9 June,  1859.  Lieutenant, 

31  August,  1861.  Died  from  wounds,  6 August,  1864. 

Prentiss,  II  ill  Ians  M. 

Acting  Third  Assistant  Engineer,  24  February,  1863.  Honorably  discharged 

16  October,  1865. 

Prescott,  Charles  M. 

Acting  Third  Assistant  Engineer.  Resigned  (Sick,)  6 August,  1864 
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Prescott,  Ca-eos’ge. 

Acting  Chief  Engineer,  1G  March,  1864.  Resigned  20  October,  1864. 

Prescott,  George  If. 

Mate,  9 August,  1864.  Honorably  discharged  11  August,  1866. 

Prescott,  Samuel. 

Midshipman,  80  June,  1799.  Resigned  3 September,  1800.  * 

Prescott,  William  A. 

Mate,  26  September,  1862.  Honorably  discharged  7 November,  1865. 

Prest,  Efeeuezer. 

Acting  Third  Assistant  Engineer,  5 November,  1863.  Honorably  discharged 
9 October,  1865. 

Preston,  Samuel  W. 

Acting  Midshipman,  4 October,  1858.  Acting  Master,  4 October,  1861.  Lieu- 
tenant, 1 August,  1862.  Killed  in  attack  on  Fort  Fisher,  15  January,  1865. 

Preston,  William  M. 

Assistant  Paymaster,  4 November,  1869.  Passed  Assistant  Paymaster,  1 July, 
1875. 

Prevost,  Augustus  W. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Died 
22  February,  1837. 

Prevost,  H.  He 

Midshipman,  80  July,  1799.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Prevost,  James  F. 

Midshipman,  12  November,  1819.  Died  in  1829. 

Price,  Ahel  F. 

Assistant  Surgeon,  10  November,  1868.  Passed  Assistant  Surgeon,  27  March, 
1873.  Surgeon,  14  August,  1878. 

Price,  Alexander  If. 

Third  Assistant  Engineer,  8 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  Retired  list,  26  October,  1872. 

Price,  Arthur. 

Third  Assistant  Engineer,  10  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.  First  Assistant  Engineer,  1 January,  1868. 

Price,  Benjamin  I*. 

Midshipman,  4 July,  1805.  Dismissed  16  September,  1805. 

Price,  Benjamin  S. 

Acting  Assistant  Paymaster,  9 December,  1861.  Resigned  10  December,  4*862. 

Price,  Charles  J. 

Acting  Third  Assistant  Engineer,  2 November,  1864.  Honorably  discharged 
16  July,  1866. 

Price,  Cicero. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
6 September,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  29  December,  1866.  Retired  list,  2 December,  1867. 

Price,  Edward. 

Midshipman,  5 April,  1813.  Resigned  31  July,  1823. 

Price,  George. 

Lieutenant,  19  July,  1799.  Last  appearance  on  Records  of  Navy  Department, 
26  September,  1799.  Dead 

Price,  George. 

Acting  Gunner,  4 November,  1862.  Honorably  discharged  16  November,  1865. 

Price,  John. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  8 October,  1868. 

Price,  Jos.  P. 

Midshipman,  13  June,  1799.  Discharged  21  April,  1801,  under  Peace  Establish- 
ment Act. 
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Price,  Jos.  P. 

Master,  20  January,  1809.  Resigned  2 July,  1812. 

Price,  Richard  J.  I>. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
20  J line,  1853. 

Price,  Robert. 

* Mate,  31  December,  1863.  Acting  Ensign,  8 June,  1864.  Appointment  revoked 
26  September,  1866. 

Price,  Rodman  M. 

Purser,  5 November,  1840.  Resigned  16  December,  1850. 

Price,  Thomas  I>. 

Assistant  Surgeon,  1 April,  1800.  Discharged  4 August,  1801. 

Price,  William  C. 

Master,  21  April,  1809.  Dismissed  1 March,  1810. 

Price,  William  S>. 

Acting  Ensign,  21  March,  1864.  Resigned  28  April,  1865. 

Price,  William  II. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 4 February,  1863.  Dismissed  23  April,  1863. 

Price,  William  NT. 

Acting  Ensign,  27  January,  1863.  Acting  Master,  recommendation  of  Command- 
ing Officer,  2 May,  1864.  Died  7 April,  1866. 

Pricket t,  Nathaniel  P. 

Midshipman,  10  June,  1848.  Died  23  March,  1850. 

Priest,  Joshua. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged 
4 September,  1865. 

Prime,  Rbenezer  S. 

Midshipman,  22  September,  1863.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  5 June,  1874. 

Prime,  William. 

Gunner,  18  April,  1804.  Dismissed  31  January,  1806. 

Prince,  A.  31. 

Acting  Ensign,  27  July,  1863.  Honorably  discharged  26  October,  1867. 

Prince,  Renjamin.  €. 

Master,  1 July,  1805.  Resigned  15  September,  1807. 

Prindle,  Franklin  C. 

Third  Assistant  Engineer,  3 August,  1861.  Second  Assistant  Engineer,  21  April, 
1863,  Resigned  11  September,  1865. 

Prim  die,  F«  €. 

Civil  Engineer,  17  April,  1869.  Resigned  1 January,  1876. 

Prindle,  George  M. 

Acting  Ensign,  20  January,  1863.  Honorably  discharged  18  January,  1867. 

Prindle,  Gilbert  If. 

Mate,  27  January,  1865.  Honorably  discharged  22  June,  1867. 

Pringle,  John  J. 

Midshipman,  23  September,  1840.  Passed  Midshipman,  11  July,  1846.  Resigned 
8 June,  1849. 

Prior,  Francis  G. 

Mate,  23  January,  1862.  Acting  Master,  21  August,  1862.  Appointment  revoked 
(Sick,)  29  December,  1863, 

Prior,  Gilbert  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.  Resigned  26  January,  1865, 

Pritchard,  Arthur  J. 

Assistant  Paymaster,  7 October,  1861.  Paymaster,  9 November,  1864. 
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Pritchett,  James  M. 

Acting  Midshipman,  27  May,  1852.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 5 September,  1859.  Master,  25  June,  1860.  Lieutenant,  3 April,  1861. 
Lieutenant-Commander,  2 January,  1863.  Died  24  October,  1871. 

Proctor,  Alexander. 

Mate,  5 June,  1863.  Honorably  discharged  1 December,  1865. 

Proctor,  Henry 

Mate,  15  September,  1862.  Acting  Ensign,  19  July,  1864.  Honorably  discharged 
4 January,  1866. 

Proctor,  Stephen. 

Midshipman,  9 May,  1800.  Resigned  27  April,  1803. 

Profilers,  John. 

Acting  Third  Assistant  Engineer,  26  September,  1862.  Appointment  revoked 
(Sick,)  21  May,  1863. 

Proudtit,  John  McR. 

Midshipman,  24  September,  1872.  Graduated  20  June,  1876.  Ensign,  24  Septem- 
ber, 1872.  Died  15  December,  1879. 

Proudtit,  Ransom  S. 

Mate,  6 May,  1863.  Acting  Ensign,  3 March,  1865.  Honorably  discharged 
23  August,  1866. 

Prevail x,  John. 

Midshipman,  15  January,  1801.  Discharged  12  October,  1801,  under  Peace  Estab- 
lishment Act. 

Provost,  Nelson. 

Acting  Master,  26  August,  1861.  Honorably  discharged  25  February,  1866. 

Pro dy,  John,  Jr. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
2 August,  1859.  First  Assistant  Engineer,  19  February,  1863.  Resigned 
30  January,  1873. 

Pryor,  Ciiicimiatus. 

Midshipman,  1 January,  1828.  Dismissed  16  May,  1832. 

Pryor,  Edward. 

Mate,  18  March,  1865.  Appointment  revoked  12  December,  1865. 

Pryor,  William. 

Midshipman,  11  February,  1832.  Murdered  in  April,  1833. 

Puckett,  John  H. 

Acting  Ensign  and  Pilot,  9 September,  1864.  Resigned  8 March,  1865. 

Pugh,  Robert  €. 

Midshipman,  24  May,  1798.  Left  t-he  service,  24  December,  1798. 

Pugsley,  Isaac  P. 

Acting  Assistant  Paymaster,  24  August,  1864.  Honorably  discharged  15  Sep- 
tember, 1865.  ^ 

Pul  man,  David. 

Mate,  24  January,  1863.  Acting  Ensign,  22  June,  1864.  Honorably  discharged 
14  November,  1865. 

Pulsipher,  CL  M. 

Acting  Ensign,  18  December,  1862.  Honorably  discharged  23  November,  1865. 

Pultz,  Norman  H. 

Mate,  16  November,  1863.  Resigned  12  May,  1865. 

Punch,  John 

Purser,  23  May,  1832.  Dismissed  by  Court-Martial  2 July,  1834. 

Punch  Richard  3>. 

Mate,  23  November,  1863.  Honorably  discharged  2 October,  1865. 

Purcell,  Gregory. 

Midshipman,  4 March,  1823.  Died  in  June,  1824. 
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Pnrdie9  Charles  F. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer, 
2 June,  1869.  Resigned  23  January,  1875 

Purdie,  William  A. 

Mate,  26  December,  1862.  Acting  Ensign,  20  August,  1863.  Honorably  dis- 
charged 21  June,  1865. 

Purdy,  Henry  IS. 

Mate,  19  December,  1863.  Resigned  3 June,  1864. 

Purdy,  William  15. 

Acting  Assistant  Paymaster,  5 November,  1862.  Mustered  out  15  November 
1865. 

Piuket,  Jolin. 

Master,  23  January,  1799.  Resigned  25  July,  1799. 

Purnell,  Henry. 

Midshipman,  1 January,  1808.  Resigned  18  August,  1809. 

Purrington,  Charles  F. 

Mate,  29  January,  1864.  Mustered  out  1867. 

Purse,  William  A. 

Acting  Assistant  Paymaster,  28  August,  1863.  Resigned  9 November,  1864. 

Purse,  Wilson  I£. 

Third  Assistant  Engineer,  12  August,  1858.  Second  Assistant  Engineer,  21  Sep- 
tember, 1861.  First  Assistant  Engineer,  11  March,  1863.  Retired  list,  16  June, 
1874. 

Pur  sell,  Francis. 

B@atswain,  27  May,  1857.  Resigned  31  August,  1857. 

Purse!!,  P.  If. 

Acting  Assistant  Surgeon,  2 February,  1864.  Resigned  28  April,  1865. 

Pur  via  nee,  Hugh  IT. 

Midshipman,  3 November,  1818.  Lieutenant,  3 March,  1827.  Commander, 
7 March,  1849.  Captain,  28  January,  1856.  Retired  list,  21  December,  1861. 
Commodore  on  Retired  list,  16  July,  1862. 

Purviance,  W.  C. 

Midshipman,  6 November,  1817.  Died  26  July,  1822. 

Purvis,  Andrew. 

Gunner,  25  November,  1799.  Last  appearance  on  Records  of  Navy  Department. 
Purvis,  William. 

Sailmaker,  15  January,  1800.  Warrant  returned  26  January,  1800. 

Putnam,  Charles. 

Mate,  8 September,  1862.  Acting  Ensign,  3 December,  1863.  Honorably  dis- 
charged 21  October,  1865. 

Putnam,  Charles  F.  § 

Midshipman,  24  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  12  March,  18.80. 

Putnam,  Charles  O. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  28  No- 
vember, 1865. 

Putnam,  Edwin. 

Assistant  Paymaster,  20  September,  1862.  Paymaster,  4 May,  1866. 

Putnam,  W.  O. 

Acting  Ensign,  12  August,  1862.  Acting  Master,  recommendation  of  Command- 
ing Officer,  22  April,  1864.  Honorably  discharged  20  September,  1865. 

Putnam,  William  8. 

Mate,  19  November,  1862.  Resigned  31  October,  1862. 

Pybus,  John. 

Mate,  11  June,  1863.  Resigned  (Sick,)  7 March,  1865. 
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Pye,  James. 

Midshipman,  18  June,  1812.  Discharged  6 July,  1813. 

Pymciioii*,  Joseph  II. 

Acting  Assistant  Paymaster,  14  November,  1862.  Honorably  discharged  20  De- 
cember, 1865. 

Py ii eli on 9 Wo  li. 

Acting  Assistant  Paymaster,  28  January,  1862.  Mustered  out  20  December,  1865. 

Pyke,  Havid. 

Acting  Second  Assistant  Engineer,  14  November,  1861.  Resigned  13  January, 
1863. 

Pyl©9  George  W. 

Acting  Third  Assistant  Engineer,  25  April,  1864.  Honorably  discharged  16  April, 
1868. 


Pysie,  Charles  11. 

Acting  Ensign,  7 January,  1865.  Honorably  discharged  14  July,  1865. 

Pyisn©5  A. 

Mate,  2 April,  1864.  Appointment  revoked  27  December,  1865. 


Quackenfcos,  Peter. 

Midshipman,  20  June,  1806.  Resigned  27  July,  1807. 

€|uackeiib©ss,  G»  C. 

Assistant  Surgeon,  10  September,  1805.  Last  appearance  on  Records  of  Navy 
Department,  6 August,  1806.  Resigned. 

Quaekenbash9  John  N. 

Midshipman,  24  September,  1847.  Dismissed  3 January,  1854.  Acting  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  16  July,  1862.  Retired  list,  17  July, 
1868.  Lieutenant-Commander  on  Active  list,  from  29  September,  1862.  Com- 
mander, 25  May,  1871. 

Qisackenbiis!i9  ^teptaen  P. 

Midshipman,  15  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1S66.  Captain,  25  July,  1871.  Commodore, 
13  March,  1880. 

Quadling,  Edward  H. 

Acting  Ensign,  6 June,  1863.  Honorably  discharged  17  September,  1865. 

Qnaltroiigh9  Edward  F. 

Midshipman,  21  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  1 July,  1876. 

Quayle,  Thomas  E. 

Mate,  20  November,  1861.  Resigned  27  April,  1865. 

Qneeii,  Walter  W. 

Midshipman,  7 October,  1841.  Passed  Midshipman,  10  August,  1847.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain,  4 June,  1874. 

Queon9  William  C. 

Mate,  13  September,  1865.  Deserted  24  May,  1867. 

€&ii@ved©9  John. 

Mate,  December,  1861.  Resigned  19  November,  1863.  Acting  Gunner,  16  Feb- 
ruary, 1865.  Honorably  discharged  24  January,  1866.  Mate,  13  February,  1866. 
Mustered  out  30  September,  1868. 

Quig,  Henry  W. 

Third  Assistant  Engineer,  8 October,  1861.  Second  Assistant  Engineer,  3 August, 
1863.  Resigned  26  November-,  1869. 

Quigley,  lames  E. 

Acting  Ensign,  27  May,  1863.  Honorably  discharged  9 November,  1868. 
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Quillin,  Joint. 

Boatswain,  30  July,  1807.  Last  appearance  on  Records  of  Navy  Department 
31  July,  1807.  1 

Quimky,  Samuel  F. 

Acting  Assistant  Surgeon,  19  February,  1862.  Dismissed  15  August,  1863. 

Quin,  James  X. 

Acting  Third  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  12  Oc- 
tober, 1865.  " 

Quin,  Jolm. 

Master,  1 November,  1816.  Reserved  list,  14  September,  1855.  Died  21  Septem- 
ber, 1858. 

Quin,  Ilicliard  IS. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer  27  Julv 
1855.  Resigned  1 September,  1856.  ’ 

Quin,  Thomas  A. 

Mate,  25  March,  1863.  Acting  Ensign,  23  July,  1863.  Honorably  discharged 
27  September,  1865.  ° 

Quinby,  Jolm  G. 

Cadet  Midshipman,  12  June,  1874.  Graduated  4 June,  1880. 

Quinn,  James. 

Acting  Third  Assistant  Engineer,  24  October.  1864.  Honorably  discharged 
23  May,  1869.  6 

Quinn,  Jolm. 

Acting  Third  Assistant  Engineer,  14  July,  1863.  Honorably  discharged  14  August 
1865.  S j 

Quinn,  Jofim. 

Boatswain,  15  September,  1873.  Dismissed  8 January,  1875. 

Quinn,  John. 

Midshipman,  30  May,  1803.  Resigned  28  November,  1803. 

Quinn,  John  Paul. 

Assistant  Surgeon,  9 May,  1861.  Passed  Assistant  Surgeon,  26  October  1863. 
Surgeon,  30  December,  1864.  Died  6 June,  1869. 

Quinn,  Michael. 

Second  Assistant  Engineer,  15  November,  1847.  First  Assistant  Engineer,  6 No- 
vember, 1849.  Chief  Engineer,  15  December,  1853.  Name  stricken  from  the 
Rolls  18  May,  1861. 

Quinn,  William  E. 

Acting  Third  Assistant  Engineer,  28  April,  1863.  Resigned  22  August,  1863. 
Acting  Third  Assistant  Engineer,  2 October,  1863.  Appointment  revoked 
(Sick,)  25  January,  1864.  Acting  Third  Assistant  Engineer,  7 March,  1865. 
Honorably  discharged  7 January,  1866. 

Quin  lard,  Ferris  J. 

Acting  Assistant  Paymaster,  4 November,  1862.  Resigned  22  June,  1863. 


Rabadau,  Raymond. 

Mate,  21  October,  1861.  Acting  Ensign,  8 December,  1862.  Honorably  dis- 
charged 5 September,  1865. 

Race,  Carlton  W. 

Mate,  4 February,  1864.  Honorably  discharged  28  June,  1866. 

Rack,  George. 

Acting  Assistant  Paymaster,  14  November,  1864.  Honorably  discharged  13  Sep- 
tember, 1865. 

Rack,  Thomas  W. 

Mate,  30  January,  1863.  Resigned  (Sick,)  20  April,  1865. 
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Racoe,  Frederick  W. 

Acting  Third  Assistant  Engineer,  10  February,  1864.  Acting  Second  Assistant 
Engineer,  29  J.uly,  1865.  Honorably  discharged  23  August,  1865. 

Radabangli,  George. 

Acting  First  Assistant  Engineer,  12  December,  1862.  Honorably  discharged 
29  October,  1865. 

Radcliffe,  Alexander  D. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Honorably  discharged  22  Sep- 
tember, 1869.  ^ 

Radcliffe,  Joint  II. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  5 July, 

1865. 

Radford,  Stephen  14. 

Assistant  Paymaster,  6 July,  1878.  Resigned  28  January,  1879. 

Radford,  William. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
9 February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  24  April,  1863.  Rear-Admiral,  25  July,  1866.  Retired  list,  1 March, 
1870. 

Rae,  Charles  W. 

Acting  Third  Assistant  Engineer,  under  instruction  Naval  Academy,  10  October, 

1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer, 
2 June,  1869.  Passed  Assistant  Engineer,  28  December,  1875. 

Rae,  Thomas  Whiteside. 

Third  Assistant  Engineer,  30  July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866.  Resigned  1 October,  1877. 

Raehel,  Herman  C. 

Midshipman,  23  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Died 
25  June,  1869.  « 

Raefle,  Max  G. 

Acting  Assistant  Surgeon,  20  February,  1862.  Resigned  18  May,  1865. 

Rafferty,  Hugh. 

Acting  Second  Assistant  Engineer,  27  August,  1861.  Honorably  discharged 
9 August,  1865. 

Ragsdale,  James  14.  P. 

Acting  Midshipman,  21  September,  1860.  Graduated  September,  1865.  Ensign, 
1 December,  1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Died 
20  May,  1874. 

Rain  how,  John. 

Carpenter,  10  June,  1837.  Died  18  September,  1868. 

Rainer,  Amos. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  1 August,  1865. 

Rainer,  William 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  22 
August,  1865. 

Rainey,  John  I>. 

Midshipman,  19  March,  1846.  Passed  Midshipman,  10  June,  1853.  Master,  15 
September,  1855.  Lieutenant,  16  September,  1855.  Resigned  29  July,  l,857o 
Ramies*,  Charles  E. 

Acting  Third  Assistant  Engineer,  11  December,  1861.  Acting  Second  Assistant 
Engineer,  19  September,  1864.  Honorably  discharged  80  November,  1865. 

Ralph,  Joseph  P. 

Mate,  28  September,  1863.  Deserted  January,  1864. 

Ramage,  James. 

Master,  1 June,  1813.  Lieutenant,  9 December,  1814.  Commander,  11  March, 
1829.  Cashiered  24  September,  1831. 
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Ramsay,  Francis  M. 

Acting  Midshipman,  5 October,  1850.  Midshipman,  21  April,  1855.  Passed  Mid* 
shipman,  20  June,  1856.  Master,  22  January,  1858.  Lieutenant,'  23  January, 
1858.  Lieutenant-Commander,  16  July,  1862.  Commander,  25  July,  1866. 
Captain,  1 December,  1877. 

Ramsay,  Henry  A. 

Third  Assistant  Engineer,  21  May,  1858.  Second  Assistant  Engineer,  26  June, 
1856.  First  Assistant  Engineer,  2 August,  1859.  Name  stricken  from  the 
Rolls,  6 May,  1861. 

Ramsay,  John  S. 

Acting  Assistant  Surgeon,  15  March,  1864.  Assistant  Surgeon,  1 April,  1864. 
Resigned  31  December,  1867. 

Ramsay,  Sterrett. 

Purser,  18  November,  1830.  Pay  Director,  Retired  list.  Died  23  July,  1872. 

Ramsay,  William. 

Midshipman,  1 Sepcember,  1811.  Lieutenant,  5 March,  1817.  Commander, 
9 February,  1S87.  Captain,  27  February,  1847.  Died  10  August,  1866. 

Ramsdell,  John. 

Mate,  22  December,  1868.  Died  22  .October,  1866. 

Ramsden,  Frederick  Thomas  IJsilly. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  20  Feb- 
ruary, 1864.  Resigned  14  April,  1869. 

Ramsey,  Haniel  15. 

Midshipman,  6 July,  1803.  Resigned  12  December,  1808. 

Ramsey,  James. 

Acting  Second  Assistant  Engineer,  12  December,  1863.  Resigned  27  February, 
1864. 

Ramsey,  J.  R. 

Acting  First  xlssistant  Engineer,  1 October,  1862.  Honorably  discharged  5 Sep- 
tember, 1865. 

Hand,  George  R. 

Acting  Assistant  Paymaster,  4 December,  1862.  Assistant  Paymaster,  30  June, 
1864.  Resigned  22  December,  1865. 

Hand,  Homer  E. 

Acting  Assistant  Paymaster,  22  April,  1864.  Mustered  out  24  September,  1865. 

Hand,  Isaac  II. 

Midshipman,  23  January,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1822.  Dead. 

Hand,  James. 

Purser,  12  March,  1800.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Hand,  Stephen. 

Acting  Third  Assistant  Engineer,  17  December,  1864.  Honorably  discharged 
8 August,  1869.  Assistant  Paymaster,  12  August,  1869.  Passed  Assistant  Pay- 
master, 80  April,  1874. 

Kandall,  Andrew  A. 

Gunner,  29  August,  1843.  Resigned  27  November,  1854.  Mate.  Died  18  Janu- 
ary, 1865. 

Randall,  lleiijamin  W. 

Acting  Third  Assistant  Engineer,  10  March,  1864.  Honorably  discharged  15 
July,  1865. 

Kandall,  George  G. 

Acting  Ensign,  7 December,  1804.  Honorably  discharged  7 November,  1865. 

Randall,  Henry  K. 

Midshipman,  18  June,  1812.  Resigned  1815. 
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Randall,  'Joseph  Is. 

Acting  Ensign,  6 May,  1868.  Acting  Master,  16  December,  1863.  Resigned 
15  December,  1864. 

Randall,  Milton  P. 

Acting  Third  Assistant  Engineer,  3 June,  1861.  Acting  Second  Assistant  Engi- 
neer, 16  July,  1863.  Honorably  discharged  24  December,  1865. 

Randall,  Philip. 

Mate,  3 July,  1866.  Resigned  7 November,  1868. 

Randall,  Samuel  A. 

Acting  First  Assistant  Engineer,  16  July,  1864.  Honorably  discharged  11  Novem- 
ber, 1865. 

Randall,  Sanford. 

Mate,  19  December,  1861.  Resigned  25  October,  1862. 

Randall,  Thomas. 

Midshipman,  23  September,  1799.  Discharged  22  June,  1801,  under  Peace  Estab- 
lishment Act. 

Randall,  Wesley. 

Acting  Second  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  27  Sep- 
tember, 1865. 

Randall,  William  I®. 

Acting  Master,  24  July,  1861.  Acting  Volunteer  Lieutenant,  28  May,  1862.  Acting 
Volunteer  Lieutenant-Commander,  9 March,  1865.  Honorably  discharged 
19  December,  1865.  Acting  Master,  7 December,  1866.  Ensign,  12  March, 
1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870, 

Randolph,  Beverly. 

Midshipman,  23  July,  1839.  Passed  Midshipman,  2 July,  1845.  Acting  Master, 
17  December,  1847.  Resigned  18  May,  1850 

Randolph,  B.  S.. 

Midshipman,  2 February,  1815.  Resigned  5 September,  1817. 

Randolph,  D.  X.  . 

Midshipman,  1 May,  1822/  Resigned  6 February,  1830. 

Randolph,  Edward. 

Midshipman,  20  August,  1800.  Discharged  14  April,  1801. 

Randolph,  ©eorge  W. 

Midshipman,  31  March,  1831.  Passed  Midshipman,  15  June,  1837.  Resigned 
22  July,  1839. 

Randolph,  John  B. 

Midshipman,  11  June,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant,  29 
May,  1846.  Died  20  July,  1854. 

Randolph,  J.  F. 

Captain  (to  command  Galley,)  13  September,  1798.  Last  appearance  on  Records 
of  Navy  Department,  23  March,  1799. 

Randolph,  P.  B. 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
1819.  Died  at  Sea. 

Randolph,  Peyton  M. 

Acting  Ensign,  11  November,  1863.  Honorably  discharged  21  October,  1865. 

Randolph,  R.  C. 

Assistant  Surgeon,  1 May,  1810.  Surgeon,  15  April,  1814.  Resigned  24  May, 
1824. 

Randolph,  Richard  11. 

Midshipman,  18  June,  1799.  Lost  in  the  “ Insurgent .” 

Randolph,  Robert  B. 

Midshipman,  15  August,  1810.  Lieutenant,  27  April,  1816.  Dismissed  19  April, 

1833. 
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Randolph,  T.  M. 

Midshipman,  30  May,  1816.  Resigned  28  May,  1822. 

Randolph,  Victor  M. 

Midshipman,  11  June,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 Sep* 
tember,  1841.  Captain,  14  September,  1855.  Resigned  14  January,  1861.  * 

Randolph,  W.  B. 

Midshipman,  1 January,  1812.  Lost  in  the  “ Wasp”  in  1815. 

Randi’iip,  €.  E. 

Acting  Ensign,  17  February,  1865.  Honorably  discharged  15  September,  1865. 

Ran  Sc,  Erast  ns  P. 

Third  Assistant  Engineer,  8 December,  1862.  Resigned  9 March,  1866. 

Rankin,  Alexander  M. 

Acting  Third  Assistant  Engineer,  2 October,  1862.  Resigned  29  August,  1S63. 

Rankin,  I>avid. 

Gunner,  19  March,  1844.  Dismissed  30  May,  1851. 

Rankin,  William  B. 

Acting  Ensign^  31  July,  1863.  Honorably  discharged  3 November,  1865. 

Ransom,  George  R. 

Cadet  Engineer,  Naval  Academy,  1 October,  1871.  Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.  In  service.  Passed  Assistant  Engineer, 
4 July,  1880. 

Ransosn,  George  M. 

Midshipman,  25  July,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  28  June, 
1853.  Lieutenant,  21  February,  1854.  Lieutenant-Commander,  16  July,  1882. 
Commander,  2 January,  1863  Captain,  2 March,  1870.  Commodore,  28  March, 
1877. 

Ransom,  Harvey  E. 

Mate,  17  September,  1862.  Acting  Ensign,  14  September,  1863.  Died  14  Janu- 
ary, 1864. 

Ransom,  V.  R. 

Professor  of  Mathematics,  2 October,  1835.  Last  appearance  on  Records  of  Navy 
Department,  1837.  Frigate  “ Constellation” 

Ransom,  Theodore  8* 

Mate,  14  February,  1863.  Resigned  4 October,  1864. 

Ran  ten,  Henry  Iff. 

Midshipman,  2 April,  1804.  Resigned  26  August,  1811. 

Rapalje,  Stephen. 

Surgeon,  4 December,  1828.  Died  11  September,  1856. 

Rapp,  Henry  B. 

Midshipman,  15  November,  1809.  Lieutenant,  24  July,  1813.  Resigned  10  Febru- 
ary, 1817. 

Rappell,  George  W. 

Mate.  Resigned  15  October,  1863. 

Ratehford,  Richard. 

Acting  Carpenter,  18  April,  1863.  Honorably  discharged  17  September,  1865.  t 

Rate!  i fife,  Quinton. 

Midshipman,  1 February,  1823.  Died  1 October,  1828. 

Rathhone,  Clarence. 

Midshipman,  28  September,  1861.  Acting  Ensign,  10  June,  1844.  Resigned 
23  December,  1 805. 

Rathhone,  J.  R. 

Midshipman,  3 March,  1841.  Resigned  20  September,  1845. 

Rathhorne,  Sanrnel  T. 

Acting  Master,  26  April,  1862.  Resigned  22  January,  1863. 
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Batlibnnsie,  X.  W. 

Acting  Ensign,  8 October,  1 862.  Resigned  28  August,  1864. 

Haiiigan,  William  E. 

Mate,  21  November,  1867.  Resigned  3 December,  1872. 

Rawlings,  John. 

Midshipman,  25  March,  1800.  Discharged  14  July,  1801,  under  Peace  Establish- 
ment Act. 

Rawlinson,  Francis. 

Acting  Second  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  8 August, 
1865. 

Rawson,  Edward  fi. 

Chaplain,  21  January,  1871. 

Hay,  Charles  $f. 

Assistant  Paymaster,  3 March,  1879. 

Hay,  Hyde. 

Assistant  Surgeon,  20  July,  1809.  Surgeon,  24  July,  1818.  Died  7 September, 
1835. 

Hay,  J.  W.  II. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Died  10  Novem- 
ber, 1824. 

Hay,  Robert  C. 

Midshipman,  1 October,  1872.  Graduated  20  June,  1876.  Ensign,  4 June,  1878. 

Hay,  Whitmnl  P. 

Midshipman,  27  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 
1871.  Master,  4 August,  1874. 

Hay,  William. 

Boatswain,  15  January,  1855.  Resigned  26  October,  1855. 

Hay,  William. 

Acting  Boatswain,  16  May,  1863.  Appointment  revoked  25  March,  1864. 

Hay,  William. 

Acting  Second  Assistant  Engineer,  10  November,  1864.  Honorably  discharged 
28  October,  1865. 

Raymond,  If.  €. 

Acting  Ensign,  11  June,  1863.  Resigned  31  May,  1865. 

Raymond,  James  If. 

Mate,  15  October,  1881.  Resigned  19  July,  1862. 

Haynal,  Eewis  F. 

Purser,  30  May,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Raynolds,  IV.  F.,  Jr. 

Mate,  28  March,  1862.  Acting  Ensign,  13  July,  1863.  Resigned  12  November, 
1864. 

Hay  nor,  James  H. 

Mate,  22  November,  1864.  Honorably  discharged  4 October,  1868. 

Hay  nor,  William. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged 
7 September,  1865. 

Head,  Abner. 

Midshipman,  2 March,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  12  April, 
1853.  Lieutenant,  6 February,  1854.  Lieutenant-Commander,  16  July,  1862, 
Commander,  13  September,  1862.  Died  from  wounds  received  in  action, 
12  July,  1863. 

Head,  Charles. 

Midshipman,  12  December,  1799.  Resigned  5 May,  1806. 

Head,  Charles  W. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Resigned 
4 February,  1861. 
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Mead.  Edmund  €2. 

Acting  Midshipman,  25  September,  1855.  Midshipman,  15  June,  1860.  Dismissed 

I May,  1861. 

Head,  Frederick. 

Acting  Master,  5 March,  1864.  Honorably  discharged  16  September,  1865. 

Head,  George  €. 

Midshipman,  2 April,  1804.  Lieutenant,  25  April,  1810.  Commander,  27  April, 
1816.  Captain,  8 March,  1825.  Reserved  list,  18  September,  1855.  Rear- 
Admiral  on  Retired  list,  16  July,  1862.  Died  22  August,  1862. 

Head,  George  IS. 

Acting  Assistant  Paymaster,  14  January,  1865.  Mustered  out  15  August,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  12  March, 
1869. 

Head,  James. 

Midshipman,  80  May,  1838.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
29  October,  1844.  Resigned  22  June,  1847. 

Head,  James. 

Acting  Gunner,  26  December,  1863.  Appointment  revoked  29  April,  1865. 

Head,  John. 

Acting  Assistant  Paymaster,  6 November,  1862.  Resigned  20  March,  1865. 

Head,  Joint  I>. 

Mate,  20  December,  1862.  Resigned  22  May,  1865. 

Head,  John  I>. 

Midshipman,  16  October,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
17  September,  1850.  Lieutenant,  8 April,  1851.  Died  8 July,  1858. 

Head,  Joint  J. 

Acting  Midshipman,  21  September,  1858.  Ensign,  25  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 

II  December,  1877. 

Head,  Jolsst  W. 

Acting  Second  Assistant  Engineer,  4 June,  1864.  Appointment  revoked  (Sick,) 
19  January,  1865. 

Head,  Robert  H, 

Mate,  11  March,  1864.  Resigned  31  March,  1864. 

Head,  William,  Jr. 

Mate,  26  August,  1864.  Honorably  discharged  27  July,  1865. 

Head,  William  II. 

Acting  Ensign,  13  August,  1863.  Appointment  revoked  (Sick,)  6 June,  1864. 

Keagan,  John  J. 

Acting  Ensign,  23  February,  1863.  Honorably  discharged  6 November,  1865. 

Kearney,  Lazarus  F. 

Midshipman,  25  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  23  July,  1874. 

Heaney,  Henry. 

Mate  18  June,  1861.  Acting  Ensign,  8 October,  1862.  Acting  Master,  17  Novem- 
ber, 1863.  Honorably  discharged  6 June,  1868. 

Heaney,  Thomas  J. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  26 
July,  1865. 

Keardon,  William  J. 

Mate,  24  February,  1870.  Appointment  revoked  31  August,  1871. 

Kearick,  Peter  A.  -< 

hird  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  22 
July,  1862.  First  Assistant  Engineer,  1 March,  1864.  Chief  Engineer,  25 
March,  1874. 
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Reber,  William  M. 

Acting  Assistant  Surgeon,  6 April,  1863.  Assistant  Surgeon,  22  September,  1863. 
Resigned  19  December,  1868. 

Redding,  James. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  20  October, 
1865. 

Redding,  William  F. 

Acting  Ensign,  31  August,  1862.  Acting  Master,  8 February,  1864.  Honorably 
discharged  10  November,  1865. 

Reddish 9 Joseph  S. 

Mate,  25  January,  1864.  Appointment  revoked  (Sick,)  1 September,  1864. 

Kediek,  David. 

Midshipman,  20  June,  1806.  Dismissed  4 April,  1808. 

Redfield,  George  S. 

Acting  Assistant  Paymaster,  3 August,  1861.  Resigned  3 March,  1864. 

Red  field , J.  Bayard. 

Acting  Assistant  Paymaster,  16  January,  1865.  Honorably  discharged  23  Novem- 
ber, 1865.  i Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Pay- 
master, 11  June,  1868. 

Redfield,  Jndd  F. 

Mate,  2 May,  1868.  Mustered  out  6 February,  1869. 

Redington,  Robert, 

Assistant  Surgeon,  29  May,  1866.  Resigned  26  October,  1868. 

Redman,  Curtis. 

Acting  Master,  4 November,  1861.  Honorably  discharged  17  September,  1865. 

Redman,  Wallace  St.  C. 

Acting  Third  Assistant  Engineer,  18  June,  1863.  Acting  Second  Assistant  Engi- 
neer, 23  November,  1863.  Acting  First  Assistant  Engineer,  17  May,  1864. 
Honorably  discharged  31  December,  1868. 

Redmond,  Andrew  .1. 

Acting  Third  Assistant  Engineer,  21  May,  1863.  Honorably  discharged  12  No- 
vember, 1868. 

Redstone,  William. 

Sailmaker,  17  January,  1876. 

Reed,  Allen  V. 

Acting  Midshipman,  26  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant, 
18  April,  1861.  • Lieutenant-Commander,  3 March,  1865.  Commander,  1 April, 
1872. 

Reed,  Benjamin  S. 

Mate,  9 November,  1864.  Honorably  discharged  30  June,  1865. 

Reed,  Bradford  I>. 

Mate,  31  October,  1861.  Acting  Ensign,  6 May,  1863.  Honorably  discharged 
6 March,  1866. 

Reed.  Charles  If. 

Acting  Ensign,  18  April,  1863.  Honorably  discharged  5 December,  1865. 

Reed,  David. 

Acting  Third  Assistant  Engineer,  28  May,  1863.  Honorably  discharged  10  Octo- 
ber, 1865. 

Reed,  Edward  W. 

Mate,  26  June,  1862.  Dropped  13  October,  1862. 

Reed,  Rara,  Jr. 

Midshipman,  1 April,  1828.  Resigned  28  June,  1830. 

Reed,  Frederick. 

Acting  Ensign,  24  December,  1862.  Honorably  discharged  16  September,  1865. 
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Reed,  George  S. 

Acting  Third  Assistant  Engineer,  9 June,  1863.  Resigned  3 November,  1863. 

Reed,  George  W. 

Midshipman,  13  January,  1799.  Lieutenant,  10  March,  1803.  Died  4 January 
1813. 

Reed,  lie*  Is  cote  J. 

Midshipman,  31  December,  1798.  Lieutenant,  16  March,  1807.  Died  27  August 
1812. 

Reed,  Isaac. 

Acting  Third  Assistant  Engineer,  D August,  1864.  Appointment  revoked  (Sick,) 
19  September,  1864. 

Reed,  John,  Jr. 

Midshipman,  30  November,  1814.  Died  29  August,  1823. 

Reed,  John. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  4 No- 
vember, 1865. 

Reed,  J.  Frank. 

Acting  Ensign,  5 September,  1862.  Acting  Master,  11  June,  1863.  Honorably 
discharged  30  November,  1865. 

Reed,  John  II. 

Acting  Midshipman,  28  September,  1859.  Ensign,  25  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Drowned 
11  January,  1868. 

Reed,  John  K.,  Jr. 

Surgeon,  5 February,  1799.  Died  28  February,  1805. 

Heed,  John  W. 

Acting  Third  Assistant  Engineer,  22  November,  1862.  Resigned  7 August, 
1863. 

Reed,  Robert  R. 

Mate,  14  August,  1862.  Resigned  11  March,  1864. 

Reed,  Sherwood  R. 

Mate,  26  April,  1864.  Honorably  discharged  12  October,  1865. 

Reed,  Thomas. 

Acting  Third  Assistant  Engineer,  23  November,  1863.  Honorably  discharged 
25  November,  1865. 

Reed,  Thomas  R. 

Acting  Assistant  Paymaster,  19  April,  1864.  Honorably  discharged  4 November, 
1865. 

Reed,  Thomas  J. 

Acting  Second  Assistant  Engineer,  12  June,  1863.  Resigned  31  May,  1864. 

Reed,  Thomas  J. 

Acting  Assistant  Surgeon,  15  March,  1864.  Resigned  21  November,  1864. 

Reed,  Wallace  W. 

Mate,  10  September,  1861.  Resigned  (Sick,)  9 November,  1864. 

Reed,  William. 

Surgeon,  9 March,  1798.  Died  26  September,  1798. 

Reed,  William. 

Acting  Master  and  Pilot,  14  November,  1864.  Resigned  17  January,  1865. 

Reed,  William  II. 

Acting  Ensign,  11  February,  1865.  Honorably  discharged  18  September,  1865. 

Reede,  William,  Jr 

Midshipman,  28  June,  1804.  Last  appearance  on  Records  of  Navy  Department, 
10  April,  1805.  Broke  by  Court-Martial. 

Reeder,  Nathaniel. 

Midshipman,  1 November,  1828.  Dismissed  6 June,  1836. 
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Reeder,  Robert  I>, 

Midshipman,  2 April,  1804.  Resigned  1 April,  1805. 

Reeder,  §.  Andrews. 

Acting  Assistant  Surgeon,  17  December,  1862.  Resigned  7 October,  1864. 

Reecier,  William  H. 

Midshipman,  20  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1871.  Lieutenant,  81  January,  1872. 

Reesistjenia,  Eas*s  M. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Honorably  discharged  10  Oc- 
tober 1868. 

Rees,  Clayton  T. 

Mate,  19  September,  1864.  Resigned  6 June,  1865. 

Rees,  Corwin  P. 

Midshipman,  31  July,  1866.  Graduated  7 June,  1870.  Ensign,  18  July,  1871. 
Master,  21- May,  1874.  Lieutenant,  11  October,  1880. 

Reese,  C.  M. 

Surgeon,  27  April,  1816.  Resigned  29  March,  1824. 

Reese,  Elias. 

Acting  Master,  1 October,  1862.  Resigned  17  October,  1864. 

Reese,  E.  M. 

Acting  Assistant  Surgeon,  1 October,  1862.  Died  1 September,  1864. 

Reese,  Thomas. 

Acting  Gunner,  27  July,  1868.  Honorably  discharged  15  November,  1865. 

Reeves,  Charles  P. 

Acting  Assistant  Paymaster,  17  September,  1864.  Mustered  out  1 October,  18*35. 

Reeves,  Isaac  S.  -K. 

Assistant  Engineer,  30  June,  1875. 

Reeves,  James  F. 

Acting  Assistant  Paymaster,  3 January,  1865.  Mustered  out  9 October,  1865. 

Reeves,  Samuel  T. 

Acting  Second  Assistant  Engineer,  31  August,  1863.  Honorably  discharged  9 Oc 
tober,  1865. 

Regan,  Jeremiah. 

Mate,  25  October,  1862.  Deserted  8 November,  1862. 

Reliefer,  Henry. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  25  October,  1865. 

Reich,  Henry  F. 

Midshipman,  28  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Reaches*  had*,  W.  C.  F. 

Third  Assistant  Engineer,  8 September,  1863.  Resigned  27  November,  1866. 

Reid,  Renjamin  F. 

Midshipman,  13  July,  1799.  Lieutenant,  23  January,  1807.  Died  6 January,  1812. 

Read,  James. 

Mate,  31  May,  1864.  Honorably  discharged  25  October,  1865. 

Reid,  James  E. 

Acting  Ensign,  22  June,  1863.  Honorably  discharged  1 December,  1865. 

Reid,  John  M. 

Acting  Ensign,  16  April,  1863.  Honorably  discharged  12  September,  1865. 

Reid,  Joseph. 

Mate,  27  February,  1863.  Acting  Ensign,  10  July,  1865.  Dismissed  22  Septem- 
ber, 1866.  Mate,  24  January,  1870. 

Reid,  J.  W.  E. 

Midshipman,  26  September,  1831.  Passed  Midshipman,  15  June,  1837.  Lost  on 
the  Exploring  Expedition  in  May,  1839. 
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Reid,  Peter. 

Mate,  29  September,  1862.  Dismissed  28  November,  1862. 

Reid,  Robert  I. 

Cadet.  Engineer,  Naval  Academy,  1 October,  1878.  Graduated  21  June,  1875.. 
Assistant  Engineer,  1 July,  1878. 

Reid,  Sasimel  €. 

Master,  not  in  line  of  promotion,  3 July,  1843.  Reserved  list,  14  September,  1855. 
Died  28  January,  1861.  1 . ’ 

Reid,  Washington. 

Midshipman,  22  December,  1831.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 10  December,  1843.  Died  19  February,  1850. 

Reid,  William. 

Acting  Carpenter,  22  September,  1863.  Honorably  discharged  1 March,  1866. 

Reid,  William  Irving, 

Third  Assistant  Engineer,  2 December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Resigned  29  January,  1867. 

Reiley,  Peter  C. 

Third  Assistant  Engineer,  17  March,  1863.  Resigned  20  October,  1863. 

Reill,  Robert  B. 

Midshipman,  2 September,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
17  July,  1847.  Reserved  list,  13  September,  1855.  Lieutenant  on  Active  list 
from  14  March,  1848.  Retired  list,  29  September,  1864.  Captain  onltetired  list, 
4 April,  1867.  Died  5 February,  1869. 

Reilly,  Edward  A. 

Acting  Third  Assistant  Engineer,  8 August,  1863.  Honorably  discharged  9 No- 
vember, 1868. 

Reilly,  James. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Lost  in  the  “ Wasp  ” 
1815. 

Reilly,  John. 

Acting  Third  Assistant  Engineer,  9 October,  1866.  Mustered  out  27  August, 
1868. 

Reilly,  John. 

Acting  Third  Assistant  Engineer,  19  February,  1864.  Honorably  discharged 
20  October,  1865. 

Reilly,  Robert. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  13  Jan- 
uary, 1866. 

Reily,  James. 

Acting  Third  Assistant  Engineer,  13  A ugust,  1864.  Appointment  revoked  4 Janu- 
ary, 1865. 

Reily,  William. 

Midshipman,  9 February,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  11  December,  1852.  Lost  in  “ Porpoise ,”  21  September,  1854. 

Reinburg,  Ronis. 

Mate,  28  November,  1863.  Honorably  discharged  8 February,  1866. 

Reinhardt,  Augustus. 

Acting  Third  Assistant  Engineer,  20  August,  1864.  Honorably  discharged  2 June,. 
1865.  . 

Reismger,  William  W. 

Midshipman,  21  April,  1862.  Graduated  12  June,  1866.  Ensign,  12  March,  1868 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Reiter,  Reorge  C- 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 
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Kemey,  Eel  ward  W. 

Midshipman,  27  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 

1868.  Master,  21  March,  1870.  Lieutenant,  9 December,  1871. 

Bemey,  George  C. 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9 June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant- Commander,  25  June,  1865.  Commander,  25  No- 
vember, 1872. 

Bemirk,  William  €. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Honorably  discharged  11  No- 
vember, 1865. 

Remington,  Edward  C. 

Acting  Ensign,  1 February,  1865.  Honorably  discharged  4 September,  1865. 

Benunonds,  Charles  T. 

Mate,  29  October,  1863.  Honorably  discharged  13  July,  1867. 

Beni  sen,  William. 

Midshipman,  26  July,  1866.  Graduated  7 June,  1870.  Resigned  5 September, 
1873. 

Rennets,  Wo  gent  T» 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  28  November,  1865. 

Remsells,  Fariram  J. 

Acting  Ensign,  27  May,  1864.  Honorably  discharged  8 August,  1865. 

Renner,  William  F. 

Mate,  24  January,  1863.  Honorably  discharged  26  November,  1865. 

Kenney,  William  E. 

Acting  Third  Assistant  Engineer,  19  August,  1864.  Honorably  discharged  5 Sep- 
tember,  1865. 

Rennolds9  Henry  S. 

Surgeon,  8 September,  1841.  Retired  list,  29  May,  1861.  Died  27  September, 

1869. 

Rene,  George  E. 

Acting  Third  Assistant  Engineer,  13  September,  1864.  Honorably  discharged 
9 August,  1865. 

Rensford,  Charles  C. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  28  February,  1868. 
Acting  Third  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  31  Oc- 
tober, 1865. 

Resists  aw,  Alexander  D. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Honorably  discharged  8 No- 
vember, 1866. 

Rensliaw,  C.  S. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1881.  Resigned 
11  February,  1832. 

Reis  sis  aw,  Edward. 

Midshipman,  4 November,  1841.  Passed  Midshipman,  i0  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  28  November, 
1857. 

Rensliaw,  Francis  B. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
8 September,  1841.  Resigned  22  January,  1861. 

Renslsaw,  .lassies. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,  8 De- 
cember, 1862.  First  Assistant  Engineer,  1 March,  1864.  Resigned  14  May, 
1867. 

Renshaw,  Janies. 

Midshipman,  7 July,  1800.  Lieutenant,  25  February,  1807.  Commander,  10  De- 
cember, 1814.  Captain,  3 March,  1825.  Died  29  May,  1846.  m 
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Renshaw,  Richard  T. 

Midshipman,  26  January,  1838.  Passed  Midshipman,  20  May,  1S44.  Acting 
Master,  10  September,  1851.  Resigned  29  June,  1852.  Acting  Lieutenant,, 
13  May,  1861.  Commander,  22  September,  1862.  Captain,  20  September,  1868. 
Retired  list,  10  December,  1874.  Died  22  March,  1879. 

Renshaw,  Samnel. 

Midshipman,  4 July,  1805.  Died  11  October,  1826. 

Ren shaw,  William  II. 

Midshipman,  17  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Commander,  26  April,  1861.  Killed  in  Battle  1 Janu- 
ary, 1863. 

Reusch.  John. 

Acting  Tnird  Assistant  Engineer,  18  February,  1865.  Died  13  September, 
1867. 

Revell,  John. 

Mate,  1 October,  1862.  Promoted  Acting  Ensign,  8 May,  1863.  Resigned  17 
February,  1865. 

Revere,  Joseph  W. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  4 June,  1834.  Lieutenant,  25 
February,  1841.  Resigned  20  September,  1850. 

Reville,  John  M.  C. 

Mate,  28  March,  1862.  Acting  Ensign,  5 March,  1863.  Resigned  29  May,  1865. 

Rex,  George  A. 

Acting  Third  Assistant  Engineer,  16  February,  1865.  Honorably  discharged  17 
July,  1865. 

Rex  ford , George  H. 

Mate,  7 November,  1863.  Acting  Ensign,  11  November,  1864.  Honorably  dis- 
charged 27  August,  1865. 

Reyner,  Ebenezer. 

Midshipman,  1 May,  1822.  Died  28  June,  1824. 

Reynolds,  A.  H. 

Mate,  2 December,  1861.  Acting  Ensign,  30  July,  1862.  Died  27  February, 
1865. 

Reynolds,  Albert  W. 

Acting  First  Assistant  Engineer,  17  May,  1861.  Resigned  1 July,  1861.  Acting- 
First  Assistant  Engineer,  8 September,  1864.  Honorably  discharged  16  August, 
1865. 

Reynolds,  Alfred. 

Midshipman,  22  September,  1869.  Graduated  31  May,  1873.  Ensign,  16  Julv, 
1874. 

Reynolds,  Charles  W. 

Acting  Second  Assistant  Engineer,  21  June,  1862.  Honorably  discharged  2 Sep- 
tember, 1865. 

Reynolds,  Charles  W. 

Acting  First  Assistant  Engineer,  1 July,  1864.  Honorably  discharged  2 Novem- 
ber, 1865. 

Reynolds,  Edward. 

Carpenter,  15  January,  1800.  Warrant  Returned  11  September,  1800. 

Reynolds,  Edward  I>. 

Purser,  17  October,  1846.  Resigned  7 July,  1857. 

Reynolds,  Edwin  E. 

Midshipman,  22  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Reynolds,  Ezekiel  F. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  24  December,  1862.  Acting  First  Assistant  Engineer,  15  October* 

•*  1863.  Honorably  discharged  19  November,  1865. 
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Reynolds,  George  C. 

Acting  Assistant  Surgeon,  19  April,  1864.  Honorably  discharged  7 December, 
1865. 

Reynolds,  Henry  C. 

Acting  Third  Assistant  Engineer,  28  September,  1864.  Honorably  discharged 
21  August,  1865. 

Reynolds  John. 

Assistant  Surgeon,  2 May,  1809.  Resigned  15  November,  1811. 

Reynolds,  Jnlien  S. 

Mate,  4 September,  1862.  Resigned  20  June,  1866. 

Reynolds,  Novell  I. 

Midshipman,  5 June,  1871.  Graduated  20  June,  1876.  Ensign,  28  December, 
1878. 

Reynolds,  Matthew  €3. 

Midshipman,  22  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875.  Resigned  30  November,  1877. 

Reynolds,  Richard. 

Sailmaker,  22  November,  1826.  Resigned  8 June,  1827. 

Reynolds,  8 lists* 

Acting  Master,  22  May,  1861.  Honorably  discharged  31  October,  1865.  Acting 
Master,  9 October,  1866.  Mustered  out  8 October,  1868. 

'Reynolds,  Theodore  0. 

Acting  Third  Assistant  Engineer,  24  September,  1862.  Acting  Second  Assistant 
Engineer,  6 October,  1863.  Appointment  revoked  (Sick,)  2 December,  1864. 

Reynolds,  Thomas. 

Surgeon,  10  September,  1798.  Died  11  July,  1800. 

Reynolds,  William. 

Midshipman,  17  November,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Reserved  list,  (Sick,)  24  September,  1855.  Naval 
Store-keeper  at  Honolulu,  23  February,  1857.  Active  list,  25  April,  1861.  Com- 
mander, 9 June,  1862.  Captain,  25  July,  1866.  Commodore,  10  June,  1870. 
Rear-Admiral,  12  December,  1873.  Retired  list,  10  December,  1877.  Died 
5 November,  1879. 

Reynolds,  W.  E. 

Boatswain,  14  June,  1822.  Died  21  May,  1823. 

Rhine!,  Alexander  C. 

Midshipman,  3 September,  1838.  Passed  Midshipman,  2 July,  1845.  Master, 
30  April,  1853.  Lieutenant,  17  February,  1854.  Lieutenant-Commander, 
16  July,  1862.  Commander,  2 January,  1863.  Captain,  2 March,  1870.  Com- 
modore, 30  September,  1876. 

Rhoades,  Archibald  CL 

Assistant  Surgeon,  30  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 19  March,  1865. 

Rhoades,  Henry  E. 

Acting  First  Assistant  Engineer,  10  June,  1862.  Dismissed  25  July,  1863.  Act- 
ing Third  Assistant  Engineer,  11  February,  1865.  Ilonorab  y discharged  3 Oc- 
tober, 1865.  Acting  Third  Assistant  Engineer,  19  December,  1866.  Mustered 
out  23  April,  1869.  Second  Assistant  Engineer,  8 March,  1871.  Retired  list, 

30  December,  1874. 

Rhoades,-  Joseph  E. 

Acting  Third  Assistant  Engineer,  16  February,  1864.  Honorably  discharged 

31  August,  1865. 

Rhoades,  Samnel. 

Sailmaker,  2 August,  1845.  Resigned  19  February,  1847. 

Rhoades,  Stephen  W. 

Acting  Ensign,  21  August,  1862.  Acting  Master,  19  June,  1863.  Honorably 
discharged  18  March,  1868.  * 
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Ehoades,  William  TV. 

Acting  Ensign,  19  August,  1864.  Acting  Master,  2 April,  1866.  Ensign,  12  March, 

1868.  Master,  13  December,  1868.  Lieutenant,  21  March,  1870. 

Rhodes,  Henry  E„ 

Acting  Third  Assistant  Engineer,  19  December,  1866.  Mustered  out  23  April, 

1869. 

Rhodes,  Hillary  H. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Dropped  13  September, 
1855. 

Rhodes,  RohcrL 

Mate,  11  October,  1861.  Acting  Master,  27  January,  1862.  Killed  in  action  on 
“ Clifton ,”  8 September,  1863. 

Rhodes,  William,  Jr. 

Midshipman,  28  February,  1799.  Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act. 

Rhodes,  Zachariali. 

Lieutenant,  3 October,  1798.  Discharged  13  May,  1801,  under  Peace  Establish- 
ment Act. 

Haber,  Charles  17. 

Acting  Third  Assistant  Engineer,  26  March,  1863.  Resigned  7 November,  1863. 

Rihlett,  Joins. 

Acting  Gunner,  22  September,  1862.  Resigned  18  February,  1865. 

Riblett,  John  F. 

Acting  Gunner,  1 October,  1862.  Resigned  18  February,  1868. 

Ricand,  Richard. 

Master,  date  not  known.  Chesapeake  Flotilla.  Discharged  15  April,  1815. 

Ricard,  James. 

Sailmaker,  11  September,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Rice,  Albert  R. 

Acting  Assistant  Surgeon,  27  January,  1864.  Honorably  discharged  20  September, 
1865. 

Rice,  Alexander  J. 

Assistant  Surgeon,  5 March,  1847.  Died  20  April,  1851. 

Rice,  Bernard. 

Acting  Third  Assistant  Engineer,  11  October,  1864.  Honorably  discharged 
8 August,  1865. 

Rice,  €.  €. 

Purser,  17  October,  1839.  Died  5 March,  1846. 

Rice,  Charles  II. 

Acting  Ensign,  23  December,  1862.  Resigned  4 April,  1863.  Acting  Ensign, 
26  September,  1863.  Appointment  revoked  (Sick,)  29  February,  1864. 

Rice,  George  H. 

Mate,  11  June,  1861.  Acting  Ensign,  30  May,  1865.  Honorably  discharged 
12  February,  1868. 

Rice,  George  R. 

Midshipman,  4 July,  1805.  Dismissed  21  April,  1807. 

Rice,  James. 

Mate,  12  August,  1864.  Deserted  17  October,  1865. 

Rice,  James  R. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Honorably  discharged  29  July, 
1865. 

Rice,  J.  I>. 

Acting  First  Assistant  Engineer.  Resigned  27  December,  1862. 

Rice,  John  II. 

Acting  Ensign,  30  December,  1862.  Acting  Master,  20  July,  1864.  Honorably 
discharged  26  October,  1865. 
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Mice,  John  M. 

Assistant  Surgeon,  28  April,  1868.  Died  13  July,  1868. 

Kice,  John  M. 

Professor,  26  March,  1873. 

Rice,  Lawson  3E. 

Acting  Assistant  Paymaster,  9 October,  1863.  Resigned  1 Attgust,  1866. 

Rice,  Mo 

Assistant  Surgeon,  13  May,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

It  ace,  Tlsoinaso 

Acting  Assistant  Surgeon,  1 October,  1862.  Drowned  7 November,  1864. 

Rice,  Warren  E. 

Acting  Assistant  Paymaster,  2 December,  1864.  Mustered  out  29  September, 

1867. 

Rice,  William. 

Midshipman,  9 November,  1813.  Lost  at  Sea,  1 February,  1824. 

Rich,  Abraham. 

Acting  Ensign,  28  September,  1863.  Acting  Master,  16  January,  1865.  Honora- 
bly discharged  26  September,  1865. 

Rich,  Albert  F. 

Mate,  19  January,  1863.  Resigned  30  March,  1865. 

Rich,  Andrew  J. 

Acting  Ensign,  6 March,  1863.  Died  at  Chelsea,  Mass.,  29  September,  1868. 

Rich,  Charles  E. 

Mate,  7 January,  1862.  Acting  Ensign,  23  April,  1863.  Honorably  discharged 
23  October,  1866.  Boatswain,  11  August,  1873.  Died  3 May,  1880. 

Rich,  Elias  R. 

Mate,  19  January,  1865.  Honorably  discharged  16  November,  1865 

Rich,  Alkanah,  Jr. 

Acting  Ensign,  2 July,  1863.  Resigned  30  April,  1864. 

Rich,  George  W. 

Mate,  7 May,  1863.  Resigned  18  October,  1864. 

Rich,  John  A. 

Mate,  1 April,  1865.  Resigned  17  May,  1865. 

Rich,  John  C. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 

1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870 

Rich,  Reuben. 

Mate,  24  April,  1862.  Acting  Ensign,  19  March,  1866.  Honorably  discharged 
1 May,  1868. 

Rich,  William  A. 

Acting  Ensign,  1 June,  1864.  Honorably  discharged  25  September,  1866. 

Richards,  Renjatnm  S. 

Midshipman,  22  October,  1861.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1889.  Retired  as  Ensign,  17  June,  1869.  Master  on  Active 
.list,  26  March,  1869.  Lieutenant,  21  March,  1871.  * 

Richards,  Henry  M.  M. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 12  July,  1871.  Resigned  31  December,  1874. 

Richards,  James  W. 

Mate,  29  June,  1863.  Acting  Ensign,  1 January,  1864.  Honorably  discharged 
15  November,  1865. 

Richards,  John  II. 

Acting  Assistant  Surgeon,  19  April,  1864.  Honorably  discharged  9 October, 
1865. 
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Richards,  John  M. 

Mate,  20  December,  1881.  Acting  Ensign,  14  November,  1862.  Resigned  81  De- 
cember, 1864. 

Richards,  Eonis. 

Mate,  30  July,  1862.  Resigned  15  June,  1863. 

Richards,  Robert  G. 

Mate,  11  April,  1862.  Resigned  30  September,  1863. 

Richards,  Robert  J. 

Acting  Assistant  Surgeon,  8 February,  1865.  Honorably  discharged  9 January, 
1866. 

Richards,  Walter. 

Midshipman,  15  November,  1809.  Resigned  23  May,  1811. 

Richardson,  Charles. 

Midshipman,  19  May,  1832.  Resigned  16  February,  1838. 

Richardson,  Charles  W. 

Acting  Ensign,  12  January,  1865.  Honorably  discharged  27  February,  1866. 

Richardson,  Edwin  H. 

Mate,  25  November,  1864.  Honorably  discharged  28  November,  1866. 

Richardson,  Edwin  P. 

Acting  Third  Assistant  Engineer,  12  January,  1863.  Resigned  (Sick,)  12  April, 
1863. 

Richardson,  H.  A. 

Acting  Assistant  Surgeon,  6 August,  1861.  Resigned  5 June,  1862. 

Richardson,  Henry. 

Acting  Assistant  Surgeon,  3 March,  1865.  Honorably  discharged  10  October,  1865. 

Richardson,  Janies  E. 

Acting  Master,  1 October,  1862.  Acting  Volunteer  Lieutenant,  10  October,  1862. 
Resigned  31  May,  1864. 

Richardson,  J.  C. 

Assistant  Surgeon,  17  May,  1814.  Resigned  16  July,  1819. 

Richardson,  J.  C. 

Midshipman,  25  June,  1838.  Died  29  September,  1841. 

Richardson,  Jos. 

Midshipman,  16  May,  1799.  Dismissed  17  May,  1803. 

Richardson,  Jos. 

Boatswain,  8 June,  1822.  Last  appearance  on  Records  of  Navy  Department. 
Discharged. 

Richardson,  Jos. 

Purser,  3 August,  1793.  (See  Midshipmen .) 

Richardson,  Joseph. 

Mate,  23  December,  1862.  Acting  Ensign,  19  July,  1864.  Honorably  discharged 
9 March,  1868. 

Riohardson,  John  H. 

Acting  Master,  24  May,  1862.  Honorably  discharged  2 June,  1866. 

Richardson,  John  R. 

Acting  Assistant  Shrg eon,  22  July,  1864.  Resigned  30  March,  1865. 

Richardson,  R.  Jnlins. 

Assistant  Paymaster,  6 September,  1861.  Paymaster,  3 September,  1862.  Resigned 
17  October,  1864. 

Richardson,  N.  85. 

Midshipman,  14  May,  1819.  Died  26  July,  1822. 

Richardson,  P.  W. 

Gunner,  14  May,  1842.  Resigned  26  August,  1843. 

Richardson,  Wentworth  K„ 

Assistant  Surgeon,  30  July,  1861.  Died  20  July,  1864. 
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Richardson,  William. 

Acting  Third  Assistant  Engineer,  15  November,  1861.  Resigned  24  January. 
1863. 

Richardson,  William. 

Acting  Master,  23  May,  1862.  Acting  Master  and  Pilot,  1 October,  1864.  Died 
17  April,  1865. 

Richardson,  William  W. 

Carpenter,  31  March,  1873. 

Richardson,  W.  W. 

Assistant  Surgeon,  10  December,  1814.  Resigned  2 May,  1815. 

Richard t,  $.,  Jr. 

Master,  27  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
26  July,  1814.  Dead. 

Richdale,  Henry  W. 

Mate,  27  May,  1861.  Acting  Ensign,  17  December,  1864.  Honorably  discharged 
19  November,  1865. 

Richey,  Oliver  G. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant  En- 
gineer, 1 December,  1862.  Acting  First  Assistant  Engineer,  22  June,  1863. 
Honorably  discharged  19  November,  1865. 

Richey,  William  B. 

Acting  Third  Assistant  Engineer,  22  April,  1863.  Honorably  discharged  20  Feb- 
ruary, 1866. 

Richman,  Clayton  S. 

Midshipman,  21  July,  1865.  Graduated  7 June,  1870.  Ensign,  12  July,  1871. 
Master,  2 August,  1873.  Lieutenant,  26  February,  1878. 

Richmond,  Gilbert. 

Acting  Master,  29  October,  1861.  Appointment  revoked  1 April,  1865. 

Richmond,  Jonathan. 

Mate.  Dismissed  30  December,  1862. 

Richmond,  W illiam  H. 

Mate,  15  September,  1863.  Resigned  22  January,  1866. 

Rickards,  William  If. 

Carpenter,  7 May,  1869.  Died  14  December,  1874. 

Ricker,  Charles  C. 

Acting  Ensign,  9 September,  1862.  Acting  Master,  25  November,  1863.  Acting 
Volunteer  Lieutenant,  25  May,  1865.  Honorably  discharged  30  August, 
. 1868. 

Ricker,  George  JP. 

Midshipman,  1 September,  1828.  Resigned  17  February,  1829. 

Ricketson,  A. 

Acting  Assistant  Surgeon,  13  July,  1861.  Resigned  9 December,  1863. 

Ricketts,  David  F. 

Assistant  Surgeon,  24  January,  1862.  Died  8 January,  1866. 

Riddell,  John  W. 

Midshipman,  12  October,  1848.  Resigned  10  September,  1849. 

Riddle,  Ban  lei  W. 

Acting  Assistant  Paymaster,  2 July,  1863.  Mustered  out  8 December,  1865. 

Riddle,  Girard  E. 

Acting  Third  Assistant  Engineer,  29  September,  1862.  Acting  Second  Assistant 
Engineer,  15  June,  1863.  Honorably  disch  rged  7 September,  1865. 

Riddle,  James,  Jr. 

Midshipman,  31  May,  1833.  Dismissed  25  July,  1840. 

Riddle,  Robert  R. 

Second  Lieutenant,  24  April,  1810.  Died  in  September,  1811. 
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Kiddle,  Thomas. 

Midshipman,  18  June,  1812.  Dismissed  1 March,  1813. 

Eidgate,  Thomas. 

Mate,  3 August,  1866.  Resigned  7 February,  1867. 

Ridgeley,  C.  G. 

Midshipman,  19  October,  1799.  Lieutenant,  2 February,  1807.  Commander, 
24  July,  1813.  Captain,  28  February,  1815.  Died  8 February,  1848. 

Ridgeley,  G.  TV. 

. Midshipman,  5 December,  1799.  Lost  in  the  “ Insurgent” 

Ridgely,  Rani  el  15. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  September,  1840.'  Commander,  14  September,  1855.  Captain,  16  November, 

1862.  Commodore,  25  July,  1866.  Died  5 May,  1868. 

Ridgely,  G.  W. 

Chaplain,  24  April,  1828.  Resigned  2 September,  1830. 

Ridgely,  .Tames  S. 

Midshipman,  11  September,  1835.  Passed  Midshipman,  22  June,  1841.  Lieuten- 
ant, 31  October,  1848.  Died  8 April,  1851. 

Ridgely,  John. 

Surgeon,  2 July,  1803.  Resigned  26  August,  1808. 

Ridgely,  Thomas  G. 

Acting  Second  Assistant  Engineer,  20  July,  1864.  Honorably  discharged  17  Sep- 
tember, 1865. 

Ridgeway,  Charles  M. 

Acting  Third  Assistant  Engineer,  26  March,  1863.  Resigned  5 xVugust,  1863. 

Ridgley,  Charles  TV. 

Acting  Third  Assistant  Engineer,  1 -October,  1862.  Discharged  24  January, 

1863. 

Ridgly,  Charles  S. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
22  December,  1838.  Died  14  October,  1839. 

Ridgway,  Ehen. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Commander.  28  Feb- 
ruary, 1838.  Died  31  October,  1841. 

Kidgway,  Joseph  T. 

Mate,  25  June,  1862.  Acting  Ensign,  23  August,  1864.  Resigned  21  March, 

1865. 

Ridonx,  Tieon. 

Acting  Carpenter,  11  February,  1876.  Resigned  1 July,  1877.  Acting  Carpenter, 
22  October,  1878.  Appointment  revoked  2 September,  1879. 

Rigby,  Henry. 

Carpenter,  7 December,  1878. 

Rigg,  John. 

Mate,  3 February,  1863.  Appointment  revoked  (Sick,)  7 November,  1864. 

Riggs,  Richard. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  12  August, 

1866. 

Riggs,  William  J. 

Assistant  Surgeon,  19  December,  1873.  Resigned  24  July,  1876. 

Riley,  Rennet  J. 

Acting  Midshipman,  27  December,  1850.  Midshipman,  14  July,  1852.  Lost  in 
the  “Albany”  28  September,  1854. 

Riley,  George. 

Mate,  27  January,  1863.  Acting  Ensign,  25  November,  1863.  Dismissed 
5 August,  1864. 
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Riley,  George  H. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  1 July,  1861. 
Resigned  17  October,  1865. 

Riley,  John  F. 

Acting  First  Assistant  Engineer,  19  September,  1862.  Resigned  17  September, 
1863.  Acting  First  Assistant  Engineer,  24  December,  1868.  Acting  Chief  Em 
gineer,  16  June,  1864.  Honorably  discharged  16  October,  1865. 

Riley,  John. 

Acting  Gunner,  20  November,  1873.  Resigned  29  June,  1874. 

Riley,  Reuben. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Acting  Second  Assistant  En- 
gineer, 18  November,  1864.  Honorably  discharged  20  August,  1865. 

Riley,  Robert  M. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  16  February,  1863. 

Rind,  §.  Z.  K. 

Third  Assistant  Engineer,  7 September,  1855.  Resigned  10  November,  1858. 

Rinehart,  Renjamin  F. 

Midshipman,  26  September,  1868.  Graduated  1 June,  1872.  Ensign,  15  July, 
1873.  Master,  1 December,  1877. 

Ring;,  James  A. 

Assistant  Paymaster,  24  January,  1870.  Passed  Assistant  Paymaster,  23  February, 
1877. 

Ring,  John  )L. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  September,  1840.  Dropped  13  September,  1855. 

Ring,  Thomas. 

Boatswain,  1 July,  1825.  Died  25  September,  1835. 

Ringgold,  Cadwalader. 

Midshipman,  4 March,  1819.  Lieutenant,  17  May,  1828.  Commander,  16  July, 
1849.  Reserved  list,  13  September,  1855.  Captain  on  Active  list,  2 April,  1856. 
Commodore,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July,  1866.  Died  29 
April,  1867. 

Ringold,  W.  S. 

Passed  Midshipman,  9 December,  1841.  Resigned  25  April,  1843. 

Ringold,  W.  S. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Cashiered 
4 August,  1840. 

Ringot,  Charles. 

Acting  Ensign,  14  October,  1862.  Killed  in  action  on  “Shawsheen”  7 May,  1864. 

Rinker,  John  M. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Died  30  May,  1833. 

Ranker,  Samuel. 

Master,  3 September,  1813.  Died  10  July,  1823. 

Rion,  Pierre  C. 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
1821.  New  Orleans. 

Ripley,  Henry  E. 

Mate,  13  April,  1862.  Discharged  15  February,  1865. 

Ripley,  James  W. 

Midshipman,  5 October,  1836.  Passed  Midshipman,!  July,  1842.  Dismissed  19 
November,  1844. 

RisheSl,  Thomas  T. 

Acting  Third  Assistant  Engineer,  12  April,  1864.  Honorably  discharged 
28  August,  1865. 

Ritchie,  Charles  O. 

Midshipman,  18  January,  1837.  Dismissed  9 May,  1839. 
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Ritchie,  George  H. 

Purser,  1 April,  1853.  Dismissed  29  April,  1861. 

Ritchie,  John  To 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Died  26  June 

1831.  ’ 

Ritchie,  Robert. 

Midshipman,  1 February,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Active  list, 
14  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on  Retired 
list,  4 April,  1867.  Died  6 July,  1870. 

Riter,  XK  Clinton. 

Acting  First  Assistant  Engineer,  27  July,  1863.  Acting  Chief  Engineer,  9 May, 
1864.  Honorably  discharged  5 April,  1866. 

Ritfenhonse,  R.  F. 

Midshipman,  2 January,  1804.  Died  2 September,  1804. 

Rittenkonse,  Hawley  O. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  10  September,  1873.  Lieutenant,  5 June,  1878. 

RiUenhonse,  John  B. 

Purser,  21  July,  1840.  Pay  Director,  3 March,  1871.  Retired  list,  13  October, 
1871.  Died  22  January,  1874. 

Rittenhouse,  William  M. 

Midshipman,  30  November,  1814.  Died  in  1823: 

Ritter,  Benjamin  F. 

Mate,  13  May,  1862.  Acting  Gunner,  20  December,  1862.  Dismissed  28  Novem- 
ber, 1863.  Mate,  20  May,  1864.  Dismissed  24  May,  1866. 

Ritter,  John  C. 

Gunner,  18  September,  1845.  Retired  list,  9 March,  1877. 

Rivers,  Alonzo  M. 

Mate,  18  January,  1864.  Discharged  13  September,  1867. 

Rivers,  Charles  W. 

Midshipman,  2 April,  1804.  Left  the  service  April,  1805. 

Rivers,  Frank. 

Acting  Third  Assistant  Engineer,  1 November,  1864.  Honorably  discharged 
8 July,  1865. 

Rivers,  James  IX. 

Mate,  1 October,  1862.  Acting  Ensign,  25  June,  1863.  Honorably  discharged 
28  October,  1865. 

Rives,  Oran  A. 

Acting  Assistant  Surgeon,  12  July,  1864.  Honorably  discharged  18  May,  1867. 

Rixey,  Presley  M. 

Assistant  Surgeon,  28  January,  1874.  Passed  Assistant  Surgeon,  18  April,  1877. 

Roach,  James. 

Midshipman,  26  April,  1802.  Last  appearance  on  Records  of  Navy  Department, 
November,  1805.  Dead. 

Roach,  John. 

Acting  Third  Assistant  Engineer,  13  June,  1864.  Honorably  discharged  24  June, 
1866. 

Roach,  John  B. 

Acting  Second  Assistant  Engineer,  4 March,  1864.  Honorably  discharged  10  De- 
cember, 1865. 

Roach,  Thomas. 

Mate,  26  September,  1863.  Honorably  discharged  18  November,  1865. 

Roache*  James. 

Midshipman,  5 December,  1798.  Discharged  12  October,  1801,  under  Peace  Es- 
tablishment Act. 


GENERAL  NAVY  REGISTER. 


607 


Koake,  John  E. 

Acting  Third  Assistant  Engineer,  29  August,  1868.  Appointment  revoked  (Sick,) 
81  July,  1864. 

Roane,  Alexander  II. 

Third  Assistant  Engineer,  27  January,  1848.  Resigned  11  February,  1850. 

Roane,  Samuel  B. 

Acting  Third  Assistant  Engineer,  80  May,  1864.  Honorably  discharged  4 Feb- 
ruary, 1868. 

B >oane9  William. 

Midshipman,  30  November,  1814.  Resigned  25  June,  1818. 

Roatli,  Warrington  P. 

Acting  Master,  20  September,  1861.  Acting  Volunteer  Lieutenant,  7 July,  1863. 
Resigned  7 March,  1865. 

Robert  CL 

Midshipman,  6 September,  1821.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
27  May,  i830.  Commander,  2 November,  1852.  Dismissed  18  April,  1861. 

Robbing  C.  A. 

Acting  Assistant  Paymaster,  25  June,  1864.  Honorably  discharged  31  October,  1865. 

Bobbins,  Eugene  P. 

Acting  Assistant  Surgeon,  6 February,  1863.  Resigned  23  July,  1863. 

Bobbins,  Esra  JL. 

Mate,  24  October,  1861.  Resigned  4 March,  1862.  Mate,  13  January,  1863. 
Acting  Ensign,  29  October,  1863.  Acting  Master,  21  November,  1864. . Hon- 
orably discharged  19  February,  1866. 

Bobbins,  Eevl. 

Acting  Third  Assistant  Engineer,  5 August,  1864.  Honorably  discharged  1 No- 
vember, 1865. 

Bobbins,  Octavius  Iff. 

Mate,  22  December,' 1863.  Resigned  9 August,  1864. 

Bobbins,  William  HI. 

Master,  18  June,  1812.  Lieutenant,  27  April,  1816.  Died  18  May,  1828. 

Roben,  Bowglas. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Retired  list, 
26  October,  1872. 

Bober  is,  Arthnr  O. 

Mate,  4 November,  1861.  Resigned  5 May,  1862. 

Boberts,  Benjamin. 

Gunner,  25  July,  1861.  Resigned  18  June,  1863. 

Boberts,  Rayid. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 
Ship  General  Greene .” 

Boberts,  Bavid  S. 

Acting  First  Assistant  Engineer,  3 October,  1863.  Honorably  discharged 
11  August,  1866. 

Boberts,  Edward. 

Acting  First  Assistant  Engineer,  13  August,  1863.  Died  on  “ Rattler”  22  Septem- 
ber, 1864. 

Boberts,  Edward  E. 

Third  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer, 
30  July,  1863.  Resigned  19  June,  1865. 

Boberts,  Edward  H. 

Acting  Assistant  Paymaster,  1 August,  1861.  Mustered  out  22  March,  1866. 

Boberts,  James. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart' 
ment,  1818.  Furloughed. 
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Roberts,  James  S. 

Acting  Ensign,  16  April,  1863.  Honorably  discharged  15  November.  1868. 

Roberts,  J.  G. 

Assistant  Surgeon,  4 March,  1811.  Surgeon,  15  April,  1814.  Resigned  30  May, 
1815, 

Roberts,  Jobs*. 

Mate,  11  December,  1862.  Acting  Gunner,  27  November,  1863.  Honorably  dis- 
charged 12  October,  1866. 

Roberts,  John. 

Acting  Gunner,  27  November,  1863.  Honorably  discharged  12  October,  1866. 

Roberts,  John  If. 

Midshipman,  1 March,  1827.  Resigned  21  June,  1834. 

Roberts,  Jos. 

Purser,  date  not  known.  Discharged  10  September,  1801,  under  Peace  Establish- 
ment Act. 

Roberts,  X*.  4$.  €. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Charleston,  South  Carolina. 

Roberts,  Michael. 

Boatswain,  15  November,  1810.  Dismissed  24  April,  1813. 

Roberts,  Milton  F. 

Acting  Carpenter,  12  December,  1879. 

Roberts,  M.  M. 

Boatswain,  18  November,  1814.  Dismissed  16  August,  1819. 

Roberts,  Orlando  S. 

Mate,  15  October,  1861.  Acting  Ensign,  23  August,  1862.  Acting  Ensign, 
27  April,  1866.  Resigned  23  September,  1867. 

Roberts,  Thomas  F. 

Mate,  19  April,  1864.  Honorably  discharged  2 August,  1865. 

Roberts,  Thomas  W 

Acting  Ensign,  25  June,  1864.  Died  on  “ Ozarh ,”  17  August,  1864. 

Roberts,  W.  If. 

Mate,  24  November,  1864.  Honorably  discharged  12  August,  1865. 

Roberts,  William. 

Third  Assistant  Engineer,  2 August,  1855.  Second  Assistant  Engineer,  21  July, 
1858.  First  Assistant  Engineer,  3 August,  1859.  Resigned  24  August,  1859. 
First  Assistant  Engineer,  24  April,  1861.  Chief  Engineer,  21  April,  1863. 
Resigned  18  March,  1869. 

Roberts,  William. 

Mate,  28  July,  1863.  Died  15  April,  1864. 

Roberts,  William  II. 

Mate,  8 May,  1862.  Acting  Ensign,  20  April,  1863.  Appointment  revoked 
23  February,  1864. 

Roberts,  William  J. 

Mate,  20  January,  1863.  Resigned  22  June,  1863. 

Roberts,  William  W. 

Midshipman,  2 March,  1839.  Passed  Midshipman,  2 July,  1845.  Master 
1 August,  1853.  Lieutenant,  1 March,  1854.  Resigned  19  May,  1860. 

Robertson,  George  W. 

Acting  Assistant  Paymaster,  9 May,  1864.  Honorably  discharged  7 February,  1866. 

Robertson,  Gilbert  A. 

Acting  Assistant  Paymaster,  14  October,  1861.  Passed  Assistant  Paymaster, 
23  July,  1866.  Resigned  6 November,  1866. 

Robertson,  Henry  P. 

Midshipman,  28  June,  1832.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
14  August,  1846.  Died  4 November,  1850. 
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Robertson,  James  P. 

Acting  Midshipman 5 28  September,  1857.  Graduated  1861.  Lieutenant,  1 August, 
1862.  Lieutenant-Commander,  25  July,  1866.  Died  19  July,  1875. 

Robertson,  John. 

Master,  24  February,  1809.  Dismissed  2 April,  1814. 

Robertson,  John  D. 

Acting  Master,  27  August,  1861.  Resigned  1 June,  1864. 

Robertson,  SamneL 

Purser,  25  April,  1812.  Died  11  August,  1820. 

Robertson,  Thomas. 

Midshipman,  11  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 24  October,  1799.  Resigned. 

Robertson,  W.  J.  II® 

Midshipman,  1 November,  1 827.  Passed  Midshipman,  10  June,  1883.  Lieutenant, 

24  May,  1838.  Died  18  December,  1843. 

Robeson,  Henry  B. 

Acting  Midshipman,  25  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 

25  July,  1868.  Commander,  12  February,  1874. 

Robeson,  John. 

Boatswain,  1 January,  1817.  Died  in  October,  1820. 

Roble,  Edward 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer, 
27  July,  1855.  First  Assistant  Engineer,  21  July,  1858.  Chief  Engineer, 
30  July,  1861. 

Roble,  Henry  W. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  9 April, 
1862.  First  Assistant  Engineer,  20  May,  1863.  Resigned  25  May,  1868 

Robinett,  David. 

Carpenter,  28  October,  1858.  Died  15  November,  1880. 

Robinett,  Richard. 

Midshipman,  20  August,  1814.  Resigned  7 June,  1815. 

Roll! ns,  R.  W. 

Mate,  12  November,  1864.  Appointment  revoked  16  January,  1866. 

Robins,  John  R. 

Mate,  9 May,  1862.  Resigned  27  April,  1865. 

Robins,  Robert  W. 

Mate,  24  September,  1863.  Resigned  13  April,  1864.  Mate,  12  November,  1864 
Appointment  revoked  16  January,  1866. 

Robins,  Thomas. 

Midshipman,  9 August,  1798.  Died  8 September,  1798. 

Robins,  William  CL 

Acting  Assistant  Paymaster,  3 February,  1864.  Mustered  out  5 March,  1866. 

Robinson,  Alexander® 

Assistant  Surgeon,  26  April,  1847.  Died  11  March,  1849. 

Robinson,  Alexander  A. 

Acting  Ensign,  18  October,  1864.  Dismissed  23  December,  1864. 

. Robinson,  Alexander  B. 

Acting  Assistant  Paymaster,  11  April,  1863.  Honorably  discharged  21  November, 
1865. 

Robinson,  Andrew  J. 

Boatswain,  27  November,  1860.  Deserted  22  July,  1861. 

Robinson,  Benjamin  F. 

Mate,  21  January,  1864.  Honorably  discharged  10  August,  1865. 
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Robinson,  Charles. 

Midshipman,  1 May,  1832.  Passed  Midshipman,  23  June,  1838.  Dismissed 
11  February,  1840. 

Robinson,  Charles* 

Acting  Third  Assistant  Engineer,  12  August,  1862.  Honorably  discharged  11  Oc- 
tober, 1865. 

Robinson,  Charles. 

Midshipman,  31  July,  1800.  Resigned  23  April,  1807. 

Robinson,  Edward  A. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  30  April, 
3868. 

Robinson,  Edward  W. 

Mate,  23  July,  1863.  Honorably  discharged  27  November,  1865. 

Robinson,  Frederick  W. 

Midshipman,  14  August,  1846.  Appointment  revoked  12  June,  1849. 

Robinson,  G.  H. 

Mate,  4 December,  1867.  Appointment  revoked  29  February,  1872. 

Robinson,  George  M. 

Acting  Third  Assistant  Engineer,  4 March,  1864.  Honorably  discharged  8 August, 
1865. 

Robinson,  IS.  R. 

Midshipman,  1 January,  1828.  Resigned  4 June,  1828. 

Robinson,  Henry  C. 

Mate,  15  September,  1863.  Acting  Ensign,  5 August,  1864.  Honorably  discharged 
29  July,  1865. 

Robinson,  H.  E.  V. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Lost  in  the  “Sylph,”  August,  1831. 

Robinson,  Horatio  G. 

Mate,  12  November,  1863.  Honorably  discharged  21  June,  1868. 

Robinson,  Horace. 

Gunner,  11  November,  1850.  Resigned  18  July,  1851. 

Robinson,  H.  §. 

Acting  Third  Assistant  Engineer,  17  September,  1861.  Appointment  revoked 
22  May,  1862. 

Robinson,  James  R. 

Acting  Ensign,  1 September,  1864.  Honorably  discharged  10  August,  1865. 

Robinson,  Jaeaes  W. 

Mate,  11  June,  1863.  Appointment  revoked  (Sick,)  29  July,  1864. . 

Robinson,  J.  Marshall. 

Midshipman,  25  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Robinson,  John. 

Master,  27  November,  1815.  Reserved  list,  13  September,  1855.  Died  17  March, 
1868. 

Robinson,  John. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  19  December, 
1865. 

Rohinson,  John. 

Mate,  13  December,  1862.  Dismissed  23  April,  1863. 

Robinson,  John  R. 

Midshipman,  30  July,  1864.  Graduated  June,  1868.  Ensign,  12  July,  1870. 
Resigned  31  December,  1874. 

Robinson,  John  C. 

Mate,  15  November,  1861.  Resigned  24  April,  1862. 
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Robinson,  Jolt ira  F.  I>. 

Acting  Master,  12  March,  1862.  Dismissed  21  November,  1868. 

Robinson,  Joseph  E. 

Acting  Third  Assistant  Engineer,  5 November,  1862.  Resigned  24  November,  1863. 

Robin  son , L.  15. 

Midshipman,  4«March,  1840.  Resigned  12  March,  1845. 

Robinson,  Eewis  W. 

Thirds  Assistant  Engineer,  21  September,  1861.  Second  Assistant  Engineer, 
30  July,  1863.  First  Assistant  Engineer,  11  October,  1866. 

Robinson,  Peter  11. 

Acting  Third  Assistant  Engineer,  10  September,  1861.  Acting  Second  Assistant 
Engineer,  12  November,  1863.  Resigned  2 June,  1865. 

Robinson,  Richard  P. 

Master’s  Mate,  19  July,  1842.  Deserted  6 December,  1850. 

Robinson,  Robert. 

Mate,  23  December,  1862. 

Robinson,  Samuel. 

Acting  Third  Assistant  Engineer,  28  January,  1862.  Deserted  30  June,  1863. 

Robinson,  Samuel. 

Assistant  Surgeon,  8 February,  1802.  Resigned  12  December,  1803. 

Robinson,  Somerset. 

Assistant  Surgeon,  9 May,  1861.  Passed  Assistant  Surgeon,  26  October,  1863. 
Surgeon,  18  December,  1864.  Medical  Inspector,  1 May,  1870. 

Robinson,  Thomas. 

Gunner,  8 November,  1835.  Retired  list,  22  May,  1863. 

Robinson,  Thomas. 

Captain,  24  September,  1799.-  Discharged  26  September,  1801,  under  Peace 
Establishment’Act. 

Robinson,  Tiiosnas,  Jr. 

Midshipman,  30  November,  1798.  Lieutenant,  12  July,  1799.  Commander,  10  Sep- 
tember, 1804.  Resigned  20  December,  1809. 

Robinson,  Thomas  J. 

Professor,  27  January,  1860.  Dismissed  15  August,  1861. 

Robinson,  William. 

Chaplain,  17  April,  1809.  Dismissed  29  May,  1809. 

Robinson;  William. 

Acting  Ensign,  28  October,  1862.  Honorably  discharged  7 July,  1865.  Acting 
Ensign,  19  November,  1866.  Mustered  out  2 July,  1868. 

Robinson,  William  If. 

Mate,  3 August,  1866.  Mustered  out  29  July,  1869. 

Robson,  Clinton. 

Mate,  29  June,  1863.  Resigned  9 December,  1863. 

Roby,  John. 

Mate,  16  December,  1861.  Appointment  revoked  23  September,  1862. 

Roche,  deorg©  Walter. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.  First  Assistant  Engineer,  1 January,  1868. 

Roche,  James  R. 

Midshipman,  30  May,  1850.  Resigned  12  October,  1855. 

Roche,  Martin. 

Professor,  19  December,  1835.  Dropped  4 September,  1848. 

Roeheiie,  James  H. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847. 
Master,  14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed 
17  April,  1861. 


612 


GENERAL  NAVY  REGISTER. 


Rockefeller,  Abram  T. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Acting  Second  Assistant  En- 
gineer, 8 April,  1865.  Honorably  discharged  30  November,  1865. 
Rockefeller,  Alfred. 

Acting  First  Assistant  Engineer,  11  August,  1864.  Resigned  19  June,  1865. 

Rockefellow,  Simon. 

Acting  Third  Assistant  Engineer,  25  November,  1861.  Acting  Second  Assistant 
Engineer,  12  November,  1863.  Honorably  discharged  25  October,  1865. 

Rockwell,  Charles  H. 

Acting  Master,  5 July,  1862.  Acting  Volunteer  Lieutenant,  16  December,  1863. 
Acting  Volunteer  Lieutenant-Commander,  29  April,  1865.  Honorably  dis- 
charged 8 December,  1865.  Acting  Master,  19  November,  1866.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander, 
26  February,  1878. 

Rockwell,  George  F. 

Acting  Third  Assistant  Engineer,  29  July,  1864.  Honorably  discharged  12  June, 
1865. 

Rockwell,  John  E. 

Acting  Master,  10  June,  1861.  Honorably  discharged  2 October,  1865. 

Rockwood,  Henry. 

Acting  Assistant  Surgeon,  6 October,  1863.  Appointment  revoked  16  August, 
1865. 

Roddy,  John. 

Sailmaker,  27  April,  x872. 

Roderick,  Edmund  A. 

Acting  Ensign,  2 March,  1863.  Acting  Master,  15  December,  1864.  Honorably 
discharged  31  March,  1869. 

Redes,  Henry  E. 

Acting  Third  Assistant  Engineer,  11  February,  1865.  Honorably  discharged 

3 October,  1865. 

Redes,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1862.  Acting  First  Assistant 
Engineer,  23  October,  1862.  Honorably  discharged  6 May,  1870. 

Rodgers,  €.  R.  Perr y. 

Midshipman,  5 October,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 

4 September,  1844.  Commander,  15  November,  1861.  Captain,  25  July,  1866. 
Commodore,  28  August,  1870.  Rear-Admiral,  14  June,  1874. 

Rodgers,  Frederick. 

Midshipman,  4 March,  1823.  Died  5 April,  1828. 

Rodgers,  Frederick. 

Acting  Midshipman,  25  September,  1857.  Midshipman,  1 June,  1861.  Acting 
Master,  10  June,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 

25  July,  1866.  Commander,  4 February,  1875. 

Rodgers,  George  W. 

Midshipman,  14  October,  1839.  Passed  Midshipman,  2 July,  1845.  Acting 
Master,  4 November,  1846.  Lieutenant,  4 June,  1850.  Commander,  16  July, 
1862.  Killed  in  attack  on  Fort  Sumter,  17  August,  1873.  iS 

Rodgers,  George  W. 

Midshipman,  2 April,  1804.  Lieutenant,  24  April,  1810.  Commander,  27  April, 
1816.  Captain,  3 March,  1825.  Died  21  May,  1832. 

Rodgers,  Henry. 

Midshipman,  11  March,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
7 August,  1850.  Lieutenant,  26  March,  1851.  Lost  in  the  “ Albany ,”  28  Septem- 
ber, 1854. 

Rodgers,  Jacob  R. 

Acting  Third  Assistant  Engineer,  14  November,  1861.  Honorably  discharged 

26  June,  1866. 
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Hodgers,  Jdm. 

Midshipman,  18  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
28  January,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  17  June,  1863.  Rear-Admiral,  31  December,  1869. 

Rodgers,  Jolm. 

Lieutenant,  9 March,  1798.  Captain,  5 March,  1799.  Discharged  23  October 
1801,  under  Peace  Establishment  Act. 

Rodgers,  Jolm. 

Captain,  28  August,  1802.  Died  1 August,  1838. 

Rodgers,  John  A. 

Midshipman,  30  July,  1863.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  2 February,  1874. 

Rodgers,  John  CL 

Midshipman,  4 July,  1817.  Lieutenant,  17  May,  1828.  Resigned  10  February,  1834. 

Rodgers,  Matthew. 

Gunner,  17  August,  1812.  Cashiered  20  October,  1818. 

Rodgers,  Raymond  P. 

Midshipman,  25  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  "Lieutenant,  10  October,  1872. 

Rodgers,  Samuel. 

Midshipman,  9 November,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824. 

Rodgers,  Samuel  R. 

Carpenter,  17  February,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  President. 

Rodgers,  Thomas  S. 

Cadet  Midshipman,  24  September,  1874.  Graduated  4 June,  1880. 

Rodgers,  Walter-. 

Midshipman,  16  May,  1811.  Resigned  5 October,  1812. 

Rodgers,  William  JL. 

Cadet-Midshipman,  11  June,  187.4.  Graduated  4 June,  1880. 

Rodgers,  William  T. 

Midshipman,  9 November,  1813.  Lieutenant,  13  January,  1825.  Resigned 
21  April,  1827. 

Rodgers,  W.  R. 

Midshipman,  9 June,  1811.  Dismissed  9 March,  1813. 

Rodie,  Robert. 

Acting  Third  Assistant  Engineer,  26  October,  1861.  Resigned  28  November,  1862. 
oilman,  Robert  C. 

Sailmaker,  28  April,  1840.  Died  19  September,  1855. 

Rodman,  Samuel. 

Master,  date  not  known.  Discharged  15  April,  1815. 

Rodney,  Robert  IS. 

Acting  Assistant  Paymaster,  24  October,  1862.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  30  June,  1869.  Retired  list,  2 September,  1871. 

Rbdocaniclii,  Leonidas  I>. 

Mate,  22  August,  1863.  Honorably  discharged  22  May,  1867. 

Rodriqu-es,  P.  J. 

Master,  4 August,  1827.  Professor  Mathematics,  date  not  known.  Died  14  Octo- 
ber, 1838. 

Roe,  l>avid  A. 

Gunner,  9 July,  1861. 

Roe,  Francis  A. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
8 August,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  1 April,  1872. 
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Roebuck,  Charles  P. 

Acting  First  Assistant  Engineer,  5 October,  1863.  Honorably  discharged  27  No- 
vember, 1865. 

Roelker,  Charles  R. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 

1864.  First  Assistant  Engineer,  1 January,  1868. 

Roffenberg,  Lewis  M. 

Acting  First  Assistant  Engineer,  3 October,  1864.  Honorably  discharged  29  June, 

1865. 

Rogers,  Allen  G. 

Cadet  Midshipman,  12  June,  1874.  Graduated  4 June,  1880. 

Rogers,'  .Benjamin  F. 

Assistant  Surgeon,  21  March,  1872.  Passed  Assistant  Surgeon,  20  June,  1876. 

Rogers,  Charles  A. 

Acting  Third  Assistant  Engineer,  19  July,  1864.  Resigned  7 July,  1865. 

Rogers,  Charles  C. 

Midshipman,  7 June,  1872.  Graduated  20  June,  1876.  Ensign,  26  April,  1878. 

Rogers,  Charles  J. 

Mate,  6 June,  1861.  Acting  Ensign,  6 May,  1863.  Honorably  discharged 
22  December,  1865. 

Rogers,  Charles  W. 

Acting  Ensign,  23  September,  1863.  Acting  Master,  recommendation  of  Admiral 
Lee,  18  August,  1864.  Honorably  discharged  11  November,  1865. 

Rogers,  Clement. 

Midshipman  16  April,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1816.  Resigned. 

Rogers,  Edward. 

Mate,  15  November,  1861.  Acting  Ensign,  30  May,  1863.  Deserted  3 May,  1865. 

Rogers,  Eugene. 

Midshipman,  25  November,  1834.  Resigned  12  September,  1839. 

Rogers,  Eustace  R. 

Assistant  Paymaster,  3 March,  1879. 

Rogers,  Frank. 

Acting  Third  Assistant  Engineer,  2 March,  1864.  Honorably  discharged  20  No- 
vember, 1865. 

Rogers,  George. 

Mate,  15  September,  1864.  Deserted  24  March,  1867. 

Rogers,  George  R. 

Acting  Third  Assistant  Engineer,  1 September,  1863.  Honorably  discharged 
18  October,  1865. 

Rogers,  George  C. 

Acting  Third  Assistant  Engineer,  7 July,  1863.  Honorably  discharged  17  October, 
1865. 

Rogers,  George  W. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  29  October, 
1861.  Resigned  23  June,  1865. 

Rogers,,  George  W. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  16  April,  1863.  Acting  Volun- 
teer Lieutenant,  9 July,  1864.  Honorably  discharged  15  December,  1868. 

Rogers,  Henry. 

Mate,  15  September,  1863.  Resigned  26  June,  1866. 

Rogers,  Henry  A. 

Mate,  14  March,  1864.  Honorably  discharged  29  December,  1866. 

Rogers,  Henry  JT. 

Acting  Master,  1 August,  1862.  Honorably  discharged  13  December,  1865. 
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Rogers,  Henry  M. 

Acting  Assistant  Paymaster,  6 November,  1862.  Mastered  out  25  November,  1865. 

Rogers,  II.  V. 

Acting  Ensign,  18  April,  1868.  Resigned  (Sick,)  28  August,  1868. 

Rogers,  James. 

Midshipman,  12  January,  1800.  Discharged  13  June,  1801,  under  Peace  Establish- 
ment Act. 

Rogers,  James.  . 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

Rogers,  James. 

Master,  6 April,  1810.  Last  appearance  on  Records  of  Navy  Department,  1818. 
Furloughed. 

Rogers,  James  II. 

Acting  Master,  26  August,  1861.  Resigned  26  April,  1864. 

Rogers,  James  II. 

Mate,  29  December,  1862.  Acting  Ensign,  12  December,  1863.  Honorably  dis- 
charged 10  May,  1865. 

Rogers,  Jerome  11. 

Acting  Master,  22  October,  1861.  Honorably  discharged  29  November,  1865. 

Rogers,  Jolass. 

Midshipman,  9 June,  1811.  Resigned  15  June,  1812. 

Rogers,  Joint. 

Acting  Second  Assistant  Engineer,  10  March,  1864.  Acting  First  Assistant  Engi- 
neer, 15  July,  1865.  Honorably  discharged  4 December,  1865. 

Rogers,  Joint. 

Acting  Ensign,  30  October,  1862.  Acting  Master,  21  August,  1863.  Acting 
Volunteer  Lieutenant,  16  July,  1864.  Honorably  discharged  21  September, 
1865. 

Rogers,  John. 

Gunner,  27  September,  1861.  Died  1 May,  1874. 

Rogers,  John.  A. 

Acting  Master,  27  August,  1861.  Dismissed  3 December,  1862. 

Rogers,  Jolt n J. 

Acting  Master,  11  November,  1861.  Resigned  25  February,  1865. 

Rogers,  Joseph* 

Mate,  28  July,  1866. 

Rogers,  ILewis. 

Sailmaker,  12  June,  1848.  Died  17  September,  1862. 

Rogers,  Floyd. 

Mate,  21  August,  1862.  Dismissed  13  January,  1863. 

Rogers,  Michael  F. 

Acting  Second  Assistant  Engineer,  16  December,  1864.  Resigned  20  April,  1865. 

Rogers,  Milford. 

Acting  Master,  22  October,  1861.  Honorably  discharged  3 December,  1865. 

Rogers,  Richard. 

Midshipman,  15  November,  1809.  Killed  in  a duel,  16  October,  1810. 

Rogers,  Robert  €. 

Midshipman,  14  October,  1839.  Passed  Midshipman,  2 July,  1845.  Acting  Mas- 
ter, 31  August,  1852.  Resigned  31  January,  1854. 

Rogers,  Robert  W. 

Mate,  80  October,  1864.  Honorably  discharged  20  October,  1865. 

Rogers,  Thomas  M. 

Midshipman,  81  October,  1799.  Discharged  10  July,  1801,  under  Peace  Establish- 
ment Act. 
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Rogers,  Thomas. 

Master,  31  October,  1799.  Discharged  8 June,  1801. 

Rogers,  Thomas. 

Mate,  18  November,  1863.  Honorably  discharged  2 August,  1865. 

Rogers,  William. 

Gunner,  11  May,  1798.  Last  appearance  on  Records  of  Navy  Department,  19  April. 
1803.  ' 1 ’ 

Rogers^  W illiam. 

Assistant  Surgeon,  8 February,  1802.  Resigned  24  May,  1803. 

Rogers,  Wrilliam. 

Surgeon,  27  November,  1804.  Dismissed  11  August,  1807. 

Rogers,  William. 

Mate,  11  October,  1862.  Acting  Ensign,  13  July,  1863.  Honorably  discharged 
16  September,*  1865. 

Rogers,  Williams. 

Acting  Chief  Engineer,  25  March,  1864.  Honorably  discharged  20  December, 
1865. 

Rogers,  William. 

Sailmaker,  17  October,  1857.  Retired  list,  2 December,  1876. 

Rogers,  William. 

Acting  Master,  26  August,  1861.  Honorably  discharged  23  December,  1865. 

Rogers,  William  C. 

Acting  Volunteer  Lieutenant,  12  August,  1861.  Acting  Volunteer  Lieutenant- 
Commander,  24  October,  1864.  Honorably  discharged  18  July,  1866. 

Rogers,  William  P. 

Acting  Master,  16  December,  1861.  Acting  Volunteer  Lieutenant,  8 June,  1864. 
Honorably  discharged  26  October,  1865. 

Rogers,  William 

Purser,  26  February,  1813.  Resigned  17  February,  1834. 

Rogers,  Wilmot  F. 

Assistant  Surgeon,  24  July,  1813.  Died  August,  1824. 

Rogersoii,  Robert. 

Midshipman,  1 January,  1812.  Drowned  30  June,  1814. 

Rogei;son9  Thomas. 

Assistant  Surgeon,  25  October,  1813.  Lost  in  the  “ Wasp  ” in  1815. 

Roget,  Edward  A. 

Professor,  21  May,  1864.  Retired  list,  1864. 

Roller,  John  W. 

Acting  First  Assistant  Engineer,  31  March,  1863.  Dismissed  31  October,  1863. 

Rohrer,  Karl. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 10  November,  1872.  Lieutenant,  26  April,  1876. 

Roland,  Benjamin  €. 

Mate,  5 June,  1862.  Dismissed  25  August,  1862. 

Rolando,  Henry. 

Midshipman,  28  December,  1836.  Passed  Midshipman,  1 July,  1842.  Master, 
12  May,  1849.  Lieutenant,  18  January,  1850.  Reserved  list,  28  September, 
1855.  Commander  on  Active  list,  16  July,  1862.  Retired  list,  8 June,  1867. 
Died  20  March,  1869. 

Roller,  John  E. 

Midshipman,  26  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  24  May,  1875. 

Rollings,  John  If. 

Acting  Third  Assistant  Engineer,  26  May,  1863.  Resigned  (Sick,)  13  April, 
1865. 
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Rollins,  Anthony  IV. 

Midshipman,  10  June,  1872.  Graduated  20  June,  1876.  Died  10  November, 
1878. 

Hollins,  Henry  S.  P. 

Mate,  4 December,  1862.  Acting  Ensign,  28  April,  1865.  Honorably  discharged 
28  October,  1865. 

Hollins,  lionis  IV. 

Acting  Ensign,  13  December,  1864.  Honorably  discharged  14  October,  1865. 

Hollins,  Thomas  J. 

Acting  Ensign,  31  December,  1863.  Honorably  discharged  6 October,  1865. 

Momaine,  Henry. 

Acting  Third  Assistant  Engineer,  4 August,  1864.  Honorably  discharged  19  July, 
1865. 

Rom  nine,  William  II. 

Acting  Assistant  Paymaster,  28  August,  1863.  Dead. 

Romme,  William  H. 

Acting  Ensign,  9 November,  1863.  Honorably  discharged  18  November,  1865. 

Ron  eh  cndor  ft*9  William. 

Midshipman,  17  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 28  June,  1843.  Commander,  29  June,  1861.  Captain,  27  September,  1866. 
Commodore,  12  February,  18f74.  Retired  list,  9 November,  1874. 

Roney,  James. 

Midshipman,  24  July,  1807.  Last  appearance  on  Records  of  Navy  Department, 
1815.  New  Orleans. 

Roney,  Thomas. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
2 March,  1855.  Lieutenant,  14  September,  1855.  Died  20  April,  1860. 

Rooney,  William  ft.  A. 

Midshipman,  29  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Hoop,  John. 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  17  December, 
1861.  First  Assistant  Engineer,  20  May,  1863.  Resigned  15  October,  1872. 

Moose,  William  C. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Appointment  revoked  (Sick,) 
28  October,  1863. 

Roosevelt,  C.  M. 

Midshipman,  15  November,  1809.  Resigned  5 March,  1810. 

Roosevelt,  Nicholas  17. 

Midshipman,  27  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  3 August,  1873.  Resigned  1 February,  1874. 

Root,  Frank.  P. 

Acting  Second  Assistant  Engineer,  10  December,  1861.  Acting  First  Assistant 
Engineer,  3 October,  1863.  Died  16  April,  1864. 

Root,  Oliver  !>. 

Acting  Assistant  Surgeon,  30  November,  1861.  Died  30  October,  1863. 

Roote,  Charles. 

Midshipman,  1 April,  1828.  Died  8 December,  1828. 

Rootes,  Thomas  R. 

Midshipman,  1 March,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Dismissed  19  April, 
1861. 

Roper,  Jesse  M. 

Midshipman,  23  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  25  November,  1877. 
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Hose,  Alexander  R. 

Midshipman,  25  September,  1834.  Cashiered  20  May,  1836. 

Rose,  Edward  S. 

Mate,  1 March,  1862.  Died  6 November,  1863. 

Rose,  Frank  R. 

Chaplain,  3 February,  1870. 

Rose,  Jacob  II. 

Acting  First  Assistant  Engineer,  17  May,  1861.  Died  12  September,  1862. 

Rose,  John  G. 

Mate,  11  October,  1862.  Discharged  23  October,  1864. 

Rose,  Robert  M. 

Midshipman,  18  May,  1809.  Lieutenant,  24  July,  1813.  Commander,  24  April, 
1828.  Died  27  August,  1830. 

Rose,  Waldemar  I>. 

Midshipman,  5 June,  1872.  Graduated  20  June,  1876.  Ensign,  12  July,  1878. 

Rosebush,  Oliver. 

Acting  Third  i^ssistant  Engineer,  1 October,  1862.  Honorably  discharged  20  Feb- 
ruary, 1866. 

Rosenmiller,  I>.  P.,  Jr. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  25  August,  1863.  Honorably 
discharged  5 November,  1865. 

Rosier,  John. 

Sailmaker,  12  November,  1833.  Dismissed  16  May,  1835. 

Rosling,  John. 

Mate,  12  September,  1862.  Honorably  discharged  11  June,  1867. 

Rosniond,  John. 

Acting  Second  Assistant  Engineer,  27  September,  1861.  Honorably  discharged 
26  October,  1865. 

Ross,  Albert. 

Midshipman,  24  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Retired  21  December,  1871.  Lieutenant  on  Active 
list,  21  March,  1871. 

Ross,  f>avid. 

Lieutenant,  9 March,  1798.  Last  appearance  on  Records  of  Navy  Department, 
30  November,  1799. 

Ross,  David. 

Acting  Second  Assistant  Engineer,  24  May,  1 864.  Honorably  discharged  7 August, 
1865. 

Ross,  Edwin. 

Gunner,  26  July,  1847.  Died  September,  1849. 

Ross,  Elijah. 

Acting  Master,  28  December,  1861.  Resigned  11  August,  1864. 

Ross,  H.  Schuyler. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.  First  Assistant  Engineer,  1 January,  1868. 

Ross,  James. 

Midshipman,  2 March,  1799.  Resigned  8 October,  1800. 

Ross,  James. 

Mate,  18  April,  1863.  Dismissed  17  July,  1863. 

Ross,  James  II. 

Acting  Third  Assistant  Engineer,  27  July,  1863.  Resigned  15  October,  1863. 

Ross,  John. 

Mate,  21  December,  1861.  Acting  Ensign,  30  July,  1862.  Honorably  discharged 
14  September,  1865.  Acting  Ensign,  1 February,  1867.  Mustered  out  21  De- 
cember, 1868. 
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Ross.  John* 

Acting  Master,  8 March,  1864.  Resigned  26  August,  1867. 

Ross,  Joll'll. 

Acting  Third  Assistant  Engineer,  4 March,  1863.  Resigned  25  June,  1864. 

Ross,  Joint. 

Boatswain,  21  October,  1861.  Resigned  7 March,  1864. 

Ross,  Join  it  W. 

Acting  Third  Assistant  Engineer,  24  May,  1864.  Appointment  revoked  23  June, 
1865. 

Ross,  John  W. 

Assistant  Surgeon,  21  March,  1870.  Passed  Assistant  Surgeon,  13  May,  1875. 

Ross,  Nelson. 

Third  Assistant  Engineer,  8 July,  1862.  Second  Assistant  Engineer,  15  February, 
1864.  Retired  list,  26  October,  1872. 

Ross,  Robert. 

Acting  Third  Assistant  Engineer,  12  December,  1861.  Honorably  discharged 
25  October,  1865. 

Ross,  Robert  J. 

Midshipman,  1 August,  1826.  Passed  Midshipman,  28  April,  1832.  Resigned 
13  December,  1833. 

Ross,  Thomas. 

Midshipman,  17  March,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Furloughed. 

Ross,  William. 

Acting  Third  Assistant  Engineer,  10  December,  1861.  Appointment  revoked 
(Sick,)  10  February,  1863.  Acting  Second  Assistant  Engineer,  12  August,  1864. 
Honorably  discharged  29  July,  1865. 

Ross,  William. 

Mate,  20  April,  1863.  Acting  Ensign,  19  July,  1864.  Honorably  discharged 
1 November,  1865. 

Ross,  William  €. 

Acting  Master,  9 April,  1862.  Dismissed  26  July,  1862. 

Ross,-  William  T. 

Mate,  27  August,  1864.  Resigned  18  May,  1865. 

Rosseter,  Robert  €. 

Midshipman,  11  March,  1800.  Discharged  28  April,  1801,  under  Peace  Establish- 
ment Act. 

RoswaM,  Raymond  F. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Acting  Second  Assistant 
Engineer,  19  September,  1864.  Honorably  discharged  18  July,  1865. 

Rot  Is  well,  N.  B. 

Purser,  2 March,  1813.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Ronmfort,  R.  II. 

Midshipman,  23  December,  1831.  Died  at  Sea  21  October,  1833. 

Roiands,  James. 

Mate,  12  October,  1866.  Appointment  revoked  21  October,  1867. 

Rounsavelle,  John. 

Acting  Ensign,  5 May,  1864.  Honorably  discharged  9 January,  1866.  Mate, 
12  April,  1870.  Resigned  28  July,  1875. 

Roam  Seville,  J.  P. 

Acting  Master,  11  November,  1861.  Honorably  discharged  18  February,  1866. 

Rountree,  Robert  Wr. 

Mate,  1 3 December,  1861.  Acting  Ensign,  29  September,  1862.  Honorably  dis- 
charged 18  August,  1865. 
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Rouse,  James  W. 

Acting  Caipjenter,  15  July,  1863.  Resigned  4 October,  1864. 

Rousseau,  J.  15. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Drowned. 

Rousseau,  Lawrence. 

Midshipman,  16  January,  1809.  Lieutenant,  24  J uly,  18i3.  Commander,  24  April, 
1828.  Captain,  9 February,  1837.  Resigned  11  February,  1861. 

Rowan,  James  H. 

Midshipman,  19  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
31  December,  1833.  Commander,  14  September,  1855.  Dismissed  23  January, 
1857. 

Rowan,  James  II.,  Jr. 

Midshipman,  8 November,  1847.  Resigned  28  July,  1854. 

Rowan,  Stephen  C. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Commander,  14  September,  1855.  Commodore,  16  July,  1862. 
Rear-Admiral,  25  July,  1866.  Vice-Admiral,  15  August,  1870. 

Rowan,  William. 

Midshipman,  4 March,  1823.  Resigned  10  November,  1829. 

R ©wand,  John. 

Midshipman,  30  April,  1800.  Discharged  16  June,  1801,  under  Peace  Establish- 
ment Act. 

Bowbotham,  William. 

Second  Assistant  Engineer,  27  January,  1871.  Passed  Assistant  Engineer,  25  No- 
vember, 1877. 

Rowe,  Albert  M. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Resigned  23  July,  1863. 

Rowe,  Charles  M. 

Acting  Ensign,  5 October,  1864.  Honorably  discharged  25  August,  1865. 

Rowe,  Edward  F. 

Acting  Ijnsign,  1 October,  1862.  Honorably  discharged  13  December,  1865.. 

Ilowe,  Edward  V. 

Midshipman,  28  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Resigned  25  February,  1867. 

Rowe,  Henry  R. 

Mate,  1 December,  1862.  Resigned  30  December,  1863. 

Moire,  Jason  R. 

Mate,  17  June,  1863.  Appointment  revoked  2 May,  1864. 

Rowe,  John. 

Midshipman,  2 December,  1799.  Lieutenant,  21  March,  1807.  Resigned  27  August 
1808. 

Rowe,  John  Jf. 

Acting  Second  Assistant  Engineer,  14  May,  1861.  Resigned  22  May,  1865. 

Rowe,  Joshua  A. 

Acting  Master,  18  December,  1861.  Honorably  discharged  24  October,  1865. 

RowS and,  Alexander  II. 

Acting  Ensign,  1 October,  1862.  Resigned  1.7  June,  1864. 

Rowland,  John  II. 

Midshipman,  21  September,  1857.  Graduated  1861.  Lieutenant,  1 August,  1862. 
Lieutenant-Commander,  25  July,  1866.  Dismissed  10  September,  1873. 

Rowland,  Sylvester. 

Mate,  19  December,  1861.  Resigned  11  August,  1863. 

Rowland,  Thomas. 

Surgeon,  25  July,  1798.  Resigned  23  January,  1799. 
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Hoy,  Charles  II. 

Midshipman,  2 February,  1829.  Resigned  25  September,  1880. 

Hoyce,  Charles  C. 

Mate,  16  September,  1864.  Honorably  discharged  26  August,  1865. 

Moyce,  Frank. 

Acting  Third  Assistant  Engineer,  10  December,  1868.  Honorably  discharged 
20  May,  1866. 

Royee,  Wesley. 

Acting  Third  Assistant  Engineer,  28  December,  1863.  Resigned  13  June,  1864. 

Ruckley,  Henry  It. 

Acting  Assistant  Surgeon,  15  February,  1864.  Honorably  discharged  19  January, 
1866. 

Rudd 9 Jolm. 

Midshipman,  30  November,  1814.  Lieutenant,  13 'January,  1825.  Commander, 
8 September,  1841.  Captain,  14  September,  1855.  Retired  list,  21  December, 
1861.  Commodore,  Retired  list,  16  July,  1862.  Died  12  October,  1867. 

Redd,  William  J. 

Mate,  15  July,  1864.  Honorably  discharged  6 July,  1865. 

Rudder,  William. 

Master,  4 March,  1814.  Resigned  20  March,  1815. 

Rude,  William  It. 

Acting  Master,  14  August,  1861.  Dismissed  12  January,  1863.  Acting  Ensign, 
27  February,  1868.  Dismissed  8 August,  1863. 

Rudenstein,  John. 

Assistant  Surgeon,  24  February,  1846.  Surgeon,  21  August,  1859.  Died  9 Decem- 
ber, 1869. 

Rudrow,  Joins. 

Mate,  24  May,  1862.  Honorably  discharged  28  June,  1867. 

Ruff,  Samnel  W. 

Assistant  Surgeon,  12  August,  1826.  Surgeon,  4 April,  1831.  Died  in  1841. 

Risffiiig  C.  K. 

Midshipman,  24  October,  1825.  Died  27  July,  1831. 

Rtigg,  Charles  W. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Appointment  revoked  (Sick,) 
20  February,  1865. 

Ruigr,  Alherto  de. 

Cadet  Engineer,  Naval  Academy,  1 October,  1873.  Graduated  21  June,  1875. 
Assistant  Engineer,  1 July,  1878. 

Rulon,  Joseph  F. 

Mate,  21  December,  1863.  Honorably  discharged  4 October,  1865. 

Rummell,  Charles  V. 

Mate,  23  January,  1862.  Acting  Ensign,  27  October,  1863.  Honorably  discharged 
8 January,  1866. 

Rnmney,  Edward. 

Master,  18  November,  1812.  Lost  at  Sea  31  March,  18 

Rumsey9  Benjamin. 

Boatswain,  17  March,  1800.  Discharged  8 June,  1801. 

Rnmsey*  Henry  B, 

Acting  Midshipman,  25  October,  1859.  Ensign,  24  February,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Resigned  31  De- 
cember, 1871. 

Rumsey9  Oliver. 

Carpenter,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Bumsey,  William  W. 

Mate,  28  December,  1863.  Honorably  discharged  14  October,  1865. 
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Rtmcliey*  lohss,, 

Midshipman,  1 January,  1808.  Dismissed  22  June,  1809. 

Rnndlett,  Howard  M. 

Acting  Assistant  Surgeon,  9 March,  1864.  Assistant  Surgeon,  14  February,  1865. 
Passed  Assistant  Surgeon,  24  A]3i*il,  1868.  Resigned  6 February,  1869.  Assist- 
ant Surgeon  from  4 November,  1865.  Passed  Assistant  Surgeon,  13  July,  1870. 
Died  25  May,  1873. 

Rundlett,  Thomas  M. 

Boatswain,  4 December,  1837.  Resigned  29  March,  1839 

Rim d left,  William  A. 

Mate,  7 June,  1862.  Deserted  9 May,  1863 

Ruud  ells,  Samuel  R. 

Acting  Third  Assistant  Engineer,  21  June  1862.  Acting  Second  Engineer, 
25  July,  1863.  Appointment  revoked  (Sick,)  6 April,  1864. 

Runnels,  P.  IS, 

Acting  Ensign,  9 February,  1865.  Discharged  20  October,  1867. 

Ruscbenberger,  Charles  W. 

Midshipman,  23  July,  1864.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  31  January,  1872.  Lieutenant,  14  April,  1875. 

Ruschenberger,  W.  S.  W. 

Surgeon,  4 April,  1831.  Retired  list,  4 September,  1869.  Medical  Director, 
3 March,  1871. 

Rush*  Charles  W. 

Assistant  Surgeon,  30  June,  1879. 

Rush,  John. 

Surgeon,  11  May,  1798.  ( See  Lieutenant .) 

Rush,  John. 

Lieutenant,  5 March,  1799.  Resigned  29  January,  1802. 

Rush,  John. 

Master,  10  September,  1805.  Died  7 March,  1809. 

Rush,  John  W. 

Carpenter,  25  November,  1799.  Dismissed  8 May,  1802. 

Rush,  Lewis. 

Acting  Third  Assistant  Engineer,  8 January,  1864.  Resigned  28  January,  1865. 

Rush,  Madison. 

Midshipman,  15  October,  1836.  Passed  Midshipman,  1 July,  1842.  Master, 
6 April,  1849.  Lieutenant,  3 November,  1849.  Resigned  7 February,  1856. 

Rush,  Richard. 

Midshipman,  30  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1871. 

Rush,  William  If. 

Assistant  Surgeon,  13  February,  1877. 

Rush,  William  R. 

Midshipman,  6 June,  1872.  Graduated  18  June,  1879. 

Rushmore,  William. 

Mate,  1 December,  1862.  Resigned  13  May,  1865. 

Russ,  Francis  A. 

Acting  Master,  23  November,  1861.  Appointment  revoked  (Sick,)  26  July,  1862. 

Russ,  John  A. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
23  September,  1837.  Cashiered  15  August,  1846. 

Russ,  John  S. 

Mate.  Acting  Ensign,  19  August,  1863.  Resigned  23  May,  1864. 

Rnss,  Robert  F. 

Mate,  20  December,  1861.  Resigned  1 May,  1863. 
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Mussel!*  Alexander. 

Gunner,  9 December,  1834.  Resigned  6 April,  1838. 

Russell,  Alexander  W. 

Purser,  28  February,  1861.  Pay  Inspector,  3 March,  1871.  Pay  Director,  23  Feb- 
ruary, 1877. 

Russell,  Avert  ey  C.  H. 

Assistant  Surgeon,  3 June,  1879. 

Russell*  Benjamin. 

Mate,  20  February,  1863.  Died  28  March,  1866. 

Russell*  Benjamin  F. 

Acting  Ensign,  22  November,  1862.  Appointment  revoked  (Sick,)  22  February, 
1864. 

Russell,  diaries  €. 

Lieutenant,  8 April,  1798.  Discharged  23  October,  1801,  under  Peace  Establish- 
ment Act. 

Russell*  diaries  C. 

Midshipman,  18  June,  1812.  Resigned  14  February,  1825. 

Russell*  diaries  F. 

Acting  Ensign,  27  September,  1862.  Honorably  discharged  14  September,  1865. 

Russell.  Edmund  M. 

Midshipman,  18  June,  1812.  Lieutenant,  17  May,  1828.  Died  21  July,  1838. 

Russell*  Frederick  €. 

Acting  Third  Assistant  Engineer,  6 November,  1862.  Acting  Second  Assistant 
Engineer,  13  June,  1864.  Honorably  discharged  30  October,  1865. 

Russell*  George  II, 

Mate,  5 December,  1864.  Appointment  revoked  24  December,  1866. 

Russell.  George  W. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Acting  Second  Assistant 
Engineer,  8 March,  1865.  Honorably  discharged  17  January,  1868. 

Russell,  Henry. 

Acting  Assistant  Paymaster,  9 December,  1861.  Mustered  out  27  November,  1865  . 

Russell,  Henry  €. 

Mate,  24  January,  1862.  Acting  Ensign,  8 October,  1862.  Died  21  September 
1863. 

Russell,  Horatio  W. 

Midshipman,  1 January,  1825.  Resigned  14  January,  1826. 

Russell,  James  B. 

Mate,  21  March,  1863.  Acting  Ensign,  29  March,  1864.  Honorably  dischargee' 
3 November,  1867.  Mate,  8 November,  1869.  Appointment  revoked  9 Julv. 
1870. 

Russell*  James  J. 

Mate,  12  November,  1861.  Acting  Ensign,  5 November,  1862.  Acting  Master, 
23  February,  1864.  Honorably  discharged  21  October,  1865. 

Russell,  John. 

Acting  Second  Assistant  Engineer,  17  October,  1863.  Dismissed  17  November 
1863. 

Russell,  John. 

Acting  Gunner,  13  September,  1862.  Honorably  discharged  11  May,  1868.  Gua 
ner,  14  August,  1875. 

Russell^  John  If. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  12  February,  1874. 

Russell*  Joint  M. 

Mate,  26  November,  1863.  Resigned  27  January,  1865. 
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Russell*  Stephen  R. 

Acting  Master,  19  July,  1801.  Resigned  2 July,  1862. 

Russell,  Thomas. 

Midshipman,  1 April,  1828.  Died  28  August,  1830. 

Russell,  Thomas  S. 

Mate,  13  January,  1863.  Acting  Ensign,  29  February,  1864.  Resigned  17  Janu- 
ary, 1865. 

Russell,  William. 

Midshipman,  1 November,  1826.  Resigned  13  December,  1832. 

Russell,  William  A. 

Second  Assistant  Engineer,  5 March,  1872.  Died  17  February,  1873. 

Russell,  William  A. 

Acting  Third  Assistant  Engineer,  6 January,  1864.  Honorably  discharged  8 May, 
1869. 

Rust,  James  F.  P. 

Acting  First  Assistant  Engineer,  29  June,  1864.  Honorably  discharged  10  Janu- 
ary, 1868. 

Rustic,  John  T. 

Carpenter,  8 December,  1849.  Droj^ped  20  April,  1861. 

Ruth,  Mudley  E7. 

Acting  Assistant  Paymaster,  11  August,  1862.  Mustered  out  20  October,  1865. 

Ruth,  Martin  Si. 

Acting  Third  Assistant  Engineer,  29  July,  1864.  Resigned  20  June,  1865. 

Ruth,  Melanclhon  17. 

Assistant  Surgeon,  21  April,  1868.  Passed  Assistant  Surgeon,  10  October,  1871. 
Surgeon,  2 April,  1879. 

Rutherford,  Jaeoh. 

Mate,  1 December,  1862.  Acting  Ensign,  29  June,  1863.  Honorably  discharged 
28  October,  1865. 

Rutherford,  Jesse  M. 

Mate,  1 October,  1862.  Resigned  13  February,  1863. 

Rutherford,  Jesse  §. 

Appointed  Second  Assistant  Engineer,  17  January,  1842.  Warranted  Second 
Assistant  Engineer,  28  July,  1845.  First  Assistant  Engineer,  26  February, 
1851.  Died  3 January,  1862. 

Rutherford,  WTilliasn  If. 

Third  Assistant  Engineer,  22  September,  1849.  Second  Assistant  Engineer, 
16  February,  1852.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer, 
12  August,  1861.  Retired  list,  26  October,  1874. 

Rutgers,  Merman. 

Midshipman,  31  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1822.  Dead. 

Rutledge,  Edward  CL 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Resigned  6 August,  1850. 

Rutledge,  John. 

Midshipman,  9 April,  1835.  Passed  Midshipman,  22  June,  1841.  Master,  22  March, 
1848.  Lieutenant,  7 January,  1849.  .Resigned  23  February,  1861. 

Rutletfge,  States. 

Midshipman,  1 October,  1798.  Resigned  7 January,  1802. 

Rutter,  Edward  J. 

Assistant  Surgeon,  6 September,  1837.  Surgeon,  20  September,  1850.  Drowned 
30  April,  1852. 

Rutter,  Cieorge  II. 

Acting  Third  Assistant  Engineer,  15  January,  1862.  Acting  Second  Assistant 
Engineer,  13  October,  1863.  Appointment  revoked  19  August,  L864. 
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Rutter,  Josias. 

Master,  1 March,  1814.  Discharged  15  April,  1815. 

Rutter,  Thomas. 

Midshipman,  9 November,  1818.  Resigned  25  March,  1814. 

Rutter,  Solomon. 

Lieutenant,  (Flotilla  Service,)  25  April,  1814.  Last  appearance  on  Records  of 
Navy  Department,  6 February,  1815. 

Rutter,  Solomon. 

Midshipman,  26  February,  1814.  Resigned  1 February,  1822. 

Rutter,  Thomas. 

Master,  9 May,  1813.  Dropped  11  December,  1826. 

Ryan,  David. 

Midshipman,  25  January,  1828.  Dropped  in  1840. 

Ryan,  Edward. 

Mate,  2 January,  1862.  Acting  Ensign,  20  October,  1863.  Resigned  24  February, 

1865. 

Ryan,  Georg©  I*. 

Acting  Midshipman,  30  September,  1857.  Midshipman,  1 June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  16  July,  1866.  Commander,  3 Oc- 
tober, 1874.  Lost  In  the  “Huron”  24  November,  1877. 

Ryan,  Jason. 

Mate,  5 March,  1862.  Acting  Ensign,  26  Septembeiyl864.  Resigned  27  April,  1865. 

7~  yan,  John  J. 

Third  Assistant  Engineer,  22  May,  1863.  Second  Assistant  Engineer,  25  January, 

1866.  Retired  list,  28  October,  1874. 

n,  M.  Talmadge. 

Mate,  26  December,  1862.  Dismissed  9 May,  1863. 

Ryan,  Robert  IS. 

Acting  Third  Assistant  Engineer,  22  December,  1862.  Honorably  discharged 
11  November,  1865. 

Ryan,  Thomas  E. 

Acting  Assistant  Paymaster,  7 October,  1863.  Mustered  out  21  March,  1866. 

Ryan,  Thomas  W. 

Cadet  Midshipman,  13  June,  1873.  Graduated  4 June,  1880. 

Ryan,  Timothy. 

Mate,  9 October,  1862.  Deserted  5 July,  1864. 

Ryan,  William. 

Sailmaker,  18  September,  1827.  Retired  list,  23  February,  1863.  Died  12  No- 
vember, 1872. 

Ryckman,  Edward. 

Mate,  26  January,  1867.  Resigned  16  May,  1867. 

Ryckmasa,  Georg©  C. 

Acting  Ensign,  29  October,  1863.  Honorably  discharged  9 May,  1866.  Acting 
Master,  17  July,  1867.  Mustered  out  8 October,  1868.  , > 

Ryder,  Edward  A. 

Acting  Ensign,  26  November,  1862.  Honorably  discharged  31  August,  1865. 

Ryder,  George  Sf. 

Mate,  16  October,  1862.  Resigned  26  March,  1863. 

Ryder,  John  H. 

Gunner,  26  September,  1837.  Appointment  revoked  7 July,  1840. 

Ryder,  Joshna  H. 

Mate,  28  March,  1864.  Honorably  discharged  25  July,  1865. 

Ryder,  Martin  H. 

Acting  Third  Assistant  Engineer,  7 March,  1865.  Honorably  discharged  26  Sep- 
tember, 1865. 
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Ryder,  Preserved  M. 

Mate,  28  November,  1861.  Resigned  10  May,  1865. 

Ryder,  lienbeii  T. 

Mate,  6 April,  1864.  Resigned  3 May,  1865. 

Ryder,  Royal  S. 

Acting  Ensign,  12  January,  1863.  Appointment  revoked  14  April,  1863. 

Ryder,  Stephen  A. 

Acting  Master,  31  October,  1861.  Resigned  12  March,  1862.  Acting  Ensign, 
22  December,  1862.  Honorably  discharged  30  September,  1865. 

Ry  ten  burgh,  Lewis  M. 

Acting  Second  Assistant  Engineer,  3 October,  1864.  Honorably  discharged 
29  June,  1865. 

Rylaud,  William. 

Chaplain,  23  May,  1829.  Died  19  January,  1846. 

Ryley,  Thomas  W. 

Gunner,  29  January,  1827.  Died  14  March,  1845. 

Ryley,  George. 

Mate,  24  October,  1861.  Dismissed  5 January,  1863. 

Rymes,  George  W. 

Acting  Third  Assistant  Engineer,  6 April,  1864.  Honorably  discharged  29  July, 
1865. 


Sackett,  Augustine. 

Third  Assistant  Engineer,  3 October,  18*61.  Second  Assistant  Engineer,  3 August, 

1863.  Resigned  24  August,  1865. 

Salford,  John  11. 

Acting  Third  Assistant  Engineer,  21  May,  1862.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1863.  Honorably  discharged  23  August,  1869. 

Salford,  .Levi  T. 

Third  Assistant  Engineer,  8 December,  1862.  Second  Assistant  Engineer,  8 April, 

1864.  First  Assistant  Engineer,  6 June,  1868. 

Salford,  S.  J. 

Assistant  Surgeon,  24  July,  1813.  Resigned  1 September,  1814. 

Sagee,  Francis. 

Carpenter,  13  April,  1831.  Died  23  May,  1853. 

Salade,  JLewis  A. 

Acting  Third  Assistant  Engineer,  21  July,  1864.  Honorably  discharged  19  August, 

1865. 

Salisbury,  Charles  If. 

Acting  Master,  Recruiting  Service,  16  June,  1864.  Appointment  revoked  16  No- 
vember, 1864. 

Salisbury,  George  R. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  10  June,  1879. 

Saltar,  Francis’. 

Gunner,  27  September,  1798.  Resigned  10  December,  1799. 

Salter,  Thomas  B. 

Surgeon’s  Mate,  24  July,  1813.  Surgeon,  22  May,  1815.  Died  6 November,  1850. 

Salter,  Thomas  G. 

Chaplain,  20  March,  1861.  Died  25  February,  1872. 

Salter,  Timothy  G.  C. 

Midshipman,  20  September,  1866.  Graduated  7 June,  1870.  Ensign,  13  July, 
1871.  Master,  9 November,  1874. 

Salter,  William  I>. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 
3 March,  1831.  Captain,  3 March,  1839.  Reserved  list,  4 January,  1856.  Com- 
modore on  Reserved  list,  4 April,  1867.  Died  1869. 
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Salstonstall,  'William  G. 

Acting  Master,  without  pay,  8 June,  1861.  Acting  Volunteer  Lieutenant,  5 May, 
1863.  Acting  Volunteer  Lieutenant-Commander,  20  May,  1865.  Honorably 
discharged  5 October,  1865. 

Sample,  Winfield  Scott. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June, 
1880. 

Sampson,  Albert  P. 

Mate,  31  July,  1862.  Acting  Ensign,  24  October,  1863.  Honorably  discharged 
7 September,  1865. 

Sampson,  diaries  A. 

Mate,  18  August,  1862.  Appointment  revoked  21  May,  1863.  Acting  Gunner, 

21  May,  1863.  Honorably  discharged  8 July,  1865. 

Sampson,  J>aniel  W. 

Mate,  4 March,  1870.  Resigned  21  April,  1873. 

Sampson,  Frederick  A. 

Acting  Master,  13  May,  1861.  Resigned  17  May,  1862. 

Sampson,  Frederick  G. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  18  July,  1864.  Honorably  dis- 
charged 20  November,  1865. 

Sampson,  Isaac  P. 

Mate,  5 September,  1863.  Acting  Ensign,  9 July,  1864.  Resigned  26  May,  1865. 

Sampson,  F.  Granville. 

Acting  Ensign,  17  January,  1865.  Honorably  discharged  15  February,  1866. 

Sampson,  William  T. 

Acting  Midshipman,  24  September,  1857.  Midshipman,  1 June,  1861.  Lieutenant, 
16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  9 August, 
1874. 

Samson,  Guy. 

Third  Assistant  Engineer,  24  December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Resigned  2 April,  1869. 

Sanborn,  Albion  ,1. 

Acting  Third  Assistant  Engineer,  9 February,  1864.  Honorably  discharged 

22  August,  1865. 

Sanborn,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  19  January,  1864.  Discharged  19  May,  1865. 

Sanborn,  Frank. 

Mate,  29  July,  861.  Acting  Ensign,  10  September,  1863.  Honorably  discharged 
27  December,  1865. 

Sanborn,  George  €. 

Mate,  16  November,  1861.  Honorably  discharged  10  June,  1865.  Mate,  11  July, 
1865.  Resigned  8 September,  1871. 

Sanborn,  Thomas  F. 

Acting  Third  Assistant  Engineer,  19  December,  1863.  Honorably  discharged 
11  October,  1865. 

Sander,  Janies. 

Midshipman,  27  August,  1800.  Discharged  12  August,  1801,  under  Peace  Estab- 
lishment Act. 

Sanders,  Camillas. 

Midshipman,  8 January,  1836.  Resigned  25  February,  1839. 

Sanders,  Cary  AT, 

Assistant  Paymaster,  27  October,  1869.  Passed  Assistant  Paymaster,  1 July,  1875. 
Lost  on  board  the  “ Huron”  24  November,  187w 

Sanders,  James. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Died  7 December, 

1816. 
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Sanders,  Jos. 

Lieutenant,  10  June,  1799.  Discharged,  at  liis  own  request,  6 July,  1801. 

Sanders,  Morton  W. 

Acting  Midshipman,  20  September,  1859.  Ensign,  25  November,  1862.  Lieu- 
tenant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander 
11  April,  1877.  Died  11  July,  1878. 

Sanderson,  Francis. 

Midshipman,  3 February,  1815.  Lieutenant,  13  January,  1825.  Died  23  August 
1831.  S ’ 

Sanderson,  George  A. 

Midshipman,  26  September,  1866.  Graduated  6 June,  1871.  Resigned  31  Decem- 
ber, 1872. 

Sanderson,  Jolin  W. 

Mate,  13  May,  1863.  Acting  Ensign,  29  April,  1865.  Honorably  discharged 
21  November,  1868. 

Sanderson,  Jos. 

Boatswain,  21  March,  1837.  Died  24  November,  1837. 

Sand  fiord,  Joisn  W. 

Assistant  Surgeon,  28  May,  1857.  Dismissed  29  May,  1861. 

Sands,  Benjamin  F. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
16  March,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  27  April,  1871.  Retired  list, 
11  February,  1874. 

Sands,  Francis. 

Master’s  Mate,  28  February,  1807.  Last  appearance  on  Records  of  Navy  Depart- 
ment till  2 August,  1809. 

Sands,  Francis  P.  B. 

Acting  Ensign,  9 December,  1862.  Acting  Master,  31  January,  1865.  Honorably 
discharged  18  February,  1867. 

Sands,  George. 

Mate,  17  May,  1870.  Died  10  July,  1873. 

Sands,  George  3L. 

Mate,  20  August,  1863.  Acting  Ensign,  17  January,  1865.  Honorably  discharged 
10  August,  1865. 

Sands,  James  II. 

Acting  Midshipman,  26  November,  1859.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander,  12 
March,  1868. 

Sands,  J.  II.  M. 

Midshipman,  19  April,  1834.  Resigned  4 November,  1837. 

Sands,  Joshua  R. 

Midshipman,  18  June,  1812.  Lieutenant,  1 April,  1818.  Commander,  23  February, 
1840.  Captain,  25  February,  1854.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July, 
1866. 

Sands,  J.  Woodville. 

Acting  Assistant  Paymaster,  4 November,  1863.  Honorably  discharged  5 October, 
1865. 

Sands,  Fouls. 

Acting  Assistant  Paymaster,  10  July,  1861.  Mustered  out  25  February,  1866. 

Sands,  Thomas. 

Midshipman,  10  May,  1820.  Resigned  17  June,  1830. 

Sands,  William  M. 

Purser,  20  May,  1815,  Resigned  24  March,  1832. 
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Sanford,  Hiram. 

Second  Assistant  Engineer,  21  November,  1837.  First  Assistant  Engineer,  6 Feb- 
ruary, 1840.  Resigned  5 November,  1849.  Acting  Second  Assistant  Engineer, 
16  October,  1861.  Appointment  revoked  28  August,  1862. 

Sanford,  Jos. 

Master,  25  June,  1812.  Resigned  20  July,  1812. 

Sanford,  Joseph  Is. 

Midshipman,  11  February,  1832.  Passed  Midshipman,  23  June,  1838.  Lieuten- 
ant, 2 November,  1842.  Resigned  8 October,  1853.  Acting  Lieutenant,  13.May, 
1861.  Commander,  6 June,  1861.  Captain,  27  September,  1866.  Resigned 
1 March,  1869. 

Sanford,  William. 

Sailmaker,  2 August,  1809.  Last  appearance  on  Records  of  Navy  Department, 
10  August,  1812. 

Sanford,  William. 

Sailmaker,  15  October,  1805.  Last  appearance  on  Records  of  Navy  Department, 
18  October,  1805. 

Sanford,  William  C. 

Acting  First  Assistant  Engineer,  28  May,  1863*  Honorably  discharged  26  Novem- 
ber, 1865. 

Sanford,  William  €.  N. 

Mate,  36  July,  1864.  Resigned  30  June,  1865. 

Sanger,  W.  P.  S. 

Civil  Engineer,  8 July,  1836.  Ordered  to  Bureau  Yards  and  Docks,  7 September, 

• 1842. 

Sanlcey,  John  G. 

Mate,  6 June,  1862.  Appointment  revoked  14  June,  1862.  Acting  Assistant  Pay- 
master, 24  September,  1863.  Honorably  discharged  11  November,  1865. 

Sapham,  Asa. 

Lieutenant,  4 October,  1799.  Resigned  13  December,  1799. 

Sard,  William  F. 

Mate,  23  December,  1863.  Honorably  discharged  25  October,  1866. 

Sargent,  Asa. 

Surgeon,  9 May,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Sargent,  Eli  E>; 

Acting  Assistant  Surgeon,  2 June,  1865.  Honorably  discharged  11  May,  1866. 

Sargent,  Fernand©  €» 

Acting  Assistant  Surgeon,  8 September,  1863.  Honorably  discharged  24  August, 
1865. 

Sargent,  Howard. 

Mate,  22  December,  1862.  Honorably  discharged  15  May,  1865. 

Sargent,  Haitian. 

Midshipman,  23  July,  1866.  Graduated  7 June,  1870.  Ensign,  18  July,  1871. 
Master,  10  July,  1874. 

Sargent,  Walter. 

Mate,  21  March,  1862.  Acting  Ensign,  28  January,  1 863 . Acting  Master,  25  May, 
1865.  Honorably  discharged  28  October,  1865.  Acting  Master,  15  August,  1866. 
Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lost  on  the  u Oneida,” 
24  January,  1870. 

Sartori,  Charles  W. 

Acting  Assistant  Surgeon,  18  May,  1861.  Resigned  19  July,  1864. 

Sartori,  JLonis  €. 

Midshipman,  2 February,  1869.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Reserved  list,  28  September,  1855.  Lieutenant  on  Active 
list,  8 September,  1841.  Commander,  27  April,  1861.  Captain,  26  September, 
1861.  Commodore,  12  December,  1873.  Retired  list,  3 June,  1874. 
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Sasse,  Peter  A, 

Third  Assistant  Engineer,  16  November,  1861.  Died  23  July,  1862. 

SaReslee,  Charles  A. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged 

12  May,  1865. 

Satterwhite,  E.  F. 

Midshipman,  16  January,  1809.  Purser,  25  April,  1812.  Last  appearance  on 
Records  of  Navy  Department,  1815. 

Satterwhite,  IV.  F. 

Midshipman,  9 November,  1813.  Dismissed  24  November,  1813. 

Saner,  Nicholas. 

Acting  Third  Assistant  Engineer,  1 June,  1863.  Honorably  discharged  9 Novem- 
ber, 1865. 

Saul,  Thomas  If. 

Midshipman,  23  October,  1820.  Resigned  2 November,  1821. 

Saunders,  IS.  R. 

Midshipman,  2 April,  1804.  Resigned  27  May,  1806. 

Saunders,  Charles  M.  N. 

Acting  Third  Assistant  Engineer,  6 March,  1865.  Dismissed  22  April,  1865. 

Saunders,  John  E. 

Midshipman,  15  November,  1809.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Died  26  October,  1860. 
Saunders,  J.  W. 

Acting  Master,  28  February,  1862.  Honorably  discharged  29  October,  1865. 

Savage,  Augustus  C. 

Acting  Ensign,  11  January,  1864.  Honorably,  discharged  2 August,  1865. 

Savage,  Mihijah. 

Midshipman,  12  January,  1799.  Resigned  12  August,  1801. 

Savage,  Mihijah. 

Master,  31  July,  1801.  Resigned  11  August,  1801. 

Savage,  Hugh  II. 

Acting  Master,  16  December,  1861.  Honorably  discharged  27  September,  1865. 

Savage,  E.  W. 

Acting  Ensign,  31  January,  1865.  Honorably  discharged  14  September,  1865. 

Savage,  Robert. 

Midshipman,  27  March,  1840.  Passed  Midshipman,  11  July,  1846.  Died  8 Feb. 
ruary,  1848. 

Savage,  Samuel  F. 

Third  Assistant  Engineer,  21  May,  1857.  Second  Assistant  Engineer,  3 August, 
1859.  First  Assistant  Engineer,  8 October,  1861.  Resigned  13  January,  1865. 

Savage,  Silas  T. 

Acting  Assistant  Paymaster,  6 November,  1862.  Appointment  revoked  (Sick,) 
21  November,  1863.  Acting  Assistant  Paymaster,  26  August,  1864.  Resigned 

13  January,  1865. 

Savage,  Thomas. 

Mate,  20  April,  1865.  Mustered  out  12  March,  1868.  Mate,  10  December,  1869. 
Boatswain,  12  October,  1871. 

Saville,  John  W.,  Jr. 

Third  Assistant  Engineer,  28  October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.  Retired  list,  1 February,  1871. 

Saville,  William  O. 

Acting  Third  Assistant  Engineer,  19  August,  1863.  Honorably  discharged 
10  July,  1865o 

Savory,  George  E. 

Acting  Third  Assistant  Engineer,  13  November,  1863.  Honorably  discharged 
8 July,  1869. 
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Sawfcell,  Isaiah  F. 

Acting  Third  Assistant  Engineer,  2 September,  1863.  Died  6 May,  1864. 

Saw  telle.  Arthur  M. 

Acting  Second  Assistant  Engineer,  3 February,  1864.  Honorably  discharged 
11  October,  1865. 

Sawyer,  A.  I?.  CL 

Acting  Assistant  Surgeon,  21  May,  1862.  Acting  Passed  Assistant  Surgeon, 
27  April,  1865.  Honorably  discharged  28  October,  1865. 

Sawyer,  Renjamin  A. 

Acting  Assistant  Surgeon,  9 February,  1865.  Honorably  discharged  10  October, 
1865. 

Sawyer,  €iiaa*Ies. 

Acting  Ensign,  29  August,  1864.  Honorably  discharged  25  December,  1865. 

Sawyer,  Charles  H. 

Acting  Ensign,  27  February,  1863.  Honorably  discharged  15  August,  1865. 

Sawyer,  Charles  II. 

Mate,  9 October,  1863.  Acting  Ensign,  5 November,  1864.  Honorably  discharged 
17  September,  1867. 

Sawyer,  Mantel  A. 

Third  Assistant  Engineer,  6 October,  1862.  Second  Assistant  Engineer,  15  March, 
1864.  Retired  list  22  January,  1866. 

Sawyer,  E.  A. 

Acting  Ensign,  28  July,  1863.  Honorably  discharged  1 April,  1866. 

Sawyer,  Frasili  E. 

Midshipman,  25  September,  1868.  Graduated  1 June,  1872.  Ensign,  15  July, 
1873.  Master,  22  July,  1878. 

Sawyer,  George  A. 

Assistant  Paymaster,  24  August,  1861.  Paymaster,  17  September,  1863.  Retired 
list,  29  June,  1869. 

Sawyer,  George  F.  ; > 

Purser,  20  March,  1838.  Died  24  June,  1852. 

Sawyer,  George  F. 

Third  Assistant  Engineer,  8 September,  1863.  Second  Assistant  Engineer,  15  Oc- 
tober, 1865.  Resigned  12  October,  1868. 

Sawyer,  Horace  15. 

Midshipman,  4 June,  1812.  Lieutenant,  1 April,  1818.  Commander,  9 December, 
1839.  Captain,  12  April,  1853.  Reserved  list,  13  September,  1855.  Died 
14  February,  1860. 

Sawyer,  Isaac. 

Mate,  22  August,  1863.  Appointment  revoked  (Sick,)  19  May,  1864. 

Sawyer,  James. 

Acting  Ensign,  12  December,  1863.  Acting  Master,  31  July,  1865.  Honorably 
discharged  23  November,  1865. 

Sawyer,  John  C. 

Acting  Assistant  Paymaster,  8 February,  1864.  Honorably  discharged  9 Novem- 
ber, 1865. 

Sawyer,  Joseph. 

Acting  Ensign,  7 December,  1863.  Honorably  discharged  23  November,  1865. 

Sawyer  Jos.  P. 

Master,  18  July,  1812.  Discharged  7 May,  1813. 

Sawyer,  EewSs  CL 

Midshipman,  14  August,  1846.  Resigned  16  December,  1847. 

Sawyer,  Moses  ML 

Acting  Master,  16  May,  1861.  Resigned  2 May,  1862. 

Sawyer,  R.  P. 

Acting  Assistant  Surgeon,  29  December,  1863.  Resigned  18  May,  1865.  * 
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Sawyers,  James  M. 

Acting  Midshipman,  24  September,  1866.  Graduated  June,  1870.  Died  24 
October,  1870. 

Sayer,  Benjamin. 

Master,  14  August,  1799.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Sayers,  John. 

Acting  Master  and  Pilot,  1 October,  1864.  Appointment  revoked  9 March,  1865. 

Scallon,  William. 

Midshipman,  2 December,  1799.  Resigned  27  March,  1805. 

Scania  si , Charles  S. 

Mate,  23  October,  1863.  Honorably  discharged  9 February,  1866. 

Scanlan,  Patrick. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  6 July,  1864.  Honorably  discharged  27  November,  1865. 

Scannell,  James. 

Acting  Master,  12  April,  1862.  Dismissed  10  September,  1862.  Acting  Ensign, 
9 December,  1862.  Resigned  24  July,  1863. 

Scan  Hand , Utobert  A. 

Acting  Midshipman,  30  December,  1848.  Dropped.  12  July,  1849. 

Scarlett  Joseph  If. 

Acting  Ensign,  6 September,  1864.  Honorably  discharged  13  December,  1865. 

Scat  ter  good,  Edward. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  1 March, 

1862.  First  Assistant  Engineer,  1 October,  1863.  Died  20  September,  1864. 

Scliaeler,  Henry  W. 

Midshipman,  21  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  9 October,  1873.  Lieutenant,  27  October,  1879. 

Sclaamkack,  Herman.  G. 

Mate,  21  July,  1864.  Resigned  26  October,  1864. 

Schaiider9  Adolplai* 

Mate.  Appointment  revoked  9 November,  1866. 

Schell,  Franklin  J. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  20  June,  1878. 

Schellenberger,  George  W. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  5 December,  1863.  Honorably  discharged  27  November,  1865. 

Sckenck,  Caspar. 

Acting  Assistant  Paymaster,  6 July,  1861.  Assistant  Paymaster,  14  September, 
1861.  Paymaster,  5 February,  1862.  Pay  Inspector,  3 March,  1871. 

Sckenck,  George  It. 

Acting  Master,  30  October,  1861.  Resigned  8 May,  1862. 

Sekeiick,  James  F. 

Midshipman,  1 July,  1S25.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
22  December,  1835.  Commander,  14  September,  1855.  Commodore,  2 January, 

1863.  Rear-Admiral,  21  September,  1868.  Retired  list,  11  June,  1809. 

Sclienck,  John  N. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged 
27  October,  1865. 

Schenck,  John  P. 

Acting  Assistant  Surgeon,  7 May,  1864.  Resigned  19  May,  1864. 

Scheiick,  Woodhull  S. 

Midshipman,  30  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant 
8 September,  1841.  Died  9 May,  1849. 

ScliepH,  J.  Augustus. 

Mate,  6 December,  1861.  Appointment  revoked  11  August,  1862. 
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gchermerhorn,  Edward. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lost  in  the 
“Hornet”  10  September,  1829. 

Sclsetky,  Charles  A. 

Acting  Ensign,  27  June,  1863.  Honorably  discharged  22  February,  1866.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Commander, 
1 December,  1877. 

Sclseii&ze*  William  Ho 

Midshipman,  28  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  30  November,  1878. 

Schley  9 Arthur. 

Mate,  28  October,  1869.  Resigned  5 April,  1871. 

Schley,  William.  M. 

Third  Assistant  Engineer,  2 May,  1857.  Died  25  February,  1858. 

Schley,  Winfield  S. 

Acting  Midshipman,  20  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Commander,  10  June,  1874. 

Schmidt,  Edward  If. 

Mate,  24  January,  1863.  Appointment  revoked  (Sick,)  20  October,  1864. 

Schmitz,  Charles  F. 

Midshipman,  19  October,  1861.  Graduated  November,  1864.  Ensign,  1 Novem- 
ber, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieuten- 
ant-Commander, 26  March,  1869. 

Schneider,  William  T. 

Acting  Third  Assistant  Engineer,  2 September,  1868.  Acting  Second  Assistant 
Engineer,  6 March,  1865.  Honorably  discharged  15  August,  1865. 

Seltoker,  Frederick. 

Third  Assistant  Engineer,  23  June,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  Resigned  9 June,  1873. 

Schofield,  Charles 

Mate,  19  September,  1864.  Honorably  discharged  23  June,  1866. 

Scholes,  Thomas. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  11  December,  1863. 

Scliooley,  Frank  X. 

Mate,  10  September,  1864.  Appointment  revoked  (Sick,)  30  January,  1865. 

Sell  ©©Meld,  JR  J. 

Assistant  Surgeon,  13  March,  1805.  Surgeon,  28  June,  1809.  Resigned  27  Octo- 
ber, 1817. 

Schooss maker,  €.  M. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  9 June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  24  December,  1865.  Commander, 
14  February,  1878. 

Schouler,  John. 

Midshipman,  25  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 3 June,  1869. 

Schow,  Magnus. 

Acting  Master,  12  May,  1862.  Dismissed  13  October,  1862. 

Schrader,  Cornelias. 

Acting  Third  Assistant  Engineer,  23  Januarv,  1865.  Honorably  discharged 
17  June,  1866. 

Schroeder,  Charles. 

Third  Assistant  Engineer,  24  December,  1853.  Second  Assistant  Engineer,  9 May, 
1857.  First  Assistant  Engineer,  3 August,  1859.  Name  stricken  from  the 
Rolls,  18  May,  1861. 
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Schroeder,  Seaton. 

Acting  Midshipman,  27  September,  1864.  Graduated  June,  1868.  Master, 
12  July,  1870.  Lieutenant,  29  October,  1872. 

Schryver,  David  M. 

Acting  Third  Assistant  Engineer,  26  May,  1863.  Honorably  discharged  15  May, 

1865. 

Schultice,  Simon. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer, 
15  April,  1864.  Honorably  discharged  29  September,  1865. 

Schultz,  William. 

Acting  Ensign,  15  October,  1863.  Resigned  18  April,  1865. 

Schulze,  Gerhard  C. 

Acting  Master,  25  September,  1861.  Master,  12  March,  1868.  Lieutenant,  18  De- 
cember, 1868.  Lieutenant-Commander,  10  June,  1870.  Died  28  September, 
1870. 

Schuyler,  P.  P. 

Midshipman,  20  June,  1806.  Dismissed  26  June,  1809. 

Schwartz,  Edward  G. 

Acting  Third  Assistant  Engineer,  23  November,  1864.  Honorably  discharged 
18  June,  1868. 

Schweiik,  Milton  K. 

Midshipman,  22  September,  1866.  Graduated  1 June,  1872.  Ensign,  15  July, 
1874.  Master,  23  October,  1878. 

Scohey,  Gilbert  W. 

Acting  Third  Assistant  Engineer,  30  May,  1864.  Honorably  discharged  24  June, 

1866. 


Seottin,  Charles  IS. 

Mate,  4 April,  1862.  Acting  Ensign,  2 May,  1864.  Honorably  discharged  14  De- 
cember, 1865. 

Scofield,  Walter  K. 

Assistant  Surgeon,  12  July,  1861.  Surgeon,  19  June,  1876. 

Scott,  Bernard  O. 

Midshipman,  30  June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Scott,  Beverly  R. 

Midshipman,  18  June,  1812.  Resigned  11  December,  1815. 

Scott,  Charles  P. 

Third  Assistant  Engineer,  18  November,  1862.  Died  20  June,  1864. 

Scott,  Frederick. 

Acting  Third  Assistant  Engineer,  22  July,  1863.  Honorably  discharged  22  De- 
cember, 1865. 

Scott,  Gustavos  If. 

Midshipman,  1 August,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  27  December,  1856.  Captain,  4 November, 
1863.  Commodore,  10  February,  1869.  Rear-Admiral,  14  February,  1873. 
Retired  list,  13  June,  1874. 


Scott,  Henry  B. 

Mate,  20  February,  1865.  Honorably  discharged  3 December,  1867. 

Scott,  II.  I>. 

Midshipman,  30  May,  1816.  Lieutenant,  28  April,  1826.  Died  16 


1830. 


February, 


Scott,  Henry  M. 

Mate,  22  April,  1863.  Dismissed  19  March,  1864. 

Scott,  Henry  W. 

Third  Assistant  Engineer,  1 July,  1881.  Second  Assistant  Engineer,  29  April, 
1863.  First  Assistant  Engineer,  30  January,  1865.  Died  10  May,  1869. 
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Scott,  lames  M. 

Assistant  Surgeon,  6 June,  1868.  Resigned  14  August,  1874. 

Scott,  John. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  5 October,  1864. 

Scott  John. 

Mate,  7 May,  1863.  Honorably  discharged  30  June,  1866. 

Scott,  John  A. 

Third  Assistant  Engineer,  3 October,  1861.  Second  Assistant  Engineer,  3 August, 

1863.  First  Assistant  Engineer,  11  October,  1866. 

Scott,  John  G. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  19  May, 

1864.  Honorably  discharged  14  October,  1865, 

Scott  John  II. 

Mate,  3 April,  1865.  Honorably  discharged  10  July,  1865. 

Scott,  Merritt. 

Midshipman,  30  November,  1814.  Died  in  January,  1825. 

Scott,  Robert  W. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1852.  Died  5 January,  1866. 

Scott,  Samuel  P. 

Gunner,  26  November,  1841.  Appointment  revoked  15  January,  1842, 

Scott,  Warbnrton  S. 

Mate,  1 October,  1862.  Resigned  22  April,  1864. 

Scott,  William. 

First  Assistant  Engineer,  20  March,  1840.  Disrated  to  Second  Assistant  Engineer, 
22  January,  1846.  Dismissed  5 June,  1850. 

Scott,  William. 

Boatswain,  17  June,  1850.  Resigned  6 November,  1850. 

Scott,  William. 

Acting  Gunner,  8 August,  1863.  Honorably  discharged  24  July,  1865. 

Seovelj  Re  wig  R. 

Acting  Assistant  Paymaster,  3 August,  1861.  Mustered  out  9 February,  1866. 

Sc© veil,  Edward  SI. 

Midshipman,  19  October,  1841.  Dismissed  21  January,  1850. 

Scran  too,  Samuel  O. 

Acting  Master  and  Pilot,  1 December,  1864.  Honorably  discharged  8 June,  1865. 
Scribner,  Charles  -E. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated.  10  June,  1879. 

Scribner,  James  E. 

Acting  Third  Assistant  Engineer,  18  June,  1864.  Honorably  discharged  8 Octo- 
ber, 1865. 

Scringing,  Joiisa. 

Carpenter,  11  June,  1799.  Resigned  5 February,  1800. 

Scndder,  Alexander. 

Acting  Master,  4 November,  1861.  Appointment  revoked  (Sick,)  27  December, 
1861. 

Scudder9  Theodore. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Honorably  discharged 
12  Juiy,(  1865. 

Sculiey,  Jam  eg. 

Mate,  4 February,  1865.  Appointment  revoked  5 February,  1866. 

Sea  bury.  John  A. 

Acting  Ensign,  13  May,  1863.  Resigned  23  March,  1865. 


636 


GENERAL  NAVY  REGISTER. 


Seabiiry,  Samuel. 

Midshipman,  20  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  July  1872 
Master,  20  July,  1875. 

Seager,  Edward. 

Professor,  21  May,  1864.  Retired  listr8  April,  1871. 

Seagrove,  James. 

Gunner,  7 May,  1804.  Last  appearance  on  Records  of  Navy  Department. 

Seagrave,  O.  B. 

Acting  Assistant  Paymaster,  19  October,  1863.  Honorably  discharged  21  October 
1865. 

Seal,  William. 

Assistant  Surgeon,  24  June,  1826.  Died  18  December,  1829. 

Seaman,  Henry  G. 

Mate,  24  October,  1862.  Acting  Ensign,  1 July,  1864.  Honorably  discharged 
12  August,  1865. 

Seaman,  John. 

Acting  Second  Assistant  Engineer,  12  January,  1863.  Acting  First  Assistant 
Engineer,  9 June,  1864.  Honorably  discharged  26  October,  1865. 

Seaman,  Joint. 

Acting  Third  Assistant  Engineer,  24  January,  1862.  Honorably  discharged 
26  October,  1865. 

Seaman,  Stephen. 

Sailmaker,  22  April,  1846. 

Searcy,  Robert  E. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Died  2 November, 
1822. 

Searle,  Addison. 

Chaplain,  27  April,  1820.  Died  2 August,  1850. 

Sears,  Amasa  C. 

Acting  Ensign,  5 January,  1863.  Acting  Master,  7 March,  1864.  Honorably 
discharged  10  August,  1865. 

Sears,  Cyrus. 

Acting  Ensign,  12  August,  1863.  Acting  Master,  16  August,  1864.  Acting 
Volunteer  Lieutenant,  15  July,  1865.  Honorably  discharged  27  September, 
1865. 

Sears,  Edward  If. 

Acting  Assistant  Paymaster,  27  August,  1863.  .Mustered  out  2 June,  1868. 

Sears,  E.  T. 

Acting  Ensign,  28  August,  1863.  Honorably  discharged  19  August,  1865. 

Sears,  .fames  H. 

Midshipman,  20  September,  1871.  Graduated  20  June,  1876. 

Sears,  John. 

Mate,  7 August,  1862.  Acting  Ensign,  9 April,  1863.  Honorably  discharged 
22  February,  1869. 

Sears,  John  5>. 

Midshipman,  2 April,  1804.  Lost  overboard  29  June,  1804. 

Sears,  Thomas  B. 

Acting  Master,  22  January,  1862.  Honorably  discharged  18  February,  1866. 

Seaver,  Eben  M. 

Mate,  13  June,  1863.  Acting  Ensign,  22  October,  1863.  Dismissed  27  April, 
1864. 

Seaver,  James  T. 

Acting  Master,  9 January,  1862.  Dishonorably  discharged  21  October,  1864. 

Seavey,  Edwin  A. 

Acting  Ensign,  13  May,  1864.  Died  25  September,  1864. 
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Seavey,  Fayette. 

Acting  Third  Assistant  Engineer,  4 September,  1868.  Acting  Second  Assistant 
Engineer,  1 December,  1868.  Honorably-discharged  11  March,  1866. 

Seavey,  Theodore  II. 

Mate,  24  March,  1864.  Resigned  29  April,  1865. 

Seawell9  Joseph  A. 

Midshipman,  8 July,  1842.  Passed  Midshipman,  5 August,  1848.  Dropped 
13  September,  1855. 

Sebastian,  Renjamin. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  7 March,  1868.  Resigned 
22  March , 1865. 

Seheliia,  Augustus. 

Mate,  3 September,  1864.  Discharged  5 October,  1864.  Acting  Ensign,  8 Decem- 
ber, 1864.  Honorably  discharged  14  September,  1865. 

Seforee,  Uriel. 

Midshipman,  25  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  24  March,  1870.  Lieutenant,  21  March,  1871. 

Sedam,  JLewis  W. 

Mate,  24  November,  1863.  Honorably  discharged  11  October,  1865. 

Sedain,  Walker  ¥.  ^ 

Acting  Third  Assistant- Engineer,  1 October,  1862.  Acting  First  Assistant  Engi- 
neer, 10  June,  1863.  Resigned  10  May,  1864. 

Seeges’g9  Uewis. 

Midshipman,  10  May,  1820.  Resigned  28  April,  1824. 

Seehiiis?  Charles  ff  . 

Acting  Ensign,  13  July,  1863.  Acting  Master,  9 June,  1865.  Honorably  dis- 
charged 8 January,  1866. 

Seeley?  Charles  W. 

Acting  Assistant  Paymaster,  15  November,  1864.  Mustered  out  16  November, 
1865. 

Seely,  Heiary  K® 

Acting  Midshipman,  26  May,  1852.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  17  April, 
1861.  Lieutenant-Commander,  21  February,  1864.  Commander,  24  Augustf 
1873. 

Seely?  Sans  eel  JT. 

Carpenter,  24  March,  1842.  Resigned  3 April,  1848. 

Seganny9  J.  B. 

Midshipman,  16  January,  1809.  Killed  in  action  14  July,  1813. 

Segersteeis,  B. 

Mate,  20  June,  1864.  Honorably  discharged  13  June,  1868. 

SeMeis,  Edward  A. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dropped 

13  September,  1855.  Lieutenant,  24  March,  1861.  Dismissed  27  November, 
1861. 

Selden9  George  1L. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  April,  1841.  Reserved  list,  13  September,  1855.  Commander,  Retired  list, 
19  July,  1861.  Died  14  February,  1864. 

$elden9  Creorge 

Midshipman,  27  July,  1866.  Graduated  6 June,  1871.  Resigned  24  July,  1872. 

Seldcn9  Robert. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 

14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  27  December, 

1860. 
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Seldesi,  TV.  €. 

Midshipman,  16  November,  1824.  Passed  Midshipman,  20  February  1830  Lost 
in  “ Sylph”  August,  1831.  J ’ 

Seldesi,  William  Carey. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  3 Octo- 
ber, 1861.  First  Assistant  Engineer,  1 October,  1863.  Resigned  19  October 
1868. 

Sell  fridge,  C.  O. 

Naval  Constructor,  15  July,  1847.  Died  30  May,  1848. 

Selfridge.  E.  A. 

Mate.  Resigned  29  October,  1862. 

Selfridge,  James  It. 

Midshipman,  21  July,  1864.  Graduated  June,  1868.  Ensign,  19  April  1869. 

‘ Master,  12  July,  1870.  Lieutenant,  27  September,  1873. 

Selfridge,  Thomas  O. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  11  April, 
1844.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.’  Retired 
10  October,  1866.  Rear-Admiral  on  Retired  list,  25  July,  1866. 

Selfridge,  Thomas  €>.,  Jr. 

Acting  Midshipman,  3 October,  1851.  Midshipman,  10  June,  1854.  Passed  Mid- 
shipman, 22  November,  1856.  Master,  22  January,  1858.  Lieutenant,  15  Feb- 
ruary, 1860.  Lieutenant-Commander,  16  J uly,  1862.  Commander,  31  December 
1869. 

Setters,  James. 

Master,  27  January,  1814.  Discharged  15  April,  1815. 

Sellew,  Edgar  SC. 

Acting  Assistant  Paymaster,  22  September,  1864.  Honorably  discharged  3 Octo- 
ber, 1865. 

Sellew,  William. 

Acting  Assistant  Paymaster,  22  July,  1862.  Mustered  out  23  October,  1866. 

Sellman,  Henry  S>. 

Third  Assistant  Engineer,  19  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Retired  list,  7 November,  1871. 

Selim  an,  J.  Henry. 

Acting  Assistant  Paymaster,  5 March,  1862.  Resigned  14  November,  1864. 

Sells,  Elijah. 

Acting  Master,  23  June,  1863.  Acting  Volunteer  Lieutenant,  14  May,  1864.  Re- 
signed 22  July,  1864. 

Sells,  William  II. 

Acting  Assistant  Paymaster,  9 December,  1861.  Assistant  Paymaster,  18  Septem- 
ber, 1862.  Resigned  16  November,  1864. 

Selin er.  Joint  A. 

Boatswain,  2 September,  1861.  Died  14  December,  1880. 

Sens nns,  William  R. 

Acting  Assistant  Surgeon,  22  March,  1864.  Honorably  discharged  2 November, 

1865. 

Semig,  15 . 

Acting  Assistant  Surgeon,  11  April,  1865.  Resigned  9 June,  1866. 

Sens  uses,  Alexander  A. 

Midshipman,  27  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander. 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  24  August,  1873. 

Sent  uses,  Raphael. 

Midshipman,  1 April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9 February,  1837.  Commander,  14  September,  1855.  Resigned  15  Februarv, 
1861. 
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S®m©ia9  E.  I. 

Acting  Ensign,  26  December,  1862.  Honorably  discharged  2 September,  1865. 

Semple,  James  A. 

Purser,  12  October,  1844.  Dismissed  15  July,  1861. 

Semple,  J.  E. 

Assistant  Surgeon,  22  September,  1854.  Resigned  1 May,  1860. 

Sessae,  Felix. 

' Purser,  15  August,  1856.  Dismissed  22  June,  1861. 

Senate,  George. 

Midshipman,  21  July,  1807.  Lieutenant,  9 December,  1814.  Last  appearance  on 
Records  of  Navy  Dej^artment.  Dead. 

Senior,  Edwin. 

Acting  Second  Assistant  Engineer,  17  February,  1863.  Honorably  discharged 
1 December,  1865. 

Sensner,  George  W. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1862.  First  Assistant  Engineer,  24  August,  1864.  Chief  Engineer, 
17  June,  1874. 

Sen  ter,  Charles  W.  C. 

Third  Assistant  Engineer,  4 May,  1868.  Second  Assistant  Engineer,  28  Septem- 
ber, 1864.  Lost  on  the  “ Oneida ,”  24  January,  1870. 

Senter,  C*e®rge  E» 

Mate,  26  June,  1862.  Resigned  8 May,  1868. 

Serra,  Jolin. 

Third  Assistant  Engineer,  29  May,  1848.  Resigned  23  October,  1845.  Third 
Assistant  Engineer,  14  May,  1847.  Dropped  27  February,  1851. 

Serry,  Augustine. 

Boatswain,  1 August,  1800.  Broke  by  Court-Martial  16  May,  1804. 

Servant,  Janies. 

Gunner,  15  April,  1799.  Warrant  returned  1 May,  1800. 

Service,  l>avid. 

'Midshipman,  15  June,  1799.  Discharged  6 July,  1801,  under  Peace  Establish- 
ment Act. 

Servoss,  Courtney  S. 

Acting  Third  Assistant  Engineer,  7 October,  1862.  Acting  Second  Assistant  En- 
gineer, 29  September,  1864.  Honorably  discharged  17  October,  1865. 

Servoss,  Silas  M.  B. 

Mate,  1 October,  1862.  Acting  Ensign,  18  November,  1862.  Honorably  dis- 
charged 24  March,  1863. 

Setly,  Marry. 

Mate,  10  January,  1865. 

Set® n , Henry. 

Lieutenant,  5 February,  1799.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 

Seton,  William. 

Midshipman,  4 July,  1817.  Lieutenant,  28  April,  1826.  Resigned  5 July,  1834. 

Sever,  James. 

Captain,  11  May,  1798.  Discharged  18  June,  1801,  under  Peace  Establishment 
Act. 

Severn  s,  Isaac. 

Mate,  5 June,  1868.  Acting  Ensign,  14  June,  1864.  Honorably  discharged 
24  August,  1865. 

Sevier,  Alexander. 

Midshipman,  18  June,  1836.  Dropped. 

Seward,  William  A. 

Acting  Second  Assistant  Engineer,  28  December,  1861.  Resigned  29  April,  1862. 
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Sewell,  George. 

Acting  Second  Assistant  Engineer,  13  March,  1847.  First  Assistant  Engineer, 
10  July,  1847.  Chief  Engineer,  15  July,  1852.  (By  Act  of  Congress,  15  July, 
1870.  Chief  Engineer  from  11  March,  1851.) 

Sewell,  William. 

Chief  Engineer,  15  March,  1845.  Resigned  10  November,  1853. 

Sewell,  William  E. 

Midshipman,  27  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  26  April,  1876. 

Seybiirn,  Isaac  J>. 

Acting  Master,  30  August,  1861.  Resigned  24  March,  1864. 

Seymour,  Charles. 

Gunner,  19  February,  1862.  Dismissed  25  April,  1862. 

Seymour,  Charles. 

Midshipman,  28  July,  1864.  Graduated  June,  1869.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  4 June,  1874. 

Seymour,  diaries. 

Mate,  3 August,  1863.  Resigned  25  January,  1865. 

Seymour,  E.  II. 

Third  Assistant  Engineer,  3 August,  1861.  Died  11  April,  1864. 

Seymour,  Edward. 

Acting  Assistant  Surgeon,  5 December,  1864.  Honorably  discharged  10  October, 
1-865. 

Seymour,  Frank. 

Mate,  27  November,  1863.  Resigned  21  October,  1864. 

Seymour,  G.  Charles. 

Acting  First  Assistant  Engineer,  3 February,  1863.  Resigned  7 November,  1863. 

Seymour,  William  C. 

Mate,  9 November,  1863.  Acting  Ensign,  15  January,  1865.  Honorably  dis- 
charged 28  October,  1865.  Gunner,  13  January,  1870. 

Shackford,  W.  G. 

Acting  Ensign,  1 September,  1864.  Honorably  discharged  18  June,  1865. 

Shack  ford,  William. 

Acting  Ensign,  13  July,  1863.  Acting  Master,  27  October,  1864.  Honorably  dis- 
charged 11  November,  1865. 

Shaffer,  James  E. 

Acting  Second  Assistant  Engineer,  27  September,  1861.  Dismissed  21  April, 
1862. 

Shaffer,  Joseph  A. 

Mate,  12  January,  1863.  Resigned  18  May,  1865. 

Shaler,  Egbert. 

Midshipman,  30  November,  1814.  Resigned  14  September,  1819. 

Shaller,  W.  I>. 

Midshipman,  30  May,  1816.  Resigned  10  August,  1819. 

Shank,  George  W. 

Acting  Third  Assistant  Engineer,  3 December,  18"61.  Acting  Second  Assistant 
Engineer,  18  April,  1863.  Acting  First  Assistant  Engineer,  8 January,  1864. 
Dismissed  24  October,  1864. 

Shankland,  Joseph. 

Boatswain,  20  June,  1861.  Dismissed  10  September,  1862. 

Shankland,  William. 

Acting  Master,  16  August,  1861.  Resigned  12  March,  1863. 

Shankland,  William  F. 

Acting  Master,  16  June,  1861.  Acting  Volunteer  Lieutenant,  20  April,  1864. 
Honorably  discharged  9 September,  1867. 
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Shanley,  Henry  €. 

Sailmaker,  12  November,  1872.  Resigned  15  March,  1873. 

Shanley,  J.  I>. 

Surgeon,  10  September,  1798.  Discharged  11  April,  1801,  under  Peace  Establish- 
ment Act. 

Shaunon,  Francis  €H. 

Acting  Third  Assistant  Engineer,  2 October,  1863.  Honorably  discharged 

8 August,  1865. 

Shannon,  Frank  P. 

Mate,  4 April,  1862.  Dismissed  9 September,  1862. 

Shannon,  John. 

Carpenter,  4 November,  1861.  Resigned  27  July,  1863. 

Shannon,  John. 

Boatswain,  8 March,  1838.  Resigned  10  July,  1849. 

Shannon,  JL. 

Carpenter,  14  January,  1806.  Resigned  22  September,  1806.  Carpenter,  25  April, 
1808.  Last  appearance  on  Records  of  Navy  Department. 

Shannon,  IS.  C. 

Assistant  Surgeon,  5 July,  1799.  Surgeon,  8 October,  1799.  Resigned  14  October, 
1800. 

Sharey,  Samuel  O. 

Third  Assistant  Engineer,  11  February,  1852.  Resigned  3 June,  1854. 

Sharp,  Alexander. 

Midshipman,  21  June,  1870.  Graduated  21.  June,  1875.  Ensign,  18  July,  1876. 

Sharp,  Isaac. 

Midshipman,  10  July,  1799.  Resigned  6 December,  4800. 

Sharp,  Solomon. 

Assistant  Surgeon,  15  September,  1829.  Surgeon,  20  February,  1838.  . Retired 
list,  16  August,  1865.  Died  7 January,  1870. 

Sharp,  William,  Jr. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
44  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  17  April,  1861. 

Sharpe,  John  C. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 

9 February,  1837.  Cashiered  28  December,  1840. 

Sharrer,  Washington  O. 

Acting  Midshipman,  27  September,  1864.  Graduated  June,  1868.  Master, 
12  July,  1870.  Lieutenant,  22  March,  1873. 

Shattnck,  Benjamin. 

Midshipman,  30  June,  1799.  Discharged  6 July,  1801. 

Shattnck,  Benjamin  F. 

Midshipman,  25  June,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Died  6 July,  1859. 

Shattnck,  John. 

Midshipman,  2 December,  1799.  Lieutenant,  20  March,  1807.  Last  appearance 
on  Records  of  Navy  Department,  27  May,  1809.  Furloughed. 

Shaw,  A.  Merrit. 

Acting  Third  Assistant  Engineer,  20  April,  1865.  Honorably  discharged  26  April, 
1869. 

Shaw;  Andrew. 

Gunner,  31  January,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Shaw7,  Benjamin. 

Acting  First  Assistant  Engineer,  1861.  Resigned  20  December,  1861. 

Shaw , Charles  P. 

Midshipman,  26  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 
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Shaw,  Raniel 

Acting  Third  Assistant  Engineer,  6 June,  1864.  Resigned  24  February,  1865. 

Shaw,  Edward. 

Acting  Volunteer  Lieutenant,  1 October,  1862.  Resigned  4 August,  1868. 

Shaw,  Henry. 

Acting  Assistant  Surgeon,  25  July,  1862.  Resigned  26  May,  1864.  Acting  Assist- 
ant Surgeon,  17  February,  1865.  Acting  Passed  Assistant  Surgeon,  17  July, 
1865.  Honorably  discharged  2 May,  1868. 

Shaw,  Henry.  G.  €. 

Midshipman,  30  July,  1842.  Resigned  18  May,  1843. 

Shaw,  John. 

Lieutenant,  3 August,  1798.  Commander,  22  May,  1804.  Captain,  27  August 
1807.  Died  17  September,  1828. 

Shaw,  John  O. 

Midshipman,  31  December,  1800.  Discharged  8 August,  1801,  under  Peace 
Establishment  Act.  « 

Shaw,  John  O. 

Acting  Ensign,  31  July,  1863.  Resigned  13  September,  1864 

Shaw,  John  R. 

Purser,  28  February,  1813.  Died  17  October,  1820. 

Shaw,  Josiah. 

Midshipman,  16  January,  1809,  Resigned  16  April,  1809. 

Shaw,  Robert  P. 

Mate,  11  December,  1862.  Acting  Ensign,  5 November,  1863.  Honorably  dis- 
charged 30  November,  1865. 

Shaw,  Roger  C. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.  Norfolk. 

Shaw,  Samuel  F. 

Acting  Assistant  Surgeon,  9 September,  1862.  Assistant  Surgeon,  11  October, 
1862.  Surgeon,  27  January,  1873.  Resigned  21  March,  1881. 

Shaw,  T.  Rarrah. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  7 August, 
1850.  Reserved  list,  13  September,  1855.  Commander  on  Active  list,  7 August, 
1850.  Retired  list,  26  February,  1862.  Commodore  on  Retired  list,  4 April, 
1867.  Died  26  July,  1874. 

Shaw,  William. 

Midshipman,  23  April,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1824.  West  Indies. 

Shay,  John. 

Mate,  11  April,  1866.  Appointment  revoked  29  December,  1866. 

Shean,  Samuel  A. 

Acting  First  Assistant  Engineer,  3 January,  1865.  Honorably  discharged  23  July, 
1865. 

Shearman,  John  A. 

Midshipman,  7 June,  1871.  Graduated  21  June,  1875.  Ensign,  8 September, 
1876. 

Sliced,  William  W. 

Master,  5 May,  1813.  Resigned  27  November,  1824. 

Sheehan,  Timothy. 

Boatswain,  22  October,  1878. 

Sheehan.  William. 

Acting  Third  Assistant  Engineer,  10  August,  1864.  Honorably  discharged  31  July, 
1865. 

Sheer,  Eilwin  H. 

Mate,  5 June,  1862.  Acting  Ensign,  2 February,  1865.  Honorably  discharged 
3 August,  1865. 
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Sheer,  Thomas  W. 

Mate,  7 March,  1862.  Acting  Ensign,  12  August,  1862.  Acting  Master,  15  April, 

1863.  Honorably  discharged  12  November,  1865. 

Sheets,  T.  J» 

Mate,  1 October,  1862.  Appointment  revoked  (Sick,)  26  September,  1863. 

Shelter,  Tewis. 

Acting  Third  Assistant  Engineer,  4 April,  1862.  Dismissed  14  November,  1862. 

Sheffer,  Thomas. 

Acting  First  Assistant  Engineer,  22  June,  1863.  Acting  Chief  Engineer,  20  May, 

1864.  Honorably  discharged  30  October,  1865. 

Sheffield,  E.  If. 

Mate,  11  October,  1861.  Acting  Master,  3 May,  1862.  Resigned  8 May,  1865. 

Sheffield,  Robert  Fi. 

Carpenter,  27  November,  1841.  Died  17  March,  1849. 

Sheffield,  William  E. 

Carpenter,  11  November,  1829.  Died  18  February,  1851. 

Sheldon,  E.  P. 

Acting  Assistant  Paymaster,  21  January,  1865.  Mustered  out  30  September, 

1865. 

Sheldon,  IF.  Eawrence. 

Assistant  Surgeon,  17  April,  1856.  Resigned  5 July,  1861. 

Sheldon,  William  B. 

Acting  Master,  4 November,  1861.  Acting  Volunteer  Lieutenant,  15  October, 

1864.  Honorably  discharged  29  October,  1865. 

Shepard,  Burrs  tt. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 8 March,  1837.  Resigned  22  June,  1849. 

Shepard,  Edwin  M. 

Acting  Midshipman,  25  November,  1859.  Ensign,  25  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
9 May,  1878. 

Shepard,  Richard  S. 

Mate,  30  March,  1863.  Resigned  20  March,  1865. 

Shepherd,  Edmund. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Dropped 
13  September,  1855. 

Shepherd,  Franklin. 

Acting  Third  Assistant  Engineer,  21  November,  1862.  Dismissed  17  April, 
1863. 

Shepherd,  James. 

Acting  Ensign,  1 December,  1863.  Honorably  discharged  10  February,  1866. 

Shepherd,  William. 

Acting  Ensign,  21  January,  1863.  Honorably  discharged  20  October,  1865. 

Sheppard,  B.  II. 

Midshipman,  13  May,  1834.  Dropped  12  December,  1836. 

Sheppard,  Francis  IS. 

Midshipman,  16  October,  1861.  Graduated  November,  1864.  Ensign,  1 November, 

1866.  Master,  1 December,  1866.  Retired  list,  27  April,  1868.  Lieutenant, 
Retired  list,  12  March,  1868.  Lieutenant- Commander,  Retired  list,  26  March, 

1869. 

Sheppard,  Frederick  P. 

Acting  Assistant  Surgeon,  11  March,  1865.  Honorably  discharged  10  October, 

1865. 

Sheppard,  James. 

Boatswain,  8 March,  1877. 
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Sheppard,  Jos. 

Gunner,  80  May,  1811.  Resigned  27  February,  1815. 

Sheppard,  Joseph. 

Mate,  21  March,  1865.  Dismissed  26  May,  1865. 

Sheppard,  Robert. 

Mate,  7 June,  1862.  Acting  Ensign,  17  December,  1863.  Deserted  14  February 
1868. 

Shepperd,  Francis  E. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  1 January,  1857.  Dismissed  8 July,  1861. 

Shepperd,  Thompson. 

Midshipman,  2 April,  1804.  Resigned  3 October,  1805. 

Sherburne,  €.  F. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  July,  1812.  Resigned. 

Sherburne,  J.  15. 

Master,  10  April,  1812.  Discharged  8 May,  1813. 

Sherburne,  John  If. 

Midshipman,  5 October,  1829.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Died  2 November,  1849. 

Sherburne,  J.  W. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Died  20  Novem- 
ber, 1830. 

Sherfy,  John  W. 

Acting  Assistant  Surgeon,  26  August,  1861.  Acting  Passed  Assistant  Surgeon. 
18  October,  1865.  Honorably  discharged  30  April,  1869. 

Sheridan,  Philip. 

Acting  Second  Assistant  Engineer,  30  November,  1863.  Honorably  discharged 
15  November,  1865. 

Sheridan,  Philip. 

Acting  Ensign,  27  August,  1862.  Honorably  discharged  30  September,  1865. 

Sherman,  Francis  If. 

Midshipman,  20  September,  1871.  Graduated  20  June,  1876.  Ensign,  24  Febru- 
ary, 1880. 

Sherman,  Frank. 

Acting  Ensign,  29  August,  1864.  Honorably  discharged  24  January,  1866. 

Sherman,  Freeman  A. 

Mate,  18  February,  1864.  Died  12  June,  1865. 

Sherman,  George  W. 

Mate,  15  October,  1861.  Dismissed  2 May,  1862.  Mate,  26  June,  1862.  Acting 
Ensign,  23  February,  1864.  Mustered  out  26  August,  1868. 

Sherman,  Horace  I>. 

Mate,  27  August,  1863.  Resigned  (Sick,)  26  May,  1864. 

Sherman,  Robert. 

Acting  Gunner,  1 October,  1862.  Honorably  discharged  28  October,  1865. 

Sherrell,  John. 

Acting  Master,  27  May,  1861.  Acting  Volunteer  Lieutenant,  19  May,  1864.  Hon- 
orably discharged  4 November,  1865. 

Sherwin,  Edward. 

Acting  Assistant  Paymaster,  31  March,  1863.  Passed  Assistant  Paymaster,  23  July, 
1866.  Resigned  22  December,  1866. 

Sherwood,  Charles  W. 

Mate,  7 June,  1864.  Appointment  revoked  (Sick,)  29  August,  1864. 

Sherwood,  Gilbert. 

Second  Assistant  Engineer,  21  January,  1842.  Resigned  29  October,  1845. 
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Sherwood,  Henrv. 

Acting  Master,  80  November,  1861.  Dismissed  21  February,  1862. 

Sherwood,  Joint  II. 

Acting  Third  Assistant  Engineer,  5 January,  1864.  Honorably  discharged  23  July, 
1869. 

Sherwood,  J.  SI. 

Midshipman,  30  May,  1803.  Resigned  17  August,  1813. 

Slier  wood  <,  William  II. 

Acting  Assistant  Paymaster,  8 November,  1862.  Resigned  12  November,  1864. 

Stiewell,  Walter. 

Assistant  Engineer,  27  January,  1876. 

Shewermaia,  Aaron  II. 

Acting  Second  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
24  September,  1865. 

Shibley,  Howard  C. 

Acting  First  Assistant  Engineer,  7 December,  1863.  Honorably  discharged 
15  October,  1865. 

Shields,  George  W. 

Acting  Assistant  Surgeon,  24  November,  1863.  Honorably  discharged  19  January, 
1866. 

.-Shields,  George  W. 

Acting  Second  Assistant  Engineer,  30  September,  1863.  Honorably  discharged 
11  August,  1865. 

'Shields,  John. 

Mate,  27  November,  1863.  Disrated  6 February,  1864. 

Shields,  John. 

Acting  Third  Assistant  Engineer,  21  July,  1863.  Resigned  16  June,  1864. 

Shields,  Thomas. 

Midshipman,  2 January,  1804.  Purser,  25  April,  1812.  Died  22  May,  1827. 

Shields,  W.  C. 

Midshipman,  18  May,  1809.  Resigned  12  October,  1813. 

Shields,  William. 

Acting  Gunner,  16  February,  1863.  Discharged  21  March,  1865. 

Shields,  William  K. 

Acting  Midshipman,  2 October,  1850.  Dropped  12  June,  1851. 

Shields,  William  F. 

Midshipman,  2 February,  1814.  Lieutenant,  3 March,  1821.  Commander,  8 Sep- 
tember, 1841.  Reserved  list,  13  September,  1855.  Died  30  May,  1856. 

Shields,  Wiimer. 

Midshipman,  19  October,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 
23  October,  1847.  Lieutenant,  14  September,  1848.  Resigned  6 April,  1852. 

Shillito,  William  H. 

Acting  Ensign,  22  August,  1863.  Honorably  discharged  5 September,  1865. 

Shi  am,  Jacob. 

Mate,  28  November,  1862.  Acting  Ensign,  23  July,  1863.  Honorably  discharged 
27  October,  1865. 

Shinn,  Samuel  S. 

Mate,  5 August,  1864.  Disrated  28  October,  1864. 

Shipley,  George  T. 

Assistant  Surgeon,  16  September,  1861.  Resigned  6 September,  1865. 

Shipley,  George  W. 

Acting^ Third  Assistant  Engineer,  7 December,  1862.  Resigned  16  June,  1863. 
Shipley,  Joint  H. 

Cadet  Midshipnlany  30  September,  1874.  Graduated  4 June,  1880. 
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Shipley,  Samuel  J. 

Midshipman,  14  January,  1834.  Passed  Midshipman,  16  July,  1840.  Master, 
22  March,  1847.  Lieutenant,  23  June,  1847.  Resigned  12  July,  1852.  Acting 
Lieutenant,  25  September,  1861.  Appointment  revoked  (Sick,)  6 February, 
1863. 

Shipman,  William  W. 

Acting  Third  Assistant  Engineer,  9 August,  1862.  Acting  Second  Assistant  En- 
gineer, 24  September,  1862.  Acting  First  Assistant  Engineer,  9 June,  1864. 
Honorably  discharged  13  September,  1865. 

Shipman,  William  W. 

Third  Assistant  Engineer,  3 August,  1861.  Resigned  27  February,  1862. 

Shippen,  Edward. 

Assistant  Surgeon,  7 August,  1849.  Surgeon,  26  April,  1861.  Medical  Inspector, 
3 March,  1871.  Medical  Director,  17  March,  1876. 

Shirk,  A. 

Acting  Assistant  Surgeon,  1 July,  1862.  Honorably  discharged  2 July,  1866. 

Shirk,  Charles  C. 

Mate,  1861.  Resigned  30  September,  1862. 

Shirk,  James  W. 

Midshipman,  26  March,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  5 November,  1856.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Died  10  February,  1873. 

Shirley,  Ambrose. 

Lieutenant,  1 August,  1798.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Shirley,  Pawl. 

Midshipman,  25  July,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  3 Decem- 
ber, 1853.  Lieutenant,  21  July,  1854.  Lieutenant-Commander,  16  July,  1862. 
Commander,  5 November,  1863.  Captain,  1 July,  1870.  Died  24  November, 
1876. 

Shively,  Joseph  W. 

Assistant  Surgeon,  25  February,  1861.  Surgeon,  22  September,  1863.  Resigned 
15  March,  1865. 

Shoek,  George  E. 

Third  Assistant  Engineer,  16  February,  1852.  Died  11  September,  1853. 

Shoek,  Thomas  A. 

Third  Assistant  Engineer,  6 February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  6 December, 
1860.  Died  21  January,  1873.  * 

Shock,  William  Iff. 

Third  Assistant  Engineer,  18  January,  1845.  Second  Assistant  Engineer,  10  July, 
1847.  First  Assistant  Engineer,  31  October,  1848.  Chief  Engineer,  16  Septem- 
ber, 1852.  [By  Act  of  Congress,  15  July,  1870,  Chief  Engineer  from  11  March, 
1851.]  Engineer-in-Chief,  3 March,  1877. 

Shoemaker,  €.  F. 

Midshipman,  10  May,  1820.  Killed  in  a duel  23  September,  1825. 

Shoemaker,  Wavid. 

Master,  19  October,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1818.  Furloughed. 

Shoemaker,  Francis  12. 

Acting  Third  Assistant  Engineer,  3 November,  1863.  Acting  Second  Assistant 
Engineer,  22  November,  1864. 

Shoemaker,  €*eorge  1L. 

Acting  Third  Assistant  Engineer,  7 October,  1863.  Honorably  discharged  9 No- 
vember, 1865. 
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Shoemaker 9 Howell® 

Mate,  8 September,  1868.  Acting  Ensign,  24  July,  1864.  Appointment  revoked 
26  June,  1865. 

Shone,  John  H. 

Mate.  Resigned  14  January,  1864. 

Shore,  John. 

Midshipman,  80  June,  1799.  Resigned  8 September,  1800.  Midshipman,  21  Feb- 
ruary, 1801.  Resigned  8 September,  1803. 

Short,  Charles  If. 

Mate,  23  October,  1862.  Deserted  30  May,  1863. 

Short,  George  C. 

Mate,  17  October,  1862.  Resigned  26  March,  1863,  Mate,  2 September,  1864. 
Deserted  20  February,  1865. 

Short,  Hugh  S. 

Acting  Third  Assistant  Engineer,  13  December,  1862.  Acting  Second  Assistant 
Engineer,  19  November,  1863.  Honorably  discharged  18  September,  1865. 

Short,  Perry. 

Acting  Second  Assistant  Engineer,  4 September,  1861.  Acting  First  Engineer, 
22  October,  1862.  Appointment  revoked  23  February,  1864. 

Short,  Terence. 

Mate,  20  November,  1861.  Dismissed  4 November,  1862. 

Sis  river,  Albert. 

Assistant  Surgeon,  28, June,  1852.  Surgeon,  3 June,  1861.  Retired  list,  25  April, 
1868.  Died  21  January,  1873.  _ 

Shryock,  Georg©  S. 

Acting  Midshipman,  22  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  3 September,  1859.  Lieutenant,  9 January, 
1861.  Dismissed  1 July,  1861. 

Sbubrick9  Edward  If. 

Midshipman,  16  January,  1807.  Lieutenant,  9 Oetober,  1813.  Commander, 
24  April,  1828.  Captain,  9 February,  1837.  Died  at  Sea,  12  March,  1844. 

Sbubrick9  Edward  R. 

Midshipman,  9 February,  1849.  Resigned  26  April,  1853. 

Shwbriek,  Edward  T. 

Midshipman,  22  June,  1829.  Passed  Midshipman,  4 June,  1836.  Lieutenant, 
8 September,  1841.  Resigned  23  April,  1852. 

Shiiferielk,  Irvine,  • 

Midshipman,  12  May,  1814.  Lieutenant,  13  January,  1825.  Commander,  8 Septem- 
ber, 1841.  Died  5 April,  1849. 

Sbubrick9  John  T. 

Midshipman, '20  June,  1806.  Lieutenant,  20  May,  1812.  Lost  in  the  “ Epervier  ” 
in  1815. 

Sbubrick9  Thomas 

Midshipman,  3 March,  1841.  Killed  in  action  25  March,  1847. 

8bubrick9  William  B. 

Midshipman,  20  June,  1806.  Lieutenant,  5 January,  1813.  Commander,  20  March, 
1820.  Captain,  21  February,  1831.  Retired  list,  21  December,  1861.  Rear- 
Admiral  on  Retired  list,  16  July,  1862.  Died  27  May,  1874. 

Sbnck9  F.  A. 

Acting  Second  Assistant  Engineer,  11  June,  1847.  Second  Assistant  Engineer 
10  July,  1847.  Declined  appointment  7 August,  1847. 

SSmfeMt,  Ir.sois  A. 

Midshipman,  24  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874, 

Sbnfeldt,  Robert  W. 

Midshipman,  11  May,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  21  Feb- 
ruary, 1853.  Lieutenant,  26  October,  1853.  Resigned  20  June,  1854.  Acting 
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Lieutenant,  25  September,  1861.  Commander,  16  July,  1862.  Captain,  31  De- 
cember, 1869.  Commodore,  21  September,  1876. 

Shuler,  Darius  P. 

Acting  Assistant  Paymaster,  30  September,  1862.  Mustered  out  24  October,  1865. 

Simla,  George  CL 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged 

29  September,  1865. 

Shuttles,  Robert  1L 

Acting  Third  Assistant  Engineer,  15  July,  1862.  Resigned  8 February,  1864. 

Shultz,  George. 

Acting  Third  Assistant  Engineer,  30  June,  1864.  Honorably  discharged  14  July, 
1865. 

Shultz,  James. 

Acting  Second  Assistant  Engineer,  28  January,  1862.  Acting  First  Assistant 
Engineer,  20  October,  1862. 

Shuman,  JLuke. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Honorably  discharged 
27  October,  1865. 

Shuman,  Parmenio. 

Midshipman,  12  May,  1824.  Resigned  in  18.25. 

Shuman,  Washington. 

Assistant  Surgeon,  25  April,  1845.  Surgeon,  13  January,  1859.  Died  4 May,  1864. 

Shumate,  J.  R. 

Assistant  Surgeon,  4 January,  1810.  Resigned  21  July,  1812. 

Shumway,  A.  3>wighf. 

Acting  Third  Assistant  Engineer,  31  May,  1S61.  Resigned  7 August,  1861. 

Shunk,  William  F, 

Midshipman,  1 June,  1846.  Resigned  13  March,  1850. 

ShurtlitF,  Benjamin. 

Assistant  Surgeon,  5 February,  1799.  Surgeon,  23  December,  1799.  Discharged 

30  April,  1801,  under  Peace  Establishment  Act. 

Shurtlilf,  E.  S. 

Acting  Ensign,  31  July,  1863.  Acting  Master,  7 March,  1865.  Honorably  dis- 
charged 22  July,  1865. 

Sliufe,  George. 

Midshipman,  1 January,  1817.  Resigned  ->20  June,  1823. 

Shute,  John  B. 

Midshipman,  16  April,  1813.  Died  26  March,  1819. 

Shute,  Pearson. 

Midshipman,  1 January,  1812.  Dismissed  13  May,  1813. 

Shuweman,  Aaron  If. 

Acting  Second  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
24  September,  1865. 

Stas,  John  3F. 

Mate,  20  February,  1863.  Honorably  discharged  20  September,  1867. 

Sibley,  Arthur. 

Acting  Assistant  Paymaster,  4 December,  1862.  Honorably  discharged  21  Sep- 
tember, 1865. 

Sibley,  William  E. 

Third  Assistant  Engineer,  20  May,  1863.  Second  Assistant  Engineer,  7 Septem- 
ber, 1865.  Dismissed  10  December,  1874. 

Sicarri,  Montgomery. 

Acting  Midshipman,  1 October,  1851.  Midshipman,  9 June,  1855.  Passed  Mid- 
shipman, 15  April,  1858.  Master,  4 November,  1858.  Lieutenant,  31  May, 
1860.  Lieutenant-Commander,  16  July,  1862.  Commander,  2 March,  1870. 
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Sickles,  Henry. 

Mate,  5 March,  1862.  Dismissed  30  July,  1863. 

Sickles,  J.  Frederick. 

Assistant  Surgeon,  28  February,  1833-  Surgeon,  8 September,  1841.  Died 

18  April,  1848. 

Sidell,  George  JB. 

Mate,  2 December,  1861.  Acting  Ensign,  18  July,  1864.  Honorably  discharged 

6 October,  1868. 

Sidney,  Charles. 

Mate,  22  February,  1864.  Honorably  discharged- 17  September,  1865. 

Siegfried,  Co  A. 

Assistant  Surgeon,  8 June,  1872. 

Sigskee,  Charles  D. 

Acting  Midshipman,  27  September,  1859.  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12  March, 
* ' 1868. 

Sill,  William. 

Acting  Ensign,  7 June,  1863.  Honorably  discharged  8 November,  1865. 

Sillimait,  Wyllys. 

Midshipman,  1 April,  1828.  Dropped. 

Sillman,  Thomas  Ws 

Acting  Third  Assistant  Engineer,  3 March,  1864.  Honorably  discharged  20  Sep- 
tember, 1865. 

Sillman,  William  S. 

Acting-  Second  Assistant  Engineer,  19  September,  1863.  Resigned  (Sick,)  15  June, 
1864. 

Silskey,  Samuel  T. 

Acting  Third  Assistant  Engineer,  29  November,  1862.  Died  17  October,  1863. 

Silva,  Francisco. 

Mate,  15  September,  1863.  Discharged  21  June,  1864. 

Silva,  Joseph  F. 

Mate,  27  December,  1863.  Resigned  21  April,  1865. 

Silver,  Robert. 

Mate,  3 December,  1861. 

Silvereahn,  Charles  R. 

Acting  Second  Assistant  Engineer,  4 September,  1863.  Honorably  discharged 

19  October,  1865. 

Sim,  -Daniel  €. 

Midshipman,  18  November,  1799.  Resigned  8 May,  1804. 

Sim,  Pat  rick . 

Assistant  Surgeon,  1 July,  1803.  Died  11  October,  1806. 

Sim,  William. 

Midshipman,  12. June,  1802.  Dismissed  4 December,  1809.  Midshipman,  1 Sep 
tember,  1811.  Resigned  16  December,  1813. 

Biiises,  George  T. 

.Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 

7 May,  1851. 

Simmes,  John. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Simmons,  Alexander  R. 

Midshipman,  19  October,  1841.  Dismissed  28  August,  1849. 

Sins  mens,  David  A. 

Mate,  19  January,  1863.  Resigned  (Sick,)  9 September,  1864. 

Simmons,  George  E. 

Mate,  7 July,  1864.  Honorably  discharged  4 May,  1867. 
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Simmons,  George  W. 

Acting  First  Assistant  Engineer,  26  October,  1861.  Resigned  13  December,  1862. 

Simmons,  George  W.,  Jr. 

Acting  Assistant  Paymaster,  1 June,  1863.  Resigned  14  June,  1865. 

Simmons,  J.  M.  R. 

Assistant  Surgeon,  29  June,  1872.  Died  16  December,  1872. 

Simmons,  Jolm  W. 

Acting  Master,  24  August,  1861.  Acting  Volunteer  Lieutenant,  gallant  conduct 
in  battle,  3 September,  1863.  Appointment  revoked  24  November,  1865.  Mate, 
7 July,  1869.  Resigned  24  July,  1869.  Mate,  24  December,  1869.  Boatswain, 
15  November,  1870.  Resigned  21  February,  1872. 

Simmons,  Joshua. 

Mate,  15  November,  1862.  Acting  Ensign,  24  November,  1863.  Dismissed 
21  April,  1864.  Acting  Ensign,  26  April,  1864.  Resigned  28  November,  1864. 

Simiaaoais,  Maurice. 

Midshipman,  1 March,  1799.  Resigned  20  April,  1802.  * 

Simmons,  Melvin. 

Naval  Constructor,  25  July,  1866.  Retired  list,  15  June,  1868.  Died  13  May,  1871. 

Simms,  Charles  C. 

Midshipman,  9 October,  1839.  Passed  Midshipman,  2 July,  1845.  Master, 
15  January,  1854.  Lieutenant,  12  August,  1854.  Dismissed  22  April,  1861. 

Simms,  Oeorge  W. 

Midshipman,  1 January,  1818.  Died  in  October,  1823. 

Simms,  Joseph  M.,  Jr. 

Mate,  27  August,  1863.  Acting  Ensign,  13  June,  1866.  Honorably  discharged 
31  July,  1868. 

Simon,  William 

Assistant  Surgeon,  30  May,  1864.  Surgeon,  3 February,  1875. 

Simonds,  Gustavus  IS. 

Acting  Master,  1 October,  1862.  Resigned  22  April,  1863. 

Sim  ends,  Lewis  I>. 

Mate,  12  September,  1864.  Resigned  31  May,  1865. 

Simonds,  JLewis  E. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Commander,  22  De- 
cember, 1838.  Captain,  6 April,  1851.  Reserved  list,  13  September,  1855.  Died 
17  February,  1865. 

Simonds,  1L.  W. 

Acting  Second  Assistant  Engineer,  26  February,  1862.  Resigned  19  April,  1868. 
Acting  Third  Assistant  Engineer,  26  June,  1863.  Dismissed  11  July,  1863. 

Simons,  Isaac. 

Mate,  1 October,  1862.  Resigned  18  March,  1863. 

Simons,  Joseph. 

Acting  Gunner,  1 October,  1862.  Resigned  24  April,  1863. 

Simons,  Manley  H. 

Assistant  Surgeon,  28  May,  1872. 

Simons,  Maurice. 

Midshipman,  10  December,  1839.  Passed  Midshipman,  2 July,  1845.  Master, 
29  November,  1853.  Lieutenant,  30  June,  1854.  Reserved  list,  13  September, 
1855.  Resigned  7 March,  1861. 

Simons,  Sidney  A. 

Midshipman,  23  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Lost  on  “ Huron?1 
24  November,  1877. 

Simonson,  Jacob. 

Acting  Third  Assistant  Engineer.  Appointment  revoked  (Sick,)  7 October,  1864. 
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Simontoii;  Hiram. 

Mate,  28  November,  1863.  Acting  Ensign,  10  March,  1865.  Resigned  7 July, 
1865. 

Simpson,  L'harles  A. 

Acting  Gunner,  21  May,  1863.  Honorably  discharged  8 July,  1865. 

Simpson,  Edward. 

Midshipman,  11  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
10  July,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3 March,  1865.  Captain,  15  August,  1870.  Commodore, 
26  April,  1878. 

Simpson,  George  I*. 

Acting  .Assistant  Surgeon,  30  April,  1864.  Acting  Passed  Assistant  Surgeon, 
19  July,  1866.  Honorably  discharged  19  November,  1868. 

Simpson,  George  N. 

Acting  Assistant  Paymaster,  11  April,  1863.  Mustered  out  9 December,  1865. 

Simpson,  Gnstavus. 

Midshipman,  1 January,  1812.  Permitted  to  resign  7 October,  1812. 

Simpson,  James. 

Boatswain,  6 June,  1838.  Resigned  13  January,  1840. 

Simpson,  It.  G. 

Acting  Assistant  Paymaster,  22  April,  1865.  Mustered  out  17  August,  1865. 

Simpson,  Robert. 

Boatswain,  8 December,  1840.  Dismissed  12  September,  1853. 

Sims,  Albert  1L. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Honorably  discharged  2 No- 
vember, 1865. 

Sims,  Clifford  S. 

Acting  Assistant  Paymaster,  10  March,  1863.  Resigned  (Sick,)  21  March,  1865. 

Sims,  Ravid  R. 

Acting  First  Assistant  Engineer,  7 May,  1864.  Honorably  discharged  4 Novem- 
ber, 1865. 

Sims,  It.  M-.  If* 

Assistant  Surgeon,  2 December,  1828.  Died  5 July,  1838. 

Sinclair,  Arthur. 

Lieutenant,  10  June,  1807.  Commander,  2'  July,  1812.  Captain,  24  July,  1813. 
Died  7 February,  1831. 

Sinclair,  Artbnr. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
3 March,  1835.  Commander,  14  September,  1855.  Dismissed  18  April,  1861. 
Sinclair,  Charles. 

Acting  Third  Assistant  Engineer,  20  December,  1861.  Acting  Second  Assistant 
Engineer,  21  July,  1863.  Deserted  1864. 

Sinclair,  diaries  H. 

Acting  Ensign,  7 March,  1864.  Resigned  14  June,  1865. 

Sinclair,  Hansel. 

Mate,  26  January,  1870.  Resigned  27  February,  1872. 

Sinclair,  George  T. 

Midshipman,  23  April,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Dismissed  16  April,  1861. 

Sinclair,  Henry. 

Mate,  5 May,  1863.  Honorably  discharged  3 October,  1865. 

Sinclair,  James  I>. 

Acting  Master,  1 October,  1862.  Dismissed  14  November,  1863. 

Sinclair,  John  S. 

Mate,  18  November,  1864.  Boatswain,  9 July,  1866. 
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Sinclair,  Malcolm. 

Acting  Third  Assistant  Engineer,  31  August,  1863.  Resigned  (Sick,)  13  October. 
1864. 

Sinclair,  William. 

Purser,  26  March,  1814.  Died  22  May,  1858. 

Sinclair,  William  11.  v 

Assistant  Surgeon,  20  June,  1838. T Surgeon,  21  June,  1852.  Dismissed  10  June, 
1861. 

Singer,  Frederick. 

Midshipman,  27  July,  1863.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  21  May,  1874 

Singleton,  E.  H.  J. 

Mate,  8 May,  1862.  Acting  Ensign,  2 May,  1864.  Honorably  discharged  10  De- 
cember, 1865. 

Singleton,  Jaeok  31. 

Acting  Ensign,  13  August,  1863.  Honorably  discharged  28  November,  1865. 

Sinkler,  Charles. 

Midshipman,  24  March,  1836.  Passed  Midshipman,  1 July,  1842.  Resigned 
20  February,  1847. 

Siimott,  John. 

Mate,  17  April,  1866.  Appointment  revoked  15  November,  1866. 

Sirian,  Cieorge. 

Gunner,  20  April,  1837.  Retired  list,  15  December,  1880." 

Sisson,  Alex.  # 

Master,  13  July,  1812.  Died  of  wounds  received  in  action,  27  November,  1812. 

Sisson,  diaries. 

Gunner,  28  June,  1837.  Appointment  revoked  2 September,  1837. 

Sisson,  diaries  €. 

Acting  Master,  26  August,  1861.  Resigned  29  August,  1862. 

Skardon,  James  M. 

Mate,  20  March,  1863.  Resigned  11  May,  1864. 

Skeel,  Tlieron. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2 June,  1868.  Retired  22  June,  1869.  Re- 
signed 12  November,  1870. 

SkeMing,  Henry  T. 

Acting  Assistant  Paymaster,  31  December,  1862.  Assistant  Paymaster,  23  July, 
1866.  Passed  Assistant  Paymaster,  5 March,  1867.  Paymaster,  19  August. 
1876. 

Skelton,  William. 

Acting  Third  Assistant  Engineer,  22  May,  1862.  Appointment  revoked  (Sick,) 
27  October,  1863. 

Skeritt,  John  J. 

Mate,  6 September,  1864.  Resigned  18  May,  1865. 

Skerrett,  Joseph  S. 

Midshipman,.  12  October,  1848.  Passed  Midshipman,  15  June,  1854.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  9 June,  1867.  Captain,  5 June,  1878. 

Skiddy,  Charles  S. 

Gunner,  10  June,  1842.  Dismissed  27  October,  1842. 

Skiddy,  William. 

Midshipman,  9 May,  1812.  Struck  off  3 January,  1840. 

Skillings,  John  M. 

Acting  Master,  11  November,  1861.  Resigned  16  March,  1865. 
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Skinner,  Charles  W. 

Midshipman,  16  June,  1809.  Lieutenant,  24  July,  1813.  Commander,  3 March, 
1827.  Captain,  9 February,  1837.  Reserved  list,  1 October,  1855.  Died  14  Oc- 
tober, 1860. 

Skinner,  I>aniel  M. 

Assistant  Surgeon,  16  September,  1861.  Resigned  15  May,  1865. 

Skinner,  Francis  J® 

Sailmaker,  27  April,  1809.  Resigned  3 July,  1811. 

Skinner,  Henry. 

Midshipman,  4 March,  1823.  Died  31  March,  1826. 

Skinner,  John. 

Mate,  18  November,  1861.  Dismissed  11  January,  1862. 

Skinner,  John  S. 

Purser,  26  March,  1814.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Resigned. 

Skip  with.  Grey. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Resigned  19  December,  1838. 

Skipwifh,  Henry. 

Midshipman,  25  June,  1831.  Resigned  6 April,  1838. 

Slack,  Charles  If. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Acting  Second  Assistant 
Engineer,  18  April,  1864.  Acting  First  Assistant  Engineer,  29  October,  1864. 
Honorably  discharged  9 October,  1867. 

Slack,  Clarence  M. 

Acting  Assistant  Surgeon,  20  April,  1865.  Honorably  discharged  10  October, 

1865. 

Slack,  James  T. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  8 No- 
vember, 1865. 

Slack,  John. 

Acting  Third  Assistant  Engineer,  21  November,  1864.  Honorably  discharged 
1 July,  1868. 

Slack,  William  ff. 

Midshipman,  1 October,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  21  November,  1877. 

Slacurn,  W.  A. 

Purser,  8 June,  1829.  Died  1 November,  1839. 

Slade,  Charles  R. 

Midshipman,  1 July,  1836.  Resigned  17  April,  1840. 

Stacie,  William  ©. 

Midshipman,  1 April,  1828.  Resigned  3 June,  1835. 

Stamm,  Charles  W. 

Acting  Assistant  Paymaster,  4 November,  1862.  Assistant  Paymaster,  23  July, 

1866.  Passed  Assistant  Paymaster,  22  March,  1867.  Paymaster,  28  August, 
1876. 

SIamm9  Jefferson  A® 

Acting  Ensign,  1 April,  1863.  Honorably  discharged  6 November,  1865. 

Slamm,  ILevi  I>. 

Purser,  30  November,  1846.  Died  6 October,  1862. 

Slater,  Atwood. 

Acting  Third  Assistant  Engineer,  9 December,  1863.  Honorably  discharged 
9 November,  1865. 

Slater,  Sanford  A. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Resigned  8 May,  1865. 
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Slater,  William. 

Gunner,  24  May,  1800.  Deserted. 

Slatterly,  Hansel  I*. 

Acting  Ensign,  19  Marcli,  1863.  Acting  Master,  19  July,  1864.  Honorably  dis- 
charged 9 February,  1866. 

Slaughter,  Albert  G. 

Midshipman,  3 November,  1819.  Lieutenant,  3 March,  1827.  Commander, 
16  May,  1848.  Died  8 September,  1853. 

Slaughter 9 N.  G.  C. 

Midshipman,  1 March,  1825.  Died  8 April,  1829, 

Steam  a n,  John  H. 

Acting  Third  Assistant  Engineer,  21  April,  1864.  Honorably  discharged  18  Octo- 
ber, 1865. 

Sleeper,  Henry  J. 

Acting  Master,  18  December,  1861.  Acting  Volunteer  Lieutenant,  18  June,  1864. 
Honorably  discharged  6 January,  1866. 

Sleeper,  James  H. 

Acting  Third  Assistant  Engineer,  9 March,  1865.  Appointment  revoked  14  De- 
cember, 1866. 

Slidell,  Alex. 

Midshipman,  1 January,  1815.  Lieutenant,  13  January,  1825.  (See  MacKenzie.) 

Slidell,  William  J. 

Midshipman,  1 January,  1823.  Died  5 April,  1828. 

Slight,  George  A. 

Acting  Third  Assistant  Engineer,  22  February,  1863.  Resigned  28  December, 
1864. 

Sloan,  Charles  E. 

Mate.  Dismissed  24  July,  1862. 

Sloan,  John  F. 

Acting  Third  Assistant  Engineer,  28  May,  1864.  Honorably  discharged  28  Sep- 
tember, 1865. 

Sloan,  Thomas  M. 

Acting  Second  Assistant  Engineer,  5 August,  1864.  Honorably  discharged 

27  September,  1865. 

Sloane,  John  I>. 

Assistant  Engineer,  7 June,  1877.  In  service. 

Sloat,  George  V. 

Acting  First  Assistant  Engineer,  10  September,  1861.  Resigned  9 September 
1862. 

Sloat,  John  I>. 

Midshipman,  12  February,  1800.  Master,  10  January,  1812.  Lieutenant,  24  July, 
1813.  Commander,  21  March,  1826.  Captain,  9 February,  1837.  Reserved 
list,  27  September,  1855.  Retired  list,  21  December,  1861.  Commodore  on 
Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July,  1866.  Died 

28  November,  1867. 

Sloat,  William. 

Acting  Second  Assistant  Engineer,  22  December,  1864.  Honorably  discharged 
14  February,  1868. 

Slocum,  Charles  IS. 

Mate,  24  January,  1863.  Acting  Ensign,  15  July,  1864.  Honorably  discharged 
26  November,  1865. 

Slocum,  Charles  M. 

Acting  Third  Assistant  Engineer,  16  January,  1864.  Resigned  (Sick,)  October, 
1864. 

Slocum,  Ebcnezer. 

Gunner,  22  April,  1799.  Resigned  7 July,*  1801. 


GENERAL  NAVY  REGISTER. 


655 


Slocum,  George  1>. 

Assistant  Surgeon,  29  November,  1861.  Resigned  17  January,  1864. 

Slocmn,  Jonah. 

Acting  First  Assistant  Engineer,  18  April,  1863.  Resigned  22  April,  1865. 

Slocum,  William  13. 

Acting  Ensign,  9 April,  1863.  Resigned  29  December,  1863. 

Slosson,  Henry  E . « 

Acting  Third  Assistant  Engineer,  29  September,  1863.  Third  Assistant  Engineer, 
13  October,  1863.  Second  Assistant  Engineer,  1 August,  1866.  Passed  Assistant 
Engineer,  27  October,  1874. 

Slough,  Granvzll©  13. 

Assistant  Surgeon,  20  December,  1861.  Resigned  26  October,  1864. 

Slough,  Jonas  S« 

Acting  First  Assistant  Engineer,  1 October,  1862.  Dismissed  15  May,  1863. 

Sluyter,  Stephen  E. 

Acting  Ensign,  14  May,  1863.  Dismissed  25  August,  1864. 

Slye,  Benjamip  S. 

Midshipman,  1 March,  1825.  Dismissed  9 July,  1833. 

Small,  Alonzo. 

Acting  Ensign,  27  June,  1863.  Resigned  3 October,  1864. 

Small.  Bruce. 

Mate.  Resigned  17  November,  1862. 

Small,  Edward  A. 

Acting  Ensign,  11  September,  1862.  Acting  Master,  22  February,  1865. 
Honorably  discharged  14  October,  1866. 

Small,  Eldridge  F. 

Mate,  17  February,  1864.  Acting  Ensign,  13  May,  1865.  Honorably  discharged 
3 September,  1865. 

Small,  Gilbert  Ho 

Acting  Master,  22  January,  1862.  Resigned  5 July,  1862. 

Small,  John,  Jr. 

Acting  Ensign,  21  January,  1864.  Resigned  9 June,  1865. 

Smalley,  Anthony. 

Acting  Master,  27  March,  1862.  Appointment  revoked  (Sick,)  1 September,  1863. 
Acting  Ensign,  1 December,  1863.  Honorably  discharged  3 August,  1865. 

Smalley,  Jaeob  I. 

Mate.  Acting  Ensign,  1 December,  1862.  Acting  Master,  28  June,  1864.  Re- 
signed 10  February,  1865. 

Smalley,  E.eonas*d  D. 

Acting  Master,  27  December,  1861.  Dismissed  11  March,  1863. 

Smart,  Hiram. 

Acting  Boatswain,  25  April,  1866.  Resigned  12  June,  1866. 

Smedley,  John  Kinsey. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.  Resigned  13  March,  1866. 

Smith,  Aaron  W. 

Acting  Third  Assistant  Engineer,  28  November,  1863.  Honorably  discharged 
26  July,  1865. 

Smith,  Abram  €5. 

Acting  Third  Assistant  Engineer,  6 March,  1865.  Honorably  discharged  18  No- 
vember, 1865. 

Smith,  A.  €. 

Mate,  11  September,  1869.  Deserted  15  September,  1869. 

Smith,  Albert  C. 

Acting  Second  Assistant  Engineer,  18  February,  1863.  Acting  First  Assistant 
Engineer,  29  August,  1863.  Died  1 September,  1863. 
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Smith.  Albert  Edward. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June,  1880. 

ftmitli,  Albert  M. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Resigned  22  September,  1863. 

Smith,  Albert  N. 

Midshipman,  26  October,  1838.  Passed  Midshipman,  20  May,  1844.  Master, 
9 July,  1852.  Lieutenant,  12  April,  1853.  Lieutenant-Commander,  16  July, 
1862.  Comman*der,  11  August,  1862.  Died  8 September,  1866. 

Smith,  Albert  P. 

Acting  Third  Assistant  Engineer,  9 June,  1864.  Honorably  discharged  30  Octo- 
ber, 1865. 

Smith,  Alexander  M. 

Acting  Master,  9 October,  1861.  Dismissed  21  March,  1862. 

Smith,  Alfred  €. 

Mate,  16  April,  1864.  Appointment  revoked  (Sick,)  21  July,  1864. 

Smith,  Archimedes. 

Assistant  Surgeon,  5 July,  1814.  Resigned  18  April,  1818. 

Smith,  Augustus  K. 

\Acting  Second  Assistant  Engineer,  26  April,  1864.  Honorably  discharged  1 No- 
vember, 1865. 

Smith,  Augustus  W. 

Professor,  22  September,  1860.  Died  21  March,  1866. 

Smith,  Baxter. 

Acting  Second  Assistant  Engineer,  16  July,  1864.  Honorably  discharged  23  No- 
vember, 1865. 

Smith,  Beatty  P. 

Acting  Midshipman,  29  September,  1854.  Midshipman,  9 June,  1859.  Lieuten- 
ant, 31  August,  1861.  Lieutenant-Commander,  26  October,  1865.  Dropped 
from  service  9 July,  1874. 

Smith,  Benjamin. 

Midshipman,  9 October,  1798.  Lieutenant,  14  April,  1802.  Died  14  October, 
1807. 

Smith,  Benjamiss  B. 

Mate,  16  April,  1863.  Resigned  (Sick,)  8 July,  1868. 

Smith,  Charles. 

Acting  Assistant  Paymaster,  12  February,  1864.  Mustered  out  13  December, 
1865. 

Smith,  Charles. 

Boatswain,  24  July,  1850.  Dismissed  6 August,  1853. 

Smith,  Charles. 

Acting  Master,  26  August,  1861.  Resigned  19  May,  1864. 

Smith,  Charles. 

Midshipman,  17  December,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.  Furloughed. 

Smith,  Charles,  Jr. 

Mate,  1 October,  1862.  t Acting  Ensign,  6 July,  1864.  Honorably  discharged 
5 December,  1865. 

Smith,  Charles  S5. 

Midshipman,  30  November,  1846.  Passed  Midshipman,  8 June,  1852.  Dropped 
13  September,  1855. 

Smith,  Charles  G.9  Jr. 

Mate,  3 June,  1862.  Resigned  8 May ,.  1865. 

Smith,  Charles  If. 

Mate,  good  conduct  at  loss  of  “ Monitor ,”  21  April,  1864.  Honorably  discharged 
12  May,  1865. 
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Smith,  C harles  E. 

Midshipman,  27  July,  184G.  Died  16  November,  1848. 

Smith,  Charles  F. 

Carpenter,  27  May,  1827.  Resigned  4 December,  1827. 

Snail  Is,  Charles  R. 

Assistant  Surgeon,  28  March,  1820.  Died  8 November,  1822. 

Smith,  Charles  R. 

Midshipman,  2 September,  1835.  Passed  Midshipman,  22  June,  1841.  Dismissed 
4 December,  1843. 

Smith,  Charles  W. 

Boatswain,  8 December,  1857.  Dismissed  29  June,  1859.. 

Smith,  Charles  W. 

Acting  Third  Assistant  Engineer,  6 January,  1862.  Deserted  20  January,  1864. 

Smithy  Crawford  E. 

Midshipman,  2 January,  1840.  Dropped. 

Smith,  Daniel  A. 

Acting  Assistant  Paymaster,  31  August,  1863.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  23  July,  1870. 

Smith,  S>avid, 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  8 July, 
1861.  First  Assistant  Engineer,  1 October,  1863.  Chief  Engineer,  5 March, 
1871. 

Smith,  I>avid. 

Acting  Second  Assistant  Engineer,  14  July,  1864.  Honorably  discharged  17  July, 
1865. 

Smith,  E.  B. 

Acting  Assistant  Surgeon,  12  August,  1861.  Honorably  discharged  23  November, 
1865. 

Smith,  Edgar  S. 

Acting  Assistant  Surgeon,  1 September,  1861.  Resigned  4 August,  1862.  Acting 
Assistant  Surgeon,  3 July,  1863.  Acting  Passed  Assistant  Surgeon,  17  June, 
1865.  Honorably  discharged  28  April,  1866. 

Smith,  Edward  If.,  Jr. 

Acting  Ensign,  24  December,  1863.  Honorably  discharged  19  September,  1865. 

Smith,  Edward  I£. 

Acting  Ensign,  27  November,  1863.  Honorably  discharged  4 September,  1865. 

Smith  Edward  S. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 10  March,  1809. 

Smith  Elias,  Jr. 

Mate,  23  June,  1863.  Lost  on  “ Bainbridge ,”  21  August,  1863. 

Smith,  Elias. 

Acting  Ensign,  22  December,  1862.  Resigned  3 August,  1863. 

Smith,  E.  V.  II. 

Mate,  25  October,  1862.  Appointment  revoked  (Sick,)  21  March,  1865.  Mate, 
31  May,  1866.  Dishonorably  discharged  30  April,  1867. 

Smith,  Ferdinand. 

Midshipman,  1 July,  1826.  Died  21  March,  1831. 

Smith,  Fr&stcis  €5.,  Jr. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865.  Resigned  28  July, 
1869. 

Smith,  Frank. 

Acting  Master,  9 October,  1861.  Acting  Volunteer  Lieutenant,  28  November, 
1863.  Resigned  14  December,  1864. 

42  . 
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Smith,  F.  W. 

Midshipman,  1 January,  1808.  Lieutenant,  24  July,  1813.  Died  4 June,  1828. 

Smith,  Frederick  R. 

Acting  Midshipman,  24  September,  1858.  Graduated  1862.  Lieutenant,  1 August 

1862.  Lieutenant-Commander,  25  July,  1866.  Commander,  6 April,  1875. & ’ 

Smith,  George. 

Acting  Third  Assistant  Engineer,  25  September,  1863.  Honorably  discharged 
7 August,  1865.  5 

Smith,  George.  ^ 

Boatswain,  20  October,  1845.  Retired  list,  19  December,  1869.  Died  27  Novem- 
ber, 1873. 

Smith,  George. 

Acting  Ensign,  13  September,  1862.  Appointment  revoked  26  January,  1866. 

Sin itli 9 George  A. 

Mate,  22  October,  1861.  Acting  Master,  24  April,  1862.-  Acting  Volunteer  Lieu- 
tenant, 27  June,  1865.  Honorably  discharged  2 July,  1868. 

Smith,  George  A. 

Acting  Ensign,  1 December,  1862.  Honorably  discharged  14  December,  1865. 

Smith 9 George  F. 

Acting  Third  Assistant  Engineer,  27  September,  1861.  Acting  Second  Assistant 
Engineer,  28  October,  1864.  Resigned  25  January,  1865. 

Smith,  George  F. 

Acting  Third  Assistant  Engineer,  16  September,  1864.  Resigned  25  January, 
1865. 

Smith,  George  X.* 

Acting  Ensign,  5 December,  1862.  Resigned  29  January,  1863.  Mate,  31  March, 

1863.  Acting  Ensign,  10  April,  1863.  Resigned  15  July,  1864. 

Smith,  George  M. 

Acting  Third  Assistant  Engineer,  20  July,  1863.  Honorably  discharged  14  No- 
vember, 1865. 

Smith,  George  M. 

Mate,  30  July,  1862.  Acting  Ensign,  27  July,  1863.  Honorably  discharged 
25  May,  1867. 

Smith,  George  S, 

Midshipman,  1 January,  1817.  Last  appearance  on  Records  of  Navy  Department, 
1819. 

Smith,  George  W. 

Chaplain,  2 July,  1864.  Resigned  30  September,  1876. 

Smith,  George  W. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Dismissed  8 May,  1863. 

Smith,  G.  Geddes. 

Mate,  27  January,  1865.  Acting  Ensign,  3 May,  1865.  Honorably  discharged 
14  August,  1865. 

Smith,  Gideon  II. 

Mate,  25  January,  1862.  Appointment  revoked  (Sick,)  22  October,  1863. 

Smith,  Gilbert  H. 

Midshipman,  6 July,  1803.  Resigned  12  September,  1805. 

Smith,  Heber. 

Acting  Assistant  Surgeon,  24  June,  1861.  Assistant  Surgeon,  16  August,  1861. 
Resigned  1 March,  1865. 

Smith,  Henry. 

Mate,  7 January,  1862.  Dismissed  5 June,  1862. 

Smith,  Henry  Augustus. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Engineer. 
1 March,  1864.  Resigned  28  July,  1866. 
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Smith,  Henry  H. 

Acting  Assistant  Surgeon,  20  November,  1863.  Resigned  21  April,  1865. 

Smith,  Henry  N. 

Acting  Second  Assistant  Engineer,  12  October,  1861.  Appointment  revoked 
27  November,  1861. 

Smith,  Henry  II. 

Assistant  Paymaster,  1 June,  1876. 

Smith,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  28  Oc- 
tober, 1865. 

Smith,  Horace. 

Master,  17  July,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Baltimore. 

Smith,  Horace. 

Midshipman,  16  December,  1798.  Resigned  23  January,  1799. 

Smith,  Horatio  I>. 

Mate,  26  October,  1864.  Honorably  discharged  8 June,  1865. 

Smith,  Howard. 

Assistant  Surgeon,  13  July,  1871. 

Smith,  Howard  J. 

Assistant  Surgeon,  20  June,  1838.  Passed  Assistant  Surgeon,  22  November,  1843. 
Died  5 September,  1847. 

Smith,  Huntington. 

Midshipman,  26  February,  1863.  Graduated  June,  1868.  Master,  12  July,  1870. 
Resigned~15  May,  1873. 

Smith,  Increase  ©• 

Acting  Third  Assistant  Engineer,  8 May,  1863.  Acting  Second  Assistant  Engineer, 
17  August,  1864.  Honorably  discharged  16  September,  1865.  Acting  Second 
Assistant  Engineer,  20  August,  1866.  Mustered  out  21  August,  1867. 

Smith,  Israel  J>. 

Midshipman,  1 May,  1826.  Resigned  23  April,  1827. 

Smith,  Jacob  J. 

Acting  Assistant  Surgeon,  14  March,  1864.  Honorably  discharged  9 October, 
1865. 

Smith,  James. 

Lieutenant,  28  May,  1800.  Last  appearance  on  Records  of  Navy  Department, 

9 September,  1800. 

Smith,  James  E. 

Acting  Third  Assistant  Engineer,  21  May,  1863.  Honorably  discharged  21  July, 
1865. 

Smith,  James  L. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Resigned  31  May,  1864. 

Smith,  James  It. 

Acting  Ensign,  6 August,  1864.  Dismissed  7 January,  1865. 

Smith#  James  T. 

Midshipman,  12  June,  1871.  Graduated  21  June,  1875.  Ensign,  21  November, 
1877. 

Smith,  James  W. 

Acting  Second  Assistant  Engineer,  31  December,  1863.  Honorably  discharged 
30  December,  1865. 

Smith,  Jay  Wolbert. 

Acting  Third  Assistant  Engineer,  5 March,  1864.  Honorably  discharged  15  Sep- 
tember, 1869. 

Smith,  Jesse,  3rd. 

Midshipman,  11  March,  1815.  Lieutenant,  13  January,  1825.  Lost  in  the  Hornet,” 

10  September,  1829. 
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Smith,  Jesse  B. 

Midshipman,  28  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  25  November,  1872.  Died  18  November, 
1874. 

Smith,  Jesse  M. 

Midshipman,  9 February,  1841.  Died  3 December,  1844. 

Smith,  J.  Malcolm. 

Assistant  Surgeon,  6 September,  1887.  Passed  Assistant  Surgeon,  14  March,  1843. 
Died  29  April,  1848. 

Smith,  Jolm. 

Master,  1 December,  1812.  Resigned  12  June,  1813. 

Smith,  Jolm. 

Carpenter,  11  May,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Smith,  Jolm. 

Mate.  Appointment  revoked,  (Sick)  28  August,  1862. 

* Smith,  Jolm. 

Lieutenant,  8 March,  1799.  Commander,  25  May,  1804.  Captain,  24  December, 
1811.  Died  31  May,  1815. 

Smith,  John. 

Acting  Boatswain,  6 June,  1871.  Appointment  revoked  9 December,  1872. 

Smith,  Jolm. 

Boatswain,  7 December,  1819.  Died  7 October,  1843. 

Smith,  Jolm. 

Midshipman,  30  April,  1800.  Discharged  6 August,  1801,  under  Peace  Establish- 
ment Act. 

Smith,  John. 

Acting  Boatswain,  6 September,  1862.  Honorably  discharged  12  December,  1865. 
Boatswain,  24  October,  1866. 

Smith,  Jolm. 

Acting  Third  Assistant  Engineer,  22  September,  1862.  Resigned  5 April,  1865. 
Smith,  John. 

Boatswain,  11  August,  1819.  Resigned  19  July,  1828. 

Smith,  Jolm. 

Mate,  11  February,  1864.  Deserted  2 March,  1864. 

Smith,  John  A.  B. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  28  Sep- 
tember, 1864.  First  Assistant  Engineer,  22  January,  1873. 

Smith,  Jolm  B.  F. 

Mate,  8 May,  1862.  Acting  Ensign,  9 January,  1864.  Resigned  (Sick,)  6 Sep- 
tember, 1864. 

Smith,  Jolm  S>. 

Acting  Assistant  Surgeon,  27  July,  1867. 

Smith,  John  E. 

Acting  Ensign,  30  December,  1864.  Honorably  discharged  21  July,  1865. 

Smith,  John  F. 

Acting  Third  Assistant  Engineer,  18  January,  1864.  Honorably  discharged  4 No- 
vember, 1865. 

Smith,  John  II. 

Midshipman,  1 January,  1815.  Lieutenant,  13  January,  1825.  Died  30  Novem- 
ber, 1836. 

Smith,  John  Rothwell. 

Acting  Second  Assistant  Engineer,  21  October,  1864.  Honorably  discharged 
7 September,  1865. 

Smith,  John  S. 

Acting  First  Assistant  Engineer,  27  September,  1861.  Dismissed  25  February, 
1862. 
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Smith,  John  T. 

Acting  Third  Assistant  Engineer,  12  March,  1868.  Acting  Second  Assistant  En- 
gineer, 24  March,  1865.  Honorably  discharged  23  June,  1870.  Second  Assistant 
Engineer,  17  June,  1870.  Retired  as  Passed  Assistant  Engineer,  24  February, 
1875,  by  Act  of  Congress,  approved  30  January,  1875. 

Smith,  Joseph. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Commander,  3 March, 
1827.  Captain,  9 February,  1837.  Retired  list,  21  December,  1861.  Rear- 
Admiral,  Retired  list,  16  July,  1862.  Died  17  January,  1877. 

Smith,  Joseph. 

Gunner,  9 October,  1861. 

Smith,  Joseph. 

Midshipman,  18  June,  1812.  Resigned  17  February,  1813. 

Smith,  Joseph,  Jr. 

Purser,  1 March,  1799.  Last  appearance  on  Records  of  Navy  Department,  20  March, 
1799. 

Smith,  Joseph  Adams. 

Assistant  Paymaster,  8 October,  1861.  Paymaster,  23  August,  1862.  Pay  Inspec- 
tor, 15  May,  1879. 

Smith,  Joseph  15. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
22  August,  1855.  Lieutenant,  14  September,  1855.  Killed  in  action  between 
“ Congress’1'1  and  “ Merrimac”  8 March,  1862. 

Smith,  Joseph  E. 

Midshipman,  1 January,  1808.  Lieutenant,  10  March,  1813.  Died  1 December,  1813. 

Smith,  Joseph  G. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1814. 

Smith,  Joseph  C*. 

Midshipman,  1 January,  1817.  Died  in  June,  1823. 

Smith,  Joseph  15. 

Carpenter,  4 November,  1852.  Resigned  21  February,  1860. 

Smith,  J.  W. 

Acting  Master,  8 June,  1861.  Appointment  revoked  2 July,  1861.  Re-appointed 
24  July,  1861.  Acting  Volunteer  Lieutenant,  27  October,  1863.  Acting  Volun- 
teer Lieutenant-Commander,  7 February,  1865.  Honorably  discharged  21  Feb- 
ruary, 1866. 

Smith,  J.  Vaughan. 

Assistant  Surgeon,  27  June,  1829.  Surgeon,  20  February,  1838.  Died  25  August, 
1848. 

Smith,  Eevi  W. 

Mate,  28  August,  1863.  Acting  Ensign.  Deserted  30  April,  1866. 

Smith,  Eons  an. 

Carpenter,  27  November,  1840.  Died  20  August,  1843. 

Smith,  Entlies*  W. 

Acting  Ensign,  21  April,  1864.  Honorably  discharged  23  August,  1865. 

Smith,  Man  assets. 

Acting  Third  Assistant  Engineer,  16  October,  1861.  Acting  Second  Assistant 
Engineer,  23  December,  1863. 

Smith,  Marshall  J. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
4 February,  1851. 

Smith,  Melaracthon. 

Midshipman,  1 March,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Commander,  14  September,  1855.  Captain  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  1 July,  1870.  Retired  list,  24  May, 

1871. 
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SmitSi.  Michael  J. 

Acting  Ensign,  17  December,  1863.  Honorably  discharged  23  November,  1865. 

Smith,  Milo  11. 

Midshipman,  1 April,  1828.  Resigned  3 June,  1831. 

Smith.  Moses  R. 

Master,  4 May,  1812.  Discharged  16  June,  1815. 

Smith,  Nathan  D. 

Acting  First  Assistant  Engineer,  18  March,  1864.  Appointment  revoked  (Sick,) 
30  January,  1865. 

Smith,  Newton  C. 

Mate.  Resigned  15  July,  1862. 

Smith,  Oscar  G. 

Acting  Assistant  Surgeon,  3 June,  1861.  Resigned  11  September,  1861. 

Smith,  Oscar  L. 

Acting  Third  Assistant  Engineer,  7 September,  1863.  Honorably  discharged 
15  August,  1865. 

Smith,  Omar. 

Mate,  18  February,  1862.  Resigned  16  April,  1863. 

Smith,  Peter. 

Acting  Third  Assistant  Engineer,  26  November,  1864.  Honorably  discharged 
24  September,  1869. 

Smith,  Peter  Mnckins. 

Boatswain,  7 August,  1872. 

Smith,  Reuben. 

Acting  Assistant  Surgeon,  15  September,  1863.  Honorably  discharged  13  Decem- 
ber, 1868. 

Smith,  Richard. 

Midshipman,  28  June,  1804.  Last  appearance  on  Records  of  Navy  Department, 
19  March,  1805. 

Smith,  Richard  M. 

Acting  Ensign,  1 October,  1862.  Appointment  revoked  7 February,  1866. 

Smith,  Richard  JL. 

Midshipman,  1 January,  1812.  Resigned  23  June,  1812. 

Smith,  Robert. 

Acting  Third  Assistant  Engineer,  16  November,  1861.  Dismissed  13  August, 
1862. 

Smith,  Robert  R. 

Mate.  Acting  Master,  24  March,  1862.  Acting  Volunteer  Lieutenant,  good  service, 
3 December,  1863.  Acting  Volunteer  Lieutenant-Commander,  29  April,  1865. 
Honorably  discharged  1 January,  1866. 

Smith,  Robert  B. 

Mate,  19  December,  1861.  Honorably  discharged  7 August,  1866. 

Smith,  Robert  B. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  16  February,  1863.  Resigned 
29  April,  1863. 

Smith,  Robert  II. 

Acting  Second  Assistant  Engineer,  10  August,  1864.  Honorably  discharged 
7 October,  1865. 

Smith,  Rodney. 

. Acting  Chief  Engineer,  19  January,  1863.  Honorably  discharged  8 January, 
1866. 

Smith,  Roy  C. 

Cadet  Midshipman,  2 October,  1874.  Graduated  4 June,  1880. 

mith,  Russell. 

Carpenter,  21  December,  1841.  Dismissed  28  July,  1842. 
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Smith 9 Samuel. 

Acting  Ensign,  14  July,  1863.  Resigned  1 April,  1865. 

Smith,  Samuel. 

Midshipman,  16  June,  1834.  Resigned  21  October,  1839. 

Smith,  Samuel  €. 

Assistant  Surgeon,  28  March,  1820.  Resigned  28  November,  1822. 

Smith,  Samuel  I>. 

Acting  Assistant  Surgeon,  1 April,  1863.  Resigned  30  June,  1863. 

Smith,  Samuel  €>. 

Midshipman,  8 May,  1799.  Discharged  19  October,  1799. 

Smith,  S.  Chester. 

Acting  Assistant  Surgeon,  30  November,  1861.  Resigned  11  November,  1864. 

Smith,  Siduey. 

Acting  Second  Assistant  Engineer,  2 November,  1861.  Honorably  discharged 
5 October,  1865. 

Smith,  Sidney. 

Midshipman,  26  July,  1800.  Lieutenant,  7 March,  1807.  Commander,  28  Febru- 
ary, 1815.  Died  17  May,  1827. 

Smith,  Sidney  .Lee. 

Third  Assistant  Engineer,  21  October,  1861.  Second  Assistant  Engineer,  25  August, 
1863.  First  Assistant  Engineer,  1.  January,  1868. 

Smith,  Simeon. 

Acting  Third  Assistant  Engineer,  20  July,  1863.  Acting  Second  Assistant  En- 
gineer, 3 September,  1864.  Honorably  discharged  12  May,  1865. 

Smith,  Simon. 

Midshipman,  28  April,  1801.  Died  4 June,  1806. 

Smith,  Solon  €. 

Acting  Third  Assistant  Engineer,  9 November,  1864.  Died  10  July,  1865. 

Smith,  Sumner  T. 

Mate,  25  April,  1864.  Appointment  revoked  (Sick,)  20  July,  1864. 

Smith,  S.  To  C. 

Mate,  28  December,  1869. 

Smith,  Thaddeus  S. 

Third  Assistant  Engineer,  12  August,  1861.  Resigned  8 July,  1862. 

Smith,  Theodore  E. 

Acting  Assistant  Paymaster,  10  October,  1861.  Resigned  5 January,  1865. 

Smith,  Thomas. 

Acting  Master,  21  October,  1861.  Appointment  revoked  31  March,  1864. 

Smith,  Thomas. 

Boatswain,  24  September,  1855,  Retired  list,  18  February,  1874. 

Smith,  Thomas. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  1 July,  1865. 

Smith,  Thomas. 

Acting  Third  Assistant  Engineer,  12  July,  1864.  Honorably  discharged  4 Novem- 
ber, 1865. 

Smith,  Thomas. 

Mate,  1861.  Resigned  14  November,  1862. 

Smith,  Thomas. 

Boatswain,  23  May,  1804.  Dismissed  14  August,  1810. 

Smith,  Thomas  E. 

Acting  Master,  22  October,  1861.  Acting  Volunteer  Lieutenant,  29  January,  1863. 
Honorably  discharged  28  February,  1869. 

Smith,  Thomas  L. 

Assistant  Surgeon,  3 January,  1828.  Surgeon,  9 February,  1837.  Retired  list 
13  August,  1862.  Medical  Director,  3 March,  1871. 
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Smith,  Thomas  Mo 

Acting  Ensign,  80  June,  1864.  Honorably  discharged  6 January,  1866. 

Smith,  Thomas  P. 

Carpenter,  28  April,  1873. 

Smith  9 Thom  sis  R. 

Boatswain,  5 November,  1814.  Died  28  November,  1827. 

Smith,  Walter  D. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  25  July,  1866.  Chief  Engineer,  25  March, 
1880. 

Smith,  Walter  No 

Mate,  5 April,  1862.  Acting  Ensign,  14  August,  1864.  Honorably  discharged 
12  October,  1867.  Mate,  20  January,  1870. 

Smith,  Waters. 

Surgeon’s  Mate,  26  May,  1824.  Surgeon,  3 January,  1828.  Died  19  September, 
1850. 

Smith,  Watson. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Died  19  December,  1864. 

Smith,  William. 

Boatswain,  2 August,  1838.  Dropped  20  April,  1861. 

Smith,  William. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Commander,  12  September,  1854.  Commodore,  16  July,  1862. 
Retired  list,  9 January,  1865.  Died  29  April,  1873. 

Smith,  William. 

Lieutenant,  5 March,  1799.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Smith,  William. 

Midshipman,  15  January,  1801.  Discharged  6 August,  1801,  under  Peace  Estab- 
lishment Act. 

Smith,  William. 

Acting  Third  Assistant  Engineer,  5 July,  1864.  Honorably  discharged  28  Octo- 
ber, 1865. 

Smith,  William. 

Boatswain,  1 January,  1819.  Died  7 July,  1825. 

Smith,  William  A. 

Acting  Third  Assistant  Engineer,  21  June,  1862.  Acting  Second  Assistant  Engis 
neer,  30  June,  1864.  Honorably  discharged  2 September,  1865. 

Smith,  William  A. 

Mate,  27  December,  1861.  Acting  Ensign,  21  November,  1863.  Honorably  dis- 
charged 8 October,  1865. 

Smith,  William  C. 

Assistant  Surgeon,  1 June,  1802.  Resigned  13  July,  1802. 

Smith,  William  G. 

Mate,  5 October,  1866. 

Smith,  William  G. 

Mate,  5 May,  1863.  Honorably  discharged  21  December,  1865. 

Smith,  W illiam  II. 

Acting  Master,  21  June,  1861.  Killed  11  November,  1864. 

Smith,  William  II. 

Midshipman,  31  July,  1840.  Passed  Midshipman,  11  July,  1846.  Last  appearance 
on  Records  of  Navy  Department,  1852. 
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Smith,  William  II. 

Acting  Third  Assistant  Engineer,  12  October,  1861.  Acting  Second  Assistant 
Engineer,  23  September,  1863.  Acting  First  Assistant  Engineer,  2 February, 
1865.  Honorably  discharged  14  February,  1866. 

Smith9  William  H. 

Midshipman,  31 -March,  1800.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Smith,  William  H. 

Midshipman,  16  October,  1845.  Resigned  20  April,  1853. 

Smith,  William  H. 

Mate,  26  December,  1863.  Honorably  discharged  7 September,  1865. 

Smith,  William  1. 

Acting  Third  Assistant  Engineer,  31  October,  1863.  Honorably  discharged 

19  February,  1866. 

Smith,  William  M. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Resigned  5 July,  1865. 
Smith,  William  If. 

Midshipman,  16  January,  1809.  Resigned  26  February,  1810. 

Smith,  William  IP. 

Midshipman,  17  March,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Lake  Ontario. 

Smith,  William  P. 

Master,  26  December,  1812.  Resigned  1 December,  1815. 

Smith,  William  P. 

Midshipman,  2 January,  1800.  Lieutenant,  23  March,  1807.  Resigned  2 March, 
1809. 

Smith,  William  Strother. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June 
1880. 

Smith,  William  S. 

Midshipman,  25  April,  1831.  Passed  Midshipman,  15  June,  1837.  Died  13  No- 
vember, 1839. 

Smith,  William  S. 

Third  Assistant  Engineer,  19.February,  1861.  Second  Assistant  Engineer  16  Jan- 
uary, 1863.  First  Assistant  Engineer,  1 December,  1864.  Chief  Engineer, 

20  October,  1875. 

Smith,  William  Taylor. 

Midshipman,  7 July,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
19  September,  1842.  Resigned  17  October,  1853. 

Smith,  William  V. 

Mate.  Resigned  2 April,  1863. 

Smith,  William  Wesley. 

Acting  Third  Assistant  Engineer,  13  June,  1864.  Honorably  discharged  11  Octo- 
ber, 1865. 

Smith,  William  W. 

Midshipman,  1 November,,  1828.  Resigned  1 February,  1834. 

Smitli,  William  W. 

Actmg  Ensign,  2 September,  1864.  Honorably  discharged  22  July,  1865. 

Smith,  William  W. 

Acting  Second  Assistant  Engineer,  1 May,  1864.  Resigned  5 June,  1865. 

Smitten,  Charles  II. 

Mate,  26  July,  1864.  Acting  Ensign,  31  January,  1865.  Discharged  21  July, 
1806. 

Smoot,  George  W. 

Mate,  1 July,  1863.  Resigned  7 February,  1865. 
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Smoot,  John  SI. 

Acting  Assistant  Paymaster,  20  August,  1864.  Honorably  discharged  19  Septem- 
ber, 1865. 

Smoot,  Joseph. 

Midshipman,  1 December,  1809.  Lieutenant,  27  April,  1816.  Commander, 
3 March,  1835.  Captain,  8 September,  1841.  Reserved  list,  1 October,  1855. 
Died  13  March,  1857. 

Smoot,  Samuel  C. 

Acting  Assistant  Surgeon,  5 October,  1861.  Resigned  27  January,  1862. 

Smoot,  William  G. 

Acting  Third  Assistant  Engineer,  4 June,  1862.  Acting  Second  Assistant  En- 
gineer, 12  March,  1863.  Appointment  revoked  (Sick,)  6 February,  1864.  Act- 
ing Second  Assistant  Engineer,  12  October,  1864.  Honorably  discharged 

15  February,  1866. 

Smylie,  William. 

Sailmaker,  7 July,  1804.  Died  28  September,  1805. 

Smyth,  James  W. 

Acting  Third  Assistant  Engineer,  31  May,  1861.  Acting  Second  Assistant  En- 
gineer, 20  July,  1863.  Honorably  discharged  30  December,  1865. 

Smyth,  Thomas  S. 

Acting  Ensign,  15  August,  1862.  Resigned  26  May,  1863. 

Snaith,  George  S. 

Acting  Third  Assistant  Engineer,  17  May,  1864.  Honorably  discharged  12  March, 
1866. 

Snare,  Elisha  W. 

Acting  Ensign,  22  December,  1863.  Honorably  discharged  21  October,  1865. 

Snedeker,  William  A. 

Acting  Third  Assistant  Engineer,  15  September,  1864.  Resigned  (Sick,)  18  March, 
1865. 

Snell,  Alfred  T. 

Midshipman,  26  September,  1857.  Midshipman,  1 June,  1861.  Lieutenant, 

16  July,  1862.  Lieutenant:Commander,  25  July,  1866.  Commander,  19  Septem- 
ber, 1874.  Died  8 September,  1876. 

Snelson,  Robert  L. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1816.  Frigate  “ Java."1' 

Snider,  John. 

Carpenter,  1 January,  1818.  Died  7 November,  1836. 

Snor,  John  J. 

Acting  Third  Assistant  Engineer,  21  December,  1863.  Honorably  discharged 
18  October,  1865. 

Snow,  Albert  S. 

Midshipman,  30  November,  1861.  Graduated  September,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieutenant- 
Commander,  11  July,  1880. 

Snow,  Allen  W. 

Mate,  4 February,  1864.  Appointment  revoked  21  April,  1864.  Mate,  23  Decem- 
ber, 1864.  Acting  Ensign,  20  January,  1865.  Honorably  discharged  5 Decem- 
ber, 1867. 

Snow,  Charles  W. 

Acting  Ensign,  21  December,  1863.  Died  11  September,  1864. 

Snow,  Elisha  AT. 

Mate,  12  September,  1862.  Acting  Ensign,  28  April,  1864.  Honorably  discharged 
22  December,  1865. 

Snow,  Henry  C. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  25  August,  1865. 
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Snow,  John  S. 

Acting  Ensign,  6 August,  1864.  Honorably  discharged  29  July  1865. 

Snow,  Joseph  W. 

Acting  Ensign,  20  May,  1864.  Dismissed  26  July,  1864. 

Snow,  Josiah,  Jr. 

Acting  Master,  11  May,  1861.  Appointment  revoked  26  August,  1861. 

Snow,  Oliver  CJ. 

Acting  Ensign,  25  April,  1864.  Honorably  discharged  10  December,  1865. 

Snow,  Russell. 

Acting  Master,  27  February,  1862.  Resigned  19  March,  1862. 

Snow,  William  B. 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged 
7 July,  1865. 

Snyder,  Asa  JP. 

Acting  Gunner,  80  March,  1868.  Resigned  16  January,  1865. 

Snyder,  Frederick. 

Acting  Second  Assistant  Engineer,  8 August,  1863.  Resigned  6 April,  1864. 

Snyder,  George  W. 

Assistant  Engineer,  9 October,  1876. 

Snyder,  Henry. 

Third  Assistant  Engineer,  25  August,  1862.  Second  Assistant  Engineer,  21  Feb 
ruary,  1864.  First  Assistant  Engineer,  1 January,  1868.  Resigned  21  Decem- 
ber, 1878. 

Snyder,  Henry  Ree. 

Third  Assistant  Engineer,  19  March,  1858.  Second  Assistant  Engineer,  16  Octo- 
ber, 1861.  First  Assistant  Engineer,  21  April,  1863.  Chief  Engineer,  14  De 
cember,  1864. 

Snyder*  M.  15. 

Acting  Master,  1 October,  1862.  Dismissed  28  May,  1863. 

Sodenkerg,  B.  B. 

Acting  Ensign,  24  June,  1864.  Honorably  discharged  20  June,  1865. 

Sofield,  Isaac. 

Acting  Ensign  and  Pilot,  19  September,  1864.  Acting  Master  and  Pilot,  1 Oc 
tober,  1864.  Resigned  18  April,  1865. 

Softly,  James. 

Mate,  3 April,  1863.  Acting  Ensign,  18  June,  1864.  Honorably  discharged 
21  May,  1867. 

Soley,  John  €. 

Midshipman,  24  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868,  Master,  26  March,  1869.  Lieutenant,.  21  March,  1870. 

Soley,  Janies  B. 

Professor,  18  August,  1876. 

Solomon,  Benjamin. 

Midshipman,  16  January,  1809.  Resigned  11  October,  1810. 

Solomon,  Ezekiel. 

Purser,  26  March,  1814.  Last  appearance  on  Records  of  Navy  Department,  1816, 
Furloughed. 

Somers,  Henry. 

Midshipman,  15  June,  1799.  Last  appearance  on  Records  of  Navy  Department. 

Somers,  John. 

Mate.  Appointment  revoked  (Sick,)  10  July,  1863. 

Somers,  Joseph  N. 

Mate,  Resigned  31  May,  1864. 

Somers,  Richard. 

Midshipman,  30  April,  1798.  Lieutenant,  21  May,  1799.  Died  4 September,  1804 
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Somerville,  James  H. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Acting 
Master,  17  January,  1848.  Died  4 February,  1850. 

Somes,  Charles  T. 

Mate,  24  October,  1862.  Acting  Ensign,  21  July,  1864.  Resigned  18  March, 
1865.  • 

Somes,  John  IS. 

Mate,  16  October,  1862.  Honorably  discharged  81  December,  1865. 

Sommers,  Robert. 

Acting  Gunner,  11  November,  1873. 

Sommers,  Rndolpli. 

Mate,  16  December,  1861.  Acting  Ensign,  4 February,  1863.  Acting  Master, 
8 December,  1864.  Honorably  discharged  27  August,  1868. 

Sommerville,  tx.  W. 

Midshipman,  30  November,  1814.  Died  28  August,  1832. 

Soimtag,  tffeorge  S. 

Master,  4 August,  1807.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Philadelphia. 

Soper,  Alfred  S. 

Acting  Gunner,  25  January,  1864.  Dismissed  28  July,  1865. 

Soper,  Anthony. 

Mate,  21  December,  1861.  Dismissed  10  September,  1862. 

Soule,  H.  A. 

Acting  Gunner,  24  March,  1864.  Dismissed  29  August,  1864. 

Soule,  Henry  W. 

Mate,  11  August,  1862.  Resigned  3 December,  1862. 

Soule,  Thomas  H.,  Jr. 

Mate,  25  April,  1864.  Resigned  13  May,  1865. 

South,  Perry. 

Acting  First  Assistant  Engineer,  27  February,  1863.  Honorably  discharged 
22  November,  1865. 

Southall,  Charles  H. 

Acting  Third  Assistant  Engineer,  11  March,  1864.  Honorably  discharged  1 Sep- 
tember, 1869.  ’ 

Southall,  P.  A. 

Purser,  23  March,  1832.  Dismissed  21  March,  1840. 

Southard,  Allen  P. 

Acting  Third  Assistant  Engineer.  Dismissed  17  April,  1863. 

Southard,  James  W. 

Midshipman,  16  November,  1824.  Resigned  29  April,  1831. 

Southerland,  William  H.  Iff. 

Midshipman,  29  June,  1868.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  21  November,  1877. 

South  wick,  John. 

Carpenter,  21  December,  1826.  Retired  list,  5 November,  1866.  Died  15  Feb- 
ruary, 1874. 

South  worth,  Asa  C. 

Acting  Ensign,  28  November,  1863.  Honorably  discharged  26  October,  1865. 

South  worth,  Edward  15. 

Acting  Assistant  Paymaster,  19  October,  1861.  Honorably  discharged  27  October, 
1865. 

Sower  by,  JT.  J. 

Acting  Assistant  Surgeon,  5 November,  1862.  Acting  Passed  Assistant  Surgeon, 
12  April,  1865.  Honorably  discharged  18  July,  1868.  Acting  Passed  Assistant 
Surgeon,  5 December,  1873.  Honorably  discharged  30  June,  1879. 


GENERAL  NAVY  REGISTER. 


689 


Spain,  Rickard  A. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Appointment  revoked 
(Sick,)  6 May,  1864. 

Spalding,  James. 

Carpenter,  21  October,  1812.  Resigned  21  May,  1813. 

Spalding,  James. 

Midshipman,  9 November,  1813.  Resigned  10  June,  1817. 

Spalding,  Joseph  A. 

Acting  Third  Assistant  Engineer,  27  February,  1863.  Acting  Second  Assistant 
Engineer,  9 October,  1864.  Honorably  discharged  3 April,  1868. 

Spalding,  Lyman  G. 

Midshipman,  26  September,  1862.  Graduated  June,  1866.  Resigned  16  June, 
1866.  Master,  28  June,  1871.  Lieutenant,  10  July,  1875. 

Spalding,  Bntns  €. 

Paymaster,  1 June,  1861,  Pay  Inspector,  3 March,  1871.  Dismissed  18  August, 
1876. 

Spalding  Ruins  €. 

Midshipman,  12  October,  1848.  Resigned  1 October,  1852. 

Spanburgli;  Leonard. 

Acting  Third  Assistant  Engineer,  13  January,  1862.  Resigned  25  June,  1862. 

Spangler,  Haute!  I. 

Acting  Third  Assistant  Engineer,  2 January,  1864.  Honorably  discharged  12  Sep- 
tember, 1865. 

Spangler,  Henry  W, 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  20  June,  1878. 

Spangler,  Samuel  S. 

Mate,  11  August,  1864.  Honorably  discharged  6 September,  1865. 

Spare,  John. 

Acting  Assistant  Surgeon,  10  April,  1862.  Honorably  discharged  2 July,  1866. 

Sparhawk,  George. 

Cadet  Midshipman,  24  September,  1874.  Graduated  4 June,  1880. 

Sparks,  Charles  1>. 

Midshipman,  18  April,  1850.  Died  12  April,  1853. 

Sparks,  William. 

Acting  First  Assistant  Engineer,  27  April,  1863.  Dismissed  25  July,  1863. 

Sparrow,  Koseoe  D. 

Acting  Ensign,  30  September,  1864.  Honorably  discharged  18  September, 
1865. 

Spates,  Rickard  N. 

Mate.  Appointment  revoked  27  June,  1862. 

Spaulding,  Josiak  C. 

Acting  Assistant  Paymaster,  2 July,  1863.  Honorably  discharged  13  December, 
1865. 

Spavin,  Robert. 

Acting  Master,  23  September,  1861.  Resigned  5 November,  1864. 

Spavin,  Robert,  Jr. 

Mate,  20  January,  1864.  Resigned  (Sick,)  21  September,  1864. 

Speake,  Joseph  M. 

Lieutenant,  30  July,  1798.  Discharged  11  April,  1801,  under  Peace  Establishment 
Act. 

Speake,  Joseph  M. 

Master,  6 June,  1801.  Resigned  14  March,  1803. 

Speak  naan,  Thomas  II. 

Acting  Third  Assistant  Engineer,  4 December,  1863.  Dismissed  23  January, 
1865. 
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Spear,  Alden  T. 

Acting  Master,  4 November,  1861.  Acting  Volunteer  Lieutenant,  81  January 
1863.  Died  18  September,  1863. 

Spear,  15.  II. 

Mate,  20  January,  1863.  Honorably  discharged  14  September,  1865. 

Spear,  George  W. 

Mate.  Appointment  revoked  (Sick,)  10  February,  1863. 

Spear,  Harrison. 

Third  Assistant  Engineer,  21  April,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  Retired  8 July,  1873.  Died  18  September,  1874. 

Spear,  Jolm  €. 

Assistant  Surgeon,  9 May,  1861.  Surgeon,  23  June,  1864.  Medical  Inspector, 
6 October,  1878. 

Spear,  Nathan. 

Acting  Third  Assistant  Engineer,  26  September,  1863.  Honorably  discharged 
28  October,  1865. 

Spear,  Oliver  A. 

Acting  Ensign,  1 February,  1865.  Honorably  discharged  23  July,  1865. 

Spear,  Otis  G. 

Mate,  1 November,  1864.  Appointment  revoked  23  December,  1865. 

Spear,  Truman  W. 

Mate,  4 August,  1862.  Dismissed  6 October,  1862. 

Spear,  W.  M. 

Civil  Engineer,  28  September,  1865.  Died  26  July,  1873. 

Spedden,  Edward  T. 

Midshipman,  20  November,  1848.  Passed  Midshipman,  15  June,  1854.  Master, 
15  September,  1855.  Lieutenant,  16  September,  1855.  Died  3 March,  1861. 

Spedden,  Robert. 

Midshipman,  2 April,  1804.  Lieutenant,  9 December,  1814.  Resigned  4 Decem- 
ber, 1823. 

Speel,  John  N. 

Assistant  Paymaster,  1 July,  1875.  Passed  Assistant  Paymaster,  15  May,  1879. 

Speiden,  William. 

Purser,  30  August,  1837.  Died  18  December,  1861. 

Speights,  Henry  W. 

Acting  Third  Assistant  Engineer,  7 February,  1865.  Honorably  discharged 
24  August,  1869. 

Speights,  James  Edward. 

Third  Assistant  Engineer,  12  August,  1862.  Dropped  21  March,  1868. 

Speights,  Thomas  G. 

Mate,  8 May,  1862.  Appointment  revoked  (Sick,)  17  September,  1863. 

Speirs,  James. 

Acting  Third  Assistant  Engineer,  18  December,  1863.  Resigned  10  June,  1865. 
Spence,  G.  R. 

Purser,  8 April,  1814.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Sloop  “Ontario” 

Spence,  Henry  J. 

Acting  Third  Assistant  Engineer,  18  August,  1864.  Resigned  6 June,  1865. 

Spence,  Keith. 

Purser,  10  May,  1800.  Last  appearance  on  Records  of  Navy  Department,  Septem- 
ber, 1805. 

Spence,  Robert  T. 

Midshipman,  15  May,  1800.  Lieutenant,  17  February,  1807.  Commander,  24  July, 
1813.  Captain,  28  February,  1815.  Died  26  September,  1826. 
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Spence*  Stephen  I>. 

Midshipman,  9 September,  1841.  Resigned  16  March,  1849. 

Spencer,  Charles  15. 

Acting  Second  Assistant  Engineer,  27  May,  1861.  Resigned  5 August,  1861. 

Spencer,  C*eorge. 

Mate,  18  November,  1861.  Resigned  14  June,  1864. 

Spencer,  Jo  C. 

Assistant  Surgeon,  16  December,  1828.  Surgeon,  20  December,  1837  Resigned 
19  April,  1847. 

Spencer,  J,  CL 

Purser,  21  August,  1843.  Died  29  December,  1845. 

Spencer,  John 

Midshipman,  1 June,  1826.  Resigned  20  April,  1833. 

Spencer,  Lemuel, 

Midshipman,  30  November,  1814.  Resigned  5 July,  1815. 

Spencer,  Levi  T. 

Second  Assistant  Engineer,  3 June,  1844.  Resigned  18  November,  1845 

Spencer,  P.  D. 

Midshipman,  1 December,  1810.  Resigned  9 June,  1812. 

Spencer,  Philip. 

Midshipman,  20  November,  1841.  Died  1 December,  1842, 

Spencer,  Thomas  C. 

Midshipman,  24  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  4 June,  1874.  Died  13  January,  1875. 

Spencer,  Thomas  S. 

^Acting  Midshipman,  29  September,  1854.  Midshipman,  9 June,  1859.  Lieuten- 
ant, 31  August,  1861.  Lieutenant  Commander,  3 March,  1866,  Resigned  . 
25  April,  1867. 

Spencer,  T.  W. 

Acting  Ensign,  2 March,  1863.  Honorably  discharged  17  August,  1865. 

Spencer,  W.  CL 

Midshipman,  1 December,  1827.  Passed  Midshipman,  10  June,  1833.  Cashiered 
10  April,  1837. 

Spencer,  William  A. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 

3 March,  1831.  Captain,  22  January,  1841.  Resigned  9 December,  1843. 

Spencer,  William  B. 

Mate,  13  July,  1864.  Acting  Ensign,  11  March,  1865.  Resigned  24  September, 
1866. 

Sperry,  Charles. 

Midshipman,  16  March,  1833.  Resigned  1 April,  1836. 

Sperry,  Charles. 

Midshipman,  1 April,  1828.  Dismissed  21  April,  1831. 

Sperry,  Charles  S. 

Midshipman,  26  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Sperry,  Jacob  F. 

Midshipman,  27  March,  1839.  Resigned  28  January,  1842. 

Sperry,  Robert  J. 

Mate,  13  May,  1864.  Honorably  discharged  27  December,  1865.  Mate,  18  April, 
1866.  Mustered  out  12  September,  1868. 

Speyers,  Arthur  B. 

Acting  Midshipman,  24  July,  1863.  Graduated  June,  1868.  Master,  12  July, 
1870.  Lieutenant,  23  May,  1874. 
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Spicer,  William  F. 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  28  June, 
1853.  Lieutenant,  25  February,  1854.  Lieutenant-Commander,  16  July,  1862. 
Commander,  2 January,  1863.  Captain,  22  April,  1870.  Commodore,  25  April, 
1877.  Died  29  November,  1878. 

Spicknall,  Joseph. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Wilmington,  N.  C. 

Spier,  Joim. 

Sailmaker,  6 June,  1816.  Resigned  10  February,  1819. 

Spies,  George  W. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Appointment  revoked 
(Sick,)  3 February,  1863. 

Spillman,  James. 

Master,  3 February,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1820.  Furloughed. 

Spillman,  F.  JL. 

Midshipman,  19  August,  1823.  Resigned  3 September,  1829. 

Spinney,  A.  F. 

Mate,  21  October,  1864.  Honorably  discharged  6 July,  1865. 

Spinney,  Joseph. 

Acting  Master,  2 August,  1861.  Resigned  22  January,  1862. 

Spongherg,  Charles. 

Acting  Third  Assistant  Engineer,  28  April,  1863.  Drowned  6 December,  1868. 

Spooner,  Charles  W. 

Mate,  13  August,  1863.  Acting  Ensign,  12  February,  1864.  Resigned  22  March, 
1865. 

Spooner,  George  W. 

Midshipman,  15  November,  1809.  Lieutenant,  4 February,  1815.  Died  31  May, 
1817. 

Spooner,  Henry  W. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  27  July, 
1855.  First  Assistant  Engineer,  21  July,  1858.  Resigned  23  May,  1859. 

Spotswood,  Charles  F.  M. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Dismissed  18  April,  1861. 

Spotswood,  Georg®  W. 

Midshipman,  15  July,  1799.  Dismissed  14  May,  1803. 

Spots  wood.  J.  A. 

Commander,  15  February,  1800.  Discharged  4 June,  1801,  under  Peace  Establish- 
ment Act. 

Spots  wood,  W.  A.  W. 

Assistant  Surgeon,  2 December,  1828.  Surgeon,  20  February,  1838.  Resigned 
12  January,  1861. 

Spotts,  James  H. 

Midshipman,  2 August,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
8 April,  1851.  Lieutenant,  21  November,  1851.  Commander,  16  July,  1862. 
Captain,  25  July,  1866.  Commodore,  25  September,  18 

Sprague,  Albert  JL. 

Midshipman,  11  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  Retired  list,  26  March,  1869.  Died  18  November,  1873. 

Sprague,  Edward  P. 

Acting  Second  Assistant  Engineer,  12  January,  1863.  Acting  First  Assistant 
Engineer,  2 August,  1865.  Appointment  revoked  30  July,  1866. 

Sprague,  Frank  J. 

Cadet  Midshipman,  29  September,  1874.  Graduated  4 June,  1880 
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Spragne,  Horace  B. 

Mate,  10  April,  1863.  Resigned  8 May,  1863.  Mate,  13  January,  1864.  Honor- 
ably discharged  5 August,  1865. 

Sprague,  lames  P. 

Third  Assistant  Engineer,  17  February,  1860.  Second  Assistant  Engineer,!  No- 
vember, 1861.  First  Assistant  Engineer,  1 March,  1864.  Chief  Engineer,  5 
March,  1871. 

Sprague,  Thomas. 

Assistant  Surgeon,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  “ President .” 

Spragtae,  William. 

Acting  First  Assistant  Engineer,  24  May,  1864.  Honorably  discharged  9 Febru- 
ary, 1866. 

Sprague,  William  H. 

Mate,  27  July,  1863.  Resigned  26  May,  1864.  Mate,  11  July,  1864.  Resigned 
25  May,  1865. 

Sprigg,  Horace  S« 

Midshipman,  2 April,  1804.  Resigned  17  May,  1810. 

Sprigg,  lames. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Department, 
20  March,  1809. 

Spriggs,  John. 

Lieutenant,  28  December,  1804.  Dismissed  28  April,  1805. 

Sprigman,  James  H. 

Mate,  4 June,  1862.  Resignedl3  January,  1863. 

Springer,  Charles  H. 

Midshipman,  1 September,  1811.  Lieutenant,  27  April,  1816.  Died  25  May, 
1820. 

Springer,  E.  B. 

Acting  Ensign,  11  August,  1864.  Honorably  discharged  11  December,  1865. 

Springer,  James. 

Boatswain,  13  August,  1833.  Died  6 September,  1837. 

Sprogell,  Sylranus. 

Midshipman,  16  January,  1809.  Drowned  21  October,  1810. 

Sproston,  George  S. 

Mate,  12  November,  1869.  Appointment  revoked  26  April,  1871. 

Sproston,  George  S. 

Assistant  Surgeon,  8 November,  1813.  Surgeon,  27  March,  1818.  Died  27  Janu- 
ary, 1842. 

Sprogton,  George  S. 

Acting  Assistant  Paymaster,  27  September,  1862.  Mustered  out  15  January,  1867. 

Sproston,  John  G. 

Midshipman,  15  July,  1846.  Passed  Midshipman,  8 June,  1852.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Killed  8 June,  1862. 

Squibb,  Edward  It. 

Assistant  Surgeon,  26  April,  1847.  Resigned  4 December,  1857. 

. Squires,  Theoron  W. 

Mate,  9 February,  1862.  Dismissed  13  August,  1862. 

Sf  antes,  E.  M. 

Acting  First  Assistant  Engineer,  28  May,  1861.  Resigned  29  November,  1861. 

StaatB*  Peter  I®. 

Acting  Third  Assistant  Engineer,  20  January,  1862.  Resigned  14  November, 
1862. 

Stafford,  Jaisies  C. 

Acting  Master,  22  November,  1861.  Resigned  21  February,  1863. 
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Stafford,  George  II. 

Cadet  Midshipman,  10  June,  1874.  Graduated  4 June,  1880. 

Sialil.  Albert  William. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June, 
1880. 

Stahl,  Henry. 

Acting  Ensign,  5 September,  1862.  Honorably  discharged  15  May,  1865. 

Staigg,  Alfred. 

Mate,  18  November,  1861.  Acting  Ensign,  23  February,  1865-  Honorably  dis- 
charged 30  September,  1865. 

Stall,  Home©  E. 

Acting  Second  Assistant  Engineer,  14  June,  1862.  Acting  First  Assistant  En- 
gineer, 2 March,  1864.  Honorably  discharged  19  December,  1867. 

Stallings,  €.  T. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Last  appearance 
on  Records  of  Navy  Department,  1822.  Baltimore. 

Stallings,  Joseph. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1829.  Died  25  April,  1841. 

Stallings,  Otho. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Died  12  January, 
1825. 

Stamm,  William  S. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  First  Assistant  Engineer,  9 May,  1857.  Chief  Engineer,  29  July. 
1861. 

Stanclifi’e,  H.  Trnmbull. 

Acting  Assistant  Paymaster,  20  January,  1865.  Assistant  Paymaster,  21  February, 
1867.  Passed  Assistant  Paymaster,  19  May,  1869. 

Stan €i wood,  Nathaniel. 

Master,  2 January,  1800.  Discharged  30  April,  1801,  under  Peace  Establishment 
Act. 

Stanfield,  Thomas. 

Mate,  13  June,  1863.  Honorably  discharged  22  July,  1865. 

Stanford,  John  J. 

Sailmaker,  4 November,  1848.  Retired  list,  7 November,  1874.  Died  11  April, 
1879. 

Stanford,  Thomas. 

Purser,  8 January,  1800.  Discharged  20  July,  1801,  under  Peace  Establishment 
Act. 

Stanley,  Charles. 

Mate,  13  November,  1863.  Acting  Ensign,  29  January,  1864.  Dismissed  14  April, 
1864. 

Stanley,  Charles. 

Acting  Third  Assistant  Engineer,  20  March,  1865.  Honorably  discharged  4 Sep- 
tember, 1865. 

Stanley,  Charles  J. 

Acting  Ensign,  13  August,  1863.  Resigned  19  November,  1863. 

Stanley,  James  G. 

Midshipman,  30  April.  1831.  Resigned  11  February,  1836. 

Stanley,  Thomas. 

Gunner,  16  August,  1823.  Resigned  16  November,  1831. 

Stanley,  Thomas. 

Boatswain,  19  June,  1798.  Discharged  15  June,  1799. 

Stanley,  Thomas  C. 

Chaplain,  27  February,  1847.  Resigned  26  September,  1853. 
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Stanly,  Fabius. 

Midshipman,  20  December,  1831.  Passed  Midshipman,  15  June,  1887.  Lieuten- 
ant, 8 September,  1841.  Reserved  list,  13  September,  1855.  Lieutenant  on 
Active  list,  8 September,  1841.  Commander,  19  May,  1861.  Captain,  25  July, 
1866.  Commodore,  1 July,  1870.  Rear-Admiral,  12  February,  1874.  Retired 
list,  4 June,  1874. 

Sian  nurd,  Joseph  E. 

Acting  Master,  22  November,  1861.  Acting  Volunteer  Lieutenant,  8 April,  1865. 
Honorably  discharged  15  January,  1866. 

Stan  Hard,  William  A, 

Mate,  11  June,  1863.  Acting  Ensign,  23  February,  1865.  Honorably  discharged 

18  June,  1867. 

Stansiard.  William  M. 

Acting  Master,  25  January,  1862.  Honorably  discharged  10  SeptembeT,  1866. 

Stansbnry,  John. 

Midshipman,  16  January,  1809.  Killed  in  action  11  September,  1814. 

Stanton,  Charles  F» 

Acting  Ensign,  1 October,  1862.  Resigned  24  July,  1863.  Acting  Ensign,  12  Feb- 
ruary, 1864.  Appointment  revoked  7 August,  1864. 

Stanton,  Curtis. 

Acting^Third  Assistant  Engineer,  18  September,  1863.  Acting  Second  Assistant 
Engineer,  10  December,  1864.  Honorably  discharged  26  March,  1869. 

Stanton,  Oscar  F. 

Midshipman,  29  December,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  2 April,  1856.  Lieutenant-Commander, 
16  July,  1862.  Commander,  12  December,  1867.  Captain,  11  June,  1879. 

Stanton,  Josialt  R. 

Assistant  Paymaster,  25  March,  1870.  Passed  Assistant  Paymaster,  25  November, 
1877. 

Stapleford,  James  W. 

Acting  Master,  24  March,  1862.  Honorably  discharged  21  February,  1865. 

Staples,  Charles  R. 

Mate,  4 April,  1862.  Acting  Ensign,  18  August,  1863.  Honorably  discharged 

19  September,  1865. 

Staples,  James  C. 

Mate,  24  October,  1861.  Acting  Ensign,  5 January,  1863.  Honorably  discharged 
15  September,  1865. 

Staples,  John  E. 

Mate,  14  May,  1862.  Gunner,  16  July,  1862.  Died  27  June,  1871. 

Staples,  William  C. 

Acting  Master,  22  November,  1861.  Honorably  discharged  15  November,  1865. 

Stapleton,  Jesse  JR 

Acting  Ensign,  19  March,  1863.  Promoted  Acting  Master,  9 April,  1863.  Ap- 
pointment revoked  3 February,  1864. 

Starbnek,  Allen  W. 

Acting  Ensign,  31  March,  1864.  Appointment  revoked  (Sick,)  8 November,  1864. 

Starbnck,  Daniel  Joy. 

Acting  Ensign,  9 May,  1864.  Honorably  discharged  22  November,  1865. 

Stark,  Daniel. 

Acting  Ensign,  25  October,  1864.  Honorably  discharged  19  August,  1865. 

Starke,  Robert  IS. 

Assistant  Surgeon,  18  April,  1800.  Surgeon,  28  June,  1809.  Last  appearance  on 
Records  of  Navy  Department,  16  March,  1810. 

Starke,  Thomas. 

Assistant  Surgeon,  9 July,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 
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Starkey,  John  Xj. 

Acting  Third  Assistant  Engineer,  6 October,  1864.  Honorably  discharged  21  juiyr 
1865. 

Starr,  Charles  XX. 

Midshipman,  3 November,  1818.  Resigned  11  November,  1823. 

Starr,  Colia  C. 

Mate,  4 November,  1861.  Acting  Ensign,  13  January,  1863.  Resigned  23  Novem- 
ber, 1864. 

Starr,  John  B. 

Acting  Ensign,  17  August,  1864.  Honorably  discharged  27  November,  1865. 

Starr,  Joint  P. 

Acting  Second  Assistant  Engineer,  14  July,  1864.  Dismissed  21  October,  1864. 

Starr,  Joseph  V. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,1 
31  March,  1863.  Honorably  discharged  24  January,  1867. 

Starr,  Phineas  XX. 

Acting  Ensign,  1 October,  1862.  Dismissed  3 June,  1864. 

Starr,  William  C. 

Third  Assistant  Engineer,  17  February,  1860.  Resigned  28  May,  1862. 

Starred,  Adrian  C. 

Gunner,  31  August,  1859.  Acting  Master,  13  December,  1862.  Honorablv  dis- 
charged 13  September,  1865. 

Station,  Thomas. 

Midshipman,  4 July,  1805.  Dismissed  16  September,  1805. 

Scantier,  David  M. 

Mate,  5 January,  1864.  Acting  Ensign,  25  May,  1865.  Honorably  discharged 
1 November,  1865. 

Staunton,  Sidney  A. 

Midshipman,  23  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  4 February,  1875. 

Stavey,  Nicholas  XI. 

Assistant  Paymaster,  4 December,  1869.  Retired  list,  1 September,  1876. 

St.  Clair,  Arthur. 

Midshipman,  15  November,  1798.  Discharged  as  Lieutenant,  12  October,  1801. 

Steadman,  George  C. 

Acting  Third  Assistant  Engineer,  30  December,  1862.  Honorably  discharged 

21  August,  1865. 

Steadman,  Horace  XX. 

Acting  Third  A ssistant  Engineer,  17  May,  1864.  Honorably  discharged  21  July, 
1865. 

Stearns,  David. 

Acting  Master,  14  August,  1861.  Died  from  wounds  received  in  action,  30  June, 
1862. 

Stearns,  J.  IX. 

Midshipman,  28  September,  1814.  Resigned  25  October,  1817. 

Stearns,  William,  .Is*. 

Midshipman,  1 May,  1828.  Resigned  11  February,  1832. 

Stebhins,  A.  W. 

Midshipman,  25  April,  1838.  Resigned  15  April,  1842.  Midshipman,  27  April, 
1842.  Resigned  20  September,  1842. 

Stebhins,  Augustus  G. 

Acting  Ensign,  25  August,  1862.  Lost  in  “ Bairibi'idge ,”  21  August,  1863. 

Stebhins,  X>e  Wayne. 

Mate,  15  September,  1862.  Acting  Ensign,  1 October,  1862.  Acting  Master, 

22  July,  1864.  Honorably  discharged  29  November,  1865. 
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Stebbsns,  James  H. 

Acting  Third  Assistant  Engineer,  4 May,  1863.  Resigned  6 October,  1863. 

Stebbins,  JL.  C. 

Acting  Assistant  Paymaster,  16  May,  1864.  Honorably  discharged  4 November*. 
1865. 

Steelman,  Charles  E. 

Assistant  Surgeon,  16  September,  1861.  Resigned  27  April,  1865. 

Steelman,  Edward  If. 

Midshipman,  27  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 26  March,  1869.  Retired  list,  10  February,  1875. 

Stedman,  Francis  J>. 

Third  Assistant  Engineer,  19  January,  1863.  Second  Assistant  Engineer,  20  June, 
1864.  Resigned  6 October,  1866. 

Steelmen,  Robert  8. 

Third  Assistant  Engineer.  17  March,  1863.  Resigned  5 April,  1865 

Steece,  Tecum  sell. 

Midshipman,  26  September,  .1857.  Midshipman,  1 June,  1861.  Lieutenant 
16  July,  1862.  Died  15  July,  1864. 

Steed,  Robert. 

Midshipman,  10  February,  1819.  Died  4 September,  1823. 

Steed m an,  Charles. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Commander,  14  September,  1855.  Captain,  13  December, 
1862.  Commodore,  25  July,  1866.  Rear-Admiral,  25  May,  1871.  Retired  list, 
24  September,  1873 

Steel,  Hugh. 

Midshipman,  15  November,  1809.  Dismissed  25  February,  1811. 

Steel,  Isaac. 

Sailmaker,  6 July,  1798.  Resigned  2 August,  1806. 

Steel,  Jehu  II. 

Assistant  Surgeon,  10  December,  1814.  Resigned  8 July,  1818. 

Steel,  Thomas  S» 

Acting  Master,  24  September,  1861.  Dismissed  15  May,  1863. 

Steele,  Arthur  O. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Died  9 October,  1867. 

Steele,  Henry  A. 

Midshipman,  1 November,  1826.  Passed  Midshipman,  28  April,  1832.  Lieuten- 
ant, 27  February,  1837.  Reserved  list,  13  September,  1855.  Died  29  June, 
1858. 

Steele,  John  F. 

Purser,  29  August,  1845.  Died  20  July,  1860. 

Steele,  J.  Murray. 

Assistant  Surgeon,  18  June,  1875. 

Steele,  Robert. 

Mate,  18  April,  1864.  Resigned  12  June,  1866.  Mate,  28  September,  1866.  Hon- 
orably discharged  12  April,  1868. 

Steele,  Robert  S. 

Midshipman,  28  June,  1804.  Resigned  1 October,  1810. 

Steele,  Robert  W. 

Assistant  Naval  Constructor,  24  May,  1871.  Naval  Constructor,  13  March, 
1875. 

Steele,  Thomas  B. 

Assistant  Surgeon.  5 March,  1847.  Surgeon,  29  August,  1860.  Resigned  21  April, 
1861. 
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Steele,  William. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1818.  Furloughed. 

Steele,  William. 

Assistant  Surgeon,  13  March,  1807.  Resigned  29  August,  1801. 

Steers,  Thomas. 

Acting  Third  Assistant  Engineer,  14  April,  1865.  Honorably  discharged 
10  August,  1865. 

Steever,  Charles  L. 

Acting  Third  Assistant  Engineer,  21  May,  1864.  Acting  Second  Assistant  En- 
gineer, 25  February,  1865.  Resigned  18  December,  1865 

Steever,  Henry  R. 

Acting  Third  Assistant  Engineer,  1 February,  1862.  Appointment  revoked 
21  July,  1862.  Acting  Third  Assistant  Engineer,  9 October,  1862.  Acting 
Second  Assistant  Engineer,  1 February,  1865.  Honorably  discharged  23  Janu- 
ary, 1866.  Acting  Second  Assistant  Engineer,  26  March,  1866.  Mustered  out 
27  August,  1867. 

Steigher,  John  J. 

Acting  Third  Assistant  Engineer,  5 August,  1861.  Resigned  7 June,  1862. 

Stein,  Edward  M. 

Assistant  Engineer,  30  July,  1861.  Surgeon,  12  May,  1866.  Died  13  July,  1877. 

Stein,  George. 

Mate,  20  October,  1861.  Acting  Ensign,  6 September,  1864.  Honorably  dis- 
charged 6 November,  1866. 

Stein bogh,  Nicholas. 

Boatswain,  16  August,  1838.  Died  20  November,  1840. 

Steinhauer,  G.  W. 

Midshipman,  18  February,  1800.  Discharged  12  October,  1801,  under  Peace 
Establishment  Act. 

Steins,  George  A. 

Mate,  21  January,  1864.  Acting  Ensign,  23  May,  1864.  Honorably  discharged 
8 August,  1865 

Stell,  John. 

Third  Assistant  Engineer,  18  November,  1862.  Resigned  18  September,  1863. 

Stell wagen,  I>.  C. 

Master,  14  May,  1814.  Died  16  November,  1828. 

Stell  wagen,  Henry  S. 

Midshipman,  .1  April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
2 July,  1840.  Commander,  14  September,  1855.  Captain,  29  August,  1862. 
Retired  list,  24  December,  1865.  Died  15  July,  1866. 

Stellwagen,  Thomas  €. 

Acting  Assistant  Paymaster,  25  September,  1861.  Resigned  4 June,  1863. 

Stembel,  Roger  N. 

Midshipman,  27  March,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
26  October,  1843.  Commander,  1 July,  1861.  Captain,  25  July,  1866.  Com- 
modore, 13  July,  1870.  Retired  list,  27  December,  } 872.  Rear-Admiral,  Re- 
tired list,  5 June,  1874. 

Stenson,  J.  Fenwick. 

Midshipman,  15  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
24  December,  1850.  Lieutenant,  29  August,  1851.  Resigned  20  February, 
1854. 

Stephen,  David. 

Mate,  20  November,  1862.  Acting  Ensign,  20  May,  1863.  Resigned  29  March,, 
1865. 

Stephens,  Alexander  W. 

Acting  Carpenter,  15  August,  1873. 
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Stephens,  Ammie. 

Acting  Third  Assistant  Engineer,  5 May,  1863.  Honorably  discharged  28  August, 
1865. 

Stephens,  .Douglass  If® 

Acting  Midshipman,  1 October,  1850.  Dropped  12  June,  1851. 

Stephens,  JElihn. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  28  January,  1863.  Dismissed  17  June,  1863. 

Stephens,  Jacob, 

Sailmaker,  30  September,  1844.  Retired  list,  20  June,  1868. 

Stephens,  Thomas  A. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  Resigned  6 September,  1853.  Second  Assistant  Engineer,  13  May, 
1861.  Died  9 August,  1864. 

Stephenson,  Alexander. 

Gunner,  6 January,  1832.  Died  9 May,  1847. 

Stephenson,  Charles  A. 

Acting  Gunner,  7 January,  1862.  Appointment  revoked  12  June,  1863. 

Stephenson,  F.  B. 

Assistant  Surgeon,  14  March,  1873. 

Stephenson,  C*eorge  B. 

Acting  Master,  12  August,  1861.  Resigned  16  May,  1862.  Mate,  7 April,  1863. 
Acting  Ensign,  23  July,  1863.  Acting  Master,  3 March,  1864.  Dismissed 
21  May,  1864. 

Stephenson,  John  F. 

Mate,  14  June,  1862.  Resigned  8 February,  1866. 

Stephenson,  J.  W. 

Midshipman,  1 May,  1822.  Resigned  5 July,  1822. 

Stephenson,  Bichard. 

Gunner,  1 December,  1802.  Last  appearance  on  Records  of  Navy  Department, 
31  October,  1803. 

Stepleton,  Jesse  J, 

Acting  Master,  9 April,  1863.  Appointment  revoked  (Sick,)  3 February,  1864. 

Sterrett,  Andrew. 

Lieutenant,  25  March,  1798.  Resigned  29  June,  1805. 

Sterrett,  Isaac  S. 

Midshipman,  24  March,  1819.  Lieutenant,  17  May,  1828.  Commander,  5 Febru- 
ary, 1850.  Reserved  list,  28  September,  1855.  Captain,  2 March,  1857.  Re- 
signed 23  April,  1861. 

Sterrett,  William  M. 

Mate  12  September,  1864.  Resigned  20  May,  1865. 

Stetson,  Joseph  F, 

Acting  Ensign,  19  September,  1864.  Resigned  10  May,  1865. 

Stenart,  A®  M. 

Midshipman,  9 November,  1813.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1818.  Furloughed. 

Stenart,  Edward  H. 

Master  11  July,  1812.  Resigned  23  September,  1813. 

Stenart,  E.  If® 

Midshipman,  4 July,  1805.  Resigned  28  June,  1809. 

Stevens,  Abraham  1L. 

Mate,  14  March,  1864.  Honorably  discharged  20  October,  1865. 

Stevens,  Benjamin  R. 

Third  Assistant  Engineer,  23  June,  1863.  Lost  on  'the  “ Patavsco 15  June. 
1865. 
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Stevens,  Calvin* 

Midshipman,  9 April,  1800.  Discharged  15  April,  1801,  under  Peace  Establish- 
ment Act. 

Stevens,  Charles  G. 

Acting  Second  Assistant  Engineer,  6 January,  1862.  Resigned  16  March,  1885. 

Stevens,  Clement  W. 

Midshipman,  9 June.  1811.  Lieutenant,  5 March,  1817.  Resigned  13  September, 
1823. 

Stevens,  Francis  P»  .. 

Mate,  15  November,  1861  Acting  Ensign,  24  May,  1864.  Honorably  discharged 
1 December.  1865. 

Stevens,  Frederick* 

Purser,  13  September,  1841.  Died  14  July,  1843. 

Stevens,  George  A. 

Midshipman,  13  May,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  1 March, 
1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16  July,  1862. 
Retired  list,  20  October,  1865.  Commander,  Retired  list,  4 April,  1867.  Com- 
mander, Active  list,  23  May,  1871. 

Stevens,  George  H. 

Acting  Carpenter,  1 October,  1862.  Honorably  discharged  4 October,  1865. 

Stevens,  Henry. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  5 July,  1865. 

Stevens,  Henry  M.  . 

Midshipman,  2 March,  1839.  "“Passed  Midshipman,  2 July,  1845.  Master4 
22  March,  1853.  Lieutenant,  16  January,  1854.  Dismissed  30  September,  1861. 

Stevens,  Isaac. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Depaarment, 
14  May,  1803. 

Stevens,  James* 

Carpenter,  8 April,  1815.  Last  appearance  on  Records  of  Navy  Department, 
1820. 

Stevens,  John. 

Midshipman,  8 March,  1800.  Discharged  28  April,  1801,  under  Peace  Establish- 
ment Act. 

Stevens,  John  €. 

Third  Assistant  Engineer,  24  February,  1862.  Second  Assistant  Engineer,  15  Oc- 
tober. 1863.  Resigned  25  October,  1866. 

Stevens,  Joseph. 

Master,  3 May,  1812.  Died  in  1820. 

Stevens,  Joseph. 

Acting  Assistant  Surgeon,  11  March,  1862.  Resigned  5 December,  1864. 

Stevens,  Eichard. 

Assistant  Surgeon,  28  December,  1818.  Resigned  11.  May,  1826. 

Stevens,  Robert  I>. 

Midshipman,  25  June,  1867-  Graduated  6 June,  1871.  Died  5 January,  1874. 

Stevens,  Robert  E. 

Mate,  27  November,  1861.  Resigned  23  December,  1862. 

Stevens,  Thomas. 

Mate,  4 November,  1861.  Acting  Ensign,  29  February,  1864.  Died  of  wounds 
19  January,  1865. 

Stevens,  Thomas  II. 

Midshipman,  1 October,  1863.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  6 January,  1874. 

Stevens,  Thomas  II. 

Lieutenant,  24  July,  1813.  Commander,  3 March,  1825.  Captain,  27  January, 
1836.  Died  22  January,  1841. 
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Stevens,  Thomas  II. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1 July,  1842.  Master, 
25  July,  1848.  Lieutenant,  10  May,  1849.  Lieutenant  on  Active  list,  10  May, 
1849.  Commander  on  Active  list,  16  July,  1862.  Captain,  25  July,  1866.  Com- 
modore, 20  November,  1872.  Rear-Admiral,  27  October.  1879. 

Stevens,  William  II*  Iff* 

Mate,  16  October,  1862.  Resigned  17  February,  1864. 

Stevenses! 5 JBy r cl  W. 

Midshipman,  9 September,  1841.  Dropped  18  December,  1854. 

Stevenses!,  Holland  N. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 

1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer, 
2 June,  1869.  Passed  Assistant  Engineer,  13  December,  1874. 

Steve  si  son , John . 

Midshipman,  1 February,  1814.  Resigned  10  September,  1818. 

Stevenson,  John  Iff. 

Acting  Assistant  Paymaster,  19  September,  1862.  Paymaster,  13  June,  1863. 
Honorably  discharged  8 November,  1865. 

Stevenson,  John  Iff. 

Third  Assistant  Engineer,  20  May,  1863.  Dismissed  2 August,  1869. 

Stevenson,  I^ewis* 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  24  October,  1862. 

Stevenson,  William. 

Master,  10  April,  1812.  Died  28  August,  1813. 

Stevenson,  William  T. 

Assistant  Paymaster,  25  November,  1869.  Resigned  8 August,  1872. 

Stewart,  Albert. 

Acting  Third  Assistant  Engineer,  5 March,  1864.  Honorably  discharged  25  July, 
1865. 

Stewart,  A.  Murray. 

Acting  Assistant  Paymaster,  13  September,  1862.  Mustered  out  5 October,  1865. 

Stewart,  Andrew. 

Midshipman,  8 November,  1803.  Resigned  27  June,  1808. 

Stewart,  Charles. 

Lieutenant,  9 March,  1798.  Commander,  19  May,  1804.  Captain,  22  April,  1806. 
Reserved  list,  14  September,  1855.  Senior  Flag  Officer  on  Active  list,  20  April, 
1859.  Retired  list,  21  December,  1861.  Rear-Admiral  on  Retired  list,  16  July 
1862.  Died  6 November,  1869. 

Stewart,  Charles. 

Acting  Assistant  Paymaster,  11  September,  1862.  Mustered  out  20  January. 

1867. 

Stewart,  Charles  A* 

Mate,  5 June,  1862.  Acting  Ensign,  31  August,  1863.  Resigned  14  February, 
1865.  Acting  Ensign,  16  March,  1865.  Honorably  discharged  21  January, 
1868# 

Stewart,  Charles  S. 

Chaplain,  1 November,  1828.  Died  14  December,  1870. 

Stewart,  David  A. 

Midshipman,  23  October,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868, 
Resigned  12  March,  1869. 

Stewart,  Ha  R.  . 

Midshipman,  1 February,  1814.  Lieutenant,  13  January,  1825.  Killed  in  a due] 
6 August,  1835. 

Stewart,  JMwin, 

Assistant  Pay  mast  r,  9 September,  1861.  Paymaster,  14  April,  1862.  Pay  Inspec 
tor,  8 March.  1879. 
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Stewart,  Henry. 

Assistant  Surgeon,  22  October,  1868.  Surgeon,  6 October,  1878. 

Stewart,  Henry  H. 

Third  Assistant  Engineer,  23  March,  1848.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
21  July,  1858. 

Stewart,  Janies  M. 

Mate,  5 September,  1864.  Honorably  discharged  6 July,  1865 

Stewart,  John. 

Carpenter,  date  not  known.  Resigned,  in  1820. 

Stewart,  Jolm  H, 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  10  November,  1861. 

Stewart,  John  W. 

Midshipman,  29  September,  1870.  Graduated  1 June,  1874.  Ensign,  17  July, 
1875. 

Stewart,  Richard. 

Midshipman,  15  November,  1809.  Resigned  1 March,  1824. 

Stewart,  Robert. 

Midshipman,  20  June,  1799.  Lieutenant,  23  February,  1807.  Last  appearance  on 
Records  of  Navy  Department.  Drowned. 

Stewart,  Thomas. 

Gunner,  1 July,  1861.  Retired  list,  2 December,  1876 

Stewart,  Thomas  W. 

Mate,  5 August,  1864.  Resigned  8 May,  1865. 

Stewart,  Walter. 

Midshipman,  2 April,  1804.  Lieutenant,  4 June,  1810.  Died  12  April,  1817. 

Stewart,  William. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  11  December, 
1865. 

Stewart,  William  F. 

Acting  Midshipman,  23  September,  1857.  Midshipman,  1 June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Lost  in  the  “Oneida," 
21  January,  1870. 

Stewart,  William  G. 

Midshipman,  25  November,  1802.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Dead. 

Stewart,  William  H. 

Chaplain,  10  March,  1863. 

Stewart,  William  M. 

Acting  Second  Assistant  Engineer,  23  April,  1864.  Honorably  discharged  4 De- 
cember, 1865. 

Stickney,  John  R. 

Acting  Ensign,  9 June,  1863.  Acting  Master,  27  October,  1864.  Honorably  dis- 
charged 6 November,  1865. 

Stickney,  Joseph. 

Midshipman,  30  April,  1800.  Discharged  6 July,  1801. 

Stickney,  Joseph  L. 

Midshipman,  26  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1*870.  Resigned  6 September,  1871. 

Stiles,  Edward  A. 

Third  Assistant  Engineer,  8 September,  1863.  Retired  24  October,  1866.  Pro 
moted  to  Second  Assistant  Engineer  on  Retired  list,  15  July,  1867. 

Stiles,  Edward  C. 

Midshipman,  13  December,  1839.  Passed  Midshipman,  2 July,  1845.  Resigncc 
17  August,  1847. 
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Stiles,  Townsend. 

Acting  Master  and  Pilot,  14  May,  1861.  Acting  Volunteer  Lieutenant,  25  June, 

1863.  Died  28  November,  1863. 

Stillings,  Samuel  V. 

Acting  Third  Assistant  Engineer,  20  May,  1862.  Acting  Second  Assistant  En- 
gineer, 16  January,  1864.  Honorably  discharged  8 November,  1866. 

Stillman,  J.  15. 

Assistant  Surgeon,  28  March,  1820.  Died  24  March,  1825. 

Stillson,  Daniel  €. 

Acting  Third  Assistant  Engineer,  20  January,  1862.  Resigned  22  July,  1862. 
Acting  Second  Assistant  Engineer,  17  August,  1863.  Acting  First  Assistant 
Engineer,  16  November,  1864.  Honorably  discharged  17  July,  1865. 

Stillwell,  James. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  15  June,  1854.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Resigned  21  December,  1867. 

Stillwell,  Richard. 

Mate,  15  July,  1863.  Resigned  18  December,  1863. 

Stimers,  Alien  C. 

Third  Assistant  Engineer,  11  January,  1849.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  21  May,  1853.  Chief  Engineer,  21  July, 
1858.  Resigned  3 August,  1865. 

Stimpson,  James  H. 

Acting  Master,  8 April,  1862.  Honorably  discharged  20  December,  1867. 

Stimpson,  Melvin  O. 

Acting  Third  Assistant  Engineer,  20  November,  1862.  Dismissed  2 August, 

1864. 

Slimson,  J.  S. 

Acting  Assistant  Paymaster,  5 December,  1862.  Mustered  out  15  November, 

1865. 

Stimson,  Jolm  W. 

Carpenter,  15  April,  1852.  Retired  26  January,  1866. 

Stimsoia,  Oliver  T. 

Carpenter,  26  July,  1861.  Died  15  August,  1864. 

Stimson,  Thomas. 

Acting  Third  Assistant  Engineer,  16  September,  1863.  Honorably  discharged 
15  August,  1865. 

Stinernck,  William  A. 

Acting  Third  Assistant  Engineer,  14  September,  1863.  Resigned  (Sick,)  17  Octo- 
ber, 1864. 

Stm ess,  Samuel. 

Master,  27  October,  1812.  Dismissed  5 January,  1814. 

Stinson,  Herbert  €. 

Midshipman,  30  September,  1864.  Graduated  June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Died  21  December,  1871. 

Stirling,  Yates. 

Acting  Midshipman,  27  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868. 

Stiles.  Matthew. 

Acting  First  Assistant  Engineer,  17  June,  1864.  Resigned  5 October,  1864. 

Stiles,  William  II. 

Acting  Second  Assistant  Engineer,  13  February,  1864.  Resigned  (Sick,)  21  April, 
1865. 

Stills,  Lawrence  W. 

Master,  31  January,  1809.  Dismissed  26  August,  1812. 
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Stith,  St.  John. 

Master,  18  June,  1812.  Resigned  27  November,  1812. 

Stiver,  William  C. 

Mate,  27  January,  1864.  Acting  Carpenter,  1 February,  1864.  Honorably  dis- 
charged 19  July,  1865. 

Stivers,  George  W. 

Third  Assistant  Engineer,  2 December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  First  Assistant  Engineer,  11  October,  1866. 

Stivers,  Henry  H. 

Cadet  Engineer,  Naval  Academy,  1 October,  1878.  Graduated  20  June,  1876. 
Assistant  Engineer,  1 July,*  1878. 

Stivers,  James. 

Acting  Third  Assistant  Engineer,  7 August,  1863.  Acting  Second  Assistant  En- 
neer,  30  June,  1864.  Dismissed  6 December,  1865 
Stivers,  William. 

Acting  Third  Assistant  Engineer,  30  January,  1867.  Mustered  out  14  May,  1868. 

St.  John,  John. 

Carpenter,  17  July,  1801.  Warrant  returned. 

St.  John,  ,G.  P. 

Mate,  19  April,  1862.  Acting  Ensign,  6 June,  1863.  Honorably  discharged 
24  February,  1866. 

St.  Joirn,  Oscar. 

Mate,  1861.  Appointment  revoked  23  January,  1862. 

St.  John,  Henry. 

Acting  Assistant  Paymaster,  20  August,  1868.  Mustered  out  29  November,  1865. 

St.  Medard,  Peter. 

Surgeon,  11  July,  1799.  Died  in  March,  1822. 

Stoekbridge,  Joseph. 

Chaplain,  8 September,  4841.  Retired  list,  14  July,  1878. 

Stocker,  Henry  T. 

Sailmaker,  1 July,  1850. 

Stocker,  William. 

Boatswain,  16  December,  1831.  Resigned  14  June,  1832. 

Stockholm,  Andrew. 

Acting  Ensign,  3 August,  1*864.  Dismissed  7 November,  1864. 

Stocking,  IS.  M. 

Gunner,  22  December,  1849.  Dismissed  29  September,  1856. 

Stockton,  C.  €. 

Midshipman,  1 January,  1812.  Resigned  20  October,  1813. 

Stockton,  Charles  If. 

Midshipman,  14  November,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Stockton,  Edward  C. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  7 February,  1857.  Dismissed  30  June,  1858. 

Stockton,  Francis  H. 

Purser,  11  March,  1829.  Died  15  January,  1858. 

Stockton,  If.  If. 

Midshipman,  1 July,  1827.  Resigned  5 September,  1833. 

Stockton,  Henry  T. 

Midshipman,  20  July,  1865.  Graduated  4 June,  1869.  Ensign,  12  July,  1873. 
Master,  3 June,  1873.  Lieutenant,  2 February,  1878. 

Stockton,  Horatio. 

Midshipman,  24  January,  1815.  Last  appearance  on  Records  ol  Navy  Depart- 
ment, 1815.  Frigate  “ Guerriere .” 
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Stockton,  John,  Jr. 

Midshipman,  2 April,  1804.  Resigned  17  October,  1808. 

Stockton,  P.  A. 

Midshipman,  1 February,  1828.  Passed  Midshipman,  28  March,  1829.  Lieuten- 
ant, 3 March,  1831.  Resigned  14  February,  1834. 

Stockton,  Robert  F. 

Midshipman,  1 September,  1811.  Lieutenant,  9 December,  1814.  Commander, 
27  May,  1830.  Captain,  8 December,  1838.  Resigned  28  May,  1850. 

Stockton,  S.  W. 

Midshipman,  1 December,  1821.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
27  May,  1830.  Died  29  November,  1836. 

Stock  well,  Levi  S. 

Assistant  Paymaster,  25  November,  1861.  Paymaster,  4 August,  1863.  Resigned. 
21  November,  1865. 

Stock  well,  Mark. 

Purser,  30  August,  1800.  Discharged  3 September,  1801,  under  Peace  Establish- 
ment Act. 

Stoddard,  A.  IK 

Midshipman,  16  January,  1809.  Resigned  12  July,  1809. 

Stoddard,  Charles. 

Acting  Master,  27  May,  1861.  Dismissed  10  December,  1861. 

Stoddard,  Efeem  M. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  17  March,  1865. 
Honorably  discharged  11  April,  1866. 

Stoddard,  James. 

Mate,  gallant  conduct  in  action  at  Yazoo  City,  14  April,  1864.  Resigned 
20  May,  1865. 

Stoddard,  J.  S. 

Midshipman,  2 February,  1829.  Resigned  24  November,  1832. 

Stoddard,  Luther. 

Midshipman,  1 April,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
8 December,  1838.  Commander,  14  September,  1855.  Died  29  August,  1859. 

Stoddard,  William  B. 

Acting  Master,  13  November,  1861.  Appointment  revoked  (Sick,)  30  November, 
1864. 

Stockier,  Louis  Mo 

Acting  Master,  26  December,  1861.  Acting  Volunteer  Lieutenant,  10  January, 
1863.  Honorably  discharged  20  November,  1865. 

Stodder,  Seth. 

Midshipman,  4 July,  1805.  Resigned  3 March,  1806. 

Stoddert,  B.  F. 

Midshipman,  8 November,  1800.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Resigned. 

Stoever,  J.  €. 

Acting  Assistant  Paymaster,  7 February,  1865.  Mustered  out  1 October,  1865. 

Stokes,  David  M. 

Midshipman,  1 May,  1822.  Resigned  15  April,  1833. 

Stokes,  M.  S. 

Midshipman,  12  May,  1829.  Passed  Midshipman,  3 July,  1835.  Resigned  6 Feb- 
ruary, 1839. 

Stokes,  Thomas  B. 

Acting  Ensign,  8 October,  1862.  Honorably  discharged  31  August,  1865. 

StoIIery,  William. 

Acting  Third  Assistant  Engineer,  3 September,  1864.  Honorably  discharged 
10  October,  1865. 
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Stone,  Brin  ton. 

Acting  Assistant  Surgeon,  5 December,  1873.  Died  21  January,  1875. 

Stone,  diaries  A. 

Midshipman,  27  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  3 September,  1872 

Stone,  Charles  F. 

Acting  Master,  15  August,  1861.  Dismissed  3 September,  1861 

Stone,  Charles  IL 

Second  Assistant  Engineer,  24  August,  1861.  Resigned  10  June,  1865 

Stone,  Baniel. 

Mate,  9 March,  1864.  Died  30  August,  1864. 

Stone,  Edward  JE. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Retired  list,  5 January,  1874. 

Stone,  Francis. 

Midshipman,  1 May,  1822.  Resigned  17  November,  1828. 

Stone,  George  W. 

Acting  Assistant  Paymaster,  5 August,  1861.  Mustered  out  8 November,  1865. 

Stone,  Henry  O. 

Acting  Master,  3 January,  1862.  Died  17  February,  1865. 

Stone,  John  T. 

Midshipman,  17  December,  1810.  Resigned  10  March,  1812, 

Stone,  John  T. 

Acting  Second  Assistant  Engineer,  22  January,  1863.  Honorably  discharged 
27  October,  1865. 

Stone,  Jesiah. 

Acting  Master,  7 September,  1861.  Dismissed  10  May,  1862. 

Stone,  Moses  W. 

Mate.  Resigned  6 February,  1863. 

Stone,  Pltineas. 

Midshipman,  31  January,  1800.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Stone,  Pliineas  J.,  Jr. 

Acting  Assistant  Paymaster,  31  March,  1863.  Mustered  out  9 April,  1866. 

Stone,  Richard  J. 

Acting  First  Assistant  Engineer,  13  November,  1863.  Honorably  discharged 
1 October,  1865. 

Stone,  Robert. 

Acting  Assistant  Surgeon,  1 September,  1864.  Resigned  11  May,  1865. 

Stone,  Theodore. 

Mate,  3 May,  1864.  Appointment  revoked  7 November,  1865. 

Stone,  William  Si- 

Acting  Volunteer  Lieutenant,  21  September,  1861.  Resigned  29  March,  1862. 

Stoneall,  Washington. 

Acting  Ensign,  1 October,  1862.  Dismissed  21  September,  1863. 

Stoney,  George. 

Midshipman,  21  September,  1870.  Graduated  17  September,  1875.  Ensign,  9 Oc- 
tober, 1876. 

Stoodley,  Nathaniel. 

Master,  14  August,  1813.  Resigned  6 April,  1822. 

Storer,  Edward. 

Purser,  6 October,  1840.  Dismissed  10  April,  1850. 

Storer,  Frederick. 

Midshipman,  20  November,  1814.  Lost  at  Sea  in  1815. 
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Stores*,  George  W. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1818.  Commander,  24  April, 
1828.  Captain,  9 February,  1887.  Rear-Admiral  on  Retired  list,  16  July,  1862. 
Died  8 January,  1864. 

Stores*,  Nathaniel. 

Master,  15  February,  1809.  Appointment  revoked  2 May,  1809. 

Stores*,  Robert  R. 

Midshipman,  4 November,  1841.  Died  at  Sea  4 July,  1847. 

Storm,  George  A. 

Mate,  4 December,  1861.  Dismissed  16  May,  1868. 

Stormes,  John  W. 

Acting  First  Assistant  Engineer,  13  December,  1862.  Acting  Chief  Engineer, 
19  January,  1863.  Honorably  discharged  7 January,  1866. 

Storrs,  A.  If. 

Mate,  13  December,  1861.  Appointment  revoked  (Sick,)  18  February,  1862. 

Stores,  George  S. 

Acting  Midshipman,  23  September,  1854.  Midshipman,  11  June,  1858.  Resigned 
6 March,  1860. 

Story,  F.  W.  CL 

Midshipman,  11  March,  1815.  Resigned  22  October,  1817. 

Story,  Reuben. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged 
21  November,  1865. 

Story,  Thomas  W. 

Master,  27  April,  1813.  Last  appearance  on  Records  of  Navy  Department,  1820. 
Furloughed. 

Stotesbwry,  William. 

Acting  Third  Assistant  Engineer,  2 September,  1864.  Acting  Second  Assistant 
Engineer,  27  October,  1864.  Honorably  discharged  9 December,  1865. 

Stotesbnry,  'William  CL 

Acting  Master,  25  September,  1861.  Dismissed  4 November,  1861. 

Stothard,  Thomas. 

Mate.  Acting  Ensign,  7 November,  1862.  Acting  Master,  4 January,  1865.  Hon- 
orably discharged  2 October,  1865.  Acting  Master,  5 April,  1867.  Mustered 
out  15  December,  1868. 

Stotsenberg,  John  II. 

Mate,  15  March,  1862.  Died  on  “ Honduras ,”  19  July,  1864. 

Stott,  John  W. 

Acting  Third  Assistant  Engineer,  10  December,  1863.  Resigned  27  April, 
1865. 

Ston glit on,  Seth. 

Mate,  1 October,  1862.  Resigned  8 January,  1863. 

Stout,  A.  €. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814,  Last  appearance 
on  Records  of  Navy  Department,  1815.  Lake  Erie. 

Stout,  Charles  If. 

Mate,  13  August,  1863.  Resigned  31  May,  1864. 

Stout,  Edward  C. 

Midshipman,  18  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
6 October,  1854.  Lieutenant,  4 June,  1855.  Lost  in  “Levant”  18  September, 
1860. 

Stout,  Jacob  f>. 

Master’s  Mate,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

Stout,  John. 

Boatswain,  24  July,  1850.  Resigned  26  March,  1853. 


688 


GENERAL  NAVY  REGISTER. 


Stout,  Joseph. 

Lieutenant,  3 July,  1798.  Discharged  8 July,  1801,  under  Peace  Establishment 
Act. 

Stout,  M.  W. 

Midshipman,  12  November,  1813.  Died  8 August,  1820. 

Stoves*,  Abner  !>. 

Acting  Ensign,  18  December,  1862.  Honorably  discharged  9 November,  1865. 

Stoves',  Ephraim  S. 

Mate,  1 March,  1864.  Honorably  discharged  29  October,  1867. 

Stover,  George 'If. 

Acting  Third  Assistant  Engineer,  25  October,  1862.  Appointment  revoked 
21  March,  1864. 

Stow,  Frederick  B. 

Acting  Assistant  Paymaster,  10  July,  1863.  Died  5 January,  1865. 

Stoweil,  Elias. 

Mate,  8 May,  1862.  Appointment  revoked  25  November,  1862. 

Strain,  Isaac  G. 

Midshipman,  11  December,  1837.  Passed  Midshipman,  29  June,  1843.  Lieuten- 
ant, 27  February,  1850.  Died  14  May,  1857. 

Strandberg,  F.  A. 

Acting  Ensign,  2 May,  1863.  Acting  Master,  13  July,  1865.  Resigned  4 Septem- 
ber, 1868. 

Strange,  Clarence  A. 

Assistant  Engineer,  30  October,  1875.  Died  30  December,  1877. 

Stratton,  Franklin  A. 

Civil  Engineer,  1 January,  1867.  Died  18  July,  1879. 

Stratton,  Norman. 

Civil  Engineer,  2 March,  1876. 

Straub,  Ambrose  W. 

Acting  Third  Assistant  Engineer,  6 June,  1864.  Honorably  discharged  30  Octo- 
ber, 1865. 

Straw cli,  I>.  B. 

Acting  Third  Assistant  Engineer,  1861.  Resigned  8 February,  1862. 

Streepey,  Charles  €. 

Acting  Second  Assistant  Engineer,  3 July,  1863.  Honorably  discharged  17  No- 
vember, 1865. 

Street,  George. 

Acting  Third  Assistant  Engineer,  22  September,  1864.  Dismissed  15  November, 
1864. 

Street,  John  W. 

Acting  Third  Assistant  Engineer,  4 December,  1862.  Acting  Second  Assistant 
Engineer,  17  November,  1864.  Honorably  discharged  4 December,  1865. 

Street,  Miles. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1816.  Dismissed. 

Street,  S.  A. 

Midshipman,  4 March,  1822.  Resigned  7 July,  1830. 

Street,  Thomas. 

Gunner,  12  November,  1799.  Discharged  18  April,  1802. 

Street,  William  T. 

Acting  Master,  16  December,  1861.  Honorably  discharged  8 December,  1865. 
Streets,  T.  Hull. 

Assistant  Surgeon,  12  April,  1872. 

Stremmell,  Henry* 

Sailmaker,  24  June,  1857.  Died  21  April,  1858. 
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Stribling,  Cornelius  K. 

Midshipman.  18  June,  1812.  Lieutenant,  1 April,  1818.  Commander,  28  January, 
1840.  Captain,  1 August,  1858.  Retired  list,  21  December,  1861.  Commodore 
on  Retired  list,  16  July,  1862.  Rear-Admiral,  Retired  list,  25  July,  1866. 
Died  17  January,  1880. 

Strihling,  Joint  M. 

Acting  Midshipman,  7 October,  1851.  Midshipman,  10  June,  1854.  Passed 
Midshipman,  22  November,  1856.  Master,  22  January,  1858.  Lieutenant, 
16  March,  1860.  Resigned  8 January,  1861 

Strickland,  George  I>. 

Assistant  Engineer,  12  January,  1876. 

Strickland,  Pan!  I. 

Acting  First  Assistant  Engineer,  1 November,  1862.  Resigned  29  August, 
1863. 

Strieby,  Joint  A, 

Acting  Third  Assistant  Engineer,  9 July,  1863.  Honorably  discharged  25  July, 
1865. 

Striker,  Tlieodore. 

Mate,  11  October,  1861.  Resigned  14  July,  1862. 

Stringer,  George. 

Acting  Third  Assistant  Engineer,  23  March,  1865.  Honorably  discharged 
16  June,  1866. 

Stringer,  Joseph. 

Acting  Third  Assistant  Engineer,  1 January,  1865.  Honorably  discharged  1 Oc- 
tober, 1865. 

Stringliam,  Silas  If. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 
3 March,  1831.  Captain,  8 September,  1841.  Retired  list,  21  December,  1861. 
Rear-Admiral  on  Retired  list,  16  July,  1862.  Died  7 February,  1876. 

Strong,  Augustus  R. 

Midshipman,  20  June,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
21  June,  1832.  Died  18  October,  1834. 

Strong.  Edward  T. 

Mate,  24  November,  1862.  Acting  Ensign,  15  October,  1863.  Acting  Ensign, 
5 July,  1866.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant, 
21  March,  1870. 

Strong,  Frank  JL . 

Acting  Third  Assistant  Engineer,  1 September,  1864.  Honorably  discharged 
14  August,  1865. 

Strong,  Frederick  W. 

Acting  Master,  2 August,  1861.  Honorably  discharged  14  November,  1865. 

Strong,  Henry  A. 

Acting  Assistant  Paymaster,  25  September,  1861.  Assistant  Paymaster,  12  March, 
1863.  Resigned  15  February,  1865. 

Strong,  James  M. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  4 June,  1836.  Lieutenant, 
8 September,  1841.  Commander,  24  April,  1861.  Captain,  5 August,  1865. 
Commodore,  2 March,  1870.  Rear-Admiral,  25  September,  1873.  Retired  list, 
25  April,  1876. 

Strong,  John  E.  G. 

Acting  Assistant  Paymaster,  18  September,  1862.  Discharged  21  March,  1866. 

Strong,  Jos*  €5. 

Assistant  Surgeon,  11  October,  1799.  Permitted  to  retire  26  May,  1801. 

Strong,  Peter  Y. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  “ Constellation 
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Strong,  William  C. 

Midshipman,  22  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Lieutenant,  14  June,  1874. 

St  rope,  William  H. 

Mate,  2 December,  1862.  Acting  Ensign,  22  April,  1863.  Honorably  discharged 
23  November,  1865. 

Stroud,  Charles  F. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  8 De- 
cember, 1865. 

Stroad,  Uncoln^B. 

Mate,  31  October,  1861.  Dismissed  27  May,  1862. 

Stron  t,  Jesse  11. 

Mate,  4 October,  1864.  Honorably  discharged  7 June,  1865. 

Strout,  Fewis  F. 

Mate,  19  July,  1864. 

Struct  e,  Samuel  T. 

Acting  Third  Assistant  Engineer,  9 January,  1862.  Drowned  15  October,  1863. 
Strunk,  Simon  II. 

Mate,  1 October,  1862.  Acting  Ensign,  11  June,  1863.  Honorably  discharged 
29  November,  1865. 

Stuart,  Alexander  C. 

Acting  Third  Assistant  Engineer,  1 July,  1863.  Acting  Second  Assistant  Engineer, 
27  June,  1864.  Honorably  discharged  19  April,  1866. 

Stuart,  Charles. 

Gunner,  22  October,  1859. 

Stuart,  Charles  A. 

Acting  Second  Assistant  Engineer,  19  May,  1863.  Resigned  (Sick,)  13  February, 
1865. 

Stuart,  Charles  B. 

Engineer-iu-Chief,  1 December,  1850.  Resigned  30  June,  1858. 

Stuart,  Baiiiel  B.  V. 

Midshipman,  24  September,  1863.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  11  February,  1873.  Lieutenant,  9 September,  1876. 

Stuart,  E.  W.  II. 

. Mate,  4 April,  1862.  Honorably  discharged  20  June,  1866. 

Stuart,  Frederick  0. 

Acting  Master,  7 July,  1862.  Acting  Volunteer  Lieutenant,  21  November,  1864. 
Honorably  discharged  3 February,  1866. 

Stuart,  Frederick  Jr. 

Acting  Second  Assistant  Engineer,  13  August,  1862.  Dismissed  7 January,  1863. 
Acting  Third  Assistant  Engineer,  3 February,  1863.  Acting  Second  Assistant 
Engineer,  17  March,  1864.  Honorably  discharged  1 December,  1865. 

Stuart,  James  II. 

Assistant  Surgeon,  29  March,  1853.  Lost  in  “Porpoise”  1853. 

Stuart,  Jolnio 

Midshipman,  21  June,  1839.  Passed  Midshipman,  2 July,  1845.  Master,  15  Octo- 
ber, 1853.  Died  27  October,  1853. 

Stuart,  John  A. 

Acting  Carpenter,  21  December,  1863.  Honorably  discharged  3 November,  1865. 

Stuart,  Bobert. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  16  April,  1857. 

Stubbing,  Victor  B. 

Acting  Third  Assistant  Engineer,  15  February,  1864.  Honorably  discharged 
9 July,  1866. 
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Stubbs,  Samuel. 

Midshipman,  2 December,  1799.  Resigned  9 February,  1801, 

Studekaker,  Henry. 

Mate,  14  January,  1864.  Appointment  revoked  (Sick,)  18  July,  1864. 

Stud  ley,  Braddock  ©. 

Mate,  28  January,  1864.  Honorably  discharged  8 April,  1868. 

Stud  ley,  E. 

Acting  Ensign,  Coast  Survey  duty,  21  June,  1867.  Mustered  out  30  November, 
1868. 

Studley,  Ira  B. 

Acting  Master,  12  August,  1861.  Honorably  discharged  3 October,  1865. 

Stull,  Elie  W. 

Midshipman,  1 June,  1828.  Passed  Midshipman,  11  June,  1834.  Resigned 
19  November,  1838. 

Stump,  T.  B.  €. 

Third  Assistant  Engineer,  26  February,  1851.  Second  Assistant  Engineer,  21  May, 
1853.  First  Assistant  Engineer,  9 May,  1857.  Name  stricken  from  the  Roll  22 
May,  1861. 

Sturdy,  Edward  W. 

Midshipman,  25  February,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  26  July,  1871. 

Sturgeon,  Jobn. 

Mate,  14  January,  1868.  Resigned  27  February,  1865. 

Sturges,  Henry  B.  v 

Acting  Master,  28  October,  1861.  Honorably  discharged  29  September,  1865. 

Sturgis,  James  II. 

Mate,  5 June,  1862.  Appointment  revoked  14  March,  1863.  Mate,  2 September, 
1863.  Died  8 January,  1864. 

Stumnaai,  F.  II. 

Midshipman,  2 April,  1804.  Resigned  3 October,  1808. 

Sturtevant,  Charles. 

Acting  Assistant  Surgeon,  5 September,  1863.  Honorably  discharged  18  January, 
1866. 

Stutts,  Henry  F. 

Acting  Third  Assistant  Engineer,  27  January,  1864.  Honorably  discharged 
8 August,  1865. 

Stuyvesant,  Henry. 

Acting  Assistant  Paymaster,  7 October,  1863.  Appointment  revoked  (Sick,) 
11  November,  1864. 

Stuyvesant,  Moses  S. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant- Commander, 
11  April,  1866.  Resigned  18  December,  1868. 

Such,  James. 

Mate..  Dismissed  6 June,  1862.  Re-appointed  Mate,  6 November,  1862.  Died 
26  December,  1863. 

Suddards,  James. 

Assistant  Surgeon,  17  May,  1849.  Surgeon,  24  April,  1861.  Medical  Inspector, 
3 March,  1871.  Medical  Director,  5 April,  1875. 

Suggette,  T.  S. 

Midshipman,  1 December,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

Suggs,  William  B. 

Midshipman,  27  February,  1799.  Discharged  27  September,  1801,  under  Peace 
Establishment  Act. 
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Sullivan,  I>aniel. 

Mate,  19  February,  1864.  Honorably  discharged  16  September,  1865. 

Sullivan,  Harry  R. 

Assistant  Paymaster,  16  June,  1880. 

Sullivan,  James. 

Acting  Third  Assistant  Engineer,  14  January,  1863.  Dismissed  28  August, 
1863. 

Sullivan,  James. 

Acting  Second  Assistant  Engineer,  30  June,  1864.  Honorably  discharged 
10  December,  1865. 

Sullivan,  James  F. 

Acting  Third  Assistant  Engineer,  16  November,  1863.  Resigned  26  April,  1864. 

Sullivan,  James  J. 

Acting  Third  Assistant  Engineer,  20  April,  1863.  Acting  Second  Assistant  En- 
gineer, 5 December,  1864.  Honorably  discharged  31  November,  1865. 

Sullivan,  Jeremiah. 

Midshipman,  7 February,  1799.  Resigned  28  July,  1799. 

Sullivan,  Jeremiah  C. 

Midshipman,  12  October,  1848.  Resigned  14  April,  1854. 

Sullivan,  John.  • 

Acting  Ensign,  11  June,  1863.  Honorably  discharged  31  October,  1865. 

Sullivan,  John. 

Acting  Boatswain,  1 March,  1864.  Appointment  revoked  21  March,  1865. 

Sullivan,  J.  IS. 

Midshipman,  1 December,  1814.  Resigned  10  May,  1828. 

Sullivan,  John  Clyde. 

-Assistant  Paymaster,  13  July,  1870.  Passed  Assistant  Paymaster,  6 September, 
1878. 

Sullivan,  John  €. 

Mate,  25  January,  1862.  Deserted  31  March,  1862. 

Sullivan,  John  M. 

Midshipman,  1 March,  1815.  Lieutenant,  13  January,  1825.  Died  21  February, 
1833. 

Sullivan,  John  T. 

Midshipman,  10  October,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Sullivan,  Fucieia. 

Third  Assistant  Engineer,  12  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  Resigned  5 April,  1866. 

Sullivan,  Timothy  S. 

Mate,  24  October,  1863.  Died  13  March,  1872. 

Sully,  James  Jl. 

Midshipman,  1 February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9 December,  1839.  Died  28  January,  1840. 

Summers,  John  W. 

Mate,  30  August,  1864.  Resigned  (Sick,)  21  March,  1865. 

Summers,  JL.  W.  P. 

Midshipman,  9 June,  1831.  Lost  in  the  “Sylph”  in  August,  1831. 

Summers,  R.  M. 

Midshijunan,  1 February,  1814.  Cashiered  25  March,  1821. 

Summers,  William. 

Gunner,  10  June,  1861.  Dismissed  17  October,  1861.  Dismissal  revoked  14  No 
vember,  1861.  Warranted  6 March,  1862.  Dismissed  30  September,  1862. 

Summers,  William. 

Gunner,  10  June,  1861.  Dismissed  30  September,  1862. 
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Summers,  William  H. 

Acting  Ensign,  15  June,  1864.  Acting  Master,  11  May,  1865.  Honorably  dis- 
charged 22  October,  1865. 

Sumner,  Bavid  II. 

Acting  Master,  22  November,  1861.  Resigned  6 January,  1865. 

Sumner,  €}eorge  W. 

Acting  Midshipman,  20  September,  1858.  Graduated  1862.  Lieutenant,  1 August, 
1862.  Lieutenant- Commander,  25  July,  1866.  Commander,  13  June,  1876. 

Sum  wall,  Frederick  C*. 

Third  Assistant  Engineer,  30  August,  1853.  Dismissed  29  September,  1854. 

Sundstrum,  Olof. 

Mate,  5 June,  1862.  Acting  Ensign,  27  October,  1863.  Resigned  26  April,  1864. 

Sunstrom,  Mark  Trueman. 

Third  Assistant  Engineer,  1 February,  1862.  Second  Assistant  Engineer,  15  Octo- 
ber, 1863.  Resigned  10  November,  1865. 

Surrette,  Thomas. 

Mate,  27  November,  1863.  Appointment  revoked  (Sick)  17  March,  1864. 

Sutherland,  Alan  I*. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Dismissed  17  April,  1863. 

Sutherland,  Mosher  A. 

Third  Assistant  Engineer,  17  March,  1863.  Second  Assistant  Engineer,  1 Septem- 
ber, 1864.  Resigned  15  October,  1867. 

Swain,  Charles. 

Master,  5 December,  1798.  Warrant  returned  by  Captain  Nicholson 

Swain,  Oliver. 

Acting  Ensign,  17  May,  1864.  Died  10  June,  1867. 

Swain,  Samuel  G. 

Mate,  16  October,  1862.  Acting  Ensign,  16  August,  1864.  Honorably  discharged 
26  January,  1866. 

Swain,  William  II. 

Acting  Master,  8 July,  1861.  Appointment  revoked  (Sick,)  22  April,  1863. 

Swan,  Francis  II. 

Acting  Assistant  Paymaster,  9 December,  1861.  Assistant  Paymaster,  9 March, 
1865.  Passed  Assistant  Paymaster,  4 May,  1866.  Paymaster,  31  August,  1865. 
Swaney,  John. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  7 January,  1863.  Acting  Volun- 
teer Lieutenant,  19  March,  1864.  Honorably  discharged  1 December,  1865. 

Swann,  Benjamin. 

Acting  Master,  14  August,  1861.  Appointment  revoked  20  November,  1861. 

Swann,  George  W. 

Chaplain,  15  June,  1844.  Died  22  September,  1844. 

Swann,  Bohert. 

Assistant  Surgeon,  2 May,  1874. 

Swann,  Bober t P. 

Acting  Ensign,  19  July,  1862.  Acting  Master,  25  May,  1863.  Acting  Volunteer 
Lieutenant,  13  April,  1864.  Died  13  January,  1866. 

Swann,  Samuel  R. 

Assistant  Surgeon,  31  May,  1854.  Discharged  16  May,  1859. 

Swann,  Thomas  I. 

Acting  Midshipman,  8 December,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
2 May,  1866.  Commander,  6 January,  1874.  Retired  list,  10  July,  1877. 
Swann,  William  jS.  * 

Midshipman,  1 July,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Lost  in  the  “ Grampus”  20  March,  1843. 
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Swanson,  John. 

Mate,  8 June,  1864.  Died  28  January,  1878. 

Swartwout,  Augustus. 

Midshipman,  1 January,  1812.  Resigned  18  April,  1820. 

Swartwout,  Joins. 

Midshipman,  9 November,  1813.  Lieutenant,  28  April,  1826.  Resigned  15  June. 
1831. 

Swartwout,  Samuel. 

Midshipman,  10  May,  1820.  Passed  Midshipman,  4 June,  1831.  Lieuten- 
ant, 9 February,  1837.  Commander,  14  September,  1855.  Died  5 February, 
1867. 

Swartwout,  Samuel. 

Acting  Second  Assistant  Engineer,  4 January,  1862.  Honorably  discharged 
19  December,  1865. 

Swartwout,  Thomas,  Ji*. 

Midshipman,  28  May,  1800.  Last  appearance  on  Records  of  Navy  Department^ 
29  April,  1801.  Killed  in  a duel. 

Swartwout,  William. 

Mate,  23  March,  1864.  Acting  Ensign,  24  October,  1864.  Honorably  discharged 
21  November,  1865. 

Swasey,  Charles  II. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  9 June,  1859.  Lieuten- 
ant, 31  August,  1861.  Killed  in  action  4 October,  1862. 

Swasey,  True. 

Acting  Third  Assistant  Engineer,  24  September,  1861.  Dismissed  27  January,. 
1862. 

Swasey,  William  Iff. 

Acting  Ensign,  22  July,  1863.  Honorably  discharged  12  October,  1865. 

Swearen  gen,  Thomas. 

Midshipman,  2 April,  1804.  Dismissed  by  Court  Martial  4 May,  1808. 

Sweeuey,  John  E. 

Mate,  21  October,  1861.  Resigned  30  August,  1864.  Mate,  18  May,  1866.  Re- 
signed 15  April,  1867. 

Sweeny,  Hugh  €. 

Midshipman,  18  June,  1812.  Cashiered  in  1821. 

Sweeny,  William. 

Gunner,  31  July,  1802.  Last  appearance  on  Records  of  Navy  Department. 

Sweet,  Frank. 

Acting  Ensign,  22  September,  1864.  Honorably  discharged  8 July,  1865. 

Sweet,  George  F. 

Third  Assistant  Engineer,  20  May,  1863.  Dismissed  30  January,  1869. 

Sweet,  George  J. 

Acting  Assistant  Surgeon,  8 October,  1861.  Honorably  discharged  14  December, 
1865. 

Sweet,  James  P. 

Acting  First  Assistant  Engineer,  24  August,  1864.  Honorably  discharged  22  July, 
1865. 

Sweet  xer,  Levi. 

Acting  Second  Assistant  Engineer,  18  September,  1861.  Honorably  discharged 
16  October,  1865. 

S wen  f!  sen,  Charles. 

Acting  Ensign,  12  March,  1863.  Acting  Master,  1 September,  1864.  Honorably 
discharged  1 .November,  1865. 

Swell,  J.  SI. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  23  September,  1866. 
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Swift,  Jonathan  W. 

Midshipman,  25  August,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 

3 March,  1831.  Reserved  list,  13  September,  1855.  Commodore  on  Retired  list, 

4 April,  1867.  Died  30  July,  1877. 

Swift,  Joseph. 

Gunner,  17  May,  1858. 

Swift,  Le  Roy  E. 

Acting  Ensign,  26  October,  1864.  Honorably  discharged  12  October,  1868. 

Swift,  Robert  R. 

Acting  Second  Assistant  Engineer,  21  January,  1865.  Honorably  discharged 
21  February,  1868. 

Swift,  it.  It. 

Midshipman,  1 November,  1827.  Lost  in  the  “Hornet”  10  September,  1829. 

Swift,  Thomas  W.,  Jr. 

Acting  Ensign,  2 September,  1864.  Honorably  discharged  25  November,  1865. 

Swift,  William. 

Surgeon’s  Mate,  24  July,  1813.  Surgeon,  15  April,  1814.  Retired  list,  25  April, 
1861.  Died  27  December,  1864. 

Swift,  William  €. 

Acting  Third  Assistant  Engineer,  5 June,  1863.  Appointment  revoked  19  Decem- 
ber, 1863. 

Swift,  Willie. 

Midshipman,  25  September,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Swimins,  J.  If. 

Carpenter,  12  July,  1799.  Dismissed  15  September,  1800. 

Swinburne,  William  T. 

Midshipman,  29  September,  1862.  Graduated  June,  .1866.  .Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Swlnnerton,  Samuel  A. 

Acting  Master,  22  January,  1862.  Resigned  2 September,  1863.  Acting  Master, 

1 April,  1864.  Honorably  discharged  31  October,  1865. 

Swint,  ILewis  F. 

Acting  Third  Assistant  Engineer,  16  August,  1862.  Appointment  revoked  (Sick,) 
9 April,  1863; 

■ Sword  9 Edward  J. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged 
15  February, -1866.  Acting  Third  Assistant  Engineer,  12  April,  1866.  Mustered 
out  27  March,  1869. 

Swords,  Thomas  A. 

Acting  Assistant  Paymaster,  5 December,  1864.  Mustered  out  29  September,  1865. 

Sydney,  Joseph  ¥. 

Third  Assistant  Engineer,  3 December,  1861.  Second  Assistant  Engineer,  8 Sep- 
tember, 1863.  Died  31  October,  1864. 

Sykes,  Samuel  M. 

Acting  Second  Assistant  Engineer,  9 May,  1864.  Honorably  discharged  29  No- 
vember, 1865. 

Sykes,  Stephen." 

Purser,  12  September,  1800.  Last  appearance  on  Records  of  Navy  Department. 
Resigned. 

Sy misses,  Frank  J. 

Acting  Third  Assistant  Engineer,  under  instruction,  Naval  Academy,  10  October, 
1866.  Third  Assistant  Engineer,  2 June,  1868.  Second  Assistant  Engineer, 

2 June,  1869.  Resigned  18  July,  1871. 

Synimes,  J.  G* 

Surgeon,  9 January,  1799.  Last  appearance  on  Records  of  Navy  Department. 
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Symmes,  Thomas. 

Acting  Master,  30  August,  1861.  Resigned  21  February,  1865. 

Sy mins,  G.  G° 

Mate,  3 June,  1864.  Honorably  discharged  20  November,  1867. 

Symoncls*,  Frederick:  M. 

Midshipman,  26  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Symonds,  William. 

Acting  Ensign,  11  February,  1864.  Resigned  20  January,  1865. 

Syplser,  Abram  J. 

Acting  First  Assistant  Engineer,  12  January,  1864.  Resigned  20  May,  1865. 


Taafe,  Christopher  G. 

Acting  Master,  8 May,  1862.  Honorably  discharged  25  August,  1865. 

Tabb,  B1  sicker  II. 

Midshipman,  17  January,  1849.  Killed  5 March,  1850. 

Taker,  Charles  E. 

Acting  Third  Assistant  Engineer,  29  August,  1863.  Honorably  discharged 
24  August,  1865. 

Taber,  Silas  A. 

Mate,  1 May,  1863.  Resigned  (Sick,)  18  October,  1864. 

Taber,  William. 

Mate,  15  November,  1861.  Appointment  revoked  (Sick,)  28  August,  1862. 

Taber,  William  I>. 

Acting  Ensign,  14  February,  1864.  Honorably  discharged  6 December,  1865. 

Tafle,  Arthur  F. 

Mate,  29  November,  1862.  Drowned  from  “ Juniata ,”  6 March,  1865. 

Taft,  John  I. 

Midshipman,  25  February,  1863.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  28  October,  1872. 
Taggart,  David. 

Gunner,  18  June,  1834.  Died  at  Sea  13  December,  1836. 

Taggart,  F.  II. 

Midshipman,  1 February,  1814.  Resigned  4 May,  1815. 

Taggart,  William  If. 

Acting  Assistant  Surgeon,  1 October,  1864.  Resigned  18  January,  1865. 

Taggart,  William. 

Third  Assistant  Engineer,  5 January,  1843.  Second  Assistant  Engineer,  10  July, 
1837.  Resigned  12  May,  1849. 

Tain  ter.  Bean  W. 

Acting  Ensign,  1 October,  1862.  Resigned  26  April,  1865. 

Tain  ter,  George  W. 

Mate,  22  October,  1863.  Acting  Ensign,  22  July,  1864.  Honorably  discharged 
3 November,  1865. 

Tail,  Cliarles  W. 

Assistant  Surgeon,  24  July,  1837.  Passed  Assistant  Surgeon,  14  March,  1848. 
Resigned  17  November,  1843. 

Talbot,  Cyrus. 

Lieutenant,  21  May,  1799.  Commander,  15  January,  1800.  Discharged  23  Octo- 
ber, 1801,  under  Peace  Establishment  Act. 

Talbot,  John  G. 

Midshipman,  lfPApril,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Drowned  19  December, 
1870. 
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Talbot,  ILevi. 

Gunner,  13  July,  1831.  Died  14  June,  1841. 

Talbot,  Mortimer  K 

Chaplain,  8 September,  1841.  Died  21  April,  1863. 

Talbot,  Mobert  H. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  26  August, 
1862.  First  Assistant  Engineer,  24  August,  1864.  Resigned  24  October,  1868. 

Talbot,  Silas* 

Captain,  11  May,  1798.  Resigned  21  September,  1801. 

Talbot,  Zepbanial 

Third  Assistant  Engineer,  3 May,  1859.  Second  Assistant  Engineer,  13  May,  1861. 
First  Assistant  Engineer,  20  May,  1863.  Resigned  16  December,  1865. 

Talcott,  Charles  Gratiot. 

Cadet  Engineer,  Naval  Academy,  15  September,  1875.  Graduated  10  June,  1879. 

Talcott,  George,  Jr. 

Midshipman,  23  November,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1868.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 25  March,  1880. 

Talcott,  Horace. 

Acting  Assistant  Paymaster,  27  September,  1862.  Died  8 May,  1864 

Talcott,  Matthew. 

Midshipman,  26  April,  1798.  Dismissed  16  August,  1798. 

Talcott,  Matthew. 

Midshipman,  11  September,  1799.  Discharged  15  April,  1801,  under  Peace  Estab- 
lishment Act. 

Taliaferro,  Horace  I>. 

Assistant  Surgeon,  20  June,  1838.  Passed  Assistant  Surgeon,  22  November,  1848. 
Resigned  15  November,  1844. 

Talliaferro,  A.  11. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
8 September,  1841.  Cashiered  20  October,  1843. 

Tallmaclge,  B. 

Midshipman,  24  January,  1815.  Lieutenant,  13  January,  1825.  Died  20  June, 
1831. 

Tallman,  Benjamin. 

Carpenter,  25  March,  1802.  Last  appearance  on  Records  of  Navy  Department, 
1 December,  1803.  Furloughed. 

Tallin  sin,  Charles  E. 

Sailmaker,  9 January,  1877. 

Tall  in  a n,  Hamilton  M. 

Midshipman,  27  February,  1863.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Master,  12  July,  1870.  Retired  list,  26  June,  1875. 

Tall  man,  Henry  C. 

Acting  Midshipman,  24  September,  1857.  Lieutenant,  1 August,  1862.  Lieuten- 
ant-Commander, 25  July,  1866.  Retired  list,  9 October,  1872. 

Tallman,  IPeleg. 

Lieutenant,  16  April,  1799.  Resigned  20  September,  1799. 

Tallman,  William,  Jr. 

Acting  Master,  30  August,  1861.  Honorably  discharged  18  December,  1865. 

Tallon,  John. 

Acting  First  Assistant  Engineer,  1 May,  1863.  Appointment  revoked  (Sick,) 
21  April,  1865. 

Taney,  J»  B. 

Acting  Ensign,  27  July,  1863.  Honorably  discharged  6 June,  1868. 

Taney,  Joseph. 

Midshipman,  20  February,  1800.  Resigned  2 January,  1801. 
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Tanner,  Henry  IV. 

Acting  Assistant  Paymaster,  10  July,  1862.  Died  2 July,  1863. 

Tanner,  John  A. 

Assistant  Surgeon,  20  October,  1875. 

Tanner,  Samuel  W. 

Acting  Assistant  Paymaster,  18  January,  1864.  Mustered  out  22  September,  1865. 

Tanner,  Zera  F. 

Acting  Ensign,  18  August,  1862.  Acting  Master,  29  September,  1864.  Ensign, 
12  March,  1868.  Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Tapley,  John. 

Midshipman,  31  January,  1800.  Discharged  30  April,  1801,  under  Peace  Estab- 
lishment Act. 

Tapman,  Henry  T. 

Third  Assistant  Engineer,  3 August,  1863.  Dismissed  13  September,  1864. 

Tappan,  Amos  K. 

Acting  Third  Assistant  Engineer,  11  March,  1865.  Honorably  discharged  27  Oc- 
tober, 1865. 

Tappan,  II  enj  am  in. 

Midshipman,  21  September,  1871.  Graduated  20  June,  1876.  Ensign,  5 Febru- 
ary, 1879. 

Tartoell,  John  F. 

Acting  Assistant  Paymaster,  28  January,  1862.  Mustered  out  11  December,  1865. 
Assistant  Paymaster,  21  February,  1867.  Passed  Assistant  Paymaster,  16  Sep- 
tember, 1868.  Paymaster,  3 April,  1879. 

Tar  hell,  Joseph. 

Midshipman,  5 December,  1798.  Lieutenant,  25  August,  1800.  Commander, 
25  April,  1808.  Captain,  24  July,  1813.  Died  24  November,  1815. 

Tardy,  Henry. 

Midshipman,  9 November,  1813.  Dismissed  by  Court-Martial  5 August,  1817. 

Tan*,  Herbert  J. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Honorably  discharged 
8 February,  1866. 

Tarr,  Robert. 

Acting  Master,  25  January,  1862.  Acting  Volunteer  Lieutenant,  13  April,  1864. 
Honorably  discharged  12  October,  1865. 

Tate,  Janies. 

Acting  Second  Assistant  Engineer.  Resigned  17  June,  1864. 

Tate,  Robert. 

Acting  Chief  Engineer,  1 October,  1862:  Honorably  discharged  19  November, 

1865. 

Tate,  William  H. 

Acting  Third  Assistant  Engineer,  12  December,  1861.  Acting  Second  Assistant 
Engineer,  9 February,  1864.  Honorably  discharged  7 October,  1865. 

Tatem;  Robert  L. 

Sailmaker,  22  June,  1861.  Dismissed  24  November,  1880. 

Tatem,  Robert  $. 

Master,  21  July,  1814.  Died  3 January,  1844. 

Tatem,  Samuel. 

Sailmaker,  30  March,  1848.  Died  23  August,  1877. 

Tatem,  Thomas. 

Sailmaker,  10  September,  1849.  Died  3 May,  1853. 

Taten,  John  F. 

Sailmaker,  21  December,  1841.  Resigned  8 June,  1842. 

Taten,  Thomas. 

Sailmaker,  24  November,  1841.  Resigned  7 September,  1842. 
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Tatnall,  Edward  F. 

Midshipman,  17  March,  1838.  Passed  Midshipman,  20  May,  1844.  Died  21  July, 
1850. 

Tatnall,  Josiah. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Commander,  25  Feb- 
ruary, 1838.  Captain,  5 February,  1850.  Resigned  21  February,  1861. 

Tattnall,  Josiah,  Jr. 

Purser,  28  June,  1850.  Resigned  22  April,  1856. 

Taunt,  Emory  H. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  28  December,  1872.  Lieutenant,  8 August,  1876. 

Taussig,  Edward  I>. 

Midshipman,  24  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Master,  21  March,  1870.  Lieutenant,  1 January,  1872. 

Tayloe,  James  L. 

Acting  Midshipman,  24  September,  1855.  Midshipman,  15  June,  1860.  Dis- 
missed 5 July,  1861. 

Tayloe,  John. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Resigned 
31  July,  1823. 

Taylor,  Albert. 

Mate,  8 May,  1862.  Acting  Ensign,  24  November,  1862.  Acting  Master, 
11  March,  1865.  Honorably  discharged  20  January,  1866.  Acting  Master, 
11  December,  1866.  Mustered  out  27  March,  1869. 

Taylor,  Alfred. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
9 February,  1837.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  27  September,  1866.  Rear-Adaniral,  29  January,  1872.  Retired 
list,  23  May,  1872. 

Taylor,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  13  September,  1861.  Acting  Second  Assistant 
Engineer,  23  October,  1862.  Died  4 August,  1863. 

Taylor,  Bushrod  II. 

Midshipman,  3 April,  1849.  Passed  Midshipman,  12  June,  1855.  Master,  16 
September,  1855.  Lieutenant,  31  July,  1856.  Lieutenant- Commander,  16  July, 
1862.  Commander,  14  March,  1868.  Captain,  27  October,  1879. 

Taylor,  Charles  E. 

Acting  Assistant  Paymaster,  6 February,  1862.  Resigned  7 April,  1865. 

Taylor,  Charles  F. 

Mate,  5 March,  1862.  Acting  Ensign,  5 November,  1862.  Acting  Master,  6 De  ' 
cember,  1864.  Honorably  discharged  27  August,  1865. 

Taylor,  Clinton  F. 

Mate,  20  July,  1864.  Honorably  discharged  10  April,  1866. 

Taylor,  Daniel  Cw. 

Acting  Master,  27  February,  1862.  Dismissed  22  July,  1863. 

Taylor,  David. 

Acting  Second  Assistant  Engineer,  2 August,  1864.  Honorably  discharged 
19’ June,  1865. 

Taylor,  David  P. 

Acting  Assistant  Surgeon,  28  March,  1864.  Honorably  discharged  28  October, 
1865. 

Taylor,  Bncfley  E. 

Acting  Master,  18  January,  1862.  Died,  New  Haven,  Connecticut,  19  July,  1866. 

Taylor,  Bngomier. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  at  Sea  5 Octo- 
ber, 1819. 
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Taylor,  Edward  E. 

Acting  Ensign,  26  February,  1863.  Acting  Master,  29  September,  1864.  Honor- 
ably discharged  27  September,  1865. 

Taylor,  Elias  €. 

Master’s  Mate,  16  November,  1816.  Midshipman,  1 January,  1819.  Lieutenant, 
17  May,  1828.  Died  20  April,  1832. 

Taylor,  Fiteli  W. 

Chaplain,  23  April,  1841.  Died  23  July,  1865. 

Taylor,  Francis. 

Midshipman,  9 June,  1811.  Drowned  5 October,  1811. 

Taylor,  Francis  C. 

Acting  Third  Assistant  Engineer,  4 May,  1864.  Appointment  revoked  23  May, 

1864. 

Taylor,  Francis  E. 

Mate,  21  April,  1865.  Honorably  discharged  8 January,  1866. 

Taylor,  George. 

Acting  Master,  21  January,  1862.  Acting  Volunteer  Lieutenant,  16  August,  1864. 
Resigned  18  February,  1865. 

Taylor,  George. 

Mate,  31  October,  1861.  Acting  Ensign,  6 January,  1863.  Dismissed  5 January, 

1865. 

Taylor,  George. 

Acting  Third  Assistant  Engineer,  12  July,  1862.  Honorably  discharged  14  April, 
1868. 

Taylor,  George  ff§. 

Midshipman,  10  May,  1820.  Resigned  6 January,  1821. 

Taylor,  George  CL 

Acting  Assistant  Paymaster,  10  October,  1861.  Resigned  19  December,  1863. 

Taylor,  George  W. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Acting  First  Assistant  En- 
gineer, 28  November,  1863.  Resigned  28  February,  1865. 

Taylor,  George  W. 

Midshipman,  1 November,  1827.  Resigned  19  December,  1831. 

Taylor,  G or  la  am  C. 

Mate,  24  October,  1861.  Appointment  revoked  (Sick,)  31  January,  1863. 

Taylor,  Henry. 

Acting  Ensign,  10  June,  1863.  Acting  Master,  27  December,  1864.  Honorably 
discharged  31  January,  1866.  Acting  Master,  4 August,  1866.  Appointment 
revoked  6 November,  1866. 

Taylor,  Henry. 

Acting  Ensign,  11  December,  1863.  Honorably  discharged  12  May,  1867. 

Taylor,  Henry  €. 

Acting  Midshipman,  20  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.  Commander,  16  December,  1879. 

Taylor,  Henry  W. 

Acting  First  Assistant  Engineer,  28  May,  1864.  Resigned  17  June,  1865. 

Taylor,  Henry  W. 

Acting  Third  Assistant  Engineer,  7 February,  1865.  Honorably  discharged  27  Oc- 
tober, 1865. 

Taylor,  Miero. 

Cadet  Midshipman,  30  September,  1873.  Graduated  18  June,  1879.  Ensign, 
1 September,  1880. 

Taylor,  Hiram  A. 

Mate,  12  August,  1864.  Honorably  discharged  9 August,  1865. 
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Taylor,  James. 

Master,  19  April,  1813.  Discharged  3 February,  1814. 

Taylor,  James. 

Acting  Master,  29  May,  1861.  Honorably  discharged  12  February,  1866. 

Taylor,  James. 

Master,  13  December,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Dead. 

Taylor,  James  IS. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Drowned  19  March, 
1819. 

Taylor,  James  M. 

Surgeon,  9 August,  1805.  Resigned  27  September,  1807. 

Taylor,  James  W. 

Acting  Master  and  Pilot,  15  November,  1864.  Appointment  revoked  9 March,  1865, 

Taylor,  Jesse. 

Midshipman,  6 December,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  26  November,  1856.  Resigned  12  September, 
1859. 

Taylor,  J.  II.  IS. 

Midshipman,  8 March,  1839.  Resigned  30  July,  1839. 

Taylor,  John. 

Midshipman,  16  January,  1809.  Killed  in  action  23  August,  1812. 

Taylor,  John. 

Mate,  9 March,  1866.  Resigned  5 August,  1868. 

Taylor,  John  II. 

Mate,  10  November,  1863.  Honorably  discharged  5 September,  1865. 

Taylor,  John  L. 

Midshipman,  2 February,  1829.  Resigned  3 August,  1831. 

Taylor,  John  S. 

Midshipman,  14  December,  1836.  Passed  Midshipman,  1 July,  1842.  Master, 
23  June,  1849  Lieutenant,  5 February,  1850.  Reserved  list,  13  September, 
1855.  Resigned  18  April,  1861. 

Taylor,  John  W. 

Midshipman,  1 April,  1828.  Dismissed  6 June,  1836. 

Taylor,  John  Y. 

Assistant  Surgeon,  26  September,  1853.  Passed  Assistant  Surgeon,  1 August, 
1861.  Medical  Inspector,  29  June,  1872.  Medical  Director,  20  April,  1879. 

Taylor,  Joseph. 

Master,  14  July,  1812.  Died  2 January,  1820. 

Taylor,  Joseph. 

Acting  Assistant  Surgeon,  28  September,  1870.  Honorably  discharged  30  June,  1879. 

Taylor,  J.  Winthrop. 

Assistant  Surgeon,  7 March,  1838.  Surgeon,  1 May,  1852.  Medical  Director, 
3 March,  1871.  Chief,  Bureau  Medicine  and  Surgery,  21  October,  1878.  Re- 
tired list,  19  August,  1879.  Died  19  January,  1880. 

Tayl#r,  Marlin  T. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged 
23  September,  1865. 

Taylor,  N. 

Mate,  19  June,  1865.  Resigned  14  September,  1867. 

Taylor,  Per  safer. 

Carpenter,  17  April,  1800.  Resigned  20  April,  1807. 

Taylor,  Peter. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Acting  Second  Assistant 
Engineer,  8 March,  1865.  Honorably  discharged  27  September,  1865. 
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Taylor,  P.  Henry. 

Third  Assistant  Engineer,  16  February,  1S52.  Second  Assistant  Engineer,  21  May, 
1858.  Resigned  10  September,  1856. 

Taylor,  Richard,  Jr. 

Midshipman,  1 January,  1818.  Resigned  17  January,  1825. 

Taylor,  Richard  H. 

Mate,  80  June,  1864.  Honorably  discharged  17  July,  1865. 

Taylor,  Richard  AT. 

Acting  Third  Assistant  Engineer,  11  March,  1868.  Acting  Second  Assistant  En- 
gineer, 7 January,  1865.  Honorably  discharged  16  August,  1866. 

Taylor,  Richardson. 

Midshipman,  14  April,  1800.  Discharged  5 June,  1801,  under  Peace  Establish- 
ment Act. 

Taylor,  Robert. 

Midshipman,  1 May,  1822.  Died  in  1828. 

Taylor,  Robert  €. 

Acting  Second  Assistant  Engineer,  7 December,  1863.  Dismissed  13  October,  1864. 

Taylor,  Robert  I>. 

Third  Assistant  Engineer,  21 . April,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  First  Assistant  Engineer,  31  January,  1873. 

Taylor,  Robert  E. 

Acting  Third  Assistant  Engineer,  20  August,  1864.  Honorably  discharged 
5 July,  1865. 

Taylor,  Thomas  E. 

Acting  Third  Assistant  Engineer,  19  February,  1864.  Honorably  discharged 
28  October,  1865. 

Taylor,  Thriiston  M. 

Midshipman,  1 April,  1828.  Resigned  28  May,  1836. 

Taylor,  T.  Marston. 

Purser,  3 November,  1834.  Died  6 July,  1870. 

Taylor,  Walter. 

Acting  Third  Assistant  Engineer,  14  September,  1864.  Honorably  discharged 
22  July,  1865. 

Taylor,  W.  R.  O. 

Midshipman,  13  February,  1815.  Resigned  9 June,  1836. 

Taylor,  W.  R.  S. 

Midshipman,  20  June,  1806.  Resigned  10  February,  1807. 

Taylor,  William. 

Gunner,  6 July,  1804.  Last  appearance  on  Records  of  Navy  Department,  5 June, 
1806. 

Taylor,  William. 

Midshipman,  1 January,  1812.  Lieutenant,  5 March,  1817.  Died  13  January, 
1835. 

Taylor,  William. 

Midshipman,  17  December,  1810.  Resigned  5 July,  1811. 

Taylor,  William  A. 

Acting  Ensign,  7 September,  1864.  Honorably  discharged  24  July,  1865. 

Taylor,  William  E. 

Acting  Second  Assistant  Engineer,  15  October,  1863.  Resigned  17  June,  1865. 

Taylor,  William  E. 

Assistant  Surgeon,  3 July,  1859.  Passed  Assistant  Surgeon,  22  August,  1862. 
Surgeon,  5 September  1862.  Medical  Inspector,  31  December,  1876.  Retired 
list,  14  January,  1881. 

Taylor,  William  P. 

Midshipman,  13  June,  1831.  Died  14  December,  1846. 
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Taylor*  William  Movers. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
10  February,  1840.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  25  July,  1866.  Rear-Admiral,  19  January,  1871.  Retired  list, 

7 November,  1873. 

Taylor,  William  T. 

Lieutenant,  9 December,  1814.  Commander,  3 March,  1831.  Captain,  8 Septem- 
ber, 1841.  Reserved  list,  13  September,  1855.  Died  11  February,  1858. 

Tayon,  Augustus  S. 

Acting  Master,  1 October,  1862.  Resigned  16  June,  1863. 

Teal,  Benjamin  F. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged 
24  September,  1868. 

Teal,  Jacob,  Jr. 

Mate,  17  October,  1863.  Resigned  17  May,  1865. 

Teal,  William. 

Acting  Third  Assistant  Engineer,  7 July,  1863.  Honorably  discharged  3 January, 
1866. 

Tell,  William. 

Sailmaker,  5 December,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Tempenny,  Eli. 

Acting  Third  Assistant  Engineer,  10  December,  1862.  Honorably  discharged 
31  October,  1865. 

Temple,  William.  G. 

Midshipman,  18  April,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
21  July,  1854.  Lieutenant,  18  April,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  3 March,  1865.  Captain,  28  August,  1870.  Commodore, 
5 June,  1878. 

Temple,  William  T. 

Midshipman,  1 September,  1811.  Lieutenant,  1 April,  1818.  Died  23  June, 
1830. 

Tenant,  Moses. 

Midshipman,  3 July,  1798.  Resigned  15  December,  1798. 

Ten  Eiek,  A.  S. 

Midshipman,  1 September,  181-1.  Lieutenant,  27  April,  1816.  Commander,  9 Feb- 
ruary, 1837.  Captain,  10  December,  1843.  Died  28  March,  1844. 

Tengwall,  Charles. 

Mate,  27  August,  1863.  Acting  Ensign,  4 January,  1865.  Honorably  discharged 

8 August,  1865. 

Tenley,  Washington. 

Acting  First  Assistant  Engineer,  31  December,  1863.  Appointment  revoked 
(Sick,)  16  June,  1864. 

Tennant,  John. 

Acting  Third  Assistant  Engineer,  19  October,  1861.  Dismissed  15  October,  1862. 

Tennant,  Thomas. 

Acting  Third  Assistant  Engineer,  23  March,  1865.  Died  4 September,  1867. 

Tennent,  George  W. 

Third  Assistant  Engineer,  17  February,  1860.  Resigned  6 February,- 1861. 

Teisneiit,  John  C. 

Third  Assistant  Engineer,  10  July,  1847.  Second  Assistant  Engineer,  31  October, 
1848.  Dismissed  5 July,  1849. 

Tenney,  John. 

Mate,  6 September,  1864.  Honorably  discharged  17  March,  1866. 

Terrell,  Charles. 

Acting  Midshipman,  26  September,  1867.  Graduated  6 June,  1871.  Resigned 
30  June,  1874. 
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Terrell?  Thomas  C. 

Midshipman,  20  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Terrell,  Colville. 

Midshipman,  3 January,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 

I March,  1855.  Lieutenant,  14  September,  1855.  Lost  in  “ Levant ,”  18  Sep- 
tember, 1860. 

Terrill,  Edward  A. 

Acting  Master,  19  April,  1862.  Honorably  discharged  16  December,  1865. 

Terrill,  Francis  II. 

Assistant  Surgeon,  22  June,  1875.  Resigned  8 June,  1878. 

Terrill,  George. 

Surgeon,  22  May,  1826.  Resigned  21  September,  1854. 

Terry,  Edward. 

Acting  Midshipman,  21  September,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  3 April, 
1861.  Lieutenant-Commander,  4 January,  1863.  Commander,  31  October, 
1871. 

Terry,  James. 

Midshipman,  16  July,  1814.  Resigned  20  April,  1815. 

Terry,  James. 

Master,  20  April,  1815.  Cashiered  25  October,  1820. 

Terry,  Joseph  II. 

Purser,  6 June,  1815.  Died  22  August,  1853. 

Terry,  Silas  W. 

Acting  Midshipman,  28  September,  1858.  Ensign,  16  December,  1862.  Lieuten- 
ant, 22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 

II  July,  1877. 

Terry,  fan  Men  sal  ear. 

Acting  Second  Assistant  Engineer,  28  May,  1861.  Dismissed  4 August,  1862. 

Terry,  William  F. 

Assistant  Surgeon,  24  January,  1862.  Resigned  19  October,  1863.  Assistant 
Surgeon,  12  July,  1866.  Resigned  15  May,  1868. 

Tessimond,  €.  M. 

Mate,  10  September,  1864.  Honorably  discharoed  16  August,  1865. 

Test,  Henry  M. 

Acting  Third  Assistant  Engineer,  7 December,  1863.  Honorably  discharged 
15  August  1865. 

Tester,  Abraham. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  discharged 
21  August,  1865. 

Tew,  George  W. 

Midshipman,  21  February,  1799.  Lieutenant,  1 April,  1800.  Last  appearance  on 
Records  of  Navy  Department,  30  April,  1801.  Dead. 

Tew,  Henry. 

Mate,  18  April,  1864. 

Tew,  Henry,  Sr. 

Master,  28  March,  1814.  Resigned  27  December,  1814. 

Tew,  Henry. 

Master,  28  June,  1812.  Resigned  27  December,  1814. 

Tew,  James  B. 

Mate,  12  January,  1863.  Acting  Ensign,  31  January,  1865.  Honorably  discharged 
19  October,  1865. 

Tewkshnry,  James. 

Master,  14  December,  1815.  Died  1 September,  1843. 


GENERAL  NAVY  REGISTER. 


705 


Thacker,  Oliver. 

Acting  Master,  4 March,  1862.  Honorably  discharged  21  November,  1865. 

Thackara,  Alexander  M. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870 
Master,  12  July,  1871.  Lieutenant,  8 November,  1874. 

Thalia,  William  W. 

Acting  Third  Assistant  Engineer,  29  December,  1862.  Honorably  discharged 
80  October,  1865. 

Thafll,  Richard. 

Acting  Third  Assistant  Engineer,  4 March,  1868.  Acting  Second  Assistant  En- 
gineer, 1 February,  1865.  Honorably  discharged  20  June,  1868. 

Thatcher,  Caleb  B. 

Mate,  18  February,  1864.  Honorably  discharged  6 November,  1865. 

Thatcher,  Charles. 

Acting  Ensign,  4 March,  1863.  Acting  Master,  1 December,  1863.  Murdered  at 
Raceousi  Island,  La.,  25  November,  1864. 

Thatcher,  Edward  C. 

Assistant  Surgeon,  8 July,  1867.  Resigned  1 March,  1873. 

Thatcher,  If  eery  C. 

Acting  Assistant  Surgeon,  3 March,  1865.  Honorably  discharged  19  January, 
1866. 

Thatcher,  Henry  If. 

Midshipman,  4 March,  1823.  Lieutenant,  23  March,  1829.  Lieutenant-Commander, 
28  February,  1833.  Commander,  14  September,  1855.  Commodore,  16  July, 
1862.  Rear-Admiral,  25  July,  1866.  Retired  list,  26  May,  1868.  Died  5 April, 
1880. 

Thatcher,  J'.  C. 

Purser,  13  September,  1841.  Lost  in  the  “Grampus ,”  March,  1843. 

Thatcher,  Joseph  E. 

Carpenter,  20  February,  1872. 

Thatcher,  Eewis  C. 

Acting  Third  Assistant  Engineer,  9 June,  1864.  Acting  Second  Assistant  Engi- 
neer, 20  March,  1865.  Honorably  discharged  9 December,  1865. 

Thaxter,  Martin  W. 

Acting  Third  Assistant  Engineer,  31  May,  1864.  Honorably  discharged  8 Feb- 
ruary, 1866. 

Thayer,  Edward  N. 

Midshipman,  18  June,  1812.  Resigned  8 March,  1814. 

Thayer,  Foster, 

Acting  Assistant  Surgeon,  17  June,  1864.  Resigned  9 June,  1865. 

Thayer,  G.  J.  W. 

Midshipman,  23  October,  1832.  Resigned  27  October,  1834. 

Thayer,  Henry  G. 

Acting  Assistant  Paymaster,  24  March,  1864.  Honorably  discharged  12  December, 
1865. 

Thayer,  Isaac. 

Acting  Ensign,  28  March,  1864.  Honorably  discharged  1 August,  1865. 

Thayer,  James. 

Boatswain,  1 April,  1822.  Died  9 January,  1828. 

Thayer,  James. 

Gunner,  27  September,  1860.  Dismissed  9 November,  1864.  Acting  Gunner, 
3 December,  1864.  Dismissed  14  March,  1865.  Re-instated  from  3 December, 
1864.  Resigned  31  October,  1876. 

Thayer,  William  E.  €4. 

Acting  Assistant  Paymaster,  17  November,  1864.  Honorably  discharged  15  Octo- 
ber, 1865. 
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Thode,  Jolm  W. 

Mate,  8 January,  1862.  Resigned  23  September,  1862.  Mate,  2 February,  1864. 
Resigned  27  June,  1865. 

Thom,  J.  Pembroke. 

Assistant  Surgeon,  16  March,  1853.  Resigned  27  May,  1857. 

Thom,  William  S. 

Purser,  15  October,  1799.  Discharged  21  May,  1802,  under  Peace  Establishment 
Act. 

Thomas,  Cal  via  F. 

Midshipman,  16  October,  1849.  Passed  Midshipman,  20  June,  1856.  Master, 
22  January,  1858.  Lieutenant,  23  January,  1858.  Died  18  February,  1860. 

Thomas,  Charles. 

Acting  Ensign,  1 September,  1864.  Dismissed  21  November,  1864. 

Thomas,  Charles. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
8 September,  1841.  Reserved  list,  13  September,  1855.  Captain  on  Retired 
list,  4 April,  1867. 

Thomas,  Charles  I. 

Midshipman,  28  November,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Lieuten- 
ant-Commander, 1 April,  1880. 

Thomas,  Charles  W. 

Chaplain,  29  October,  1853.  Resigned  26  January,  1861. 

Thomas,  Chawmcy,  Jr. 

Midshipman,  26  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  14  April,  1875. 

Thomas,  Edward. 

Acting  Assistant  Surgeon,  25  January,  1862.  Dismissed  7 April,  1862. 

Thomas,  E.  If. 

Acting  Ensign,  24  April,  1863.  Dismissed  31  October,  1864. 

- Thomas,  Eugene  B. 

Midshipman,  20  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Thomas,  F.  X. 

Acting  Master,  19  November,  1861.  Resigned  2 September,  1862. 

Thomas,  Gardner,  Jr. 

Purser,  22  July,  1815.  Died  25  September,  1829. 

Thomas,  George. 

Master,  7 July,  1812.  Last  appearance  on  Records  of  Navy  Department.  Dead. 
Thomas,  George. 

Sailmaker,  19  December,  1834.  Retired  list,  16  May,  1873. 

Thomas,  George. 

Mate,  29  September,  1863.  Acting  Ensign,  22  December,  1864.  Honorably  dis- 
charged 2 August,  1865. 

Thomas,  George  E. 

Mate,  14  November,  1861.  Acting  Ensign,  5 April,  1867.  Died  24  December, 
1867. 

Thomas,  Henry. 

Midshipman,  2 January,  1804.  Resigned  26  September,  1808. 

Thomas,  Henry. 

Master,  25  January,  1814.  Discharged  1 February,  1815. 

Thomas,  Henry  G. 

Carpenter,  10  February,  1844.  Dismissed  27  July,  1861. 

Thomas,  James  R. 

Mate,  21  May,  1864.  Resigned  19  May,  1865. 
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Thomas,  John. 

Mate,  gallantry  in  saving  life  of  two  companions,  27  December,  1862.  Died  2 Oc- 
tober, 1863. 

Thomas,  John  A. 

Mate,  10  March,  1864.  Honorably  discharged  13  August,  1865. 

Thomas,  John  D. 

Acting  Ensign,  23  December,  1864.  Honorably  discharged  21  December,  1867. 

Thomas,  John  J. 

Acting  Carpenter,  20  April,  1874. 

Thomas,  John  L. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Lost  in  the  “Hornet” 
10  September,  1829. 

Thomas,  Jonathan. 

Acting  Third  Assistant  Engineer,  17  May,  1861.  Resigned  8 February,  1862. 

Thomas,  Joseph  ©• 

Carpenter,  16  March,  1847.  Retired  list,  2 December,  1878. 

Thomas,  Joseph  If. 

Third  Assistant  Engineer,  20  May,  1863.  Second  Assistant  Engineer,  15  Septem- 
ber, 1865.  Resigned  29  November,  1873. 

Thomas,  Josiah. 

Acting  Ensign,  4 October,  1864.  Honorably  discharged  23  September,  1865. 

Thomas,  Lloyd. 

Mate,  1 October,  1862.  Acting  Ensign,  16  April,  1863.  Appointment  revoked 
(Sick,)  27  July,  1864. 

Thomas,  Martin  V. 

Mate,  4 October,  1862.  Resigned  17  July,  1863.  Mate,  7 September,  1864.  Hon- 
orably discharged  18  August,  1865. 

Thomas,  Nathaniel  W. 

Acting  Midshipman,  24  September,  1857.  Lieutenant,  1 August,  1862.  Lieuten- 
ant-Commander, 25  July,  1866.  Died  18  September,  1866. 

Thomas,  Hi  chard. 

Midshipman,  3 August,  1798.  Resigned  11  December,  1802. 

Thomas,  Richard. 

> Carpenter,  22  Jannary,  1814.  Died  10  December,  1842 

Thomas,  Robert  €?. 

Carpenter,  20  June,  1853.  Died  9 May,  1871. 

Thomas,  Samuel,  Jr. 

Acting  Assistant  Paymaster,  27  July,  1863.  Honorably  discharged  28  October, 
1865. 

Thomas,  Thomas. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 21  May,  1810.  Drowned. 

Thomas,  Walter  S. 

Mate,  12  November,  1863.  Appointment  revoked  (Sick,)  17  February,  1865. 

Thomas,  William  E. 

Acting  Ensign,  25  June,  1863.  Acting  Master,  recommendation  of  Commanding 
Officer,  6 July,  1864.  Honorably  discharged  27  October,  1865. 

Thomas,  William  IV 

Mate,  II  August,  1864.  Honorably  discharged  23  September,  1865. 

Thomas,  William  II. 

Mate,  18  February,  1862.  Acting  Ensign,  26  December,  1862.  Dismissed  30  De- 
cember, 1864. 

Thomas,  William  H, 

Acting  Second  Assistant  Engineer,  9 June,  1864.  Appointment  revoked  (Sick,) 
8 August,  1864. 
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Thomas,  W.  R. 

Midshipman,  15  January,  1841.  Died  10  November,  1847 

Thombs,  Joseph  S. 

Acting  Ensign,  3 May,  1864.  Honorably  discharged  9 July,  1865. 

Thompson,  Alexander. 

Midshipman.  26  October,  1815.  Resigned  8 August,  1826. 

Thompson,  Andrew  S. 

Mate,  25  November,  1863.  Honorably  discharged  19  July,  1865. 

Thompson,  Augustus  F. 

Gunner,  3 March,  1849. 

Thompson,  Augustus  F. 

Acting  Master,  9 April,  1863.  Honorably  discharged  20  October,  1865. 

Thompson,  .Benjamin. 

Midshipman,  1 December,  1809.  Killed  in  action  27  April,  1813. 

Thompson,  €.  A. 

Midshipman,  1 January,  1812.  Resigned  18  April,  1813. 

Thompson,  C.  A. 

Midshipman,  27  August,  1823.  Passed  Midshi]mian,  20  February,  1830.  Resigned 
27  September,  1833. 

Thompson,  C.  C.  B. 

Midshipman,  22  December,  1802.  Lieutenant,  15  February,  1809.  Commander, 
27  April,  1816.  Captain,  3 March,  1825.  Died  2 September,  1832. 

Thompson,  Charles  A. 

Midshipman,  30  September,  1868.  Graduated  1 June,  1872.  Resigned  7 March, 
1873. 

Thompson,  Charles 

Mate,  28  December,  1861.  Acting  Ensign,  23  April,  1863.  Deserted. 

Thompson,  Charles  F- 

Acting  Ensign,  28  October,  1862.  Died  at  Cape  Haytien,  13  July,  1864. 

Thompson,  Charles  P. 

Acting  Assistant  Paymaster,  19  January,  1865.  Assistant  Paymaster,  3 March, 
1865.  Passed  Assistant  Paymaster,  4 May,  1866.  Paymaster,  1 August,  1866. 

Thompson,  I>.  E. 

Acting  Ensign,  9 October,  1862.  Resigned  (Sick,)  10  June,  1864. 

Thompson*  Ebeneser. 

Carpenter,  16  November,  1849. 

Thompson,  Edward. 

Master,  24  March,  1820.  Last  appearance  on  Records  of  Navy  Department. 
Columbus,  1874. 

Thompson,  Edward. 

Mate,  14  May,  1864.  Resigned  31  January,  1865. 

Thompson,  Egbert. 

Midshipman,  13  March,  1837.  Passed  Midshipman,  29  June,  1843.  Acting  Mas- 
ter, 12  June,  1846.  Lieutenant,  3 October,  1850.  Commander,  16  July,  1S62. 
Captain,  25  July,  1866.  Retired  list,  5 January,  1874.  Died  5 January,  1881. 
Thompson,  E.  If. 

Mate,  15  July,  1864.  Resigned  7 April,  1865. 

Thompson,  F.  A. 

Midshipman,  1 April,  1826.  Resigned  31  December,  1828. 

Thompson,  Fred.  M. 

Acting  Assistant  Paymaster,  18  August,  1862.  Died  5 September,  1863. 

Thompson,  G.  15. 

Acting  Master.  19  June,  1862.  Honorably  discharged  7 February,  1866. 

Thompson,  George. 

Acting  Master,  2 October,  1861.  Resigned  31  May,  1862. 
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Thompson,  Gilbert  T. 

Engineer-in-Chief,  1 September,  1S42.  Appointment  revol.ed  3 October,  1844. 

Thompson,  G.  M. 

Midshipman,  1 February,  1826.  Resigned  12  September,  1831. 

Thompson,  Harrison. 

Mate,  6 December,  1862.  Appointment  revoked  27  December,  1865. 

Thompson,  II.  A. , Jr. 

Acting  Assistant  Paymaster,  10  February,  1865.  Assistant  Paymaster,  23  July, 

1866.  Resigned  10  December,  1866. 

Thompson,  Henry. 

Acting  Master,  29  March,  1862.  Dismissed  27  June,  1862.. 

Thompson,  James. 

Chief  Engineer,  14  April,  1842.  Resigned  3 July,  1845. 

Thompson,  James  F. 

Mate,  9 May,  1862.  Acting  Ensign,  16  May,  1864.  Resigned  30  May,  1865. 

Thompson,  John. 

Boatswain,  17  March,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Thompson,  John. 

Acting  First  Assistant  Engineer,  4 December,  1863.  Honorably  discharged  10  Oc- 
tober, 1865. 

Thompson,  John. 

Mate,  16  April,  1863.  Dismissed  29  December,  1864. 

Thompson,  John,  Jr. 

Acting  Third  Assistant  Engineer,  24  December,  1863.  Resigned  23  November, 
1864. 

Thompson,  John  C. 

Boatswain,  28  August,  1874. 

Thompson,  John  P. 

Acting  Ensign,  10  December,  1864.  Honorably  discharged  30  September,  1865. 

Thompson,  John  W. 

Mate,  5 May,  1862.  Acting  Ensign,  9 April,  1863.  Appointment  revoked  1 1 June. 

1867. 

Thompson,  Jos. 

Midshipman,  1 January,  1812.  Died  at  Norfolk  in  1813  or  1814. 

Thompson,  J.  W.  II. 

Midshipman,  17  February,  1810.  Dismissed  by  Court-Martial,  4 March,  1811. 

Thompson,  M.  JX. 

Third  Assistant  Engineer,  24  May,  1844.  Resigned  25  August,  1845, 

Thompson,  M.  I. 

Third  Assistant  Engineer,  24  May,  1844.  Resigned  in  July,  1847. 

Thompson,  Nathaniel. 

Master,  1 July,  1812.  Resigned  25  November,  1812. 

Thompson,  Otis  A. 

Mate,  3 May,  1862.  Acting  Ensign,  24  January,  1864.  Honorably  discharged 
22  May,  1867. 

Thompson,  Otis  P. 

Acting  Third  Assistant  Engineer,  18  November,  1862.  Honorably  discharged 
5 November,  1865. 

Thompson,  Eohert. 

Boatswain,  9 July,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Thompson,  Robert  M. 

Midshipman,  30  July,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1859- 
Master,  12  July,  1870.  Resigned  18  November,  1871. 

Thompson,  Smith,  Jr. 

Third  Assistant  Engineer,  1 June,  1842.  Resigned  13  January,  1846. 
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Thompson,  Strong  B. 

Midshipman,  13  April,  1832.  Passed  Midshipman,  23  June,  1838.  Lieutenant, 
24  July,  1843.  Resigned  24  June,  1850. 

Thompson,  Theodore  S. 

Acting  Assistant  Paymaster,  9 October,  1863.  Mustered  out  23  August,  1865. 
Assistant  Paymaster,  23  July,  1866.  Psssed  Assistant  Paymaster,  1 February, 
1868.  Paymaster,  25  January,  1878. 

Thompson,  Thomas  C. 

Acting  Ensign,  23  November,  1866.  Mustered  out  30  November,  1868. 

Thompson,  Thomas  H. 

Acting  Third  Assistant  Engineer,  20  August,  1864.  Honorably  discharged  7 July, 

Thompson,  Thomas  R. 

Acting  Third  Assistant  Engineer,  6 January,  1865.  Honorably  discharged 
30  J une,  1865. 

Thompson,  William. 

Sailmaker,  8 June,  1812.  Resigned  11  May,  1813. 

Thompson,  William. 

Acting  Master,  21  March,  1862.  Honorably  discharged  18  November,  1865. 

Thompson,  William. 

Mate,  4 October,  1862.  Resigned  15  September,  1864. 

Thompson,  William  C. 

Gunner,  28  July,  1846.  Resigned  13  November,  1849. 

Thompson,  William  H. 

Midshipman,  27  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
27  September,  1850.  Died  15  March,  1851. 

Thompson,  William  H. 

Assistant  Paymaster,  9 September,  1861.  Paymaster,  12  July,  1862.  Resigned 
27  March,  1866. 

Thompson,  William  11. 

Acting  Second  Assistant  Engineer,  21  February,  1863.  Acting  First  Assistant 
Engineer,  21  March,  1865.  Honorably  discharged  16  November,  1865. 

Thompson,  William  II. 

Mate,  23  January,  1862  Resigned  24  February,  1863. 

Thompson,  William  J. 

Acting  Assistant  Paymaster,  29  March,  1865.  Assistant  Pavmaster,  23  July, 
1866. 

Thompson,  William  14. 

Mate,  5 April,  1862.  Dismissed  9 June,  1862. 

Thompson,  William  S. 

Acting  First  Assistant  Engineer,  14  October,  1863.  Killed  6 April,  1865. 

Thompson,  Winfield  Scott. 

Third  Assistant  Engineer,  16  September,  1858.  Tendered  resignation  7 December, 
1861.  No  record  o its  acceptance.  In  Confederate  Navy,  First  Assistant  En- 
gineer, 15  May,  1862. 

Thomson,  Curtis  H. 

Assistant  Paymaster,  21  December,  1869.  Passed  Assistant  Paymaster,  19  August, 
1876.  Died  13  July,  1881. 

Thomson,  Edward  R. 

Midshipman,  1 December  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
8 March,  1837.  Commander,  14  September,  1855.  Retired  list,  3 December, 
1-861.  Commodore  on  Retired  list,  4 April,  1867.  Died  12  February,  1879. 

Thomson,  George  A. 

Mate,  30  November,  1863.  Acting  Ensign,  16  December,  1864.  Honorably  dis- 
charged 16  September,  1865. 
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Thomson,  James  W.,  Jr. 

Third  Assistant  Engineer,  26  June,  1856.  First  Assistant  Engineer,  1 August, 
1859.  Chief  Engineer,  2 February,  1862. 

Thomson,  Robert. 

Chaplain,  12  July,  1800.  Last  appearance  on  Records  of  Navy  Department, 
Dead. 

Thomson,  William  J. 

Acting  Assistant  Paymaster,  29  March,  1865.  Assistant  Paymaster,  23  July,  1866. 
Passed  Assistant  Paymaster,  20  March,  1868.  Paymaster,  16  February,  1878. 

Thorlmrit,  Charles  E. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 
15  September,  1855.  Lieutenant,  16  September,  1855.  Resigned  21  July,  1860. 

Tiior ton s* is,  Henry  A. 

Mate,  26  August,  1863.  Honorably  discharged  31  August,  1865. 

Tiiorhurn,  Henry  G. 

Mate,  17  May,  1864.  Appointment  revoked  24  July,  1866. 

Tiiorhurn,  Robert  1>. 

Midshipman,  30  March,  1820.  Lieutenant,  17  May,  1828.  Commander,  3 October, 
1850.  Reserved  list,  13  September,  1855.  Commander  on  Active  list,  3 Octo- 
ber, 1850.  Resigned  22  April,  1861. 

Thoring,  Ferdinand  E. 

Acting  Third  Assistant  Engineer,  9 February,  1864.  Resigned  27  September, 
1864/ 

Thorn,  Herman, 

Purser,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Thorn,  Jonathan. 

Midshipman,  28  April,  1800.  Lieutenant,  16  February,  1807.  Furloughed  18 
May,  1810.  Since  Dead. 

Thorn,  Robert  L. 

Assistant  Surgeon,  17  June,  1806.  Surgeon,  3 March,  1809.  Died  18  August, 
1827. 

Thorn,  Samuel  CL 

Acting  Assistant  Paymaster,  24  February,  1862.  Resigned  12  November,  1863. 

Thorn,  William  M. 

Midshipman,  a August,  1800.  Dismissed  3 May,  1805. 

Thornborongh,  X. 

Gunner,  29  November,  1798.  Last  appearance  on  Records  of  Navy  Department 

Thormfyke,  Larkin. 

Surgeon,  3 July,  1798.  Died  24  May,  1800. 

Thorne,  €.  A. 

Mate,  14  June,  1862.  Dismissed  11  April,  1865. 

Thorne,  Charles  H. 

Mate,  6 July,  1863. 

Thorne,  Edgar  C. 

Mate,  21  January,  1863.  Deserted  10  March,  1863. 

Thorne,  George  W. 

Third  Assistant  Engineer,  3 August,  1861.  Second  Assistant  Engineer,  3 August 
1863.  Resigned  5 November,  1863. 

Thorniley,  W. 

Midshipman,  30  November,  1814.  Died  2 March,  1818. 

Thorn  ley,  John. 

Assistant  Surgeon,  13  October,  1840.  Passed  Assistant  Surgeon,  7 March,  1846 
Surgeon,  1 September,  1855.  Retired  list,  1 June,  1861.  Medical  Director 
Retired  list,  3 March,  1871. 
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Thornton,  Alexander  15. 

Acting  Assistant  Paymaster,  27  August,  1863.  Dismissed  17  January,  1865. 

Thornton,  Charles  F. 

Assistant  Surgeon,  22  September,  1800.  Last  appearance  on  Records  ol  Navy 
Department. 

Thornton,  I>.  McC.  F. 

Purser,  3 March,  1825.  Dismissed  13  June,  1850. 

Thornton,  Francis  A. 

Purser,  25  April,  1812.  Died  25  February,  1862. 

Thornton,  Gilbert  E. 

Assistant  Paymaster,  6 September,  1861.  Paymaster,  6 February,  1862.  Pay 
Inspector,  14  October,  1871. 

Thornton,  Janies  S. 

Midshipman,  15  January,  1 841.  Passed  Midshipman,  20  August,  1847.  Acting 
Master,  7 May,  1855.  Dropped  28  September,  1855.  Lieutenant  on  Active  list, 
15  September,  1855.  Lieutenant-Commander,  16  July,  1862.  Commander, 
25  July,  1866.  Captain,  24  May,  1872.  Died  14  May,  1875. 

Thornton,  J.  15. 

Midshipman,  18  June,  1812.  Resigned  23  May,  1815. 

Thornton,  Thomas. 

Sailmaker,  5 October,  1812.  Resigned  11  April,  1814. 

Thornton,  William. 

Midshipman,  30  April,  1800.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Thorp,  Abner. 

Acting  Assistant  Surgeon,  15  May,  1863.  Honorably  discharged  1 November,  1865. 

Thorp,  Edwin  L. 

Acting  Second  Assistant  Engineer,  9 January,  1863.  Acting  First  Assistant  En- 
gineer, 23  July,  1863.  Honorably  discharged  19  December,  1867. 

Thrift,  Nathaniel. 

Acting  Master  and  Pilot,  1 October,  1864.  Resigned  8 May,  1865. 

Throckmorton,  C.  S. 

Midshipman,  18  December,  1837.  Passed  Midshipman,  29  June,  1843.  Resigned 
4 August,  1845. 

Throckmorton,  Keid  15. 

Acting  Third  Assistant  Engineer,  19  November,  1864.  Resigned  17  May,  1865. 

Thiissiesi,  Edmund  T. 

Midshipman,  20  June,  1806.  Resigned  25  March,  1810. 

Thruston,  George  E. 

Acting  Master,  15  August,  1861.  Dismissed  16  September,  1863. 

Thruston,  John. 

Midshipman,  27  October,  1841.  Resigned  13  December,  1841. 

Thruston,  J.  J. 

Midshipman,  2 February,  1829.  Resigned  6 June,  1836. 

Thumbert,  James  E. 

Acting  Third  Assistant  Engineer,  24  October,  1864.  Resigned  (Sick,)  20  April, 
1865. 

Thurber,  Frank  II. 

Acting  Third  Assistant  Engineer,  29  November,  1862.  Acting  Second  Assistant 
20  February,  1864.  Honorably  discharged  9 August,  1865. 

Thurston,  Charles  S. 

Acting  Ensign,  6 December,  1864.  Honorably  discharged  7 August,  1865. 

Thurston,  Clarke. 

Acting  Third  Assistant  Engineer,  21  July,  1864.  Honorably  discharged  29  Sep- 
tember, 1865. 
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Thurston,  ©eorge  S. 

Acting  Third  Assistant  Engineer,  12  October,  1863.  Resigned  7 July,  1864. 

Thurston,  Robert  H. 

Third  Assistant  Engineer,  29  July,  1861.  Second  Assistant  Engineer,  18  Decem- 
ber, 1862.  First  Assistant  Engineer,  30  January,  1865.  Resigned  1 April,  1872. 
Thurston,  Spencer  'D. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Resigned  10  September, 
1864. 

Thutcher,  Joseph  JL, 

Carpenter,  20  February,  1872. 

Thwing,  Chester  M. 

Acting  Ensign,  4 November,  1863.  Honorably  discharged  8 January,  1866. 

Thwing,  Samuel. 

Master,  14  May,  1814.  Died  at  Washington,  1815. 

Tibbatts,  Zachar y T. 

Mate,  26  November,  1863.  Acting  Ensign,  31  October,  1864.  Honorably  dis- 
charged 12  September,  1865. 

Tibbetts,  Howard, 

Acting  Master,  29  October,  1861.  Resigned  9 June,  1865. 

Tibbitts,  Henry. 

Surgeon,  1 March,  1799.  Died  22  July,  1799. 

Tibbitis,  Richard  S. 

Lieutenant,  7 January,  1799.  Resigned  5 February,  1800. 

Tice,  Tlteophiius. 

Mate,  28  March,  1862.  Dismissed  15  July,  1862. 

Tice,  Wills  am  B. 

Mate,  17  January,  1864.  Resigned  30  May,  1865. 

Tichuer,  Thomas. 

Boatswain,  19  October,  1799.  Last  appearance  on  Records  of  Navy  Department, 

24  October,  1799. 

Ticknor,  Benajah. 

Surgeon,  10  July,  1824.  Died  20  September,  1858. 

Tier,  James  C. 

Acting  Carpenter.  23  December,  1863.  Honorably  discharged  1 March,  1866. 

Tierney,  Thomas. 

Mate,  23  December,  1862.  Acting  Ensign,  24  June,  1864.  Appointment  revoked 
(Sick,)  22  December,  1864. 

Tiffany,  Otis  €. 

® Assistant  Paymaster,  12  May,  1875. 

Tilby,  William. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  5 June,  1865. 

TiMen,  Alfred  ©. 

Acting  Second  Assistant  Engineer,  17  April,  1865.  Honorably  discharged 

25  May,  1868. 

Til  den,  John. 

Midshipman,  14  January,  1800.  Resigned  24  December,  1800. 

TiMen,  John.  ©. 

Carpenter,  4 May,  1876. 

TiMen,  Thomas  B. 

Midshipman,  11  November,  1821.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1824.  Boston. 

TiMen,  Thomas  R. 

Midshipman,  1 January,  1815.  Resigned  6 February,  1820. 

Tilghman,  E. 

Mate.  Dismissed  26  July,  1862. 
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Tslglumm,  Edward. 

Assistant  Ensign,  14  July,  1863.  Honorably  discharged  20  September,  1865 

Tilghman,  II.  C. 

Midshipman,  1 February,  1828.  Resigned  24  July,  1835. 

Tilgfcman,  Richard  L. 

Midshipman,  27  October,  1830.  Passed  Midshipman,  4 June,  1836.  Lieutenant, 
8 September,  1841.  Resigned  23  April,  1861. 

Tilghman,  R.  L. 

Midshipman,  24  June,  1799.  Resigned  7 December,  1S02. 

Tilghman,  R.  E. 

Midshipman,  1 May,  1828.  Lost  in  the  “Hornet,”  10  September,  1829. 

Tilley,  .Benjamin  F. 

Midshipman,  23  September,  1803.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Tilley,  Edward. 

Assistant  Surgeon,  28  March,  1820.  Died  in  1822. 

Tillinghast,  Alexander. 

Acting  Master,  5 April,  1862.  Honorably  discharged  22  August,  1865. 

Tillinghast,  diaries  II. 

Mate,  15  October,  1861.  Resigned  7 April,  1863. 

Tillinghast,  T.  G. 

Midshipman,!  January,  1808  Lieutenant,  24  July,  1813  Lost  in  the  “Wasp” 
in  1815. 

Tillotson,  E.  H. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Naw  Depart- 
ment, 16  December,  1812.  Dead. 

Tiltotson,  Howard. 

Midshipman,  3 September,  1835.  Resigned  12  March,  1840. 

Tilled  son,  J.  E, 

Midshipman,  19  October,  1841.  Resigned  14  May,  1846. 

Tilled  son.  Joint  H. 

Midshipman,  30  July,  1842.  Resigned  15  February,  1849. 

Tillotson,  R.  M. 

Midshipman,  29  May,  1833.  Passed  Midshipman,  6 July,  1839.  Resigned  17  Oc- 
tober, 1840. 

Tillson,  Alonzo  W. 

Acting  Ensign,  7 January,  1863.  Honorably  discharged  10  December,  1865. 

Tilton,  Eel  ward  G. 

Midshipman,  1 May,  1822.  Passed  Midshipman,  24  May,  1828.  Lieutenant, 
3 March,  1831.  Commander,  1 August,  1853.  Died  8 February,  1861. 

Tilton,  Nehemiali. 

Midshipman,  9 November,  1813.  Resigned  10  July,  1822. 

Tilton,  Thomas. 

Acting  Third  Assistant  Engineer,  11  November,  1864.  Honorably  discharged 
19  June,  1865. 

Tilton,  Walter  H. 

Mate,  9 December,  1862.  Resigned  3 May,  1866. 

Timberlake,  J.  B. 

Purser,  25  April,  1812.  Died  2 April,  1828. 

Timberlake,  R.  B. 

Midshipman,  16  January,  1809.  Resigned  24  June,  1811. 

Timberlake,  R.  T. 

Purser,  26  March,  1814.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Erie. 
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Timmerman,  Louis  F. 

Acting  Master,  11  April,  1862.  Honorably  discharged  11  January,  1866. 

TimmoiEcls,  R.  H. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  29  January,  1863.  Resigned 
23  October,  1863. 

Tinelli  Joseph  J. 

Mate,  25  November,  1863.  Resigned  22  December,  1864. 

Tingey,  Thomas. 

Captain,  3 September,  1798.  Discharged  under  Peace  Establishment  Act,  date 
not  known. 

Tingey,  Thomas. 

Captain,  23  November,  1804.  Died  23  February,  1829. 

Tinker,  Cornelius  M. 

Acting  Master,  26  February,  1862.  Died  on  “ Estrella ,”  27  May,  1863. 

Tinker,  Thomas  C. 

Mate,  4 February,  1864.  Acting  Ensign,  9 March,  1865.  Honorably  discharged 
31  August,  1865. 

Tinkham,  llosea  E. 

Mate,  12  December,  1861.  Acting  Ensign,  26  October,  1863.  Honorably  dis- 
charged 13  May,  1867. 

Tinkham,  James  If. 

Assistant  Surgeon,  30  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864.  Sur- 
geon, 5 December,  1865.  Died  2 June,  1879. 

Tinslar,  Benjamin  IS. 

Surgeon,  4 December,  1828.  Died  23  November,  1864. 

Tippett,  Thomas  A. 

Midshipman,  9 June,  1811.  Lieutenant,  5 March,  1817.  Last  appearance  on  Re- 
cords of  Navy  Department,  1822.  Dead. 

Tipton  William. 

Acting  Second  Assistant  Engineer,  18  July,  1862.  Acting  First  Assistant  En- 
gineer, 20  October,  1863.  Honorably  discharged  25  December,  1865. 

Tisdale*  Nathaniel. 

Assistant  Surgeon,  10  March,  1799.  Struck  off  16  April,  1804. 

Tistadt,  Charles. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant  En- 
gineer, 22  April,  1863.  Acting  First  Assistant  Engineer,  10  August,  1864. 
Honorably  discharged  26  April,  1867. 

Titeomb,  Jonathan,  Jr. 

Master,  15  October,  1798.  Lieutenant,  20  June,  1799.  Discharged  30  April,  1801, 
under  Peace  Establishment  Act. 

Titeomb,  Michael,  Jr. 

Lieutenant,  15  October,  1798.  Discharged  30  April,  1801,  under  Peace  Establish 
ment  Act. 

Titeomb,  Oliver. 

Acting  Chief  Engineer,  1 October,  1862.  Resigned  8 July,  1863. 

Titeomb,  Walter  E. 

Acting  Ensign,  7 October,  1863.  Lost  on  “ Tecumseh ,”  5 August,  1864. 

Tittcomb,  Joseph  A. 

Acting  Master,  14  August,  1861.  Resigned  5 July,  1862. 

Titus,  Ira. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1816.  Furloughed. 

Tobey,  Frank  A. 

Mate,  26  May,  1864.  Resigned  (Sick,)  23  March,  1865. 

Tobey,  John  Q. 

Acting  Assistant  Paymaster,  22  June,  1864.  Mustered  out  19  April,  1866. 
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Tobin,  Jolm  A, 

Second  Assistant  Engineer,  4 October,  1 870.  Passed  Assistant  Engineer,  2 Octo- 
ber, 1877. 

Todd,  Clip.pmaii  C. 

Midshipman,  9 October,  1861.  Graduated  June,  1866.  Ensign,  12  March,  1868, 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Todd,  Charles  J. 

Acting  Assistant  Paymaster,  11  April,  1863,  Mustered  out  5 December,  1865. 

Todd,  George  21* 

Acting  Assistant  Surgeon,  17  October,  1862.  Acting  Passed  Assistant  Surgeon, 

12  A]3ril,  1865.  Honorably  discharged  2 July,  1868.  Acting  Passed  Assistant 
Surgeon,  12  December,  1873.  Died  20  September,  1874. 

Todd,  George  W.,  Jr. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Appointment  revoked  (Sick,) 
10  October,  1863. 

Todd,  Henry  I>. 

Acting  Midshipman,  28  May,  1853.  Midshipman,  10  June,  1857.  Passed  Mid- 
shipman, 15  June,  1860.  Master,  24  October,  1860.  Lieutenant,  3 April,  1861. 
Lieutenant-Commander,  2 January,  1863.  Resigned  19  October,  1866.  Pro- 
fessor, 16  September,  1877. 

Todd,  James  M, 

Acting  Midshipman,  2 October,  1851.  Midshipman,  10  June,  1854.  Died  30  De- 
cember, 1855.  m 

Todd,  John  G. 

Midshipman,  9 June,  1811.  Drowned  5 October,  1811. 

Todd,  John  G. 

Midshipman,  1 April,  1828.  Resigned  11  June,  1836. 

Todd,  John  N. 

Purser,  1 March,  1815.  Dismissed  11  November,  1845. 

Todd,  Joshua  I>„ 

Midshipman,  26  June,  1835.  Passed  Midshipman,  22  June,  1841.  Master, 

13  August,  1847.  Lieutenant,  16  May,  1848.  Died  25  December,  1861. 

Todd,  Oliver. 

Midshipman,  1 May,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Died  at  Sea,  1 December,  1845. 

Todd,  Sarnnel  P. 

Purser,  1 March,  1813.  Died  10  May,  1858. 

Todd,  William  E. 

Acting  Third  Assistant  Engineer,  8 February,  1865.  Honorably  discharged  8 Jan- 
uary, 1866. 

Tole,  James  €* 

Acting  Master,  12  July,  1862.  Honorably  discharged  14  October,  1865. 

Toler,  Hugh  M. 

Midshipman,  3 March,  1779.  Discharged  12  August,  1801,  under  Peace  Establish- 
ment Act. 

Toler,  William  P. 

Midshipman,  19  October,  1841.  Resigned  12  December,  1848. 

To!  free,  James  E. 

Acting  Assistant  Paymaster,  13  September,  1862.  Assistant  Paymaster,  3 March, 
1865.  Paymaster,  22  January,  1866. 

Telle,  William  IL. 

Acting  Second  Assistant  Engineer,  1 December,  1863.  Appointment  revoked 
(Sick,)  9 November,  1864. 

Tompkins,  Francis. 

Purser,  19  November,  1799.  Discharged  6 June,  1801,  under  Peace  Establish- 

ment Act. 
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Tompkins,  Griffin. 

Midshipman,  11  July,  1818.  Resigned  22  May,  1826. 

Tompkins,  John. 

Midshipman,  30  November,  1814.  Last  appearance  on  Records  of  Navy  Depart  - 
ment, 1821.  Furloughed. 

Tompkins,  William  G. 

Mate,  1 September,  1862.  Honorably  discharged  15  February,  1866.  Boatswain, 

23  February,  1866. 

Tomlin,  George. 

Midshipman,  15  November,  1809.  Died  18  December,  1813. 

Tomlinson,  Samuel. 

Acting  Third  Assistant  Engineer,  17  May,  1861.  Acting  Second  Assistant  En- 
gineer, 15  October,  1863.  Honorably  discharged  26  October,  1865. 

Tomlinson,  William  M. 

Mate,  21  September,  1861.  Appointment  revoked  (Sick,)  23  April,  1863. 

Tooker,  Charles. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  16  September, 

ldhd* 

Toole,  John. 

Midshipman,  30  November,  1814.  Lost  in  the  “ Epervier ,”  1815. 

Tooley,  Henry. 

Midshipman,  1 January,  1825.  Passed  Midshipman,  4 June,  1831.  Resigned 

24  September,  1832. 

Toombs,  James  Iff. 

Third  Assistant  Engineer,  19  February,  1861.  Declined  appointment  24  April, 

1861. 

Toombs,  Thomas  M. 

Mate,  15  March,  1862.  Resigned  23  March,  1865. 

Toomer,  J.  1L. 

Midshipman,  3 F->i\  • ary,  1837.  Resigned  23  September,  1840. 

Toon,  William  iV' 

Midshipman,  21  April,  1848.  Resigned  8 December,  1853. 

Tootell,  James. 

Purser,  5 May,  1803.  Died  September,  1809. 

Tootkaker,  Samuel  G. 

Acting  Ensign,  20  January,  1863.  Honorably  discharged  10  December,  1865. 
Acting  Ensign,  5 July,  1866.  Mustered  out  4 October,  1867. 

Topham,  P.  M. 

Master,  27  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Newport,  Rhode  Island. 

Topliaan,  Philip  M. 

Mate,  28  August,  1863,  Appointment  revoked  23  November,  1864. 

ToplifF,  James  CL 

Acting  Assistant  Paymaster,  5 August,  1861.  Resigned  17  July,  1862. 

Topi  iff,  Thomas. 

Mate,  20  April,  1864.  Resigned  4 January,  1865. 

Toppan,  Francis  W. 

Cadet  Midshipman,  22  September,  1873.  Graduated  18  June.  1879. 

Toppin,  John  D. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  Retired  11  May,  1867.  First  Assistant  Engineer  on  Retired  list,  24  July, 
1867. 

Topping,  Edvard  IS. 

Mate,  20  January,  1863.  Appointment  revoked  9 March,  1864. 

Toralles,  Edward. 

Acting  Third  Assistant  Engineer,  18  April,  1864.  Honorably  discharged  1 Octo- 
ber, 1865. 
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Torbert,  William  F.  A. 

Acting  Assistant  Paymaster,  11  May,  1864.  Passed  Assistant  Paymaster,  23  July 
1866.  Paymaster,  16  September,  1868.  Died  2 October,  1874. 

Tornbohm,  M.  S. 

Acting  First  Assistant  Engineer,  14  December,  1804.  Honorably  discharged 
3 May,  1868. 

Torney,  George  H. 

Assistant  Surgeon,  1 November,  1871.  Passed  Assistant  Surgeon,  18  December 
1874.  Resigned  9 July,  1875. 

Torrey,  Joseph. 

Gunner,  date  not  known.  Acting  Lieutenant,  27  December,  1798.  Discharged 
14  January,  1800. 

Toscany  Frank. 

Midshipman,  18  June,  1812.  Killed  in  action  28  June,  1814. 

Toseau,  Aessiiior. 

Midshipman,  1 April,  1814.  Died  in  August,  1818. 

Totten,  Benjamin  J. 

Midshipman,  2 March,  1823.  Passed  Midshipman,  20  February,  1830.  Lieuten- 
ant, 29  March,  1834.  Commander,  14  September,  1855.  Retired  list,  1 October, 

1864.  Commodore  on  Retired  list,  4 April,  1867.  Died  9 May,  1877. 

Totten,  George  M. 

Midshipman,  5 May,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Died  18  July,  1857. 

Totten,  George  M. 

Midshipman,  29  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Totten,  Washington. 

Midshipman,  8 November,  1847.  Passed  Midshipman,  10  June,  1853.  Died 
27  December,  1854. 

Tow  eh  ton,  William  H. 

Acting  Third  Assistant  Engineer,  31  March,  1864.  HonorMy  discharged  9 Jan- 
uary, 1866. 

Touchton,  William  H. 

Acting  Third  Assistant  Engineer,  9 October,  1866.  Mustered  out  28  April,  1869. 

Towlman,  H.  F. 

Midshipman,  1 February,  1827.  Resigned  15  August,  1831. 

Tourtelotte,  J.  F. 

Acting  Assistant  Surgeon,  5 March,  1863.  Honorably  discharged  15  December, 
1868. 

Tower,  Andrew. 

Acting  Assistant  Paymaster,  2 July,  1863.  Honorably  discharged  10  December, 

1865. 

Tower,  George  Edward. 

Third  Assistant  Engineer,  17  January,  1862.  Second  Assistant  Engineer,  1 Octo- 
ber, 1863.  First  Assistant  Engineer,  1 January,  1868. 

Tower,  George  B.  Jtf. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
2 August,  1859.  First  Assistant  Engineer,  16  October,  1861  Chief  Engineer 
10  November,  1863.  Resigned  29  September,  1865. 

Towers,  John. 

Master,  29  December,  1812.  Discharged  27  April,  1813. 

Towle,  Henry  R. 

Acting  Ensign,  12  January,  1863.  Honorably  discharged  10  July,  1865. 

Towle,  Phineas  S. 

Acting  Assistant  Paymaster  8 February,  1864.  Honorably  discharged  20  Novem- 
ber, 1865. 
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Town,  John. 

Sailmaker,  22  May,  1804.  Resigned  30  January,  1807. 

Towne,  F.  Warren. 

Mate,  20  January,  1862.  Acting  Ensign,  20  November,  1863.  Honorably  dis- 
charged 30  December,  1865. 

Tow  ne,  XatlmiB  F. 

Third  Assistant  Engineer,  6 January,  1862.  Second  Assistant  Engineer,  1 Octo- 
ber, 1863.  First  Assistant  Engineer,  1 January,  1868. 

Tow ne,  Samuel  II. 

Acting  Third  Assistant  Engineer,  8 December,  1863.  Acting  Second  Assistant 
Engineer,  7 March,  1865.  Honorably  discharged  1 March,  1866 

Towner,  Benjamin. 

Gunner,  7 February,  1828.  Died  in  1834. 

Townley,  Charles  F. 

Mate,  14  September,  1864.  Honorably  discharged  7 July,  1865. 

Townley,  II  Sell  aril  II. 

Midshipman,  21  June,  1870.  Graduated  21  June,  1875.  Ensign,  8 August,  1876. 

Town  row,  Frederick  W. 

Third  Assistant  Engineer,  20  May,  1863.  Second  Assistant  Engineer,  25  July, 
1866.  Dropped  11  June,  1878. 

Townsend,  Alonzo. 

Mate,  18  November,  1862.  Resigned  29  September,  1863. 

Townsend,  Benj'amin  C. 

Acting  Ensign,  8 December,  1864.  Honorably  discharged  25  October,  1865. 

Townsend,  Frank  IS. 

Third  Assistant  Engineer,  8 September,  1863.  Resigned  12  April,  1866. 

Townsend,  John  H. 

Midshipman,  18  November,  1814.  Died  16  April,  1820. 

Townsend,  LeimieL 

Carpenter,  31  December,  1836.  Discharged  28  November,  1837. 

Townsend,  Bohert. 

Midshipman,  1 August,  1837.  Passed  Midshipman,  29  June,  1843.  Lieutenant, 
11  October,  1850.  Resigned  7 April,  1851.  Acting  Lieutenant,  17  September, 
1861.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  Died  15  August, 
1866. 

Townsend,  S.  I>. 

Assistant  Surgeon,  3 May,  1815.  Last*  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Washington,  1874. 

Toy,  William  I>. 

Carpenter,  28  October,  1858. 

Tracy,  Charles  W. 

Acting  Midshipman,  27  October,  1859.  Ensign,  10  December,  1862.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander.  25  July,  1866.  Retired  list, 
22  October,  1878. 

Tracy,  W.  W. 

Mate,  4 September,  1863.  Honorably  discharged  5 October,  1865. 

Tracy,  Thomas  F. 

Mate,  1 April,  1863.  Acting  Ensign,  1 September,  1863.  Honorably  discharged 
20  December,  1865. 

Train,  Charles  J. 

Midshipman,  28  November,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  L Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 30  June,  1869. 

Train,  Samuel  F. 

Acting  Assistant  Paymaster,  1861.  Resigned  18  June,  1862.  Acting  Assistant 
Paymaster,  28  June,  1862.  Died  1 November,  1863. 
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Trainor,  Edward. 

Acting  Third  Assistant  Engineer,  20  Marcn,  1863  Appointment  revoked 

23  June,  1865. 

Tran t,  .lames. 

Master,  10  April,  1799.  Resigned  31  March,  1802. 

Trant  James. 

Master,  16  May,  1804.  Lieutenant,  5 May,  1817.  Died  11  September,  1820 

Trapier,  Paul  If. 

Midshipman,  1 January,  1825.  Resigned  28  September,  1830. 

Trapier,  Richard  S. 

Midshipman,  21  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Resigned  30  December,  1846. 

Trask,  15.  P. 

Mate.  Acting  Ensign,  8 November,  1862.  Appointment  revoked  6 June,  1865. 

Trathen,  Charles. 

Mate,  12  February,  1862.  Actinb  Ensign,  8 September,  1863. 

Trathen,  James. 

Mate,  27  December,  1861.  Acting  Volunteer  Lieutenant,  26  August,  1861.  Acting 
Volunteer  Lieutenant-Commander,  16  May,  1865.  Honorably  discharged 

26  May,  1866. 

Tran,  Adam. 

Assistant  Surgeon,  18  June,  1866.  Resigned  1 March,  1871. 

Tran,  Adam. 

Acting  Assistant  Surgeon,  27  April,  1866. 

Traver,  Lorenzo. 

Acting  Assistant  Surgeon,  22  November,  1861.  Honorably  discharged  18  October, 
1868. 

Travis,  William  R. 

Midshipman,  4 July,  1805.  Resigned  30  March,  1808. 

Treadway,  William. 

Acting  Third  Assistant  Engineer,  25  January,  1864.  Honorably  discharged  6 Sep 
tember,  1867. 

Treadwell,  Passmore. 

Acting  Assistant  Surgeon,  30  June,  1862.  Honorably  discharged  28  March, 
1867. 

Treat,  Bradford  E. 

Mate,  2 January,  1864.  Appointment  revoked  (Sick,)  14  March,  1865. 

Treat,  John  F. 

Acting  Master.  Died  20  October,  1863. 

Treat,  Richard  A. 

Mate,  26  September,  1863.  Appointment  revoked  31  October,  1864. 

Trefeby,  Samuel. 

Sailmaker,  date  not  known.  Last  appearance  on  Records  of  Navy  Department, 
1824.  Norfolk. 

Tremaine,  Hobart  R. 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  26  January,  1872. 

Trenchard,  Edward. 

Midshipman,  30  April,  1800.  Lieutenant,  18  February,  1807.  Commander, 

24  July,  1813.  Captain,  5 March,  1817.  Died  3 November,  1824. 

Trenchard,  Stephen  R. 

Midshipman,  23  October,  1834.  Passed  Midshipman,  16  July,  1840.  Lieutenant, 

27  February,  1847.  Commander,  16  July,,  1862.  Captain,  25  July,  1866. 
Commodore,  7 May,  1871.  Rear-Admiral,  10  August,  1875.  Retired  list 
10  July,  1880. 


GENERAL  NAVY  REGISTER. 


721 


TTrescott,  I®eter« 

Mate,  13  April,  1863.  Resigned  15  September,  1864. 

Trevett,  Josepli. 

Assistant  Surgeon,  2 May,  1809.  Dismissed  9 April,  1810. 

Trevett,  Samuel  R.9  Jr. 

Surgeon,  3 March,  1809.  Last  appearance  on  Records  of  Navy  Department,  1822. 
Dead. 

Trevitt,  Benjamin. 

Master,  9 September,  1812.  Resigned  19  January,  1815. 

Trevor,  Francis  N. 

Acting  Third  Assistant  Engineer,  10  October,  1866.  Third  Assistant  Engineer 
2 June,  1868.  Resigned  26  June,  1869. 

Trezevant,  Peter. 

Purser,  10  March,  1799.  Discharged  18  November,  1801,  under  Peace  Establish- 
ment Act. 

Tribon,  David  H. 

Chaplain,  5 February,  1872. 

Trilley  Josepli. 

Third  Assistant  Engineer,  11  August,  1860.  Second  Assistant  Engineer,  30  July, 
1862.  First  Assistant  Engineer,  20  July,  1864.  Chief  Engineer,  31  January, 
1873. 

Trimble,  Jobn. 

Sailmaker,  30  September,  1818.  Died  September,  1824. 

Trimble,  R.  M. 

Acting  Assistant  Paymaster,  14  October,  1861.  Resigned  27  October,  1863. 

Tripler,  Byron. 

Mate,  5 October,  1863.  Honorably  discharged  2 August,  1868. 

Triplett,  James  M. 

Mate,  12  November,  1862.  Dismissed  19  December,  1862. 

Triplett,  Thomas. 

Surgeon,  14  October,  1799.  Resigned  10  July,  1804. 

Triplett,  Thomas. 

Surgeon,  6 May,  1806.  Resigned  5 July,  1810. 

Tripp,  AMeia  W. 

Mate,  9 September,  1862.  Dismissed  23  April,  1864. 

Tripp,  George  R. 

Acting  Assistant  Paymaster,  20  June,  1862.  Mustered  out  5 August,  I860. 

Tripp,  Green  leaf  G.  v 

Acting  Ensign,  9 June,  1864.  Honorably  discharged  4 September,  1865. 

Tripp,  ILysaiider  €. 

Acting  Assistant  Paymaster,  28  August,  1863.  Mustered  out  24  October,  1865. 

Trippe,  Jolm. 

Midshipman,  5 April,  1799.  Master,  6 May,  1803.  Lieutenant,  9 Januarv  1807 
Died  9 July,  1810.  * ' 

Trist,  II.  B. 

Assistant  Surgeon,  10  June,  1857.  Resigned  2 July,  1860. 

Trivet 4,  Henry  J.  . 

Acting  Ensign,  18  March,  1865.  Honorably  discharged  16  November,  1865. 

Trott,  Henry  D. 

Acting  Ensign,  26  August,  1864.  Resigned  3 May,  1865. 

Trott,  Jolm  B. 

Acting  Ensign,  20  July,  1863.  Honorably  discharged  27  August,  1865. 

Trott,  William  8. 

Mate,  8 October,  1863.  Died  2 August,  1864. 
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Trotter,  Charles. 

Acting  Third  Assistant  Engineer,  1 October,  18G2.  Acting  First  Assistant  Engi- 
neer, 9 October,  1863.  Honorably  discharged  20  October,  1865 

Trotter,  George  A. 

Midshipman,  20  November,  1848.  Died  27  December,  1849, 

Trotter,  W.  3>.  JB. 

Midshipman,  1 January,  1825.  Resigned  12  July,  1826. 

Trout,  Jacoh  G. 

Mate,  21  August,  1862.  Appointment  revoked  9 September,  1862. 

Trufant,  William  15. 

Acting  Ensign,  2 April,  1863.  Honorably  discharged  19  August,  1865. 

Truitt,  Samuel. 

Midshipman,  18  May,  1809.  Resigned  28  June,  1810. 

Trumpbour,  Matthew  T. 

Acting  Assistant  Paymaster,  21  January,  1865.  Honorablv  discharged  7 Septem- 
ber, 1865. 

Trundy,  Carlton  A. 

Mate,  2 January,  1863.  Honorably  discharged  9 May,  1865. 

Trundy,  George  A. 

Acting  Yolunteer  Lieutenant,  26  August,  1861.  Resigned  24  July,  1862 

Trussell,  John  M. 

Acting  Third  Assistant  Engineer,  27  March,  1865.  Honorably  discharged  16  Sep- 
tember, 1865. 

Truxtnn,  Thomas. 

Captain,  4 June,  1794.  Resigned,  date  not  known. 

Truxtnn,  Thomas,  Jr. 

Midshipman,  1 December,  1798.  Resigned  11  May,  1801. 

Truxtnn,  William  T. 

Midshipman,  9 February,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1*855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  25  September,  1873. 

'Try on , George. 

Midshipman,  11  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 3 October,  1799.  Retired. 

Try  on , James  Rufus. 

Acting  Assistant  Surgeon,  19  March,  1863.  Assistant  Surgeon,  22  September, 
1863.  Passed  Assistant  Surgeon,  22  December,  1866.  Surgeon,  30  June, 
1873. 

Tryon,  Moses. 

Captain  16  September,  1798.  Discharged  under  Peace  Establishment  Act,  date 
not  known. 

Tubbs,  A.  Dean. 

Acting  Assistant  Surgeon,  23  January,  1864.  Died  6 November,  1865. 

Tubbs,  Samuel. 

Acting  First  Assistant  Engineer,  18  May,  1864.  Honorably  discharged  14  Octo- 
ber, 1865. 

Tuck,  Davis  R. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1815.  Fairfax  C.  H.,  Ya. 

Tuck,  John, 

Midshipman,  16  January,  1809.  Resigned  27  September,  1810. 

Tuck,  Joseph  W. 

Acting  Master,  14  August,  1861.  Honorably  discharged  16  December,  1865. 

Tucker,  15.  W.,  Jr. 

Mate,  23  January,  1862.  Honorably  discharged  1 July,  1868. 
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Tucker,  Charles  E. 

Mate,  20  November,  1861.  Resigned  21  April,  1862.  Mate,  17  December,  1862. 
Resigned  10  September,  1863. 

Tucker,  George  C. 

Master,  15  July,  1812.  Resigned  17  March,  1813. 

Tucker,  Jacob. 

Acting  First  Assistant  Engineer,  16  October,  1861.  Appointment  revoked  (Sick,) 
1 September,  1864. 

Tucker,  John. 

Acting  Third  Assistant  Engineer,  6 August,  1864.  Discharged  21  March,  1865. 

Tucker,  John  It. 

Midshipman,  1 June,  1826.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 

20  December,  1837.  Commander,  14  September,  1855.  Dismissed  18  April, 
1861. 

Tucker,  John  T. 

Third  Assistant  Engineer,  19  February,  1861.  Name  stricken  from  the  Rolls 
6 May,  1861. 

Tucker,  Johnson  M. 

Mate,  13  August,  1863.  Resigned  31  May,  1864. 

Tucker,  Thomas  It.,  Jr. 

Acting  Ensign,  22  June,  1864.  Honorably  discharged  3 January,  1868. 

Tuckerman,  J.  Francis. 

Assistant  Surgeon,  25  January,  1842.  Passed  Assistant  Surgeon,  15  March,  1847. 
Resigned  3 January,  1852. 

Tudor,  Jacob  L.  # 

Acting  Third  Assistant  Engineer,  18  April,  1865.  Honorably  discharged  30  Sep- 
tember, 1865. 

Tudor,  Owen. 

Midshipman,  11  September,  1799.  Discharged  10  July,  1801,  under  Peace  Estab- 
lishment Act.  # 

Tuells,  Henry  M. 

Acting  Third  Assistant  ^Engineer,  9 August,  1862.  Appointment  revoked  (Sick,) 
27  June,  1863. 

Tuffs,  Joseph. 

Midshipman,  4 April,  1800.  Discharged  6 July,  1801. 

Tullock,  Thomas  E. 

Acting  Assistant  Paymaster,  11  May,  1863.  Passed  Assistant  Paymaster,  23  July, 
1866.  Paymaster,  26  February,  1869.  Lost  in  the  “Oneida,”  24  January,  1870. 

Tunis,  William  W. 

Acting  Second  Assistant  Engineer,  29  May,  1862.  Resigned  6 December,  1864. 

Tunstall,  J.  M. 

Assistant  Surgeon,  10  December  1814.  Last  appearance  on  Records  of  Navy 
Department,  1818.  Dead. 

Tunstall,  IS  i chard  II. 

Assistant  Surgeon,  28  August,  1850.  Resigned  31  October,  1854. 

Tuohy,  James. 

Acting  Ensign,  11  June,  1863.  Honorably  discharged  4 January,  1866. 

Turbitt,  Fitch. 

Midshipman,  2 December,  1799.  Resigned  23  November,  1800 

Turerall,  William. 

Gunner,  12  July,  1799.  Resigned  11  August,  1800. 

Turk,  John  W. 

Midshipman,  4 frlarch,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 

21  June,  1832.  ( See  Livingston .) 

Turk,  William. 

Surgeon,  24  July,  1813.  Died  20  November,  1854. 
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Turley,  Joint  A. 

Midshipman,  1 May,  1826.  Dismissed  29  November,  1831. 

Turuhwll,  Frank. 

Midshipman,  20  September,  1861.  Graduated  June,  1866.  Ensign,  12  March,, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Retired  list, 
10  July,  1877. 

Turnbull,  James  S. 

Assistant  Paymaster,  1 November,  1861.  Died  6 February,  1862. 

Turner,  Benjamin. 

Midshipman,  27  September,  1800.  Lieutenant,  9 March,  1807.  Killed  in  a duel 
1 October,  1807. 

Turner,  IS.  W. 

Midshipman,  21  October,  1824.  Died  30  September,  1828. 

Turner,  Charles  A. 

Mate,  5 June,  1863.  Appointment  revoked  (Sick,)  21  November,  1863. 

Turner,  Charles  C. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  20  July,, 
1851.  Died  4 March,  1861. 

Turner,  Charles  P. 

Mate,  12  September,  1862.  Resigned  14  March,  1864. 

Turner,  Daniel. 

Midshipman,  1 January,  1808.  Lieutenant,  12  March,  1813.  Commander,  3 March, 
1825.  Captain,  3 March,  1835.  Died  4 February,  1850. 

Turner,  Edward  W. 

Purser,  25  April,  1812.  Died  6 March,  1819. 

Turner,  Eleazer  S. 

Acting  Master,  28  May,  1861.  Dead. 

Turner,  Elisha  1L. 

Acting  Assistant  Paymaster,  3 July,  1862.  Resigned  21  October,  1864. 

Turner,  Frank  W.  * 

Mate,  15  November,  1861.  Resigned  18  October,  1864.  Mate,  3 January,  1865. 
Honorably  discharged  16  May,  1868. 

Turner,  Frederick  CL 

Mate,  19  November,  1862.  Resigned  1 December,  1863. 

Turner,  George  It. 

Lieutenant,  8 January,  1799.  Discharged  18  June,  1801,  under  Peace  Establish- 
ment Act. 

Turner,  Henry  E. 

Midshipman,  30  November,  1814.  Died  October,  1820. 

Turner,  James  H. 

Acting  Second  Assistant  Engineer,  16  October,  1861.  Killed  in  action  30  January, 
1863. 

Turner,  James  W. 

Mate,  21  September,  1861.  Acting  Ensign,  13  September,  1862.  Appointment 
revoked  26  September,  1864. 

Turner,  Jehu. 

Acting  Ensign,  13  June,  1864.  Honorably  discharged  25  November,  1865. 

Turner,  J.  M. 

Midshipman,  18  February,  1841.  Dismissed  by  Court-Martial  5 August,  1842. 

Turner,  E.  W. 

Mate.  Resigned  28  July,  1862. 

Turner,  Ofeadiah  €. 

Acting  Assistant  Surgeon,  12  August,  1864.  Resigned  6 July,  1865. 

Tu  rner,  Peter. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
20  December,  1832.  Reserved  list,  13  September,  1855.  Commander  on  Re 
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served  list,  1 Julv,  1861.  Commodore  on  Retired  list,  4 April,  1867.  Died 
19  February,  1871' 

Turner,  Reuben  A. 

Acting  Ensign,  24  January,  1868.  Acting  Master,  21  August,  1868.  Accident- 
ally killed  28  August,  1868. 

Turner  Robert  M. 

Mate,  28  April,  1864.  Honorably  discharged  12  October,  1865. 

Turner,  Samuel  A. 

Midshipman,  2 February,  1829.  Resigned  6 June,  1836. 

Turner,  Samuel  S. 

Midshipman,  4 March,  1800.  Died  October,  1822. 

Turner,  Samuel  V. 

Sailmaker,  29  December,  1857.  Resigned  18  April,  1861. 

Turner  Thomas. 

Midshipman,  21  April,  1825.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 
22  December,  1835.  Commander,  14  September,  1855  • Captain,  16  July,  1862. 
Commodore,  13  December,  1862.  Rear-Admiral,  27  May,  1868.  Retired  list, 
21  April,  1870. 

Turner,  Thomas  .1. 

Assistant  Surgeon,  16  December,  1853.  Passed  Assistant  Surgeon,  23  May,  1859. 
Surgeon,  20  June,  1861.  Medical  Inspector,  26  April,  1872.  Medical  Director, 
2 April,  1879. 

Turner,  William. 

Assistant  Surgeon,  3 July,  1798.  Surgeon,  81  August,  1799.  Died  27  October, 
1802. 

Turner  William  C. 

Mate,  1 -October,  1862.  Acting  Ensign,  8 December,  1862.  Dismissed  10  June, 
1864. 

Turner,'  William ‘If. 

Midshipman,  22  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  13  April,  1872.  Lieutenant,  13  May,  1875. 

Turpin,  Eben  A. 

Mate,  7 June,  1864.  Appointment  revoked  24  December,  1864. 

Tutliill,  Samuel  f£. 

Assistant  Surgeon,  30  July,  1861.  Resigned  28  June,  1864. 

Tuttle,  A. 

Acting  Ensign,  2 November,  1863.  Honorably  discharged  15  November,  1865. 

Tuttle,  Francis. 

Mate,  22  December,  1863.  Acting  Ensign,  18  November,  1864.  Honorably  dis- 
charged 24  January,  1869.  Mate,  27  January,  1870.  Resigned  9 September, 
1870. 

Tuttle,  Horace  P. 

Acting,  Assistant  Paymaster,  17  February,  1863.  Assistant  Paymaster,  2 July, 
1864.  Paymaster,  4 May,  1866.  Dismissed  3 March,  1875. 

Tuttle,  John  P. 

Midshipman,  30  November,  1814.  Lieutenant,  13  July,  1825.  Died  10  June,  1827. 

Tuttle,  Eucius  IS. 

Acting  Assistant  Paymaster,  31  August,  1864.  Honorably  discharged  21  Novem- 
ber, 1865. 

Tuttle,  Reuben. 

Acting  Second  Assistant  Engineer,  14  July,  1863.  Dismissed  31  August,  1863. 

Tuttle,  Robert  C. 

Acting  Assistant  Surgeon,  25  September,  1863.  Honorably  discharged  19  January, 
1866. 

Tuttle,  Thomas. 

Acting  Third  Assistant  Engineer,  8 July,  1863.  Acting  Second  Assistant  Engi- 
neer, 18  October,  1864.  Appointment  revoked  (Sick,)  9 November,  1865. 
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Tuttle,  William  E. 

Acting  Master,  14  September,  1861.  Resigned  28  May,  1863. 

Tuxbury,  James. 

Master,  24  January,  1809.  Appointment  revoked  8 May,  1809. 

Twambley,  Henry  15. 

Acting  Ensign,  1 June,  1864.  Honorably  discharged  3 August,  1865. 

Twichell,  Thomas  J. 

Mate,  24  January,  1863.  Resigned  8 August,  1863. 

Twiggs,  Dennis. 

Acting  Boatswain,  7 March,  1877.  Appointment  revoked  18  August,  1877. 
Acting  Boatswain,  15  March,  1878.  Appointment  revoked  2 September,  1879. 

Twining,  Theodore  Wr. 

Acting  Assistant  Paymaster,  31  July,  1863.  Died  17  August,  1864. 

Tyler,  Asahel  H. 

Acting  Second  Assistant  Engineer,  23  January,  1864.  Honorably  'discharged 
19  October,  1865. 

Tyler,  Benjamin  S. 

Assistant  Surgeon,  10  December,  1814.  Last  appearance  on  Records  of  Navy 
Department,  1815.  New  York. 

Tyler,  Frederick:  H. 

Midshipman,  20  June,  1868.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  11  July,  1880. 

Tyler,  George  S. 

Acting  Third  Assistant  Engineer,  15  December,  1862.  Acting  Second  Assistant 
Engineer,  9 April,  1863.  Honorably  discharged  22  November,  1865. 

Tyler,  George  W. 

Midshipman,  3 October,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  18  April,  1873. 

Tyler,  Gorham  IP. 

Acting  Ensign  and  Pilot,  26  November,  1864.  Honorably  discharged  28  July 
1865. 

Tyler,  Hanson  K. 

Midshipman,  27  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  19  September,  1874. 

Tyler,  Katas  C. 

Mate,  8 October,  1864.  Resigned  15  June,  1865. 

Tyler,  Tobias. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Boston. 

Tyler,  Thomas. 

Boatswain,  11  June,  1839.  Resigned  4 July,  1842. 

Tyler,  William. 

Assistant  Surgeon,  23  May,  1829.  Died  14  January,  1832. 

Tynan, John  W. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
2 August,  1860.  Name  stricken  from  the  Rolls,  6 May,  1861. 

Tyrrell,  Stephen  K. 

Acting  Ensign,  15  December,  1862.  Died  whilst  Prisoner  of  War,  6 May,  1864. 

Tyson,  Elijah  K. 

Third  Assistant  Engineer,  3 August,  1863.  Died  23  March,  1866. 

Tyson,  Eugene  V. 

Mate,  20  March,  1862.  Honorably  discharged  2 September,  1866. 

Tyson,  Herbert  B. 

Acting  Midshipman,  22  October,  1857.  Lieutenant,  1 August,  1862.  Resigned 
14  March.  1866. 
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Ufocr,  Carlton  A. 

Third  Assistant  Engineer,  17  March,  1863.  Retired  27  March,  1867.  Second 
Assistant  Engineer,  Retired  list,  24  July,  1867.  First  Assistant  Engineer,  Re- 
tired list,  28  Slay,  1872. 

Ufford,  Henry. 

Mate,  28  September,  1864.  Honorably  discharged  30  September,  1865. 

'IJIiler,  William  E. 

Midshipman,  27  July,  1864.  Graduated  2 June,  1868.  Ensign,  19  April,  I8601 
Lost  in  “ Oneida ,”  24  January,  1870. 

Uhlrlch,  George. 

Master,  4 December,  1809.  Died  6 June,  1822. 

Ulmer,  Albert  F. 

Mate,  17  January,  1863.  Acting  Ensign,  7 August,  1866.  Honorablv  discharged 
17  December,  1868. 

Ulmer,  Philip. 

Master,  6 February,  1809.  Warrant  revoked  8 May,  1809. 

Underdown,  Thomas  G. 

Mate,  8 November,  1864.  Honorably  discharged  9 April,  1868. 

Underhill,  Joseph  G. 

Mate,  16  October,  1863.  Resigned  30  May,  1865. 

Underhill,  William  €. 

Mate,  23  December,  1861.  Acting  Ensign,  26  September,  1862.  Appointment  re- 
voked 21  January,  1863.  Re-appointed  7 February,  1803.  Honorably  dis- 
charged 27  October,  1865. 

Underwood,  Clark  M. 

Acting  Carpenter,  1 October,  1862.  Resigned  29  July,  1863. 

Underwood,  Edmund  15. 

Midshipman,  26  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  10  March,  1880. 

Underwood,  James  P. 

Midshipman,.  29  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Died  9 July,  1879. 

Underwood,  John  A. 

Midshipman,  7 January,  1832.  Resigned  2 July,  1832. 

Underwood,  Jos.  A. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Killed  by 
Fejee  Islanders  24  July,  1840. 

Unger,  Edward. 

Mate,  15  September,  1863.  Dismissed  24  May,  1866. 

Unsworth,  John. 

Boatswain,  2 July,  1803.  Warrant  revoked  28  February,  1805. 

Upharn,  Charles  C. 

Purser,  30  July,  1852.  Died  10  June,  1868. 

Upham,  George  JE§. 

Acting  Master,  3 September,  1861.  Acting  Volunteer  Lieutenant,  13  April,  1864. 
Resigned  13  May,  1865. 

Upham,  Henry  M. 

Mate,  31  October,  1864.  Honorably  discharged  4- August,  1866. 

Upham,  Joseph  Badger* 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer 
23  March,  1864.  First  Assistant  Engineer,  1 January,  1868.  Retired  list,’ 
27  December,  1875. 

Upshur,  A.  W. 

Purser,  26  March,  1843.  Died  in  September,  1844. 

Upshur,  George  Is. 

Midshipman,  23  April,  1818.  Lieutenant,  3 March,.  1827.  Commander,  27  Feb- 
ruary, 1847.  Died  3 November,  1852. 
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Tpsluir,  John  H. 

Midshipman,  4 November,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
18  April,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  31  January,  1872.  Com- 
modore, 11  July,  1880. 

IJps tone,  George  E. 

Mate,  10  September,  1864.  Honorably  discharged  27  August,  1865. 

Upton,  .Daniel  l9. 

Acting  Volunteer  Lieutenant,  21  October,  1861.  Dismissed  15  August,  1863. 

Upton,  Francis  ©. 

Assistant  Paymaster,  14  September,  1861.  Resigned  14  February,  1862. 

Upton,  Frederick  E. 

Midshipman,  1 November,  1864.  Graduated  2 June,  1868.  Master,  3 December, 
1872.  Retired  list,  21  November,  1877 

Upton,  George. 

Mate,  24  September,  1863.  Dismissed  19  June,  186*5. 

Upton,  William  G. 

Acting  Ensign,  22  December,  1863.  Honorably  discharged  31  July,  1865. 

Ur  an  n,  William  D. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  18  June,  1864. 
Honorably  discharged  80  October,  1868. 

IJrner,  Edward  €. 

Mate,  5 June,  1863.  Acting  Ensign,  14  December,  1864.  Honorably  discharged 
21  November,  1865. 

Urquhart,  Richard  A. 

Assistant  Surgeon,  7 January,  1875.  Passed  Assistant  Surgeon,  29  May,  1878. 

Usher,  James  !>. 

Midshipman,  24  March,  1837.  Resigned  15  June,  1839. 

Usher,  Nathaniel  R. 

Cadet  Midshipman,  22  September.  1871.  Graduated  1 June.  1875.  Ensign 
18  July,  1876. 

Usher,  Richard  R. 

Midshipman,  4 March,  1823.  Dismissed  22  August,  1826. 

Utley,  Joseph  Iff. 

Midshipman,  22  September,  1865.  Graduated  7 June,  1870.  Resigned  30  Sep- 
tember, 18  74-. 

Utter,  John. 

Mate,  6 December,  1861.  Acting  Ensign,  12  February,  1864.  Acting  Master 
1 November,  1864.  Honorably  discharged  14  February,  1866. 


Vail,  Abraham  Iff. 

Midshipman,  28  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869. 

Vail,  Abram  JL. 

Acting  Assistant  Surgeon,  17  January,  1863.  Resigned  15  September,  1864. 

Vail,  Edward  M. 

Mate,  23  January,  1862.  Resigned  24  June,  1863. 

Vail,  Edward  M. 

Midshipman,  1 December,  1821.  Lieutenant,  27  May,  1830.  Dismissed  3 July, 
1843. 

Vail,  George  A. 

Midshipman,  27  September,  1867  Graduated  6 June,  1871.  Retired  list,  14  July, 
1874. 

Vail,  Samuel. 

Midshipman,  1 January,  1809.  Died  14  April,  1812. 
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Vailo,  Join  a H. 

Acting  Third  Assistant  Engineer,  9 September,  1862.  Acting  Second  Assistant 
Engineer,  12  August,  1864.  Honorably  discharged  21  September,  1865. 

Valdes,  Pedro  €. 

Midshipman,  17  June,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Resigned  6 February,  1834. 

Valentine,  Edward  14. 

Mate,  5 November,  1862.  Acting  Ensign,  3 October,  1863.  Acting  Master, 

27  September,  1864.  Dismissed  25  August,  1868. 

Valle,  Jacob  31. 

Midshipman,  24  July,  1798.  Resigned  12  August,  1802. 

Valle,  William  W. 

Assistant  Surgeon,  23  February,  1835.  Resigned  10  October,  1838. 

Valle,  Bartholomew. 

Midshipman,  26  January,  1841.  Resigned  30  November,  1841., 

Vallett,  J.  K. 

Midshipman,  1 January,  1815.  Died  in  1825. 

Vallett e,  E.  A.  F. 

Master,  25  June,  1812.  Lieutenant,  9 December,  1814.  Commander,  3 March, 
1831.  ( See  Lavallette.) 

Vallette,  Eli. 

Chaplain,  26  February,  1800.  Discharged  8 June,  1801,  under  Peace  Establish- 
ment Act. 

Vallette,  S.  I>. 

Midshipman,  8 December,  1835.  (See  Lavallette.) 

Vallosker,  Martin. 

Acting  Ensign,  7 December,  1864.  Honorably  discharged  27  September,  1865. 

Vanalstine,  Cornelius  J. 

Midshipman,  27  February,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 

11  April,  1845.  Resigned  18  May,  1859.  Acting  Master,  31  October,  1861. 
Acting  Volunteer  Lieutenant,  12  October,  1863.  Acting  Volunteer  Lieutenant- 
Commander,  14  August,  1865.  Honorably  discharged  30  April,  1866.  Died 

12  August,  1866. 

Van  an  €3  a,  G.  J. 

Mate,  21  May,  1864.  Honorably  discharged  8 November,  1865. 

Vanartsdalt,  J. 

Midshipman,  24  September,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Van  Benren,  Egbert. 

Master,  22  January,  1815.  Resigned  22  February,  1815. 

Van  Bibber,  Frederick. 

Assistant  Surgeon,  23  May,  1857.  Dismissed  6 May,  1861. 

Van  Bosk  irk,  James. 

Mate,  18  December,  1831.  Acting  Master,  14  April,  1862.  Honorably  discharged 
14  January,  1868. 

Van  Brunt,  C.  if. 

Assistant  Surgeon,  26  May,  1820.  Died  28  July,  1825. 

Van  Brunt,  Frank. 

Acting  Third  Assistant  Engineer,  18  February,  1865.  Honorably  discharged 
17  April,  1866.  Acting  Third  Assistant  Engineer,  9 August,  1866.  Mustered 
out  24  September,  1868. 

Van  Brunt,  Gersfiiom  J. 

Midshipman,  1 January,  1818.  Lieutenant,  3 March,  1827.  Commander,  29  May, 
1846.  Captain,  14  September,  1855.  Commodore,  16  July,  1862.  Retired  list, 

28  April,  1863.  Died  17  December,  1863. 
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Van  Buren,  John  I>. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  1 January,  1865.  Resigned  22  September, 
1868. 

Van  Buren,  Martin. 

Acting  Third  Assistant  Engineer,  5 July,  1862.  Dismissed  11  December,  1862. 

Van  JBuskirk,  J.  V. 

Acting  Ensign,  13  December,  1862.  Honorably  discharged  19  September,  1865. 

Van  Buskirk,  P.  C, 

Mate,  28  February,  1870. 

Vance,  George. 

Mate,  30  July,  1863.  Acting  Ensign,  27  May,  1864.  Died  on  “Peosta,”  4 July, 
1864. 

Vance,  Lewis  R. 

Acting  Ensign, -2  March,  1864.  Honorably  discharged  21  December,  1865. 

Vanclain,  James  L. 

Third  Assistant  Engineer,  11  August,  1860.  Second  Assistant  Engineer,  30  July, 
1862.  First  Assistant  Engineer,  20  July,  1864.  Died  27  September,  1874. 

Vancleave,  G.  W. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814  Cashiered, 
9 February,  1820. 

Van  Cleef,  Charles  H. 

Acting  Midshipman,  2 October,  1850.  Dropped  24  January,  1851. 

Van  Cleef,  Samuel  M. 

Acting  Third  Assistant  Engineer,  27  February,  1863.  Resigned  13  June,  1865. 

Van  Cleft,  George  H. 

Civil  Engineer,  27  January,  1870.  Dropped  2 March,  1871. 

Van  Cleve,  Aaron. 

Acting  Third  Assistant  Engineer  19  April,  1864.  Honorably  discharged  4 Octo- 
ber, 1865. 

Van  Cleve,  John  W.,  Jr. 

Acting  Assistant  Paymaster,  28  October,  1863.  Mustered  out  7 November,  1865. 

Van  de  Carr,  William  M. 

Midshipman,  26  July,  1865.  Graduated  7 June,  1870.  Resigned  21  November, 
1873. 

Vandegrift,  Nicholas  G. 

Acting  Third  Assistant  Engineer,  3 August,  1864.  Honorably  discharged  7 Au- 
gust, 1866. 

Vandenbergh,  William. 

Acting  Third  Assistant  Engineer,  17  October,  1861.  Resigned  17  February, 
1862. 

Vandenbos,  Jacob. 

Sailmaker,  3 April,  1807.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Frigate  “ Chesapeake.” 

Vanderbilt,  Aaron. 

Mate,  20  July,  1863.  Acting  Ensign,  1 February,  1865.  Honorably  discharged 
12  October,  1865. 

Vanderbilt,  William  W. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.  Resigned  30  October,  1865. 

Vanderford,  H. 

Boatswain,  15  October,  1830.  Dismissed  10  February,  1831. 

Vander  Horst,  Elias. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
17  March,  1850. 
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Vanderslice,  Thaddeus  JL. 

Third  Assistant  Engineer,  8 September,  1863.  Second  Assistant  Engineer,  15  Oc- 
tober, 1865.  Resigned  31  December,  1871. 

Van  Be!2sen,  George  If. 

Acting  Assistant  Surgeon,  14  February,  1862.  Resigned  19  March,  1864. 

Van  de  Vanter,  J.  C. 

Mate,  24  October,  1861.  Acting  Ensign,  28  January.  1864.  Appointment  revoked 
12  May,  1865. 

Vandeveer,  Hankerson. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  15  August,  1865. 

Van  Duzer,  George. 

Mate,  21  June,  1862.  Dismissed  6 September,  1862.  Mate,  28  May,  1863.  Re- 
signed 9 February,  1865. 

Van  l>yke,  Alexander. 

Midshipman,  10  May,  1820.  Resigned  17  August,  1820. 

Vandyke,  Alexander. 

Midshipman,  6 May,  1822.  Resigned  10  March,  1826. 

Van  Dyke,  Benjamin  G. 

Mate,  11  June,  1863.  Acting  Ensign,  27  June,  1864.  Honorably  discharged 
31  October,  1865. 

Vandyke,  Henry. 

Midshipman,  16  March,  1798.  Lieutenant,  1 May,  1800.  Last  appearance  on. 
Records  of  Navy  Department,  8 September,  1802.  Killed  in  a duel. 

Vandyke,  J.  C. 

Midshipman,  4 March,  1823.  Resigned  5 June,  1823. 

Van  Forsen,  Morris. 

Acting  Third  Assistant  Engineer,  30  November,  1862.  Resigned  31  May,  1864. 

Van  Gieson,  Hansford  E. 

Assistant  Surgeon,  24  January,  1862.  Resigned  26  May,  1863. 

Van  Gieson,  Henry  €. 

Acting  Assistant  Surgeon,  10  February,  1864.  Resigned  17  May,  1865. 

Van  Hook,  B.  F. 

Midshipman,  2 January,  1840.  Resigned  15  June,  1843. 

Van  Horn,  William  F. 

Assistant  Surgeon,  4 April,  1831.  Surgeon,  8 September,  1841.  Died  3 April, 
1854. 

Van  If  on  ten,  D.  f. 

Acting  Assistant  Paymaster,  7 September,  1864.  Mustered  out  13  December, 
1865. 

Van  Hoveiaberg,  John. 

Third  Assistant  Engineer,  12  August,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Van  Iderstine,  Jared. 

Acting  Third  Assistant  Engineer,  15  November,  1861.  Resigned  21  August, 
1862. 

Van  Mater,  Garrett. 

Sailmaker,  25  January,  1873. 

Van  Meter,  Jolm  B. 

Chaplain,  19  December,  1871. 

Van  Vess,  Ralph.  G. 

Mate,  15  December,  1863.  Honorably  discharged  9 March,  1866. 

Van  Vest,  Jolm  F. 

Mate,  4 January,  1864.  Drowned  18  August,  1864. 

Van  Felt,  Elbert  €. 

Acting  Ensign,  28  November,  1862.  Resigned  3 March,  1865. 
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Van  Renselaer,  If.  II. 

Midshipman,  10  May,  1820.  Dismissed  6 April,  1829. 

Van  Renselaer,  K.  II. 

Lieutenant,  7 January,  1799.  Last  appearance  on  Records  of  Navy  Department, 
16  April,  1800. 

Van  Ranselaer,  W. 

Midshipman,  1 November,  1830.  Resigned  14  September,  1839. 

Van  Beypen,  William  M. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  26  May,  1865. 
Surgeon,  12  May,  1868. 

Vansant,  Ira. 

Midshipman,  16  January,  1809.  Last  appearance  on  Records  of  Navy  Depart-  • 
ment,  1815.  Philadelphia. 

Vansant,  John. 

Assistant  Surgeon,  1 May,  1855.  Passed  Assistant  Surgeon,  4 May,  1860.  Re- 
signed 22  June,  1860. 

Van  Seliaick,  S. 

Midshipman,  30  December,  1798.  Lieutenant,  18  May,  1804.  Resigned  9 July, 
1807. 

Van  ^ice,  Edward. 

Acting  Master,  26  August,  1861.  Resigned  7 October,  1864 

Van  Slyck,  Edgar. 

Acting  Master,  19  July,  1861.  Honorably  discharged  28  October,  1865. 

Vantin,  Claudius. 

Acting  Third  Assistant  Engineer,  17  December,  1863.  Honorably  discharged 
1 October,  1865. 

Van  Tine,  Charles  M. 

Third  Assistant  Engineer,  16  January,  1863.  Second  Assistant  Engineer,  28  May, 
1864.  Resigned  4 January,  1866. 

Van  Velson,  Henry. 

Mate,  26  October,  1863.  Honorably  discharged  4 November,  1865. 

Van  Vleck,  W illiam  A. 

Acting  Midshipman,  25  November,  1849.  Acting  Ensign,  1 October,  1863. 
Master,  10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868.  Died  29  June,  1869. 

Van  Voorhis,  Barker. 

Acting  Ensign,  9 September,  1862.  Acting  Master,  22  September,  186*3.  Honora  - 
bly discharged  30  August,  1865. 

Van  Voorhis,  Henry. 

Sailmaker,  11  August,  1819.  Died  30  August,  1826. 

Van  Voorhis,  Richard. 

Sailmaker,  8 February,  1834.  Retired  list,  21  September,  1861.  Died  12  April, 
1880. 

Van  Voorhis,  R.  B. 

Master,  28  February,  1809.  Last  appearance  on  Records  of  Navy  Department, 
1815.  New  York  Navy  Yard. 

Van  Warner,  John. 

Acting  Third  Assistant  Engineer,  4 November,  1861.  Resigned  17  November, 
1862. 

Van  Wert,  W illiam  II. 

Acting  Third  Assistant  Engineer,  25  March,  1864.  Honorably  discharged  14  No- 
vember, 1865. 

Van  Wyck,  Edward  II. 

Assistant  Surgeon,  20  June,  1838.  Retired  list,  8 May,  1861. 

Van  Wyck,  P.  C. 

Midshipman,  4 December,  1834.  Died  31  Decetnber,  1841. 
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Vail  W yck,  P.  C. 

Assistant  Surgeon,  3 March,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Frigate  “ Constitution.1'1 

Van  IVyek,  Washington. 

Mate,  24  May,  1862.  Honorably  discharged  22  June,  186G. 

Van  Wyck,  William. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Lost  in 
“Porpoise ,”  21  September,  1855. 

Van  Zandt,  James. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant  En- 
gineer, 26  December,  1863.  Honorably  discharged  4 November,  1865. 

Van  Zandt ? James  Ik 

Acting  Third  Assistant  Engineer,  8 January,  1864.  Appointment  revoked  (Sick,) 
19  July,  1864. 

Van  Zandt,  Joseph  A. 

Third  Assistant  Engineer,  20  February,  1847.  Died  7 April,  1849. 

Van  Zandt,  Nicholas  If. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  24  December, 
1861. 

Van  Zandt,  William  V.  R. 

Mate,  6 September,  1862.  Resigned  18  June,  1863. 

Varney,  William  If. 

Assistant  Naval  Constructor,  29  July,  1869. 

Varanm,  Frederick, 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Commander,  8 March, 
1841.  Dropped  13  September,  1855. 

Varmnn,  William  1L. 

Midshipman,  5 June,  1871.  Graduated  20  June,  1876.  Ensign,  20  November, 
1878. 

Vassal!©,  I«.  Hnstav. 

Acting  Master,  11  January,  1862.  Acting  Volunteer  Lieutenant,  7 November, 

1864.  Resigned  1 November,  1868. 

Vasse,  Janies^ 

Midshipman,  18  June,  1812.  Resigned  13  July,  1813. 

Vaughan,  Charles  E. 

Acting  Assistant  Surgeon,  15  May,  1863.  Honorably  discharged  21  October, 

1865. 

Vaughan,  Edwin. 

Acting  Third  Assistant  Engineer,  11  October,  1862.  Acting  Second  Assistant 
Engineer,  14  May,  1864.  Honorably  discharged  19  September,  1865. 

Vaughan,  Hiram  €. 

Acting  Assistant  Surgeon,  10  March,  1864.  Honorably  discharged  21  October, 
1865. 

Vaughan,  William. 

Master,  12  August,  1822.  Reserved  list,  14  September,  1855.  Died  10  December, 
1856. 

Vaughn,  Henry. 

Acting  Master,  23  September,  1861.  Honorably  discharged  10  February,  1869. 

Vaughn,  Henry  A. 

Mate,  22  June,  1863.  Resigned  21  July,  1864.  Acting  Ensign,  24  April,  1865. 
Honorably  discharged  26  January,  1866. 

Vaughn,  John  A. 

Midshipman,  24  September,  1861.  Graduated  September,  1865.  Ensign,  1 De- 
cember, 1866.  Master,  12  March,  1868.  Resigned  6 December,  1870. 
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Vaughn,  Nathan  F. 

Mate,  13  August,  1863.  Acting  Ensign,  17  February,  1864.  Honorably  discharged 
1 December,  1865. 

Veaeock,  Gilbert  W. 

Mate.  Dismissed  16  March,  1863. 

Veatch,  Janies  C. 

Acting  Third  Assistant  Engineer,  10  May,  1864.  Honorably  discharged  12  Octo- 
ber, 1867. 

Vedcter,  Alexander  M. 

Assistant  Surgeon,  12  September,  1856.  Passed  Assistant  Surgeon,  25  March, 
1861.  Surgeon,  14  November,  1861.  Resigned  29  December,  1864. 

Feeder,  Ten  Eyck  de  W. 

Midshipman,  25  September,  1868.  Graduated  31  May,  1873.  Ensign,  16  July, 
1874. 

Veitch,  William. 

Acting  Third  Assistant  Engineer,  18  November,  1861.  Acting  Second  Assistant 
Engineer,  6 November,  1863.  Honorably  discharged  16  October,  1865. 

Veitinger,  Jacob. 

Acting  Third  Assistant  Engineer,  30  March,  1863.  Honorably  discharged  16  May, 
1868. 

Veil m an ? William  F. 

Mate,  7 August,  1862.  Resigned  6 June,  1864. 

Venable,  Charles  H. 

Mate,  2 April,  1866  Resigned  17  August,  1867.  Mate,  4 September,  1869. 
Gunner,  5 September,  1871. 

Venable,  Joseph  G. 

Acting  Gunner,  6 May,  1864.  Honorably  discharged  9 January,  1866. 

Venable,  Thomas  JP. 

Gunner,  19  March,  1847.  Resigned  15  May,  1854.  Gunner,  22  October,  1855. 

Vennard,  John  L. 

Mate,  9 May,  1862.  Acting  Ensign,  9 May,  1864.  Honorably  discharged  5 Janin 
ary,  1868.  Mate,  26  April,  1870. 

Ver  Men  ten,  Edmund  C. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  26  May,  1865. 
Siirgeon,  26  April,  1872. 

Vermillion,  I). 

Carpenter,  8 June,  1822.  Last  appearance  on  Records  of  Navy  Department. 
Ordered  to  Sloop  “ Peacock.” 

Ver aier,  Henry. 

Master,  5 December,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Charlestown,  Mass. 

Vernon,  Samuel. 

Assistant  Surgeon,  11  January,  1812.  Discharged  5 February,  1814. 

Vernon,  William  G. 

Acting  Third  Assistant  Engineer,  6 September,  1864.  Honorably  discharged 
16  July,  1865. 

Vernon,  William  If. 

Acting  Second  Assistant  Engineer,  28  October,  1864.  Honorably  discharged 
23  September,  1865. 

Very,  Abraham  A. 

Acting  Ensign,  5 January,  1864.  Honorably  discharged  22  June,  1867. 

Very,  Edward  W. 

Midshipman,  20  February,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  29  September,  1871. 

Very,  Samuel,  Jr. 

Acting  Master,  2 August,  1861.  Honorably  discharged  6 October,  1867. 
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Very,  Samuel  W. 

Midshipman,  23  February,  1863.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Vestlery,  David. 

Boatswain,  8 June,  1822.  Died  6 November,  1828. 

Vevers,  Richard. 

Acting  Master,  26  August,  1861.  Resigned  25  March,  1863. 

Viall,  Thomas  R. 

Mate,  8 February,  1865.  Appointment  revoked  18  November,  1865. 

Vickerey,  Jacob. 

Midshipman,  25  June,  1800.  Resigned  6 February,  1803: 

Victor,  Henry  €. 

Third  Assistant  Engineer,  2 August,  1865.  Resigned  28  August,  1858.  Re- 
instated in  original  position,  11  April,  1859.  Second  Assistant  Engineer, 
20  December,  1860.  First  Assistant  Engineer,  1 July,  1861.  Resigned  16  De- 
cember, 1863. 

Viene,  Tonis. 

Midshipman,  1 December,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 17  August,  1810. 

Vi  uall,  Joseph  T. 

Acting  Third  Assistant  Engineer,  1 December,  1884.  Mustered  out  2 June 
1868. 

Vilas,  IS>®  V® 

Acting  Assistant  Paymaster,  10  January,  1865.  Mustered  out  7 October,  1865. 

Viilazon,  Marceliiio. 

Acting  Third  Assistant  Engineer,  1 March,  1864.  Acting  Second  Assistant  En- 
gineer, 15  December,  1864.  Honorably  discharged  10  May,  1866. 

Vincent,  David. 

Mate,  23  July,  1862.  Killed  on  “ Winona”  14  December,  1862. 

Vincent,  Freeman. 

Mate,  1 October,  1862.  Acting  Ensign,  1 September,  1863.  Acting  Master 
20  May,  1865.  Honorably  discharged  22  November,  1865. 

Vincent,  William  J. 

Mate,  5 March,  1862.  Appointment  revoked  11  November,  1865. 

Vining,  Set  on. 

Midshipman,  16  January,  1809.  Resigned  27  July,  1810. 

Vinton,  Benjamin. 

Surgeon,  2 May,  1799.  Resigned  31  July,  1800. 

Vinton,  Frederick  R. 

Cadet  Midshipman,  21  September,  1871.  Graduated  17  September,  1875.  Ensign 
9 October,  1876.  & ’ 

Vinton,  George  A. 

Acting  Gunner,  23  January,  1865.  Honorably  discharged  1 August,  1865. 

Voelkers,  Frederick  T. 

Mate,  28  September,  1866.  Resigned  11  April,  1867. 

Voice,  George  W. 

Acting  Third  Assistant  Engineer,  29  December,  1862.  Dismissed  24  December 
1863. 

Volin m,  Samuel® 

Acting  Third  Assistant  Engineer,  13  January,  1862.  Dropped  2 May,  1868, 

Voorhees,  A.  H. 

Midshipman,  12  July,  1800.  Lost  in  the  “ Insurgent .” 

Voorhecs,  James. 

Midshipman,  18  May,  1809.  Killed  in  a duel  19  December,  1809, 
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Voorhees,  L.  I>.  II. 

Acting  Master,  8 June,  1861.  Acting  Volunteer  Lieutenant,  20  August,  1861. 
Appointment  revoked,  and  appointed  Acting  Master,  23  September,  1861.  Act- 
ing Volunteer  Lieutenant,  5 November,  1864.  Honorably  discharged  11  No- 
vember, 1865. 

Voorhees,  Philip  F. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 
24  April,  1828.  Captain,  28  February,  1838.  Reserved  list,  13  September,  1855.  • 
Died  26  February,  1862. 

Voorhees,  Philip  R. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jan- 
uary, 1863.  First  Assistant  Engineer,  1 December,  1864.  Resigned  18  Febru- 
ary, 1868. 

Voorhees,  Ralph. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander, 

9 February,  1837.  Died  27  July,  1842. 

Vose,  Edwin  H. 

Acting  Assistant  Surgeon,  2 December,  1863.  Resigned  22  March,  1864. 

Vosliel.  James. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Furloughed. 

Vreelaiul,  fleojamm. 

Assistant  Surgeon,  9 May,  1850.  Passed  Assistant  Surgeon,  30  March,  1857. 
Surgeon,  26  April,  1861.  Died  20  March,  1866. 

Vreeland,  Charles  E. 

Midshipman,  31  July,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  2 April,  1874. 

Vultee,  Francis  P. 

Mate,  23  November,  1864.  Discharged  May,  1866. 


Waddell,  Charles. 

Midshipman,  14  March,  1840.  Passed  Midshipman,  11  July,  1846.  Died  30 
August,  1847. 

Waddell,  ISeisry. 

Midshipman,  29  September,  1832.  Passed  Midshipman,  23  June,  1838.  Died 
27  September,  1839. 

Waddell,  Henry  C. 

Mate,  1861.  Resigned  28  February,  1862.  Mate,  15  October,  1863.  Dismissed 
11  May,  1864. 

Waddell,  James  .1. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master* 
14  September,  1855.  Lieutenant,  15  September,  1855.  Dismissed  18  Januar 
1862. 

Waddell,  John. 

Lieutenant,  15  October,  1798.  Resigned  16  January,  1799. 

Wade,  Charles. 

Gunner,  27  September,  1834.  Died  27  February,  1841. 

Wade,  Edwin  E. 

Sailmaker,  16  May,  1871.  Resigned  14  June,  1875. 

Wade,  Eugene  .1. 

Acting  Third  Assistant  Engineer,  27  May,  1861.  Resigned  22  August,  1862. 

Wade,  George  If. 

Acting  First  Assistant  Engineer,  28  May,  1861.  Honorably  discharged  24  No- 
vember, 1865. 

Wade,  George  S. 

Master,  29  January,  1809.  Dismissed  21  July,  1810. 
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Wade,  Henry  C. 

Acting  Master,  29  October,  1861.  Died  12  September,  1867. 

Wade,  John  T. 

Master,  6 February,  1809. ' Lieutenant,  9 December,  1814.  Died  25  November, 
1816. 

Wade,  Joseph  M. 

Acting  Assistant  Paymaster,  3 June,  1861.  Mustered  out  1 March,  1860. 

Wade,  Russell  1. 

Acting  Third  Assistant  Engineer,  24  August,  1864.  Honorably  discharged 
10  June,  18674 

Wade,  Thomas  F. 

Acting  Lieutenant,  8 May,  1861.  Acting  Volunteer  Lieutenant,  28  October,  1861. 
Master,  12  March,  1868.  Lieutenant,  18  December,  1868.  Lieutenant-Com- 
mander, 1 July,  1870.  Retired  list,  3 November,  1877. 

Wade,  William. 

Mate,  20  August,  1864.  Resigned  7 June,  1865. 

Wade,  William.. 

Acting  Gunner,  10  August,  1861.  Dismissed  4 January,  1862. 

Wadell,  George. 

Acting  Third  Assistant  Engineer,  19  January,  1863.  Acting  Second  Assistant 
Engineer,  13  August,  1863.  Honorably  discharged  5 September,  1865 

Wad  learns,  Albion  V. 

Midshipman,  26  September,  1864.  Graduated  June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  25  March,  1873. 

Wadleigh,  George  II. 

Acting  Midshipman,  27  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.  - Commander,  13  March,  1880. 

Wadsworth,  Alexander  8. 

Midshipman,  2 April,  1804.  Lieutenant,  21  April,  1810.  Commander,  27  April. 
1816.  Captain  3 March,  1825.  Died  5 April,  1851. 

Wadsworth,  Charles. 

Purser,  28  May,  1798.  Died  July,  1809. 

Wadsworth,  C.  E. 

Midshipman,  1 December,  1824.  Died  8 May,  1827. 

Wadsworth,  Henry. 

Midshipman,  28  August,  1799.  Died  1805. 

Wadsworth,  Henry  M. 

Mate,  8 December,  1864.  Deserted  5 July,  1865. 

Wadsworth,  I®. 

Acting  Assistant  Surgeon,  10  March,  1865.  Resigned  3 Jraly,  1865. 

Wager,  Charles. 

Midshipman,  2 April,  1835.  Resigned  19  February,  1842. 

Wager,  Peter,  Jr. 

Midshipman,  12  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Dropped  *13  September,  1855. 

Wagg,  Maurice, 

Mate,  21  April,  1864.  Honorably  discharged  6 January,  1866. 

Waggener,  James  R. 

Assistant  Surgeon, -29  July,  1872.  Passed  Assistant  Surgeon.  21  December  ~<875r 

Wagner,  Ravid. 

Mate,  13  August,  1863.  Acting  Ensign,  21  July,  1864. 

Wagner,  Frederic. 

Acting  Third  Assistant  Engineer,  3 October,  1863.  Honorably  discharged  21  No- 
vember, 1865. 
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Wagner,  Frederic  M. 

Acting  Third  Assistant  Engineer,  4 June,  1864.  Honorably  discharged  13  June 
1865. 

Wagner,  lames. 

Acting  First  Assistant  Engineer,  15  October,  1863.  Appointment  revoked  1 June 
1864. 

Wagner,  lames  J. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Apponitment  revoked  (Sick,) 
1 January,  1864. 

Wagner,  Peter. 

Acting  First  Assistant  Engineer,  23  April.  1863.  Honorably  discharged  20  Feb- 
ruary, 1866. 

W agn er,  Wil liam . 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  6 December,  1865. 

Wags  faff,  Robert  M. 

Mate,  11  December,  1861.  Acting  Ensign,  19  January,  1863.  Honorably  dis- 
charged  25  September,  1867. 

Wahl,  Jacob. 

Acting  Third  Assistant  Engineer,  23  July,  1864.  Honorably  discharged  30  De- 
cember, 1865. 

Waites,  Joint  P. 

Midshipman,  1 January,  1812.  Resigned  3 May,  1813. 

Wat  lie,  Thomas. 

Purser,  24  July,  1813.  Last  appearance  on  Records  of  Navy  Department,  1820. 
Frigate  “Jam” 

Wasnwright,  Gardner  8. 

Acting  Midshipman,  1 November,  1849.  Dropped  3 September,  1850. 

Waiiiwright,  Jonathan  Mo 

Midshipman,  13  June,  1837.  Passed  Midshipman, .29  June,  1843.  Acting  Master, 
10  November,  1849.  Lieutenant,  17  September*  1850.  Commander,  16  July, 
1862.  Killed  in  action  1 January,  1863. 

Waiiiwright,  Jonathan  M. 

Midshipman,  30  July,  1863.  Graduated  June,  1867.  Ensign,  18  December,  1868. 
Died  19  June,  1870. 

Wain  wright,  Joseph  II. 

Mate,  4 April,  1862.  Acting  Ensign,  20  May,  1864.  Honorably  discharged 
9 April,  1866.  - 

Waiiiwright,  Richard. 

Midshipman,  11  May,  1831.  Passed  Midshipman,  15  June,  1837.  Lieutenant, 
8 September,  1841.  Commander,  24  April,  1861.  Killed  in  battle  10  August, 
1862. 

Wainwriglit,  Richard. 

Midshipman,  28  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  25  September,  1873. 

Wainwriglit,  Thomas  B. 

Midshipman,  21  September,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
4 August,  1850. 

Wait,  George  I. 

Acting  First  Assistant  Engineer,  3 October,  1861.  Resigned  7 February,  1862. 

Wait,  G.  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.  Resigned  7 February,  1862. 

Wait,  Horatio  li. 

Assistant  Paymaster,  14  July,  1862.  Paymaster,  1 April,  1866.  Resigned  22  July, 
1870. 

Wait,  Israel  CL 

Midshipman,  28  December,  1836.  Passed  Midshipman,  1 July,  1842.  Acting  Mas- 
ter, 21  January,  1848.  Lieutenant,  29  May,  1850.  Dropped  13  September,  1855. 
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Wait,  Nathan  W. 

Mate,  4 April,  1862.  Acting  Ensign,  11  September,  1863.  Honorably  discharged 
19  November,  1865. 

Waite,  Cephas  K. 

Acting  Ensign,  13  January,  1864.  Honorably  discharged  15  May,  1867. 

Waite,  Frederick  Iff. 

Acting  Ensign,  10  July,  1863.  Honorably  discharged  23  November,  1868. 

Waite,  Henry. 

Acting  First  Assistant  Engineer,  7 December,  1861.  Acting  Chief  Engineer, 
19  January,  1863.  Honorably  discharged  29  February,  1866. 

Waite,  William  H. 

Acting  Third  Assistant  Engineer,  14  January,  1865.  Honorably  discharged 
11  November,  1865. 

Wakefield,  Charles  Iff. 

Acting  Third  Assistant  Engineer,  10  March,  1863.  Honorably  discharged  29  July, 
1865. 

Wakefield,  George  W. 

Acting  Third  Assistant  Engineer,  22  August,  1864.  Honorably  discharged  11  Sep- 
tember, 1865. 

Wakefield,  Henry. 

Acting  Ensign,  7 November,  1863.  Honorably  discharged  22  November,  1865. 

Wakeman,  Fewis  H. 

Sailmaker,  31  October,  1855.  Resigned  12  June,  1865. 

Wakenslaaw,  H.  C. 

Cadet  Midshipman,  10  June,  1873.  Graduated  18  June,  1879. 

Walhach,  John  J.  15. 

Midshipman,  1 December^  1827.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 
25  February,  1841.  Dropped  28  September,  1855.  Lieutenant,  Active  listj 
25  February,  1841.  Resigned  18  February,  1861. 

Walcott,  Henry  O. 

Acting  Second  Assistant  Engineer,  9 February,  1864.  Appointment  revoked 
19  December,  1864. 

Walcott,  W.  F. 

Mate,  18  January,  1865.  Honorably  discharged  30  October,  1865. 

Walcutt,  John. 

Midshipman,  2 March,  1840.  Passed  Midshipman,  11  July,  1846.  Master,  30  Jan- 
uary, 1855.  Dropped  28  September,  1855. 

Wraldemar,  Charles  F. 

Acting  Ensign,  7 June,  1864.  Died  October,  1864. 

Waldo,  Charles. 

Master,  10  March,  1813.  Killed  30  August,  1838. 

Waldron,  Iff.  Iff. 

Midshipman,  15  June,  1837.  Died  30  October,  1846. 

Wales,  Philip  S. 

Assistant  Surgeon,  7 August,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Surgeon,  12  October,  1861.  Medical  Inspector,  30  June,  1873. 

Walke,  Frank  A. 

Assistant  Surgeon,  81  May,  1854.  Resigned  6 August,  1856. 

Walke,  Henry. 

Midshipman,  1 February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9 December,  1839.  Reserved  list,  13  September,  1855.  Commander  on  Active 
list,  14  September,  1855.  Captain  on  Active  list,  16  July,  1862.  Commodore, 
25  July,  1866.  Rear-Admiral,  13  July,  1870.  Retired  list,  26  April,  1871. 

Walkenshaw,  Sanmel  L. 

Acting  First  Assistant  Engineer,  22  October,  1863.  Honorably  discharged  10  Oc 
tober,  1865. 
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Walker,  Asa. 

Midshipman,  21  November,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lietenant,  21  March,  1870. 

Walker,  Benjamin. 

Mate,  12  September,  1861.  Acting  Ensign,  3 March,  1863.  Honorably  discharged 
12  October,  1865. 

Walker,  Charles- 

Boatswain,  6 Jue&,  1803.  Last  appearance  on  Records  of  Navy  Department. 

Walker,  Charles  Iff. 

Mate,  26  August,  1862.  Resigned  26  May,  1863.  Acting  Ensign,  4 June,  1863., 
Dismissed  7 October,  1864. 

Walker,  Ban i el  11, 

Midshipman,  9 June,  18  1 L Resigned  21  November,  1820. 

Walker,  Dudley. 

Purser,  21  August,  1826.  Dismissed  24  February,  1853. 

Walker,  Edward  A. 

Acting  Midshipman,  26  September,  1855.  Midshipman,  15  June,  1860.  Master,, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Commander,  5 June,  1874.  Died  8 March,  1876. 

Walker,  Edward  II. 

Mate,  1 October,  1862.  Dismissed  13  December,  1862. 

Walker,  George  W. 

Acting  Chief  Engineer,  1 October,  1862.  Honorably  discharged  12  February, 
1866. 

Walker,  Henry. 

Acting  Third  Assistant  Engineer,  1 August,  1864.  Honorably  discharged  8 July, 
1865. 

Walker,  H.  H. 

Acting  Ensign,  1 October,  1862.  Resigned  24  November,  1862. 

Walker,  Janies. 

Boatswain,  11  February,  1851.  Retired  list,  13  November,  1871. 

Walker,  James  C. 

Midshipman,  12  February,  1849.  Resigned  8 October,  1855. 

Walker,  James  G. 

Acting  Third  Assistant  Engineer,  7 October,  1864.  Honorably  discharged  20 
July,  1865. 

Walker,  James  M. 

Acting  Ensign,  1 October,  1862.  Resigned  17  June,  1863. 

Walker,  John. 

Mate,  11  December,  1863.  Acting  Ensign,  27  February,  1865.  Honorably  dis- 
charged 26  August,  1867. 

Walker,  John. 

Boatswain,  6 February,  1862.  Retired  list,  15  August,  1877. 

Walker,  John. 

Acting  Second  Assistant  Engineer,  16  September,  1861.  Resigned  30  July,  1862. 

Walker,  John  G. 

Acting  Midshipman,  5 October,  1850.  Midshipman,  11  December,  1852.  Passed 
Midshipman,  20  June,  1856.  Master,  22  January,  1858.  Lieutenant,  23  January, 
1858.  Lieutenant-Commander,  16  July,  1862.  Commander,  25  July,  1866.  Cap- 
tain, 25  June,  1877. 

Walker,  John  T. 

Midshipman,  18  February,  1841.  ~ Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Died  25  November, 
1856. 
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Walker,  Nathaniel  15. 

Mate,  15  October,  1861.  Dismissed  27  August,  1862.  Mate,  22  June,  1864.  Act- 
ing Ensign,  13  March,  1865.  Honorably  discharged  29  October,  1865.  Mate, 
22  June,  1866.  Resigned  13  August,  1867. 

Walker,  Theodorie  Ii. 

Midshipman,  10  September,  1841.  Passed  Midshipman,  10  August,  1847.  Mas- 
ter, 26  July,  1855.  Lieutenant,  14  Sej3tember,  1855.  Died  37  March,  1858. 

Walker,  Thomas. 

Acting  Third  Assistant  Engineer,  20  February  1864.  Honorably  discharged 
10  July,  1865. 

Walker,  Thomas  J. 

Mate,  15  June,  1863.  Resigned  11  May,  1865. 

Walker,  Thomas  W. 

Acting  Ensign,  31  March,  1863.  Dismissed  23  July,  1863. 

Walker,  W.  D. 

Acting  Assistant  Paymaster,  16  November,  1864.  Mustered  out  5 November,  1865. 

Walker,  William* 

Acting  Ensign,  31  October,  1862.  Dismissed  19  June,  1863.  Acting  Ensign, 
4 October,  1864.  Deserted  13  January,  1865. 

Walker,  William 

Midshipman,  2 April,  1804.  Appointment  revoked  4 August,  1809. 

Walker,  William  M. 

Midshipman,  1 November,  1827.  Passed  Midshipman,  10  June,  1S33.  Lieutenant, 
8 December,  1838.  Commander,  14  September-,  1855.  Captain,  16  July,  1862. 
Died  19  November,  1866. 

Walker,  William  S. 

Midshipman,  30  November,  1814.  Lieutenant,  13  January,  1825.  Captain,  8 Sep- 
tember, 1841.  Captain  1 4 September,  1855.  Commodore  on  Retired  list,  16  July, 
1862.  Died  24  November,  1863. 

Wall,  A.  G. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Died  31  August, 
1825. 

Wall,  Augustus. 

Midshipman,  1 September,  1811.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Wall,  FJlieott  €. 

Midshipman,  12  February,  1842.  Dismissed  2 October,  1845. 

Wall,  John  W. 

Acting  Third  Assistant  Engineer,  28  December,  1861.  Resigned  20  December, 
1862. 

Wall,  John  W. 

Acting  Third  Assistant  Engineer,  26  October,  1861.  Resigned  12  February,  1864. 
Acting  Second  Assistant  Engineer,  2 November,  1864.  Honorably  discharged 
7 October,  1865. 

Wall,  Richard. 

Acting  Ensign,  18  May,  1863.  Dismissed  8 August,  1863. 

Wall,  Robert  E. 

Assistant  Surgeon,  27  November,  1844.  Died  15  December,  1853. 

• Wallace,  Alexander. 

Acting  Master,  5 July,  1862.  Acting  Volunteer  Lieutenant,  1 May,  1865.  Honor- 
ably discharged  28  November,  1865. 

Wallace,  Francis. 

Mate,  16  June,  1862.  Acting  Ensign,  11  December,  1862.  Honorably  discharged 
25  August,  1865. 

Wallace,  George  C. 

Midshipman,  20  July,  1864.  Graduated  June,  1868.  Resigned  26  May,  1870, 

. : ' . ■ ‘ 
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Wallace,  James. 

Third  Assistant  Engineer,  11  November,  1858.  Resigned  8 August,  1859. 

Wallace,  James. 

Acting  Midshipman,  1 November,  1859.  Ensign,  16  September,  1862.  Died 
25  February,  1864. 

Wallace,  Joins. 

Acting  Master,  21  January,  1862.  Honorably  discharged  11  August,  1885. 

Wallace,  John  S. 

Chaplain,  10  March,  1863. 

Wallace,  John  T. 

Midshipman,  1 March,  1825.  Resigned  27  July,  1827. 

Wallace,  Joseph  W. 

Mate,  9 December,  1862.  Resigned  13  November,  1863.  Mate,  23  August  1864. 
Acting  Ensign,  21  April,  1865. 

Wallace,  Matthew  J. 

Acting  Third  Assistant  Engineer,  29  November,  1864.  Honorably  discharged 
21  August,  1865. 

Wallace,  Richard  W. 

Mate,  22  September,  1864.  Resigned  20  December,  1866.  Mate,  15  March,  1867. 
Mustered  out  29  July,  1867. 

Wallace,  Robert. 

Acting  Third  Assistant  Engineer,  20  September,  1862.  Acting  Second  Assistant 
Engineer,  12  March,  1864.  Honorably  discharged  15  May,  1865. 

Wallace,  Rush  R. 

Acting  Midshipman,  25  May,  1852.  Midshipman,  20  June,  1856.  Passed  Mid- 
shipman, 29  April,  1859.  Master,  5 September,  1859.  Lieutenant,  17  January, 
1861.  Lieutenant-Commander,  1 October,  1862.  Commander,  23  October, 
1870. 

Wallace,  Samuel. 

Acting  Third  Assistant  Engineer,  28  September,  1864.  Honorably  discharged 
14  August,  1865. 

Wallace,  W.  If. 

Midshipman,  7 July,  1832.  Dropped  6 December,  1836. 

Wallace,  William  M. 

Midshipman,  3 June,  1833.  Resigned  1 November,  1833. 

Wallach,  Cnthbert  F. 

Paymaster,  1 June,  1861.  Pay  Inspector,  3 March,  1871.  Pay  Director,  9 March, 
1880. 

Waller,  Eittleton  T. 

Purser,  13  September,  1841.  Resigned  12  January,  1853. 

Walling,  Burns  T. 

Midshipman,  5 June,  1872.  Graduated  20  June,  1876.  Ensign,  26  November, 
1877. 

Wallis,  John  E. 

Acting  Ensign,  20  July,  1863.  Honorably  discharged  10  September,  1865. 

IVallis,  John  P. 

Midshipman,  26  July,  1864.  Graduated  20  June,  1869.  Ensign,  12  July,  1870. 
Master,  19  August,  1872.  Lieutenant,  14  August,  1875.  Died  23  February, 
1880. 

Walpole,  Horace. 

Midshipman,  4 July,  1805.  Lieutenant,  12  June,  1810.  Resigned  8 December 
1814. 

Walsh,  Charles. 

Midshipman,  2 April,  1804.  Resigned  6 June,  1809. 

Walsh,  John. 

Professor  of  Mathematics,  5 December,  1837.  Last  appearance  on  Records  of 
Navy  Department,  1839. 
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Walslo,  John  J. 

Gunner,  18  April,  1871. 

Walsh,  John  K* 

Acting  Assistant  Surgeon,  5 September,  1863.  Honorably  discharged  6 Septem- 
ber, 1865. 

Walsh,  Joseph  C. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieuten- 
ant, 9 December,  1839.  Resigned  18  September,  A854.  Acting  Lieutenant, 
11  February,  1862.  Resigned  1 May,  1862. 

Walsh,  Kegran. 

Midshipman,  25  November,  1799.  Discharged  12  May,  1801,  under  Peace  Estab- 
lishment Act. 

Walsh,  S.  W. 

Midshipman,  13  February,  1821.  Resigned  2 December,  1825. 

Walstrom,  Charles  <€L 

Acting  Ensign,  16  December,  1862.  Resigned  27  March,  1865. 

Walter,  Horace- 

Acting  Ensign,  14  May,  1863.  Resigned  (Sick,)  18  August,  1864. 

Walter,  Joseph. 

Acting  Third  Assistant  Engineer,  4 June,  1864.  Resigned  6 June,  1865. 

Walter,  Hobert. 

Acting  Master, .20  August,  1861.  Dismissed  22  October,  1864. 

Walter,  fl.  Price. 

Acting  Master,  4 November,  1861.  Honorably  discharged  14  December,  1865. 

Walters,  C.  P. 

Mate,  2 October,  1861.  Acting  Ensign,  4 October,  1862.  Resigned  30  March, 

1864. 

Walters,  Henry. 

Acting-Ensign,  19  January,  1863.  Dismissed  21  November,  1863. 

Walters,  Henry. 

Mate,  20  January,  1864.  Honorably  discharged  1 November,  1865. 

Walters,  William  F. 

Third  Assistant  Engineer,  21  May,  1857.  Died  27  May,  1858. 

Waltmeyer,  John  8. 

Carpenter,  30  December,  1874. 

Walton,  Edmund  W. 

Mate,  7 April,  1864.  Appointment  revoked  14  December,  1864. 

Walton,  Janies  C. 

Boatswain,  9 May,  1859. 

Walton,  Henjamin  Cl. 

Acting  Assistant  Surgeon,  15  November,  1862.  Appointment  revoked  10  April, 

1865. 

Walton,  Jesse  Fletcher. 

Third  Assistant  Engineer,  25  August,  1862.  Resigned  31  March,  1865. 

Walton,  Thomas  C. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  5 March,  1866 
Surgeon,  22  October,  1868. 

Walton,  Thomas  O. 

Acting  Assistant  Surgeon,  22  April,  1873.  Honorably  discharged  30  June, 
1879. 

Walton,  W alter. 

Mate,  28  January,  1862.  Acting  Ensign,  23  July,  1864.  Honorably  discharged 
20  October,  1865. 

Walton,  William. 

Boatswain,  17  September,  1813.  Died  March,  1822. 
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Wamaling,  C.  Thomas. 

Acting  Third  Assistant  Engineer,  30  December,  1863.  Honorably  discharged 
30  August,  1865. 

Wamaling,  Robert  Tew  is. 

Third  Assistant  Engineer,  8 July,  1862.  Resigned  17  November,  1865. 

Wandell,  Augustus. 

Acting  Third  Assistant  Engineer,  14  September,  1861.  Acting  Second  Assistant 
Engineer,  26  July,  1864.  Honorably  discharged  12  December,  1865. 

Wandell,  Martin  E, 

Mate,  19  August,  1862.  Acting  Ensign,  21  August,  1863.  Honorably  discharged 

2 August,  1865.  Mate,  20  January,  1870.  Resigned  9 August,  1871. 

Wanklin?  Henry. 

Acting  Second  Assistant  Engineer,  8 April,  1863.  Honorably  discharged  21  Sep- 
tember, 1865. 

Wappenhaus,  €3.  F.  R. 

Mate,  22  December,  1862.  Acting  Ensign,  8 January,  1863.  Acting  Master, 

3 May,  1865.  Honorably  discharged  29  September,  1868. 

War  hurt  on,  Edgar  T. 

Cadet  Engineer,  Naval  Academy,  1 October,  1872.  Graduated  21  June,  1875. 
Assistant  Engineer,  1 July,  1878. 

Warbnrton,'  William  F. 

Acting  Third  Assistant  Engineer,  5 July,  1861.  Acting  Second  Assistant  En- 
gineer, 17  June,  1863.  Honorably  discharged  21  January,  1868. 

Ward,  Aaron. 

Midshipman,  28  September,  1867.  Graduated  6 June,  1871.  Ensign,  14  July, 
1872.  Master,  8 February,  1875. 

Ward,  Andrew  A. 

Acting  Master,  2 November,  1861.  Resigned  12  October,  1863. 

Ward,  Charles. 

Acting  Third  Assistant  Engineer,  11  June,  1864.  Deserted  March,  1865. 

Ward,  Charles  C. 

Acting*  Assistant  Paymaster,  1 December,  1864.  Mustered  out  12  August,  1865. 

Ward,  Raniel. 

Acting  Third  Assistant  Engineer,  18  February,  1864.  Honorably  discharged  8 Oc- 
tober, 1865. 

Ward,  I>aniel. 

Mate,  17  January,  1862.  Boatswain,  11  December,  1872. 

Ward,  E.  C, 

Professor,  4 March,  1835.  Resigned  28  April,  1848. 

Ward,  Edward  C. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant. 
8 September,  1841.  Dismissed  25  March,  1851. 

Ward,  Elijah. 

Acting  Assistant  Paymaster,  12  May,  1863.  Mustered  out  12  December,  1865. 

Ward,  George  W. 

Acting  Master,  21  October,  1861.  Dismissed  11  October,  1863. 

Ward,  Henry. 

Midshipman,  9 November,  1813.  Lieutenant,  5 March,  1817.  Died  9 Juiy,  1825. 

Ward,  J aisies. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Honorably  discharged  8 De- 
cember, 1865. 

Ward,  James  If. 

Midshipman,  4 March,  1823.  Passed  Midshipman,  23  March,  1829.  Lieutenant, 
3 March,  1831.  Commander,  9 September,  1853.  Killed  in  action  27  June, 
1861. 
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Ward,  .foil  11. 

Assistant  Surgeon,  28  April,  1848.  Passed  Assistant  Surgeon,  22  April,  1854. 
Resigned  8 April,  1861. 

Wal'd,  Jolm  Sff. 

Acting  Third  Assistant  Engineer,  9 January,  1865.  Honorably  discharged  21  Oc- 
tober, 1865.  • . 

Ward,  Jos. 

Gunner,  27  December,  1884.  Dismissed  8 March,  1836. 

Ward,  Peter  T. 

Carpenter,  8 June,  1870. 

Ward,  Robert. 

Midshipman,  18  May,  1809.  Dismissed  10  October,  1811. 

Ward,  Stillman  W. 

Mate,  November,  1862.  Acting  Ensign,  8 August,  1864.  Resigned  20  May, 
1865. 

Ward,  Thomas. 

Sailmaker,  25  September,  1879. 

Ward,  William. 

Sailmaker,  14  August,  1884.  Died  24  May,  1844. 

Ward,  William. 

Midshipman,  1 February,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenants 
8 March,  1837.  Died."  10  June,  1838. 

Ward,  William  G. 

Mate,  13  March,  1865.  Honorably  discharged  4 September,  1865. 

Ward,  William  If. 

Midshipman,  7 April,  1847.  Resigned  10  December,  1852. 

Ward,  William  H. 

Midshipman,  17  February,  1849.  Passed  Midshipman,  12  June,  1855.  Master, 
16  September,  1855.  Lieutenant,  9 September,  1856,  Dismissed  16  July,  1861. 
Ward,  William 

Mate,  1 October,  1862.  Resigned  18  January,  1864. 

Wardell,  Z.  P, 

Midshipman,  1 March,  1826.  Cashiered  10  December,  1830. 

Warden,  Ralston. 

Acting  Third  Assistant  Engineer,  20  December,  1861.  Appointment  revoked 
(Sick,)  21  May,  1862. 

Wardle,  K.  €. 

Assistant  Surgeon,  10  December,  1814.  Drowned  in  August,  1819. 

Wardrop,  William. 

Acting  Ensign,  29  October,  1862.  Appointment  revoked  (Sick,)  26  January,  1864. 

Ware,  Charles  F. 

Acting  Ensign,  16  September,  1864.  Resigned  3 May,  1865. 

Ware,  Edward  H. 

Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June,  1866. 
Passed  Assistant  Surgeon,  10  June,  1870.  Surgeon,  25  November,  1877.  Died 
13  August,  1878. 

Ware,  Joseph. 

Acting  Ensign,  19  May,  1864.  Honorably  discharged  30  September,  1865. 

Ware,  Paul,  Jr. 

Acting  Ensign,  18  December,  1863.  Honorably  discharged  30  September,  1865. . 

Ware,  Thomas  fl. 

Purser,  28  June,  1843.  Dismissed  13  June,  1861. 

Warfield,  Anderson. 

Surgeon,  1 July,  1799.  Discharged  31  August,  1801,  under  Peace  Establishment 
Act 
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Warfield,  Lot. 

Midshipman,  16  July,  1799.  Discharged  8 July,  1801. 

War eli am,  Richard. 

Acting  Third  Assistant  Engineer,  25  September,  1863.  Acting  Second  Assistant 
Engineer,  2 June,  1865.  Honorably  discharged  15  November,  1865. 

Waring,  Archibald  H. 

Midshipman,  19  October,  1841.  Resigned  11  July,  1848. 

Waring,  Henry. 

Acting  Ensign,  8 August,  1863.  Honorably  discharged  8 November,  1865. 

Waring,  Horatio  S. 

Assistant  Surgeon,  12  March,  1813.  Resigned  28  June,  1813. 

Waring^  Howard  $. 

Midshipman,  26  June,  1867.  Graduated  1 June,  1872.  Ensign,  15  July,  1873. 
Master,  12  July,  1878. 

Wark,  David. 

Midshipman,  20  June,  1806.  Last  appearance  on  Records  of  Navy  Dejoartment, 
5 December,  1806. 

Warley,  Alexander  F. 

Midshipman,  17  February,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Resigned  24  December. 
1860. 

Warner,  Charles  K. 

Acting  Third  Assistant  Engineer,  11  December,  1863.  Third  Assistant  Engineer, 
1 February,  1865.  Resigned  11  October,  1866. 

Warner,  Francis  W. 

Acting  Second  Assistant  Engineer,  3 June,  1861.  Acting  First  Assistant  Engineer, 
30  July,  1863.  Honorably  discharged  24  December,  1865. 

Warner,  Franklin  C. 

Acting  Ensign,  7 July,  1864.  Resigned  26  February,  1867. 

Warner,  George  II. 

Acting  First -Assistant  Engineer,  16  July,  1863.  Appointment  revoked  (Sick,) 
22  December,  1863. 

Warner,  Henry 

Midshipman,  28  June,  1812.  Lieutenant,  5 March,  1817.  Cashiered  11  December, 
1824. 

Warner,  Hiram. 

Acting  Third  Assistant  Engineer,  27  September,  1862.  Acting  Second  Assistant 
Engineer,  6 October,  1863.  Acting  First  Assistant  Engineer,  31  August,  1864. 
"Resigned  7 January,  1865. 

Warner,  James  II. 

Third  Assistant  Engineer,  6 February,  1851.  Second  Assistant  Engineer,  26  Feb- 
ruary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chief  Engineer,  6 De- 
cember, 1859.  Name  stricken  from  the  Rolls,  8 July,  1861. 

Warner,  John. 

Lieutenant,  2 October,  1798.  Last  appearance  on  Records  of  Navy  Department, 
29  November,  1798. 

Warner,  John. 

Master,  15 ’September,  1813.  Died  24  August,  1814. 

Warner,  John  E. 

Acting  Assistant  Surgeon,  28  July,  1863.  Resigned  12  November,  1864. 

Warner,  Oswald. 

Acting  Assistant  Surgeon,  18  December,  1861.  Resigned  9 June,  1864. 

Warner,  Russell. 

Acting  Third  Assistant  Engineer,  11  November,  1864.  Resigned  17  May,  1865. 
Warner,  Samuel  I*.  A. 

Acting  Assistant  Paymaster,  30  June,  1862.  Dismissed  19  February,  1863. 
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Warwick,  William  F. 

Mate,  9 June,  1864.  Honorably  discharged  6 December,  1866. 

Warrel,  Thomas  W. 

Midshipman,  4 July,  1805.  Dismissed -7  January,  1807. 

Warren,  Augustus  A. 

Sailmaker,  12  September,  1853. 

Warren,  Benjamin  H. 

Cadet  Engineer,  Naval  Academy,  1 October,  1871.  Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.  Retired  list,  11  June,  1878. 

Warren,  (Iliad burn  H. 

Acting  Third  Assistant  Engineer,  20  April,  1864.  Resigned  (Sick,)  15  October, 

1864. 

Warren,  diaries  §. 

Acting  Assistant  Paymaster,  17  December,  1861.  Resigned  14  November,  1862. 

Warren,  Ephraim  li. 

Acting  Ensign,  5 January,  1863.  Honorably  discharged  18  September,  1865. 
Acting  Ensign,  1 May,  1866.  Mustered  out  15  October,  1867. 

Warren,  George  A. 

Acting  Assistant  Surgeon,  8 July,  1864.  Honorably  discharged  14  September, 

1865. 

Warren,  Iff.  G. 

Mate,  14  December,  1862.  Resigned  25  July,  1863. 

Warren,  Isaac. 

Acting  Master,  1861.  Resigned  23  July,  1862. 

Warren,  Joshua  Iff. 

Acting  Master,  2 October,  1861.  Acting  Volunteer  Lieutenant,  13  May,  1863. 
Resigned  21  October,  1864. 

Warren,  Xalium. 

Master’s  Mate,  6 February,  1815.  Died  10  June,  1843. 

Warren,  O.  B. 

Acting  Master,  22  March,  1862.  Appointment  revoked  (Sick,)*  22  November, 
1864. 

Warren,  Robert. 

Lieutenant,  13  July,  1799.  Discharged  10  May,  1801. 

Warren,  Sylvanus. 

Acting  Second  Assistant  Engineer,  21  May,  1862.  Honorably  discharged  29  De- 
cember, 1865. 

Warrington,  Franklin  €. 

Acting  Third  Assistant  Engineer,  10  December,  1863.  Honorably  discharged 
14  November,  1865. 

Warrington,  J ©sepia  II. 

Third  Assistant  Engineer,  21  May,  1857.  Resigned  1 February,  1860. 

Warrington,  [Lewis,  Jr. 

Purser,  13  September,  1841.  Dismissed  11  June,  1863. 

Warrington,  Few  is. 

Midshipman,  6 January,  1800.  Lieutenant,  7 February,  1807.  Commander, 
24  July,  1813.  Captain,  22  November,  1814.  Died  12  October,  1851. 

Warrington,  Miles  K. 

Midshipman,  30  January,  1838.  Passed  Midshipman,  20  May,  1844.  Master,. 
2 December,  1851.  Lieutenant,  16  December,  1852.  Dismissed  18  July,  1859. 
Lieutenant,  21  December,  1859.  Died  20  September,  1860. 

Washburn,  Alfred. 

Acting  Master,  28  December,  1861.  Died  14  May,  1865. 

Washburn,  Henry  W. 

Acting  Master,  26  February,  1862.  Honorably  discharged  3 April,  1866. 
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Wasliburn,  Samuel  B. 

Acting  Master,  11  November,  1861.  Dismissed  30  December,  1861.  Re-appointed 

11  January,  1862.  Acting  Volunteer  Lieutenant,  21  January,  1864.  Honorably 
discharged  24  October,  1865. 

Washburne,  Charles  P. 

Acting  Master,  21  January,  1862.  Appointment  revoked  (Sick,)  20  July,  1864. 

Washburne,  Cornelius. 

Mate,  7 January,  1862.  Acting  Ensign,  11  December,  1862.  Honorably  dis- 
charged 16  December,  1865. 

Washington,  Bailey. 

Surgeon,  24  July,  1813.  Died  4 August,  1854. 

Washington,  11.  W.  M. 

Assistant  Surgeon,  17  April,  1856.  Passed  Assistant  Surgeon,  25  March,  1861. 
Dismissed  10  May,  1861. 

Washington,  Bichard. 

Acting  Assistant  Paymaster,  18  July,  1861.  Assistant  Paymaster,  24  August, 
1861.  Paymaster,  14  April,  1862.  Pay  Inspector,  28  August,  1876. 

Washington,  S.  A. 

Midshipman,  1 November,  1826.  Resigned  17  April,  1834. 

Washington,  S.  S. 

Midshipman,  1 December,  1828.  Lost  in  the  (i Hornet ,”  10  September,  1829. 

Washington,  S.  W. 

Midshipman,  15  November,  1809.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Alexandria. 

Washington,  T.  M. 

Midshipman,  21  October,  1824.  Passed  Midshipman,  4 June,  1831.  Lieutenant, 

12  January,  1836.  Resigned  17  August,  1838. 

Washington,  W.  S.  «I. 

Midshipman,  5 February,  1812.  Dismissed  1 May,  1828. 

Wasson,  Alonzo  M.  )L. 

Acting  Third  Assistant  Engineer,  18  April,  1863.  Honorably  discharged  7 No- 
vember, 1865. 

Wasson,  William. 

Acting  First  Assistant  Engineer,  17  November,  1862.  Died  7 July,  1863. 

Waterbary 9 Samuel  A. 

Acting  Master,  8 May,  1862.  Resigned  25  April,  1865. 

Waterman,  1L items  A. 

Acting  Ensign,  29  June,  1 863.  Honorably  discharged  13  August,  1865.  Acting 
Ensign,  11  December,  1866.  Mustered  out  26  March,  1869. 

Waterman,,  Rnlus,  Jr. 

Midshipman,  25  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  21  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  8 De- 
cember, 1871. 

Waterman,  William  h. 

Acting  Third  Assistant  Engineer,  19  September,  1862.  Appointment  revoked 
15  February,  1865. 

Waters,  John  Cl. 

Mate,  16  September,  1862.  Acting  Ensign,  28  November,  1862.  Resigned 

13  April,  1864. 

Waters,  Kirven. 

Midshipman,  1 September,  1811.  Lieutenant,  30  June,  1814.  Died,  of  wounds 
received  in  action,  26  September,  1815. 

Waters,  Nicholas  B. 

Midshipman,  1 November,  1827.  Resigned  6 October,  1832. 

Waters,  William. 

Boatswain,  8 December,  1835.  Died  7 September,  1851. 
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Watkeys,  Edward  If® 

Acting  Ensign,  13  January,  1863.  Died  30  July,  1864. 

Watkins,  Clarence. 

Midshipman,  1 December,  1828.  Died  19  July,  1834. 

Watkins,  Erasmus. 

Midshipman,  1 January,  1812.  Resigned  1 December,  1817.  • 

Watkins,  Cleorge  R. 

Acting  Assistant  Paymaster,  31  December,  1863.  Honorably  discharged  5 Decem- 
ber, 1865.  Pussed  Assistant  Paymaster,  23  July,  1866.  Paymaster,  10  February, 

1870. 

Watkins,  Henry  J. 

Acting  Third  Assistant  Engineer,  24  September ,1862.  Acting  Second  Assistant 
Engineer,  17  August,  1864.  Honorably  discharged  25  September,  1865. 

Watkins,  May©  Carrington. 

Midshipman,  8 May,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  22  March, 
1847.  Lieutenant,  15  July,  1847.  Died  19  September,  1860. 

Watkins,  Milton  W. 

Sailmaker,  18  April,  1879. 

Watkins,  Tobias. 

Assistant  Surgeon,  20  July,  1799.  Resigned  1 January,  1801. 

Watkins,  T.  Bascoan. 

Gunner,  5 October,  18'61. 

Watmougli,  Janies  If. 

Acting  Midshipman,  24  November,  1843.  Purser,  12  December,  1844.  Pay  Di- 
rector, 3 March,  1871.  Acting  Paymaster  General,  1 March,  1873,  to  23  Febru- 
ary, 1877.  Paymaster  General,  23  February ,\  1877,  to  17  November,  1877. 

Watmougli,  Pendleton  CL 

Midshipman,  20  September,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  26  April,  1859. 
Acting  Lieutenant,  13  May,  1861.  Lieutenant-Commander,  16  July,  1862.  Re- 
signed 28  July,  1865. 

Watmougli,  William 

Acting  Assistant  Paymaster,  7 November,  1862.  Assistant  Paymaster,  30  June, 
1864.  Paymaster,  4 May,  1866. 

Watson,  Andrew 

Purser,  1 May,  1831.  Lost  in  “Levant”  18  September,  1860. 

Watson,  A.  Eugene. 

Purser,  31  ..August,  1836.  Retired  list,  15  November,  1862.  Pay  Director  on 
Retired  list,  3 March,  1871.  Died  10  July,  1876. 

Watson,  diaries  F. 

Mate,  25  August,  1862.  Acting  Ensign,  19  January,  1863.  Honorably  discharged 
9 November,  1868. 

Watson,  S>avid. 

Acting  Assistant  Surgeon,  14  September,  1863.  Resigned  3 July,  1865. 

Watson,  Eugene  W. 

Acting  Ensign,  18  September,  1863.  Ensign,  12  March,  1868.  Master,  18  De- 
cember, 1868.  Lieutenant,  21  March,  1870. 

Watson,  E.  W. 

Acting  Master,  25  June,  18*62.  Resigned  30  August,  1862. 

Watson,  Frank® 

Mate,  12  May,  1863.  Acting  Ensign,  29  March,  1364.  Appointment  revoked 
(Sick,)  25  January,  1865. 

Watson,  Frank. 

Sailmaker,  3 March,  1877. 

Watson,  Cieorge  W. 

Acting  Master,  27  May,  1861.  Resigned  4 November,  1861. 
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Watson,  Henry. 

Mate,  9 December,  1863.  Honorably  discharged  1 November,  1868. 

Watson,  James. 

Boatswain,  9 March,  1802.  Resigned  9 April,  1807. 

Watson,  James. 

Midshipman,  18  June,  1812.  Discharged  from  the  Service  6 July,  1813. 

Watson,  James. 

Boatswain,  date  not  known.  Died  31  December,  1819. 

Watson,  James  M. 

Midshipman,  1 February,  1823.  Passed  Midshipman,  23  March,  1829.  Lieuten- 
ant, 30  December,  1831.  Reserved  list,  13  September,  1855.  Commander  on 
Reserved  list,  1 February,  1861.  Commodore,  Retired  list,  4 April,  1867.  Died 
17  April,  1873. 

Watson,  James  P. 

Lieutenant,  13  February,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 27  November,  1800. 

Watson,  J.  Ca*ittenslen. 

Acting  Midshipman,  29  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Commander,  23  January,  1874. 

Watson,  John. 

Carpenter,  29  July,  1799.  Warrant  given  up. 

Watson,  John  E. 

Chaplain,  8 August,  1855.  Retired  list,  21  December,  1861. 

Watson,  John  S.,  1st. 

Acting  Master,  9 September,  1861.  Acting  Volunteer  Lieutenant,  7 August,  1865. 
Honorably  discharged  21  October,  1866. 

Watson,  John  §.,  2nd. 

Acting  Master,  17  November,  1863.  Acting  Volunteer  Lieutenant,  3 June,  1864. 
Honorably  discharged  30  October,  1865. 

Watson,  Joseph. 

Purser,  26  May,  1824.  Died  16  February,  1831. 

Watson^  Joseph. 

Acting  Assistant  Paymaster,  18  August,  1862.  Honorably  discharged  7 Novem- 
ber; 1865. 

Watson,  Joshua. 

Midshipman,  4 July,  1805.  Died  1 June,  1811. 

Watson,  M.  I>.  E.  W. 

Midshipman,  21  October,  1831.  Dismissed  20  May,  1836. 

Watson,  Reuben  G. 

Acting  Third  Assistant  Engineer,  4 October,  1864.  Honorably  discharged 
29  August,  1865. 

Watson,  Thomas  G. 

Acting  Ensign,  10  June,  1864.  Honorably  discharged  23  February,  1867. 

Watson,  W.  Argyle. 

Acting  Assistant  Surgeon,  21  May,  1861.  Resigned  3 February,  1864. 

Watson,  'William. 

Acting  Master,  26  August,  1861.  Resigned  29  July,  1862.  Re-appointed  4 August, 
1862.  Honorably  discharged  29  October,  1865. 

Watson.  William  H. 

Midshipman,  1 January,  1808.  Lieutenant,  7 March,  1813.  Died  13  September, 
1823. 

Watters,  H.  H. 

Midshipman,  1 June,  1826.  Resigned  16  March,  1830. 
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Watters,  John. 

Midshipman,  12  February,  1846.  Passed  Midshipman,  8 June,  1852.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-C.ommander, 

16  July,  1862.  Commander,  25  July,  1866.  Died  22  January,  1874. 

Watters,  Joseph. 

Third  Assistant  Engineer,  22  October,  1860.  Second  Assistant  Engineer,  8 De- 
cember, 1862.  First  Assistant  Engineer,  1 December,  1864.  Died  18  September, 
1866. 

Watters,  William  If. 

Acting  Third  Assistant  Engineer,  17  November,  1864.  Honorably  discharged 
27  October,  1865. 

Wattles,  Charles  T. 

Midshipman,  1 May,  1822.  Died  10  November,  1822. 

Watts,  Andrew  CL 

Mate,  29  November,  1864.  Resigned  9 May,  1865. 

Watts,  Edward. 

Midshipman,  18  June,  1812.  Last  appearance  on  Records  of  Navy  Department, 
25  September,  1815.  Killed  by  a fall  from  masthead. 

Watts,  George. 

Master,  20  April,  1812.  Killed  in  action  28  November,  1812. 

Watts,  If.  It. 

Acting  Assistant  Surgeon,  29  April,  1864.  Honorably  discharged  2 April, 
1866. 

Watts,  Janies  E. 

Third  Assistant  Engineer,  17  March,  1868.  Second  Assistant  Engineer,  28  Sep- 
tember, 1864.  Drowned  9 July,  1871. 

Watts,  Joseph. 

Acting  Third  Assistant  Engineer,  9 July,  1868.  Acting  Second  Assistant  Engi- 
neer, 21  October,  1864.  Resigned  12  May,  1865. 

Watts,  Thomas. 

Master,  9 February,  1809.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Charleston,  S.  C. 

Watts,  William. 

Midshipman,  10  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Waugh,  Alexander. 

Acting  Master,  6 December,  1861.  Appointment  revoked  13  January,  1864. 

Waugh,  Edward  J. 

Gunner,  1 July,  1861.  Dismissed  4 April,  1879. 

Waugh,  Jos. 

Midshipman,  30  November,  1814.  Resigned  21  February,  1815. 

Waugh,  William  F. 

Assistant  Surgeon,  3 April,  1873.  Resigned  1 April,  1876. 

Watiklin,  Henry. 

Acting  Third  Assistant  Engineer,  26  September,  1862.  Honorably  discharged 
21  September,  1865. 

Watiklin,  John  I>. 

Acting  Third  Assistant  Engineer,  6 May,  1864.  Honorablv  discharged  9 Decem- 
ber, 1865. 

Way,  Francis  S. 

Mate,  11  September,  1862.  Dismissed  18  January,  1864. 

Wayne,  Charles. 

Assistant  Surgeon,  29  August,  1825.  Died  19  August,  1828. 

Wayne.  T.  S. 

Midshipman,  1 January,  1825.  Resigned  18  December,  1827. 
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Wayne,  William  A. 

Midshipman,  <27  October,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
4 June,  1844.  Resigned  1 May,  1861 

Wayne,  William  C. 

Midshipman,  17  December,  1810.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815.  Sloop  “ Wasp.”  * •' 

Weaver,  Aaron  W. 

Midshipman,  10  May,  1848.  Passed  Midshipman,  15  June,  1854.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  11  September,  1855.  Lieutenant-Commander,  16 
July,  1862.  Commander,  25  July,  1866.  Captain  8 August,  1876. 

Weaver,  Charles  II. 

Mate,  7 January,  1862.  Resigned  22  June,  1863. 

Weaver,  Calvin  If. 

Acting  Second  Assistant  Engineer,  10  October,  1862.  Honorably  discharged, 

19  September,  1865. 

Weaver,  I>,  Edward. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Acting  Chief  Engineer,  9 June, 
1863.  Resigned  26  July,  1864. 

Weaver,  George  E. 

Midshipman,  3 August,  1816.  Died  5 October,  1825. 

Weaver,  .lames  B. 

Midshipman,  30  November,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Resigned  4 December,  1867. 

Weaver,  ’Samuel. 

Acting  Second  Assistant  Engineer,  9 December,  1863.  Honorably  discharged 

20  October,  1865. 

Weaver,  William  A. 

Midshipman,  4 February,  1811.  Lieutenant,  27  April,  1816.  Cashiered  27  No- 
vember, 1824. 

Weaver,  William  Dixon. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June, 
1880. 


Weaver,  William  II. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Died 
24  September,  1851. 

Weaver,  William  L. 

Mate,  7 January,  1862.  Resigned  22  June,  1863. 

Webli,  Charles. 

Assistant  Surgeon,  30  March,  1800.  Surgeon,  19  November,  1800.  Cashiered 
10  July,  1801. 

Webb,  Charles  E. 

Acting  Assistant  Paymaster-,  17  December,  1861.  Appointment  revoked  (Sick,) 
12  December,  1862. 

Webb,  Francis  If. 

Acting  Ensign,  14  October,  1862.  Acting  Master,  22  January,  1864.  Honorably 
discharged  4 October,  1865. 

Webb,  Gilbert. 

Acting  Third  Assistant  Engineer,  8 August,  1863.  Resigned  15  August,  1865. 

Webb,  Henry. 

Mate,  7 March,  1864.  Dismissed  11  April,  1865. 

Webb,  James. 

Sailmaker,  11  November,  1798.  Last  appearance  on  Records  of  Navy  Department, 
5 December,  1798.  Discharged. 

Webb,  James  P. 

Midshipman,  2 April,  1804.  Resigned  15  May,  1806. 
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Webb,  James  R. 

Acting  Second  Assistant  Engineer,  27  January,  1863.  Honorably  discharged 
28  October,  1865. 

Webb,  John. 

Boatswain,  12  November,  1799.  Discharged  14  September,  1801,  under  Peace 
Establishment  Act. 

Webb,  John  I?. 

Acting  Assistant  Paymaster,  9 March,  1863.  Dismissed  10  November,  1863. 

Webb,  John  M. 

Carpenter,  21  January,  1840.  Died  16  June,  1847. 

Webb,  John  S. 

Midshipman,  4 June,  1799.  Discharged  5 June,  1801,  under  Peace  Establishment 
Act. 

Webb,  Robert  .Leslie. 

Third  Assistant  Engineer,  11  February,  1862.  Second  Assistant  Engineer,  15  Oc- 
tober, 1863.  Dropped  9 March,  1868.  Restored  to  original  place,  6 April, 
1868.  Died  13  June,  1870. 

Webb,  Thomas  E. 

Assistant  Naval  Constructor,  27  February,  1865.  Naval  Constructor,  17  July,  1868. 

Webb,  Thomas  T. 

. Midshipman,  1 January,  1808.  Lieutenant,  19  December,  1814;  Commander, 

8 March,  1831.  Captain,  8 March,  1841.  Died  11  April,  1853. 

Webb,  Thomas  M. 

Mate,  5 September,  1863.  Appointment  revoked  (Sick,)  24  October,  1864. 

Webb,  William  A. 

Midshipman,  26  January,  1838.  Passed  Midshipman,  2 July,  1845.  Master, 

9 October,  1853.  Lieutenant,  12  June,  1854.  Resigned  17  May,  1861. 

Webb,  William  If. 

Mate,  19  June,  1862.  Acting  Ensign,  27  January,  1864.  Ensign,  12  March,  1868. 
Master,  18  December,  1868.  Lieutenant,  21  March,  1870. 

Webber,  George  €. 

Acting  Assistant  Surgeon,  14  November,  1863.  Honorably  discharged  12  July, 
1865. 

Webber,  John. 

Gunner,  26  May,  1852.  Died  28  November,  1869. 

Webber,  John  J.  W. 

Acting  Master,  28  December,  1861.  Dismissed  24  June,  1863. 

Webber*  Samnel  G. 

Assistant  Surgeon,  22  May,  1862.  Resigned  10  April,  1865. 

Webber,  William  E. 

Acting  Gunner,  9 September,  1862.  Honorably  discharged  28  February,  1866. 
Gunner,  27  August,  1872. 

Weber,  Lawrence. 

Acting  Ensign,  13  January,  1864.  Resigned  22  October,  1864. 

Weber,  Robert  L. 

Assistant  Surgeon,  20  May,  1859.  Passed  Assistant  Surgeon,  17  December,  1862. 
Surgeon,  25  January,  1863.  Retired  list,  23  November,  1863. 

Webster,  Edwin. 

Acting  Assistant  Paymaster,  19  April,  1864.  Honorably  discharged  26  September, 
1865. 

Webster,  Harrie* 

Acting  Third  Assistant  Engineer,  8 February,  1862.  Third  Assistant  Engineer, 
20  May,  1864.  Retired  list,  29  December,  1865.  Restored  to  Active  list  as  Third 
Assistant  Engineer,  with  original  date  and  position,  26  January,  1866.  Second 
Assistant  Engineer,  1 January,  1868.  Passed  Assistant  Engineer,  29  October, 
1874. 
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Webster,  If.  C. 

Mate,  19  September,  1861.  Died  19  September,  1862. 

Webster.  John. 

Acting  Third  Assistant  Engineer,  2 July,  1862.  Honorably  discharged  24  Decem- 
ber, 1865. 

Webster,  John  A. 

Master,  1 March,  1814.  Discharged  15  April,  1815. 

Webster,  Jolrn  JL. 

Acting  Assistant  Paymaster,  9 October,  1862.  Resigned. 

Webster,  ILewis  H. 

Midshipman,  26  September,  1868.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871.  Resigned  28  Feb- 
ruary, 1873. 

Webster,  Milton. 

Acting  Ensign,  24  June,  1868.  Honorably  discharged  19  September,  1867. 

Webster,  kelson. 

Midshipman,  16  January,  1809.  Lieutenant,  9 December,  1814.  Died  24  August, 
1825. 

Webster,  Tlsaddeus  D. 

Acting  Third  Assistant  Engineer,  4 January,  1862.  Resigned  19  October,  1864. 

Webster,  Walter  A. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
14  September,  1865. 

Webster,  William  13. 

Acting  Third  Assistant  Engineer,  23  March,  1863.  Honorably  discharged  12  No- 
vember, 1868. 

Wedcterbnrm,  A.  J. 

Assistant  Surgeon,  22  December,  1835.  Passed  Assistant  Surgeon,  1 January, 
1842.  Resigned  14  June,  1844. 

Wederstrandt,  P.  C. 

Midshipman,  16  March,  1798.  Lieutenant,  25  June,  1800.  Commander,  27  August, 
1807.  Resigned  2 May,  1810. 

Weed,  John  B. 

Midshipman,  13  December,  1837.  Dismissed  13  July,  1838. 

Weed,  Joseph  D. 

Mate,  23  January,  1862.  Resigned  (Sick,)  26  March,  1863. 

Weedeh,  George  W. 

Acting  Master,  4 December,  1861.  Resigned  5 August,  1862. 

Weedess,  Charles  B. 

Mate,  26  March,  1863.  Acting  Ensign,  18  June,  1864.  Resigned  2 December, 
1864. 

Weeks,  Benjamin  N. 

Acting  Master,  20  December,  1861.  Resigned  18  April,  1865. 

Weeks,  Edmund  C. 

Acting  Master,  4 September,  1861.  Resigned  6 July,  1864. 

Weeks,  George  M. 

Acting  Assistant  Surgeon,  1 July,  1862.  Resigned  18  November,  1863. 

Weeks,  James  C. 

Acting  Ensign,  22  June,  1863.  Honorably  discharged  5 November,  1865. 

Weems,  Edward  D. 

Third  Assistant  Engineer,  25  March,  1862.  Second  Assistant  Engineer,  1 Novem- 
ber, 1863.  Resigned  6 September,  1867. 

Weems,  John. 

Midshipman,  1 March,  1825.  Resigned  20  June,  1827.  Midshipman,  4 August, 
1827. ^ Passed  Midshipman,  10  June,  1833.  Lieutenant,  22  December,  1838. 
Died  29  Mav,  1840. 
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Weems,  N.  T. 

Assistant  Surgeon,  21  September,  1802.  Surgeon,  1 July,  1803.  Resigned  20  Feb- 
ruary, 1806. 

W Benis,  Kolia. 

Midshipman,  1 January,  1818.  Died  October,  1823. 

Wegmami,  Albert. 

Midshipman,  22  September,  1870.  Graduated  1 June,  1874.  Resigned  16  March, 
1875. 

Weidenheru,  Charles. 

Mate,  8 April,  1862.  Acting  Ensign,  2 September,  1863.  Honorably  discharged 
16  September,  1865. 

Weidman,  John. 

Acting  Midshipman,  22  September,  1857.  Midshipman,  1 June,  1861.  Lieuten- 
ant, 16  July,  1862.  Lieutenant-Commander,  25  July,  1866.  Retired  list, 
30  June,  1875. 

Weil,  Samuel  II. 

Acting  Assistant  Surgeon,  13  January,  1863.  Resigned  22  February,  1865.  % 

Weir,  Andrew. 

Midshipman,  6 July,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  2 June, 
1849.  Lieutenant,  22  January,  1850.  Resigned  8 June,  1853. 

Weir,  Ilobert. 

Third  Assistant  Engineer,  25  August,  1862.  Second  A ssistant  Engineer,  20  Feb- 
ruary, 1864.  Resigned  19  June,  1865. 

Weis*,  Kohert  McQ. 

Acting  Second  Assistant  Engineer,  2 September,  1864.  Honorably  discharged 

20  Maj,  1868. 

Weisenthall,  T.  V. 

Assistant  Surgeon,  10  December,  1814.  Dismissed  7 April,  1829. 

Welch,  Aristides. 

Purser,  27  June,  1846.  Resigned  9 February,  1856. 

Welch,  Charles  P. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Ensign,  19  April,  1869. 
Retired  list,  8 November,  1872. 

Welch,  Kaniel. 

Mate,  1 October,  1862.  Died  18  March,  1863. 

Welch,  I>aniel. 

Acting  Third  Assistant  Engineer,  29  April,  1864.  Honorably  discharged  28  Au- 
gust, 1865. 

Welch,  George  E. 

Acting  Volunteer  Lieutenant,  31  October,  1861.  Resigned  12  April,  1862.  Acting* 
Volunteer  Lieutenant,  1 July,  1862.  Honorably  discharged  13  September, 

1865. 

Welch,  John  If* 

Acting  Ensign,  16  April,  1863.  Acting  Master,  1 August,  1864.  Honorably  dis- 
charged 10  December,  1865. 

Welch,  William. 

Mate,  13  June,  1864.  Honorably  discharged  15  May,  1866.  Mate,  30  August, 

1866.  Ensign,  12  March,  1868.  Master,  18  December,  1868.  Lieutenant, 

21  March,  1870. 

Welch,  William  E. 

Acting  Master,  4 November,  1861.  Dismissed  6 August,  1862. 

Welcker,  William. 

Acting  Third  Assistant  Engineer,  4 November,  1863.  Acting  Second  Assistant 
Engineer,  9 December,  1864.  Honorably  discharged  25  August,  1867. 

Weld,  A.  I>. 

Acting  Assistant  Paymaster,  6 February,  1862.  Dead. 
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Weld,  Francis  M. 

Assistant  Surgeon,  22  May,  1862.  Resigned  81  December,  1868. 

Weld,  William  W. 

Mate,  19  September,  1861.  Acting  Ensign,  26  September,  1862  Honorably  dis- 
charged 26  December,  1865. 

Welden,  James- 

Master’s  Mate,  23  April,  1805.  Appointment  revoked  22  May,  1805. 

Weldon,  William  H. 

Assistant  Paymaster,  25  September,  1861.  Resigned  31  December,  1863. 

Welles,  Cliarles 

Mate,  28  July,  1862.  Acting  Ensign,  19  January,  1864.  Honorably  discharged 
24  August,  1865. 

Welles,  Joseph  I>. 

Mate,  12  September,  1862.  Acting  Ensign,  9 May,  1863.  Acting  Master,  7 No- 
vember, 1864.  Honorably  discharged  22  April,  1866. 

Wells,  Alexander  II. 

^Midshipman,  14  December,  1831.  Drowned  30  November,  1836. 

Wells,  Benjamin  A. 

Assistant  Surgeon,  10  December,  1814.  Died  26  November,  1825. 

Wells,  Benjamin  F. 

Midshipman,  22  September,  1841.  Dismissed  28  August,  1849. 

Wells,  Bezaleel. 

Midshipman,  1 July,  1825.  Last  appearance  on  Records  of  Navy  Department, 
1826.  Dead. 

Wells,  Charles- 

Midshipman,  22  December,  1847.  Dropped  28  February,  1849. 

Wells^  Charles  C. 

Acting  Master,  5 October,  1861.  Honorably  discharged  21  December,  1865. 
Acting  Master,  11  December,  1866.  Mustered  out  16  May,  1867. 

Wells,  Charles  J.  S. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  6 July,  1872.  Died  1 January,  1881. 

Wells,  Charles  S. 

Mate,  18  December,  1863.  Died  28  April,  1864. 

Wells,  Clark  H. 

Midshipman,  25  September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
1 March,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  19  June,  1871.  Com- 
modore, 22  January,  1880. 

"Wells,  Edwin. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  18  December, 
1862.  First  Assistant  Engineer,  30  January,  1865.  Chief  Engineer,  31  May, 
1880. 

Wells,  E.  CL 

Mate.  Dismissed  16  March,  4863. 

Wells,  Francis  S. 

Acting  Master,  8 June,  1861.  Acting  Volunteer  Lieutenant,  7 May,  1863;  Acting 
Volunteer  Lieutenant-Commander,  27  May,  1865.  Honorably  discharged 
31  March,  1866. 

Wells  Frederick. 

Acting  Assistant  Paymaster,  5 April,  1865.  Honorably  discharged  30  October, 
1865. 

Wells,  George. 

Midshipman,  18  December,  1833.  Passed  Midshipman,  8 July,  1839.  Lieutenant, 
20  September  1845.  Retired  4 February,  1862.  Died  27  October,  1864. 
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Wells,  Henry. 

Assistant  Surgeon,  25  July,  1798.  Surgeon,  2 August,  1799.  Last  appearance  on 
Records  of  Navy  Department. 

Wells,  Henry. 

Midshipman,  20  June,  1806.  Lieutenant.  6 January,  1818.  Resigned  8 February, 
1820. 

Wells,  Henry  M. 

Assistant  Surgeon,  80  July,  1861.  Passed  Assistant  Surgeon,  22  June,  1864. 
Surgeon,  9 October,  1866. 

Wells,  Henry  X. 

Mate,  22  April,  1868.  Acting  Ensign,  17  February,  1864.  Honorably  discharged 
6 June,  1866. 

Wells,  Howard. 

Assistant  Surgeon,  10  December,  1873.  Passed  Assistant  Surgeon,  22  December, 
1876. 

Wells,  James. 

Surgeon,  24  April,  1799.  Last  appearance  on  Records  of  Navy  Department, 
11  January,  1806.  Dead. 

Wells,  John  €. 

Acting  Master,  26  February,  1862.  Acting  Volunteer  Lieutenant,  10  July,  1865. 
Honorably  discharged  21  November,  1865. 

Wells,  John  €. 

Acting  Third  Assistant  Engineer,  17  October,  1863.  Honorably  discharged  2 No- 
vember, 1865. 

Wells,  John  T. 

Acting  Assistant  Surgeon,  1 June,  1871.  Resigned  1 September,  1874. 

Wells,  Joseph  3E. 

Acting  Second  Assistant  Engineer,  20  June,  1864.  Honorably  discharged 
21  August,  1865. 

Wells,  Lyman. 

Acting  Master,  22  November,  1861.  Honorably  discharged  10  February,  1869. 


Wells,  Robert. 

Master,  8 September,  1798.  Last  appearance  on  Records  of  Navy  Department. 

Wells,  William. 

Lieutenant,  17  February,  1800.  Discharged  13  May,  1801  under  Peace  Establish- 
ment Act. 

Wells,  William  H. 

Acting  First  Assistant  Engineer,  24  August,  1863.  Resigned  1 August,  1864. 

Wells,  William  N. 

Acting  Master,  19  September,  1861.  Honorably  discharged.  26  October,  1865. 

Wells,  William  M. 

Acting  Master,  23  October,  1862.  Acting  Volunteer  Lieutenant,  7 December, 
1863.  Honorably  discharged  5 September,  1865. 

Wells,  William  8. 

Third  Assistant  Engineer,  18  November,  1862.  Second  Assistant  Engineer, 
23  March,  1864.  Resigned  12  October,  1870. 

Welsh,  Edwin. 

Midshipman,  1 May,  1822.  Resigned  11  August,  1825. 

Welsh,  George  P. 

Midshipman,  4 September,  1840.  Passed  Midshipman,  11  July,  1846.  Master, 
12  August,  1854.  Lieutenant,  18  April,  1855.  Died  26  April,  18£0. 

Welsh,  John. 

Boatswain,  4 January,  1823.  Died  in  1825. 

Welsh,  Joseph. 

Acting  Assistant  Surgeon,  10  September,  1864.  Dismissed  18  February,  1865. 
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Welsh,  Robert  P. 

Midshipman,  1 April,  1828.  Resigned  6 July,  1885. 

Welsh,  Thomas. 

Mate,  6 July,  1863.  Acting  Ensign,  26  November,  1864.  Honorably  discharged 
12  March,  1866. 

Welsh,  Thomas. 

Acting  Assistant  Surgeon,  1 September,  1861.  Resigned  30  April,  1864. 

Wei  ton,  Henry, 

Gunner,  17  October,  1840.  Resigned  23  February,  1843.  Gunner,  27  March, 
1847.  Appointment  revoked  6 March,  1848. 

Well  on,  Henry. 

Acting  Ensign,  9 January,  1861.  Acting  Master,  4 January,  1865.  Honorably 
discharged  3 October,  1865. 

Wei  to  is,  Henry. 

Boatswain,  8 August,  1837.  Appointment  revoked  12  May,  1838. 

Wemple,  Ravid  R. 

Acting  Midshipman,  24  September,  1858.  Ensign,  25  November,  1862.  Lieuten- 
ant, 22  February,  1864.  Killed  24  December,  1864. 

Wendell,  J.  W. 

Midshipman,  18  June,  1812.  Resigned  16  December,  1814. 

Wendell,  Tunis  1>. 

Mate.  Resigned  13  December,  1862.  Mate,  23  July,  1864.  Died  22  June,  1871. 

Wentworth,  Jere.  C. 

Mate,  2 March,  1863.  Acting  Ensign,  1 December,  1863.  Acting  Master,  29  June, 

1864.  Honorably  discharged  20  May,  1865. 

Wentworth,  Leonard. 

Carpenter,  5 June,  1861.  Dismissed  30  September,  1864. 

Wentworth,  Walter  W. 

Acting  Assistant  Surgeon,  28  April,  1863.  Honorably  discharged  28  November, 

1865. 

Werden,  Reed. 

Midshipman,  9 January,  1834.  Passed  Midshipman,  16  July,  1840.  Lieutenant, 
27  February,  1847.  Commander,  16  July,  1862.  Captain,  25  July,  1866.  * Com- 
modore, 27  April,  1871.  Rear-Admiral,  4 February,  1875.  Retired  list,  27 
March,  1877. 

Werlhoff,  Theodore. 

Acting  Master,  15  May,  1862.  Honorably  discharged  10  August,  1865. 

Werlich,  Percival  J. 

Cadet  Midshipman,  6 June,  1873.  Graduated  18  June,  1879. 

Werner,  Theodore  J. 

Mate,  1 February,  1863.  Acting  Ensign,  8 May,  1865.  Honorably  discharged 
30  November,  1868. 

Werner,  Joseph. 

Acting  Third  Assistant  Engineer,  3 January,  1863.  Honorably  discharged  4 Oc- 
tober, 1865. 

Wescott,  William. 

Master,  4 December,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Wescott,  William  H. 

Acting  Assistant  Surgeon,  4 August, 1862.  Assistant  Surgeon,  21  June,  1864. 
Resigned  27  April,  1865. 

Weskeft,  lanrneL 

Acting  Ensign  and  Pilot,  1 January,  1865.  Honorably  discharged  14  August, 
1865. 

Wessels,  Frederick. 

Assistant  Surgeon,  11  March,  1829.  Died  15  November,  1834. 
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Wesson,  Geos«ge  M. 

Acting  Assistant  Paymaster,  21  July,  1862.  Resigned  4 December,  1862. 

West,  Abner. 

Acting  Master,  18  December,  1861.  Resigned  20  June,  1863. 

West,  Alexander  F.  H. 

Acting  Ensign,  29  April,  1863.  Resigned  25  March,  1864.  Acting  Ensign, 
21  April,  1864.  Honorably  discharged  14  October,  1865,  Acting  Ensign, 
21  November,  1866.  Mustered  out  14  May,  1868. 

West,  Charles  H. 

Acting  Assistant  Paymaster,  9 December,  1861.  Resigned  28  December,  1864. 

West,  Clifford  H. 

Midshipman,  22  September,  186T.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

West,  George, 

Acting  Third  Assistant  Engineer,  16  June,  1862.  Resigned  6 June,  1863.  Acting 
Third  Assistant  Engineer,  8 November,  1864.  Honorably  discharged  24  Sep- 
tember,  1 865. 

West,  George  E. 

Midshipman,  27  M*rch,  1839.  Resigned  24  June,  1844, 

West,  George  S. 

Acting  Ensign,  6 December,  1862.  Died  9 August,  1863. 

West,  M. 

Mate,  29  July,- 1862.  Appointment  revoked  (Sick,)  13  July,  1863. 

West,  James. 

Mate,  4 November,  1862.  Acting  Ensign,  29  March,  1865.  Honorably  discharged 
13  May,  1865. 

West,  lames  E® 

Midshipman,  12  June,  1799.  Discharged  12  October,  1801,  under  Peace  Estab 
lishment  Act. 


West,  Job. 

Master,  12  May,  1813.  Resigned  4 October,  1813. 

West,  John. 

Acting  Master,  24  July,  1862.  Honorably  discharged  26  October,  1865. 

West,  Joint. 

Lieutenant,  4 July,  1798.  Resigned  23  January,  1799. 

West,  Joins.  W® 

Midshipman,  3 November,  1818.  Lieutenant,  3 March,  1827.  Dismissed  22  No- 
vember, 1844.  Master,  19  March,  1847.  Died  24  November,  1852. 

West,  Joint  W. 

Midshipman,  3 November,  1818.  Lieutenant,  3 March,  1827.  Dismissed  22  No- 
vember, 1844. 

West,  Eewis. 

Acting  Master,  23  August,  1861.  Resigned. 25  March,  1865. 

West,  Montgomery.  ...  , 

Acting  Third  Assistant  Engineer,  9 September,  1863.  Honorably  discharged 
27  October,  1865. 

West,  Sfathsmiel  T.  A 

Midshipman,  T8  February,  1844.  Passed  Midshipman,  10  August,  1847.  Re- 
served list,  13  September,  1855.  Ensign  (retired.)  10  March,  1863.  Commander, 
Reserved  list,  4 April,  1867. 

West,  Thomas. 

Acting  Ensign,  2 January,  1864.  Honorably  discharged  28  October,  1865. 

West,  William  CJ.  ■ , , 

Midshipman,  30  January,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Retired  List,  26  April,  1866.  Commander  on  Retired  list, 
4 April, 1867.  Died  22  June,  1879. 
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West 9 William  H. 

Acting  Master,  16  May,  1861.  Acting  Volunteer  Lieutenant,  24  February,  1863. 
Acting  Volunteer  Lieutenant-Commander,  30  November,  1864.  Honorably  dis- 
charged 24  October,  1865. 

West,  William  II.  G. 

Third  Assistant  Engineer,  13  May,  1861.  Second  Assistant  Engineer,  19  Feb- 
ruary, 1863.  First  Assistant  Engineer,  1 January,  1865.  Drowned  at  Cape 
May,  19  July,  1872. 

West  cot  1 9 Days©  W. 

Midshipman,  5 December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
18  October,  1850.  Lieutenant,  11  June,  1851.  Retired  list,  14  May,  1863. 
Commander,  Retired  list,  4 April,  1867. 

Westcott,  Edward  B. 

Acting  Ensign,  26  October,  1864.  Died  9 March,  1865. 

Westcott,  Hampton. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1826. 

Westcott,  Jolrn  J. 

Acting  Ensign,  24  February,  1865.  Appointment  revoked  28  January,  1865 

Westcott,  R.  T. 

Acting  Ensign,  16  October,  1862.  Resigned  23  October,  1863. 

Western,  Henry,  Jr. 

Mate,  13  September,  1862.  Acting  Ensign,  7 June,  1865.  Honorably  discharged 
3 December,  1865. 

Westervelt,  Jacob. 

Acting  Master,  8 February,  1862.  Killed  in  action  25  February,  1864. 

Westfall,  Lewis. 

Acting  Assistant  Surgeon,  19  March,  1863.  Honorably  discharged  6 November, 

1865.  ■- 

Wrestinglaonse,  George,  Jr. 

Acting  Third  Assistant  Engineer,  1 December,  1864.  Honorably  discharged 
1 August,  1865. 

Westinglioiise,  Joint. 

Acting  Third  Assistant  Engineer,  24  August,  1863.  Acting  Second  Assistant 
Engineer,  11  July,  1864.  Honorably  discharged  31  October,  1865. 

Weston,  Ahijali. 

Midshipman,  2 July,  1801.  Resigned  4 November,  1805. 

Weston,  Alfred. 

Acting  Master,  4 November,  1861.  Acting  Volunteer  Lieutenant,  17  December, 
1864.  Honorably  discharged  27  February,  1867.  Acting  Master,  5 April,  1867. 
Mustered  out  2 October,  1868. 

Weston,  Charles. 

Midshipman,  11  March,  1837.  Cashiered  27  October,  1842.  Acting  Lieutenant, 
13  May,  1861.  Resigned  16  August,  1861. 

Weston,  Daniel. 

Acting  Third  Assistant  Engineer,  7 July,  1864.  Honorably  discharged  28  Octo- 
ber, 1865. 

Weston,  George. 

Gunner,  1 August,  1800.  Dismissed  7 May,  1804. 

Weston.  Gerald. 

Mate,  27  January,  18o4.  Honorably  discharged  1 August,  1866. 

Wetlierell,  Hiram  15.,  Jr. 

Acting  Assistant  Paymaster,  13  July,  1863.  Mustered  out  25  March,  1866. 

Wetlierell,  Milford  II. 

Acting  Assistant  Surgeon,  27  April,  1865.  Honorably  discharged  15  March 

1866. 
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Wetmore,  Henry 

Mate,  1861.  Resigned  2 May,  1862.  Mate,  1 October,  1862.  Acting  Ensign,  5 
December,  1862.  Acting  Master,  14  December,  1863.  Acting  Volunteer  Lieu- 
tenant, 9 July,  1864.  Honorably  discharged  14  November,  1865. 

Wetmore9  William  C. 

Midshipman,  18  June,  1812.  Lieutenant,  13  January,  1825.  Commander,  8 Sep- 
tember, 1841.  Died  7 August,  1846. 

W ey,  Rnins  S. 

Midshipman,  5 April,  1834.  Resigned  15  July,  1837. 

Weyrnau,  E,  A* 

Midshipman,  30  March,  1838.  Resigned  21  September,  1839. 

Whalen,  Daniel. 

Acting  Assistant  Paymaster,  5 March,  1862.  Resigned  12  February,  1866. 

Whall,  Charles 

Mate.  Killed  5 November,  1862. 

Whann,  David. 

Purser,  9#April,  1804.  Resigned  17  April,  1809. 

Wharton,  Arthur  D. 

Acting  Midshipman,  23  September,  1856.  Midshipman,  15  June,  1860.  Dismissed 
26  August,  1861. 

Wharton,  Benjamin  B.  H. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 
8 August,  1859.  First  Assistant  Engineer,  16  October,  1861.  Chief  Engineer, 
10  November,  1863. 

Wharton,  J.  P. 

Midshipman,  19  October,  1799.  Discharged  20  May,  1801,  under  Peace  Establish- 
ment Act. 

Wheaton,  Seth. 

Midshipman,  4 March,  1814.  Last  appearance  on  Records  of  Navy  Department, 
1816. 

WhedoKB,  Robert  H. 

Acting  Assistant  Surgeon,  10  October,  1863.  Honorably  discharged  1 November, 

1865.  Acting  Assistant  Surgeon,  27  April,  1866.  Assistant  Surgeon,  18  June, 

1866.  Resigned  19  October,  1869. 

WSieecleii,  Madison. 

Sailmaker,  19  August,  1834.  Retired  27  February,  1862.  Died  28  March,  1875. 

Wheelen,  E.  S. 

Acting  Assistant  Paymaster,  1861.  Appointment  revoked  20  December,  1861. 

Wheeler,  Byron  C. 

Mate,  15  October,  1863.  Acting  Ensign,  23  July,  1864.  Honorably  discharged 
4 November,  1865. 

Wheeler,  Edmund 

Acting  Assistant  Paymaster,  24  September,  1863.  Mustered  out  31  October,  1865. 

Wheeler,  Frederick  JL. 

Acting  Assistant  Paymaster,  24  August,  1864.  Mustered  out  29  August,  1865. 

Wheeler,  Frederick  A. 

Mate,  5 March,  1864.  Resigned  20  March,  1865. 

Wheeler,  Menry- 

Mate,  8 November,  1862.  Acting  Ensign  and  Pilot,  26  July,  1864.  Honorably 
discharged  3 November,  1865. 

Wheeler,  Horace  K. 

Acting  Assistant  Surgeon,  24  May,  1862.  Honorably  discharged  13  August,  1866. 

Wheeler,  James  R. 

Acting  Master,  29  October,  1861.  Acting  Volunteer  Lieutenant,  7 February, 
1865.  Honorably  discharged  11  February,  1867. 
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Wheeler,  Joel  M. 

Acting  Third  Assistant  Engineer,  23  July,  1863.  Acting  Second  Assistant  Engi- 
neer, 2 September,  1864.  Honorably  discharged  8 May,  1868. 

Wheeler,  Mortimer  M. 

Acting  Ensign,  23  January,  1864.  Honorably  discharged  2 February,  1867. 

Wheeler,  Russell  M. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Acting  Second  Assistant 
Engineer,  13  February,  1865.  Honorably  discharged  9 December,  1865. 

Wheeler,  Thomas  M. 

Mate,  28  January,  1864.  Acting  Ensign,  2 December,  1864.  Honorably  discharged 
28  October,  1865. 

Wheeler,  William  C. 

Third  Assistant  Engineer,  14  April,  1847.  Second  Assistant  Engineer,  26  Febru- 
ary, 1851.  First  Assistant  Engineer,  26  June,  1856.  Chiel  Engineer,  10  April, 
1861.  Dismissed  17  January,  1863. 

Wheeler,  William  M. 

Acting  Midshipman,  7 Decemoer,  1859.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  May.  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868.  Died  14  March,  1876. 

Wheeler,  William  JL. 

Assistant  Surgeon,  30  July,  1861.  Resigned  9 May,  1864.  Acting  Assistant  Sur- 
geon, 11  July,  1864.  Acting  Passed  Assistant  Surgeon,  20  September,  1866. 
Honorably  discharged  15  November,  1868. 

Wheelock,  E.  M. 

Acting  Ensign,  1 October,  1862.  Appointment  revoked  27  April,  1863. 

Wheelock,  Frederick  P. 

Midshipman,  10  March,  1840.  Passed  Midshipman,  11  July,  1846.  Died  11  April, 
1848. 

Wheelwright,  Charles  W. 

Assistant  Surgeon,  17  October,  1839.  Surgeon,  5 April,  1854.  Died  30  July,  1862. 

Whelen,  Henry. 

Midshipman,  23  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  2 June, 
1873. 

Whelen,  William. 

Assistant  Surgeon,  3 January,  1828.  Surgeon,  9 February,  1837.  Died  11  June, 
1865. 

Whetcroft,  W.  W. 

Midshipman,  1823.  Resigned  26  Novembor,  1827. 

Wherry,  William. 

Mate,  1 October,  1862.  Resigned  20  July,  1863. 

Whidbee,  J.  W. 

Midshipman,  16  January,  1800.  Last  appearance  on  Records  ofNavy  Department, 
17  March,  1800. 

Widden,  Fhilon  €. 

Acting  Assistant  Surgeon,  16  December,  1863.  Honorably  discharged  19  October, 
1865. 

Whifflin,  Julius  WT. 

Acting  Assistant  Paymaster,  17  December,  1861.  Resigned  23  September,  1864. 

Whipple^  Arnold. 

Midshipman,  6 October,  1798.  Discharged  30  April,  1801,  under  Peace  Establish- 
ment Act. 

Whipple,  Edward  A. 

Third  Assistant  Engineer  10  July,  1847.  Second  Assistant  Engineer,  31  October, 
1848.  First  Assistant  Engineer,  26  February,  1851.  Resigned  20  February, 
1854. 
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Whipple,  Edward  A. 

Acting  First  Assistant  Engineer,  12  November,  1862.  Acting  Chief  Engineer, 
27  January,  1863.  Honorably  discharged  3 September,  1866. 

Whipple,  George. 

Acting  First  Assistant  Engineer,  28  July,  1862.  Resigned  25  February,  1863. 

Whipple,  George  W. 

Acting  First  Assistant  Engineer,  15  February,  1862.  Resigned  25  February, 
1863. 

Whipple,  John  I*. 

Third  Assistant  Engineer,  13  March,  1847.  Second  Assistant  Engineer,  13  Sep- 
tember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer, 
27  June,  1855.  Died  26  September,  1864. 

Whipple,  P.  M. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Died  11  May,  1827. 

Whistler,  W. 

Midshipman,  30  April,  1800.  Last  appearance  on  Records  of  Navy  Department, 
9 J une,  1800. 

Whitaker,  Carroll. 

Mate,  22  February,  1865.  Honorably  discharged  15  August,  1865. 

Whitaker,  John  G. 

Midshipman,  10  September,  1841.  Resigned  22  May,  1849. 

White,  €.  I>. 

Acting  Assistant  Surgeon,  5 December,  1873.  Honorably  discharged  30  June, 
1879. 

White,  Charles. 

Mate,  18  January,  1864.  Honorably  discharged  26  October,  1865. 

White,  Charles  II. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  30  October,  1865. 
Surgeon,  18  November,  1869. 

White,  Charles  W. 

Acting  Third  Assistant  Engineer,  9 December,  1863.  - Resigned  8 September, 

. 1864. 

White,  Collins  D. 

Acting  Assistant  Surgeon,  19  December,  1862.  Honorably  discharged  30  Septem- 
ber, 1865. 

■White,  Edward  W. 

Acting  Master,  21  January,  1862.  Honorably  discharged  15  July,  1867.  Acting 
Master,  27  July,  1867.  Mustered  out  9 July,  1868. 

White,  Edwin* 

Midshipman,  25  November,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 15  September,  1869. 

White,  George. 

Acting  Third  Assistant  Engineer,  1 February,  1863.  Dismissed  13  July,  1863. 

White,  George  15. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861.  Master,  28  February,  1861.  Lieutenant, 
19  April,  1861.  Lieutenant- Commander,  3 March,  1865.  Commander,  13  August, 
1872.  ' 

White,  George  II. 

Midshipman,  1 June,  1828.  Resigned  17  July,  1 829r~"  - 

White,  George  H. 

Third  Assistant  Engineer,  21  July,  1858.  Resigned  14  October,  1859,  Third 
Assistant  Engineer,  23  May,  1861.  Second  Assistant  Engineer,  28  October,  1862. 
First  Assistant  Engineer,  1 January,  1865.  Chief  Engineer,  23  November,  1878. 
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White,  George  II. 

Purser,  13  September,  1841.  Retired  18  April,  1863.  Died  18  November,  1867. 

White,  George  II. 

Mate,  24  September,  1861.  Resigned  21  June,  1864. 

White,  George  3MT. 

Midshipman,  1 November,  1828.  Passed  Midshipman,  14  June,  1834.  Lieutenant, 

25  February,  1841.  Reserved  list,  13  September,  1855.  Captain,  Reserved  list, 
4 April,  1867. 

White,  George  W. 

Acting  Assistant  Paymaster,  10  February,  1865.  Mustered  out  27  October,  1865. 

White,  Gideon,  Jr. 

Surgeon’s  Mate,  10  December,  1814.  Assistant  Surgeon,  2 May,  1825.  Dismissed 
12  January,  1832. 

White,  Henry. 

Mate,  1 November,  1864.  Honorably  discharged  13  June,  1867. 

White,  Henry  €. 

Midshipman,  16  October,  1861.  Graduated  November,  1864.  Ensign,  1 Novem- 
ber, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieutenant- 
Commander,  26  March,  1869. 

White,  Henry  C. 

Acting  Second  Assistant  Engineer,  27  February,  1865.  Honorably  discharged 
6 September,  1865. 

White,  Isaac. 

Carpenter,  29  November,  1825.  Discharged  15  December,  1828. 

White,  James. 

Midshipman,  20  August,  1814.  Resigned  22  August,  1815. 

White,  James  H. 

Acting  Third  Assistant  Engineer,  3 January,  1865.  Honorably  discharged 
10  August,  1865. 

White,  J.  Henry. 

Mate,  27  October,  1862.  Resigned  11  October,  1864. 

White,  John. 

Mate,  8 October,  1862.  Acting  Ensign,  26  August,  1863.  Acting  Master,  15  De- 
cember, 1864.  Lost  on  u Patapsco ,”  15  Jan.uary,  1865. 

White,  John. 

Master,  24  April,  1814.  Lieutenant,  -27  April,  1816. . Commander,  9 February, 
1837.  Died  14  April,  1840. 

White,  John. 

Acting  Master,  7 October,  1861.  Died  30  October,  1861. 

White,  John. 

Master,  2 December,  1813.  .Resigned  20  April,  1814. 

White,  John. 

Mate,  8 April,  1864.  Resigned  (Sick,)  6 October,  1864. 

White,  John. 

Acting  Third  Assistant  Engineer,  16  November,  1863.  Died  15  April,  1864. 

'White,  John  B. 

Acting  Assistant  Surgeon,  12  May,  1865.  Honorably  discharged  27  August,  1866. 

'White,  John  J. 

Midshipman,  1 July,  1826.  Passed  Midshipman,  10  June,  1833.  Resigned 

26  February,  1839. 

White,  Joseph. 

Carpenter,  29  August,  1825.  Last  appearance  on  Records  of  Navy  Department, 
1827.  Frigate  “ Constellation.1,1 

White,  Joshua. 

Midshipman,  1 June,  1812.  Resigned  30  January,  1817. 
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White,  liCverett  IS. 

Mate,  30  August,  1861.  Acting  Ensign,  26  November,  1864.  Appointment  re- 
voked 12  January,  1867. 

White,  Father . 

Gunner,  23  August,  1800.  Last  appearance  on  Records  of  Navy  Department. 

White,  Michael. 

Boatswain,  date  not  known.  Last  appearance  on  Records  of  Navy  Department. 

White,  Oscar. 

Midshipman,  21  September,  1861.  Graduated  October,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Resigned  28  November,  1868. 

White,  Philip  II. 

Third  Assistant  Engineer,  16  October,  1861.  Second  Assistant  Engineer,  3 
August,  1863.  Resigned  27  April*  1865. 

White,  Philip,  Jr. 

Acting  Third  Assistant  Engineer,  20  April,  1865.  Honorably  discharged 
24  January,  1868. 

White,  Philo. 

Purser,  11  May,  1830.  Resigned  31  October,  1834.  Purser,  13  April,  1837.  Re- 
signed 15  September,  1845. 

White,  Robert  II. 

Acting  Third  Assistant  Engineer,  29  September,  1862.  Resigned  11  October, 
1862. 

White,  Samuel. 

Carpenter,  4 May,  1841.  s Died  20  August,  1843: 

White,  Samuel  G. 

Assistant  Surgeon,  26  April,  1847.  Resigned  16  May,  1849. 

White,  Samuel  J'. 

Acting  Master  and  Pilot,  1 October,  1864.  Resigned  27  March,  1865. 

White,  Truman  12. 

Sailmaker,  25  July,  1870: 

White,  P.  S.  G. 

Civil  Engineer,  22  January,  1877. 

White,  William. 

Mate,  22  May,  1863.  Honorably  discharged  2 November,  1867. 

White,  William. 

Mate,  10  February,  1864.  Acting  Ensign,  25  November,  1864.  Honorably  dis- 
charged 1 August,  1865. 

White,  William  A. 

Master,  15  July,  1812.  Killed  in  action,  1 June,  1813. 

White,  William  E. 

Mate,  25  January,  1862.  Dismissed  30  September,  1862. 

White,  William  IS. 

Acting  Third  Assistant  Engineer,  12  January,  1865.  Honorably  discharged  14  No- 
vember, 1865.  Acting  Third  Assistant  Engineer,  4 December,  1866.  Died 
9 February,  1868. 

White,  William  II. 

Acting  Third  Assistant  Engineer,  5 July,  1862.  Resigned  (Sick,)  3 November, 
1864. 

White,  William  P. 

Cadet  Midshipman,  30  June,  1874.  Graduated  4 June,  ,1880. 

Whitehead,  Frederick. 

Mate,  24  August,  1864.  Resigned  29  March,  1865. 

Whitehead,  Ira  C. 

Acting  Assistant  Surgeon,  12  August,  1861.  Resigned  16  March,  1865.  Acting 
Assistant  Surgeon,  25  February,  1871.  Honorably  discharged  80  June,  1879. 
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Whitehead,  Savill. 

Acting  Third  Assistant  Engineer,  11  May,  1864.  Honorably  discharged  2 Novem- 
ber, 1865. 

Whitehead,  Thomas. 

Boatswain,  27  May,  1800.  Last  appearance  on  Records  of  Navy  Department, 
8 October,  1808. 

Whitehead,  William. 

Boatswain,  5 May,  1888.  Died  9 April,  1854. 

Whitehead,  William. 

Acting  Midshipman,  23  September,  1856.  Midshipman,  15  June,  1860.  Master, 
19  September,  1861.  Lieutenant,  16  July,  1862.  Lieutenant-Commander, 
25  July,  1866.  Commander,  4 June,  1874. 

Whitehall,  J.  F. 

Assistant  Surgeon,  16  May,  1829.  Lost  in  the  “ Hornet , 10  September,  1829. 

Whitehall,  Robert,  Jr. 

Acting  Third  Assistant  Engineer,  2 December,  1863.  Acting  Second  Assistant 
Engineer,  16  February,  1865.  Acting  First  Assistant  Engineer,  7 March,  1865. 
Honorably  discharged  8 August,  1865. 

Whitelsouse,  Edward  X. 

Acting  Assistant  Paymaster,  24  December,  1862.  Assistant  Paymaster,  23  July, 
1866.  Passed  Assistant  Paymaster,  6 September,  1867.  Paymaster,  12  April, 
1877. 

Whitehonse,  Saimiel  X. 

Carpenter,  17  July,  861. 

Whiteside,  Franklin  W. 

Mate,  17  March,  1864.  Honorably  discharged  1*  September,  1865. 

Whiteside,  James  E. 

Mate.  Appointment  revoked  30  July,  1862. 

Whitesides,  John  A. 

Mate,  26  December,  1863.  Honorably  discharged  3 November,  1865. 

Whitesides,  William. 

Midshipman,  24  June,  1799.  Lost  in  the  “ Insurgent .” 

Whitfield,  Frederick:  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.  Died  14  October,  1865. 

Whitfield,  George. 

Mate,  19  January,  1862.  Dismissed  18  January,  1862. 

Whitfield,  W.  A. 

Midshipman,  16  December,  1836.  Resigned  6 December,  1838. 

Whitfield,  William  E. 

Midshipman,  2 June,  1870.  Graduated  1 June,  1874.  Ensign,  17  July,  1875. 

Whitin,  Eoieis  F. 

Acting  Assistant  Paymaster,  20  January,  1865.  Mustered  out  10  November, 
1865. 

Whiting,  Adoniram. 

Mate,  8 January,  1862.  Honorably  discharged  4 October,  1866. 

Whiting,  Charles  ©. 

Acting  Ensign,  5 August,  1864.  Honorably  discharged  22  January,  1866. 

Whiting,  F.  B. 

Midshipman,  6 July,  1803.  Resigned  6 December,  1805. 

Whiting,  George  15. 

Acting  Chief  Engineer,  28  February,  1865.  Honorably  discharged  31  October, 
1868. 

Whiting,  Henry  W. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  3 No- 
vember, 1865. 
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Whiting,  James  15. 

Assistant  Surgeon,  1 May,  1851.  Died  1 June,  1855. 

Whiting,  James  W. 

Acting  Gunner,  4 October,  1864.  Honorably  discharged  30  September,  1865. 

Whiting,  Hebert. 

Assistant  Surgeon,  21  June,  1875. 

Whiting,  Samuel. 

Boatswain,  for  duty  in  the  Arctic  Expedition,  9 May,  1855.  Appointment  ended 
with  return  of  Expedition,  1857. 

Whiting,  William. 

Boatswain,  19  February,  1848.  Accidentally  killed  1 April,  1855. 

Whiting,  William  15. 

Midshipman,  10  February,  18<29.  Passed  Midshipman,  4 June,  1836.  Lieutenant, 
8 September,  1841.  Reserved  list,  28  September,  1855.  Commander  on  Retired 
list,  21  Juty,  1861.  Captain  on  Retired  list,  4 April,  1867.  Commodore,  Re- 
tired list,  15  February,  1872. 

Whiting,  William  I>. 

Midshipman,  1 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
1 May,  1855.  Lieutenant,  14  September,  1855.  Lieutenant-Commander,  16  July, 
1862.  Commander,  25  July,  1866.  Captain,  19  August,  1872.  Chief,  Bureau 
Navigation,  11  June,  1878. 

Whiting,  William  If. 

Acting  Midshipman,  21  September,  1860.  Acting  Ensign,  1 October,  1863.  Mas- 
ter, 10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Whiting,  William  W. 

Acting  Second  Assistant  Engineer,  28  October,  1861.  Acting  First  Assistant  En- 
gineer, 17  March,  1864.  Honorably  discharged  11  January,  1866. 

Whitlock,  E.  I>. 

Midshipman,  1 January,  1812.  Lieutenant,  1 April,  1818.  Dismissed  23  May, 
1832. 

Whitlock,  Isaac. 

Midshipman,  4 April,  1800.  Lost  in  the  “ Insurgent .” 

Whitman,  C.  S. 

Mate.  Resigned  24  July,  1862. 

Wrhitman,  John  F. 

Acting  Ensign,  1 July,  1864.  Honorably  discharged  4 October,  1866.  Acting 
Ensign,  11  December,  1866.  Mustered  out  27  March,  1869. 

Whitman,  Joseph  A. 

Mate,  17  April,  1866.  Appointment  revoked  27  July,  1866. 

Whitntarsh,  Zachariah,  Jr. 

Boatswain,  3 February,  1849.  Died  20  November,  1869. 

Whitmore,  A.  If. 

Acting  Second  Assistant  Engineer  24  October,  1862.  Appointment  revoked 
(Sick,)  19  December,  1862.  - 

Whitmore,  Benjamin. 

Midshipman,  31  January,  1800.  Resigned  16  February,  1801. 

Whitmore,  Benjamin. 

Acting  Master,  24  March,  1862.  Honorably  discharged  10  November,  1865. 

Whitmore,  Henry  €. 

Mate,  23  December,  1861.  Acting  Ensign,  18  March,  1864.  Honorably  discharged 
18  August,  1868. 

Whitmore,  Joseph. 

Master,  21  August,  1799.  Discharged  30  April,  1801,  under  Peace  Establishment 

Act. 
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Whitmore,  Walter  P. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Honorably  discharged 
28  November,  1865. 

W hitmore,  William  B. 

Acting  Third  Assistant  Engineer,  11  December,  1861.  Honorably  discharged 

1 December,  1865. 

Whitmore,  W illiam  T. 

Acting  Assistant  Paymaster,  18  August,  1862.  Honorably  discharged  3 October, 
1865. 

Whitney,  Alfred  €. 

Acting  Second  Assistant  Engineer,  3 November,  1863.  Acting  First  Assistant 
Engineer,  13  September,  1864. 

Whitney,  i>avi<l  V. 

Acting  Assistant  Surgeon,  26  May,  1863.  Assistant  Surgeon,  22  September,  1863. 
Dismissed  8 May,  1866. 

Whitney,  George  JE. 

Acting  Third  Assistant  Engineer,  2 June,  1862.  Acting  Second  Assistant  En- 
gineer, 7 March,  1865.  Honorably  discharged  6 May,  1866. 

Whitney,  Isaac. 

Sailmaker,  10  January,  1837.  Appointment  revoked  2 November,  1847. 

Whitney,  John  M. 

Acting  Assistant  Surgeon,  27  June,  1861.  Drowned  16  August,  1864. 

Whitney,  Thomas  H. 

Assistant  Surgeon,  30  July,  1861.  Resigned  9 May,  1864. 

Whitney,  W.  II. 

Mate,  6 January,  1863.  Dismissed  4 June,  1863. 

Vhitney,  William. 

Sailmaker,  16  May,  1871.  Died  3 January,  1874. 

Whittaker,  Ezra  J. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  17  De- 
cember, 1862.  First  Assistant  Engineer,  1 December,  1864.  Chief  Engineer, 
6 June,  1873. 

Whittaker,  Frederick  W.  H. 

Acting  Third  Assistant  Engineer,  26  February,  1862.  Resigned  16  August,  1862. 
Acting  Third  Assistant  Engineer,  13  September,  1862.  Acting  Second  Assistant 
Engineer,  20  July,  1863.  Resigned  15  February,  1865. 

Whittaker,  James. 

Acting  First  Assistant  Engineer,  21  November,  1862.  Appointment  revoked 
(Sick,)  12  May,  1863. 

Whittaker,  James  Washington. 

Third  Assistant  Engineer,  21  November,  1857.  Second  Assistant  Engineer, 

2 August,  1859.  First  Assistant  Engineer,  16  October,  1861.  Chief  Engineer, 
10  November,  1863. 

Whittaker,  John. 

Acting  Third  Assistant  Engineer,  21  August,  1861.  Acting  Second  Assistant 
Engineer,  12  November,  1863.  Resigned  5 June,  1865. 

Whittaker,  John  A. 

Acting  Third  Assistant  Engineer,  17  February,  1862.  Honorably  discharged 
15  August,  1865. 

Whittaker,  Robert. 

Boatswain,  16  February,  1842.  Died  27  September,  1858. 

Whittemore,  George  H. 

Acting  Third  Assistaut  Engineer,  30  December,  1863.  Acting  Second  Assistant 
Engineer,  18  April,  1865.  Honorably  discharged  22  December,  1868. 

Whittemore,  Harry  I). 

Acting  Ensign,  1 June,  1864.  Appointment  revoked  6 November,  1866. 
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Whittemore,  Henry  M. 

Acting  Assistant  Paymaster,  11  July,  1863.  Mustered  out  12  December,  1865. 

Whittemore,  John  M. . 

' Third  Assistant  Engineer,  24  August,  1861  Killed  in  action  7 November,  1861. 

Whittemore,'  Menaugh.  - 

Acting  Assistant  Paymaster,  19  October,  1861.  Died  26  April,  1862. 

Whittemore,  The©.  W. 

^’Acting  Assistant  Paymaster,  12  March,  1863.  Honorably  discharged  2 February, 
1866.^ 

Whittemore,'  W.  M. 

x\cting  Assistant  Paymaster,  18  August,  1862.  Resigned  17  February,  1864. 

Whitten*  Elijah.' 

Gunner,  1 January,  1818.  Resigned  in  1825. 

Whitthorne,  I>e  Witt  C. 

Midshipman,  10  September,  1847.  Resigned  12  July,  1849. 

Whittier,  A.  S. 

Midshipman,  8 July,  1833.  Passed  Midshipman,  8 July,  1839.  Died  24  January, 
1841. 

Whittier,  I&oitis  A. 

Acting  Midshipman,  4 March,  1850.  Dropped  24  January,  1851. 

Whittington,  C.  S. 

Midshipman,  18  June,  1812.  Resigned  17  February,  1826. 

Whittington,  CJeorge  If. 

Acting  Third  Assistant  Engineer,  26  August,  1863.  Honorably  discharged 
26  August,  1865. 

Whittington,  Henry. 

Carpenter,  11  December,  1827.  Died  28  January,  1828. 

Whittington,  S.  B. 

Assistant  Surgeon,  7 July,  1812.  Last  appearance  on  Records  of  Navy  Depart-  • 
ment,  1815.  Sloop  “ Ontario.” 

Whittle,  John  S. 

Assistant  Surgeon,  20  June,  1838.  Died  5 April,  1850. 

Whittle,  William  C. 

Midshipman,  10  May,  1820.  Lieutenant,  17  May,  1828.  Commander,  4 August, 
1850.  Resigned  20  April,  1861. 

Whittle,  William  €.,  Jr. 

Acting  Midshipman,  28  September,  1854.  Midshipman,  11  June,  1858.  Passed 
Midshipman,  28  January,  1861  Master,  28  February,  1861.  Resigned  15  May, 
1861. 

Whittlesey,  John  C. 

Acting  Master,  26  August,  1861.  Resigned  21  November,  1861. 

Whittlesey,  W.  €. 

Surgeon,  27  April,  1816.  Last  appearance  on  Records  of  Navy  Department,  1819. 
Furloughed. 

Whit  ton,  Elisha. 

Gunner,  13  April,  1838.  Died  17  June,  1849. 

Whitten,  William  H. 

Mate,  2 June,  1864.  Appointment  revoked  16  August,  1864. 

Whitworth,  Horace. 

Acting  Third  Assistant  Engineer,  8 December,  1863.  Honorably  discharged 
16  November,  1865.  Acting  Third  Assistant  Engineer,  26  April,  1866.  Mus- 
tered out  7 December,  1868. 

Why  horn,  David  T. 

Acting  Assistant  Surgeon,  10  March,  1864.  Resigned  9 September,  1865. 
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Whyte,  Marry  M. 

Acting  Third  Assistant  Engineer,  23  August,  1864.  Honorably  discharged  4 De- 
cember,  1865. 

Wickes,  Hoscoe  V. 

Mate,  13  October,  1868.  Resigned  19  August,  1871. 

Wickes,  Silas  13. 

xlssistant  Surgeon,  24  July,  1813.  Surgeon,  27  March,  1818.  Died  21  August,  1819. 

Wickham,  George. 

Midshipman,  5 January,  1832.  Passed  Midshipman,  23  June,  1838.  Resigned 
26  July,  1839.  6 

Wick  wise,  Jonathan  W. 

Mate,  31  December,  1863.  Appointment  revoked  8 November,  1864. 

Widgeon,  William. 

Sailmaker,  20  June,  1812.  Resigned  12  June,  1815. 

Widnp,  Allen  W. 

Mate,  21  November,  1863.  Resigned  24  April,  1865 

Wrigaiid,  It  ay  in  ond. 

Mate,  24  January,  1863.  Dismissed  30  June,  1863. 

Wriggiia,  Alexander  S. 

Acting  Master,  27  February,  1S62.  Died  from  wounds  received  in  action  at 
Bayou  Teche,  La.,  9 February,  1863. 

Wiggin,  George. 

Acting  Master,  3 July,  1861.  Acting  Volunteer  Lieutenant,  3 November,  1862. 
Honorably  discharged  25  February,  1865. 

Wight,  Charles  !L. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  20  June,  1878. 

Wight,  3>anfortk  P. 

Acting  Assistant  Paymaster,  20  January,  1864.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  12  February,  1870. 

Wight,  James  I. 

Midshipman,  1 July,  1867.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 
Master,  30  June,  1873.  Lost  on  “ Huron”  24  November,  1877. 

■Wight,  liOthrop. 

Mate,  19  August,  1862.  Acting  Ensign,  21  May,  1863.  Acting  Master,  2 July, 
1864.  Honorably  discharged  19  August,  1865. 

Wightman,  George  A. 

Acting  Sailmaker,  5 June,  1861.  Resigned  3 October,  1861. 

Wiekoff,  Holmes. 

Acting  Assistant  Surgeon,  29  June,  1871.  Assistant  Surgeon,  26  February,  1875. 
Died  17  July,  1878. 

Wilbur,  Charles  C. 

Mate,  4 January,  1864.  Acting  Ensign,  27  September,  1864.  Honorably  dis- 
charged 28  October,  1866. 

W ilbur,  James  15. 

Acting  Third  Assistant  Engineer,  24  June,  1863.  Resigned  23  June,  1865. 

W ilcox,  Abraham  H. 

Acting  First  Assistant  Engineer,  21  March,  1865.  Honorably  discharged  6 Sep- 
tember, 1866. 

Wrileox,  Amos  C. 

Acting  Third  Assistant  Engineer,  19  April,  1864.  Honorably  discharged  26  Oc- 
tober, 1865. 

Wilcox,  15.  C. 

Midshipman,  1 April,  1827.  Resigned  15  December,  1838. 

Wilcox,  Calvin  S. 

Mate,  15  September,  1863.  Acting  Ensign,  13  December,  1864.  Honorably  dis- 
charged 10  August,  1865. 


GENERAL  NAVY  REGISTER. 


771 


Wilcox,  Ravid  L. 

Acting  Master,  14  August,  1861.  Resigned  17  January,  1862. 

Wilcox,  Henry  F. 

Acting  Second  Assistant  Engineer,  25  January,  1864.  Honorably  discharged 
15  August,  1865. 

Wilcox,  John. 

Mate.  Dismissed  26  May,  1863. 

Wilcox,  Richard 

Mate,  15  April,  1863.  Resigned  3 December,  1864. 

Wilcox,  Samuel. 

Midshipman,  11  June,  1840.  Resigned  17  August,  1847. 

Wilcoxson,  James. 

Midshipman,  18  November,  1839.  Passed  Midshipman,  2 July,  1845.  Drowned 
21  December,  1850. 

Wild,  Edward  N. 

Mate,  4 April,  1864.  Honorably  discharged  3 November,  1865. 

Wilde,  George  F.  T. 

Midshipman,  30  November,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 26  June,  1869. 

Wilde,  Richard, 

Midshipman,  1 December,  1809.  Resigned  1 November,  1810. 

Wilder,  Charles  R. 

Acting  Master,  17  October,  1861.  Acting  Volunteer  Lieutenant,  12  April,  1864. 
Killed  in  action  at  Smithfield,  Virginia,  14  April,  1864. 

Wilder,  Henry  51. 

Acting  Gunner,  25  May,  1865.  Honorably  discharged  12  October,  1865. 

Wildes,  Frank. 

Acting  Midshipman,  21  September,  1860.  Ensign,  28  May,  1863.  Master,  10  No- 
vember, 1865.  Lieutenant,  10  November,  1866.  Lieutenant-Commander, 
12  March,  1868.  Commander,  1 April,  1880. 

Wildes,  William. 

Lieutenant,  23  April,  1799.  Resigned  4 August,  1800. 

Wildman,  James  T. 

Acting  Assistant  Paymaster,  11  January,  1864.  Honorably  discharged  5 June, 
1865. 

Wiley,  Charles. 

Acting  Ensign,  4 May,  1863.  Resigned  30  March,  1865. 

Wiley,  Edwin  H. 

Midshipman,  27  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870. 
Master,  12  July,  1871.  Resigned  1 July,  1875. 

Wiley,  George* 

Purser,  4 August,  1800.  Dismissed  8 October,  1800. 

Wiley,  George  F. 

Mate,  24  June,  1867.  Resigned  6 May,  1868. 

Wiley,  James. 

Midshipman,  9 March,  1840.  Resigned  8 June,  1847. 

Wiley,  J.  H. 

Mate,  19  September,  1861.  Acting  Ensign,  13  September,  1862.  Dismissed 
7 June,  1863. 

Wiley,  John  S. 

Assistant  Surgeon,  9 May,  1825.  Died  20  June,  1852. 

Wiley,  Robert. 

Acting  Ensign,  14  August,  1862.  Killed  on  the  “ Montgomery ,”  15  January,  1865. 

Wilhelm,  William. 

Mate,  14  April,  1862.  Resigned  30  April,  1864. 
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Wilkes,  diaries. 

Midshipman,  1 January,  1818.  Lieutenant,  28  April,  1826.  Commander,  18  July, 
1848.  Captain  14  September,  1855.  Retired  list,  21  December,  1861.  Com- 
modore on  Retired  list  from  16  July,  1862.  Rear-Admiral,  Retired  list,  6 Au- 
gust, 1866.  Died  8 February,  1877. 

Wilkes,  Jolm,  Jr. 

Midshipman,  9 September,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
3 November,  1854. 

Wilkins,  diaries  R. 

Acting  Master,  27  March,  1862.  Honorably  discharged  12  December,  1865. 

Wilkins,  George  F. 

Acting  Ensign,  22  May,  1863.  Acting  Master,  5 September,  1864.  Master, 
12  March,  1868.  Lieutenant,  18  December,  1868.  Retired  list,  31  October,, 
1879. 

Wilkins,  Ileber  €. 

Acting  Third  Assistant  Engineer,  22  June,  1864.  Honorably  discharged  17  July,, 
1885. 

Wilkins,  Henry. 

Mate.  Resigned  18  March,  1863. 

Wilkins,  Henry  If. 

Acting  Assistant  Surgeon,  3 October,  1864.  Resigned  12  May,  1865. 

Wilkins,  Janies. 

Acting  Second  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  6 De- 
cember, 1865. 

Wilkins  Jolm. 

Gunner,  12  January,  1853.  Dismissed  23 -February,  1853. 

Wilkins,  I.  M. 

Midshipman,  13  June,  1831.  Resigned  5 December,  1837. 

Wilkins,  William  W. 

Acting  Assistant  Surgeon,  21  October,  1861.  Resigned  22  December,  1862. 

Wilkinson,  Alfred. 

Acting  Third  Assistant  Engineer,  11  January,  1864.  Honorably  discharged 
9 December,  1865. 

Wilkinson,  G-  15. 

Midshipman.  1 February,  1823.  Died  in  1825. 

Wilkinson,  George  W. 

Third  Assistant  Engineer.,  21  September,  1861.  Resigned  22  September,  1863. 

Wilkinson,  H. 

Master,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Lake  Ontario. 

Wilkinson,  Janies. 

Acting  First  Assistant  Engineer,  14  November,  1861.  Resigned  7 January,  1863. 

Wilkinson,  J.  15. 

Purser,  26  March,  1814.  Resigned  2'  June,  1829. 

Wilkinson,  J.  15. 

Midshipman,  15  November,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment. 

Wilkinson,  Jesse. 

Midshipman,  4 July,  1805.  Lieutenant,  10  April,  1810.  Commander,  18  April, 
1818.  Captain,  11  March,  1829.  Reserved  list,  13  September,  1855.  Died 
23  March,  1861. 

Wilkinson,  Jolm. 

Midshipman,  18  December,  1837.  Passed  Midshipman,  29  June,  1843.  Master, 
25  June,  1850.  Lieutenant,  5 November,  1850.  Dismissed  20  April,  1861. 

Wilkinson,  Jolm  H. 

Mate,  30  October,  1862.  Dismissed  11  July,  1863. 
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Wilkinson,  J.  Mi- 

Midshipman,  30  November,  1814.  Resigned  6 March,  1815. 

Wilkinson,  Richard. 

Acting  Ensign,  28  October,  1863.  Honorably  discharged  22  June,  1865. 

Wilkinson,  ISohert. 

Acting  Ensign,  1 October,  1862.  Honorably  discharged  9 April,  1866. 

Wilkinson,  S.  W. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Died  14  No- 
vember,  1839. 

Wilkinson,  T.  If. 

Midshipman,  1 January,  1812.  Dismissed  6 May,  1812. 

Wilkinson,  William  W. 

Midshipman,  4 Nctvember,  1841.  Passed  Midshipman,  10  August,  1847.  Resigned 
7 March,  1851. 

Wilks,  Frank  If. 

Mate,  22  October,  1861.  Acting  Ensign,  13  January,  1863.  Acting  Master,  recom- 
mendation of  Admiral  Lee,  6 September,  1864.  Resigned  15  March,  1865. 

Wilky,  Thomas. 

Lieutenant,  25  May,  1798.  Last  appearance  on  Records  of  Navy  Department, 
15  April,  1801.  Declined. 

Willard,  Andrew. 

Acting  Ensign,  20  July,  1864.  Honorably  discharged  6 August,  1865. 

'Willard,  Charles  F.  . 

Mate,  19  July,  1862.  Resigned  25  March,  1863. 

Willard,  George  JT. 

Midshipman,  1 May,  1822.  Struck  off  23  August,  1828. 

Willard,  J.  M. 

Acting  Ensign,  8 October,  1862.  Honorably  discharged  22  November,  1865. 

Willard,  ILewis  II.  & 

Acting  Assistant  Surgeon,  29  September,  1862.  Appointment  revoked  9 March, 
1864. 

Willard  Robert- 

Acting  Assistant  Surgeon,  6 May,  1863.  Assistant  Surgeon,  1 June,  1863.  Re- 
signed 31  May,  1865. 

Will  comb,  Charles  JL. 

Acting  Master,  14  August,  1861.  Appointment  revoked  17  March,  1864.  Acting 
Ensign,  2 June,  1864.  Acting  Master,  7 March,  1865.  Honorably  discharged 
20  October,  1865. 

Willeox,  William  If. 

Midshipman,  30  January,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
2 March,  1855.  Lieutenant,  14  September,  1855.  Resigned  20  June,  1857. 

Willeox,  William  If. 

Professor,  3 June,  1858.  Died  20  August,  1870. 

Willcoxeia,  John  S. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Acting  Second  Assistant 
Engineer,  6 October,  1863.  Honorably  discharged  12  November,  1865. 

Willes,  William  S. 

Assistant  Surgeon,  28  March,  1868.  Died  29  January,  1870. 

Willett,  Samuel  E. 

Assistant  Surgeon,  24  September,  1800.  Last  appearance  on  Records  of  Navy 
Department,  31  December,  1803. 

Willett,  Silas  S. 

Mate,  26  December,  1862.  Acting  Ensign,  11  May,  1865.  Honorably  discharged 
27  February,  1866.  Acting  Ensign,  27  April,  1866.  Mustered  out  8 February, 
1868.  Mate,  6 August,  1869.  Resigned  15  March,  1873. 
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WilleR,  Stephen  E. 

Mate,  31  December,  1861.  Acting  Ensign,  22  November,  1864.  Appointment 
revoked  24  July,  1866. 

Willett,  William  M.,  Jr. 

Third  Assistant  Engineer,  24  December,  1853.  Resigned  6 March,  1857. 

Willetts,  Albert  B. 

Cadet  Engineer,  Naval  Academy,  1 October,  1872.  Graduated  30  May,  1874. 
Assistant  Engineer,  26  February,  1875.  Resigned  31  December,  1879. 

Willetts,  Nicholas  B. 

Gunner,  26  July,  1858.  Acting  Master,  10  July,  1863.  Honorably  discharged 
24  October,  1865.  Ensign,  12  March,  1868.  Died  23  March,  1868. 

Willey,  Granville  C. 

Acting  Third  Assistant  Engineer,  12  January,  1864.  Resigned  16  July,  1864. 

Willey,  ILevi  C. 

Mate,  25  May,  1863.  Died  13  September,  1863. 

Willey,  O.  S. 

Mate.  Dismissed  27  March,  1863. 

Willey,  William  A. 

Acting  First  Assistant  Engineer,  1 October,  1862.  Honorably  discharged  11  No- 
vember, 1865. 

Williams,  Alexander. 

Assistant  Surgeon,  28  March,  1820.  Resigned  14  June,  1820. 

Williams,  Anthony. 

Acting  Third  Assistant  Engineer,  21  October,  1862.  Acting  Second  Assistant 
Engineer,  10  September,  1864.  Honorably  discharged  2 October,  1866. 

Williams,  Augustus  P. 

Acting  Assistant  Surgeon,  30  May,  1861.  Resigned  7 June,  1861. 

Williams,  B.  T. 

Midshipman,  9 November,  1813.  Resigned  19  April,  1815. 

Williams,  B.  T. 

Assistant  Surgeon,. 27  April,  1818.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1821.  Schooner  “Lynx” 

Williams,  Charles  E. 

Acting  Third  Assistant  Engineer,  22  December,  1864.  Honorably  discharged 
7 J uly,  1865. 

Williams,  Charles  S. 

Assistant  Paymaster,  16  June,  1880. 

Williams,  Charles  W. 

Acting  Third  Assistant  Engineer,  19  October,  1863.  Honorably  discharged 
22  August,  1865. 

Williams,  C.  Henry. 

Mate.  Deserted  1 May,  1862. 

Williams,  Courtland  P. 

Acting  Ensign,  30  January,  1863.  Acting  Master,  11  November,  1863.  Honorably 
discharged  12  August,  1866. 

Williams,  Edward,  Jr. 

Carpenter,  4 November,  1852.  Dismissed  12  July,  1861. 

Williams,  E.  Court. 

Mate,  1 October,  1862.  Acting  Ensign,  15  February,  1864.  Honorably  discharged 
15  September,  1865. 

Williams,  Edward  P. 

Midshipman,  9 September,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  25  July,  1866.  Lost  on  “ Oneida  ” 24  January, 
1870. 
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Williams,  Flavius  J. 

Acting  Assistant  Surgeon,  18  March,  1804.  Resigned  24  February,  1865. 

Williams,  George. 

Boatswain,  12  July,  1799.  Dismissed  15  September,  1800. 

Williams,  George. 

Acting  Master,  12  August,  1861.  Resigned  17  December,  1864. 

Williams,  George. 

Boatswain,  11  July,  1842.  Dismissed  11  November,  1851. 

Williams*  George  €. 

Mate,  10  June,  1862.  Acting  Ensign,  2 December,  1868.  Honorably  discharged 
10  November,  I860. 

Williams,  George  M. 

Midshipman,  26  September,  1868.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Resigned  26  October,  1869. 

Williams,  George  Iff. 

Mate,  5 April,  1864.  Appointment  revoked  (Sick,)  16  June,  1864. 

Williams,  George  W. 

Acting  Ensign,  30  January,  1863.  Honorably  discharged  80  September,  1865. 

Williams,  Henry. 

Carpenter,  1 June,  1880. 

Williams,  Henry  F. 

Acting  Master,  22  November,  1861.  Dismissed  7 October,  1862. 

Williams,  James. 

Midshipman,  1 September,  1811.  Lieutenant,  28  March,  1820.  Died  14  May, 
1837. 

Williams,  James. 

Mate,  6 December,  1862.  Honorably  discharged  28  October,  1865. 

Williams,  James. 

Boatswain,  14  October,  1854.  Dismissed  2 April,  1855. 

Williams,  James. 

Mate,  2 March,  1866.  Resigned  24  June,  1867. 

Williams,  James. 

Acting  Second  Assistant  Engineer,  12  April,  1864.  Honorably  discharged  28  Au- 
gust, 1365. 

Williams,  James, 

Mate,  3 November,  1864.  Appointment  revoked  25  November,  1865. 

Williams,  James  B. 

Acting  Ensign,  11  March,  1863.  Acting  Master,  1 September,  1864.  Honorably 
discharged  20  December,  1865. 

Williams,  James  Iff. 

Acting  Master,  80  May,  1861  Acting  Volunteer  Lieutenant,  12  April,  1864. 
Honorably  discharged  2 March,  1866.  Acting  Master,  6 December,  1866. 
Mustered  out  21  March,  1867.  Acting  Master,  6 April,  1867.  Mustered  out 
8 September,  1868. 

Williams,  James  S. 

Mate,  4 December,  1861.  Acting  Ensign,  24  November,  1862.  Acting  Master, 
26  December,  1863.  Honorably  discharged  7 December,  1865. 

Williams,  John. 

Master,  7 August,  1812.  Dismissed  9 March,  1813. 

Williams,  John. 

Mate,  26  June,  1863.  Discharged  4 February,  1868. 

Williams,  John. 

Mate,  14  April,  1862.  Deserted  29  September,  1862. 

Williams,  John. 

Mate,  28  June,  1862.  Resigned  (Sick,)  19  December,  1864. 
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Williams,  John. 

Acting  Ensign,  20  August,  1863.  Honorably  discharged  12  October,  1865. 

Williams,  John. 

Acting  Master,  4 March,  1862.  Dismissed  7 May,  1862. 

IVilliams,  John  A. 

Acting  Ensign,  24  June,  1864.  Honorably  discharged  14  September,  1865. 

Williams,  John  I>. 

Acting  Third  Assistant  Engineer,  26  May,  1864.  Resigned  16  March,  1865. 

Williams,  John  IS. 

Mate,  15  January,  1864.  Deserted  13  May,  1864. 

Williams,  John  I§. 

Acting  Third  Assistant  Engineer,  1 October,  1862.  Resigned  15  May,  1863. 

Williams,  J.  T. 

Midshipman,  1 April,  1828.  Passed  Midshipman,  14  June,  1834.  Resigned 
13  September,  1838. 

'Williams,  Tewis  E. 

Acting  Third  Assistant  Engineer,  17  August,  1864.  Resigned  10  January,  1865. 

Williams,  Eewis  J. 

Assistant  Surgeon,  25  January,  1842.  Surgeon,  30  August,  1856.  Medical  Inspec- 
tor, 3 March,  1871.  Medical  Director,  [28  May,  1871. 

Wrilliams,  liloyd  A. 

Third  Assistant  Engineer,  16  February,  1852.  Second  Assistant  Engineer,  9 May, 
1857.  First  Assistant  Engineer,  2 August,  1859.  Retired  20  December,  1866. 
Chief  Engineer,  Retired  list,  24  July,  1867.  Died  28  December,  1873.- 

Williams,  Peter. 

Mate,  25  March,  1862.  Acting  Ensign,  10  January,  1863.  Honorably  discharged 
9 November,  1867. 

Williams,  Kichard. 

Acting  Third  Assistant  Engineer,  22  June,  1863.  Resigned  27  August,  1863. 

Williaias,  S*.  M. 

Acting  Ensign,  4 June,  1863.  Resigned  23  December,  1863. 

Williams,  Robert  A. 

Carpenter,  26  July,  1859. 

Williams,  Stephen, 

22  April,  1813.  Dismissed  2 April,  1814. 

Williams,  Theodore  S. 

Midshipman,  27  September,  1862.  Graduated  June,  1866.-  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Died  13  June,  1871. 

Williams,  Thomas. 

Captain,  17  July,  1798.  Resigned  28  May,  1799. 

Williams,  Thomas. 

Acting  Ensign,  16  May,  1864.  Resigned  20  June,  1865. 

Williams,  Thomas  Wr. 

Acting  Master,  3 April,  1862.  Dismissed  17  April,  1863. 

Williams,  Wesley. 

Acting  Midshipman,  4 October,  1850.  Dismissed  12  June,  1851. 

Williams,  William. 

Acting  Master,  28  March,  1862.  Honorably  discharged  4 December,  1868. 

Williams,  William  CL 

Mate,  24  January,  1863.  Acting  Ensign,  20  March,  1865.  Appointment  revoked 
20  April,  1865. 

Williams,  William  C. 

Acting  Ensign  and  Pilot,  30  October,  1864.  Dismissed  18  November,  1864. 

Williams,  William  II. 

Midshipman,  8 August,  1799.  Resigned  20  August,  1799. 
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Williams,  William  H. 

Acting  Ensign,  15  July,  1864.  Honorably  discharged  11  May,  1865. 

Williams,  William  If.  M. 

Assistant  Paymaster,  6 September,  1861.  Paymaster,  14  April,  1862.  Resigned 
31  March,  1866. 

Williams,  William  W. 

Acting  Assistant  Paymaster,  11  July,  1861.  Assistant  Paymaster,  29  August,  1861. 
Paymaster,  6 February,  1862.  Pay  Inspector,  24  October,  1871. 

Williams,  Zalmon.  T. 

Acting  Third  Assistant  Engineer,  26  August,  1863.  Resigned  12  November,  1864. 

Williainsois,  Andrew  F. 

Mate,  23  May,  1862.  Resigned  7 February,  186£. 

Williamson,  Charles  II. 

Assistant  Surgeon,  24  September,  1850.  Passed  Assistant  Surgeon,  24  SejDtember, 
1855.  Dismissed  10  May,  1861. 

Williamson,  C.  1L. 

Midshipman,  1 September,  1811.  Lieutenant,  5 March,  1817.  Commander,  9 Feb- 
ruary, 1837.  Cashiered  27  October,  1842. 

Williamson,  DavicS. 

Midshipman,  11  April,  1837.  Resigned  10  May,  1843. 

Williamson,  Gabriel  ©. 

. Midshipman,  2 June,  1824.  Passed  Midshipman,  20  February,  1830  Lieutenant, 
29  March,  1834.  Reserved  list,  13  September,  1855.  Commander  on  Active 
list,  14  September,  1855.  Died  17  October,  1859. 

Williamson,  George. 

Midshipman,  8 May,  1799.  Discharged  5 June,  1801,  under  Peace  Establishment 
Act. 

Williamson,  George  If. 

Mate,  12  November,  1863.  Resigned  31  May,  1864. 

Williamson,  J antes  C. 

Midshipman,  7 January,  1832.  Passed  Midshipman,,  8 July,  1839.  Lieutenant, 
25  November,  1844.  Commander,  16  July,  1862.  Captain,  10  October,  1866. 
Died  24  July,  1871. 

Williamson,  J.  11. 

Mate,  8 July,  1862.  Dismissed  25  February,  1868. 

Williamson,  J.  D. 

Midshipman,  1 September,  1811.  Lieutenant,  27  April,  1816.  Commander,  9 Feb- 
ruary, 1837.  Died  10  April,  1844. 

Williamson,  J,  G. 

Gunner,  20  June,  1839.  Appointment  revoked  26  November,  1847. 

Williamson,  Joint  I>. 

Acting  Second  Assistant  Engineer,  2 December,  1861.  Acting  First  Assistant 
Engineer,  27-  July,  ,1863.  Acting  Chief  Engineer,  30  July,  1864.  Honorably 
discharged  2 October,  1865. 

Williamson,  J.  8. 

Master,  4 August,  1807.  Last  appearance. on  Records  of  Navy  Department,  1815. 
New  Orleans. 

Williamson,  Thomas. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  25  June, 
1855.  First  Assistant  Engineer,  23  April,  1859.  Chief  Engineer,  5 August, 
1861. 

Williamson,  Thomas. 

Assistant  Surgeon,  27  May,  1818.  Died  12  January,  1859. 

Williamson,  V.  L. 

Midshipman,  12  March,  1832.  Died  6 September,  1834. 
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Willi amson,  William. 

Assistant  Surgeon,  28  March,  1820.  Resigned  2 November,  1827. 

Williamson,  William  C. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  16  Jan- 
uary, 1868.  First  Assistant  Engineer,  1 December,  1864.  Resigned  10  January, 
1866. 

Williamson,  William  F. 

Chief  Engineer,  20  October,  1842.  Name  stricken  from  the  Rolls,  6 May,  1861. 

Williamson,  W.  S. 

Midshipman,  2 February,  1829.  Resigned  29  June,  1886. 

Willis,  Elias. 

Midshipman,  4 June,  1799.  Last  appearance  on  Records  of  Navy  Department, 
24  June,  1799.  Lost  at  Sea. 

Willis,  Foster. 

Acting  Master,  22  January,  1862.  Resigned  24  April,  1865. 

Willis,  George  R. 

Boatswain,  22  October,  1878. 

Willis,  Henry. 

Midshipman,  10  September,  1841.  Dismissed  28  August,  1849. 

Willis,  Robert. 

Lieutenant,  14  February,  1799.  Last  appearance  on  Records  of  Navy  Department, 
3 May,  1800. 

Willis,  Thomas  I. 

Midshipman,  13  August,  1799.  Last  appearance  on  Records  of  Navy  Department, 
3 December,  1800.  Furloughed. 

Willison,  Charles. 

Midshipman,  2 January,  1800.  Resigned  5 July,  1803. 

Williss,  John  W. 

Midshipman,  1 May,  1825.  Resigned  7 October,  1831. 

Williston,  John. 

Carpenter,  17  November,  1831.  Resigned  14  October,  1836. 

Williston,  Joseph. 

Master,  26  November,  1814.  Died  14* April,  1833. 

Willits,  George 

Cadet  Engineer,  Naval  Academy,  1 October,  1873.  Graduated  21  June,  1875. 
Assistant  Engineer,  1 July,  1877. 

WTil!itson,  Joseph. 

Midshipman,  5 June,  1799.  Resigned  15  August,  1801. 

Willitson,  Joseph. 

Midshipman,  11  June,  1799.  Last  appearance  on  Records  of  Navy  Department, 
28  November,  1800  Furloughed. 

Willninth,  George. 

Boatswain,  16  September,  1841.  Retired  list,  21  December,  1861.  Died  5 August, 
1873. 

Will  ninth,  John  A.  II. 

Mate,  25  August,  1862.  Acting  Ensign,  19  September,  1865.  Honorably  dis- 
charged 9 January,  1869.  Mate,  20  April,  1870. 

Willson,  John. 

Assistant  Surgeon,  30  July,  1861.  Resigned  14  July,  1862. 

Willson,  William  G.  G.  • 

Assistant  Surgeon,  9 December,  1839.  Resigned  8 September,  1843. 

Willson,  William  G.  G. 

Assistant  Surgeon,  1 December,  1876.  Passed  Assistant  Surgeon,  7 August, 
1880 
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Willson,  William  IS. 

Acting  Assistant  Surgeon,  t October,  1862.  Resigned  9 September,  1864. 

Wilmar,  lames. 

Boatswain,  9 June,  1808.  Dismissed  18  June,.  1807. 

Wilmer,  A for  ala  am. 

Midshipman,  4 April,  1799.  Resigned  10  February,  1800. 

Wilmer,  Emmanuel. 

Midshipman,  1 June,  1808.  Resigned  18  September,  1812. 

Wilmer,  James  P. 

Midshipman,  27  December,  1802.  Lieutenant,  16  February,  1809.  Killed  in 
action  28  March,  1814. 

Wilmer,  J.  B.  R. 

Chaplain,  7 March,  1889.  Resigned  23  July,  1844. 

Wilmer,  Joseph  R. 

Cadet  Engineer,  Naval  Academy,  1 October,  1874.  Graduated  20  June,  1878. 

Willies*,  Frank  A. 

Midshipman,  30  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  25  March,  1880. 

WTilson,  Alfoert. 

Acting  Master,  29  October,  1861.  Appointment  revoked  (Sick,)  18  February, 
1862. 

Wilson,  Alexander  W. 

Midshipman,  27  November,  1825.  Resigned  13  June,  1829. 

Wilson,  Andrew. 

Gunner,  24  September,  1859.  Dismissed  8 January,  1866. 

Wilson,  Andrew. 

Acting  Second  Assistant  Engineer,  4 September,  1863.  Resigned  15  June,  1865. 

Wilson,  Benjamin  F. 

Acting  Assistant  Surgeon,  15  August,  1861.  Resigned  18  February,  1864. 

Wilson,  Benjamin  T. 

Midshipman,  15  October,  1834.  Dismissed  10  January,  1838. 

Wilson,  Bryce. 

Acting  Third  Assistant  Engineer,  22  November,  1862.  Acting  Second  Assistant 
Engineer,  28  December,  1863.  Honorably  discharged  30  December,  1868. 

Wilson,  Byron. 

Acting  Midshipman,  31  January,  1853.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  16  April, 
1861.  Lieutenant-Commander,  5 November,  1863.'  Commander,  20  January,. 
1872. 

Wilson,  Caesar  It. 

Midshipman,  30  November,  1814.  Resigned  31  December,  1816.  Master,  1 Janu- 
ary, 1817.  Died  November,  1820. 

Wilson,  Charles. 

Acting  Ensign,  21  June,  1864.  Honorably  discharged  19  October,  1868.  Mate, 
25  January,  1870. 

Wilson,  diaries  Howard. 

Acting  Third  Assistant  Engineer,  14  July,  1864.  Died  24  April,  1865. 

Wilson,  Charles  H. 

Acting  Third  Assistant  Engineer,  3 January,  1865.  Honorably  discharged  2 Octo- 
ber, 1865. 

Wilson,  Charles  W. 

Acting  Master,  23  April,  1862.  Acting  Volunteer  Lieutenant,  3 February,  1864. 
Honorably  discharged  12  November,  1866. 

Wilson,  David. 

Mate,  29  April,  1864.  Appointment  revoked  9 August,  1865. 
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Wilson,  Downs  ]L. 

Midshipman,  22  June,  1867.  Graduated  6 June,  1871.  Ensign,  14  Julj  1872. 
Master,  21  September,  1876. 

Wilson,  Fletcher  A. 

Third  Assistant  Engineer,  26  August,  1859.  Second  Assistant  Engineer,  21  Octo- 
ber, 1861.  First  Assistant  Engineer,  1 October,  1863.  Chief  Engineer,  5 March, 
' 1871. 

Wilson , George. 

Acting  Assistant  Paymaster,  3 August,  1861.  Resigned  19  October,  1861. 

Wilson,  George  M. 

Master,  24  July,  1812.  Resigned  20  May,  1818. 

Wilson,  George  T. 

v Acting  First  Assistant  Engineer,  28  November,  1863.  Honorably  discharged 
4 November,  1865. 

Wilson,  George  W. 

Mate,  9 July,  1863.  Honorably  discharged  13  May,  1865.  Mate,  25  July,  I860. 
Discharged  23  April,  1867. 

Wilson,  George  W. 

Acting  Assistant  Surgeon,  25  September,  1862.  Died  24  September,  1864. 

Wilson,  Go  F. 

Gunner,  24  July,  1827.  Dropped. 

Wilson,  Henry. 

Acting  Master  18  November,  1862.  Resigned  3 March,  1863. 

Wilson,  Henry. 

Midshipman,  2 October,  1847.  Passed  Midshipman,  10  June,  1853.  Master, 

15  September,  1855.  Lieutenant,  16  September,  1855.  Lieutenant-Commander, 

16  July,  1862.  Commander,  30  April,  1867.  Captain,  9 May,  1878. 

Wilson,  Henry. 

Acting  Third  Assistant  Engineer,  13  February,  1865.  Honorably  discharged 
9 August,  1866. 

Wilson,  Henry. 

Purser,  17  June,  1846.  Resigned  11  February,  1851. 

“Wilson,  Horatio  IS. 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  23  January, 
1875. 

Wilson,  Jacob. 

Acting  Second  Assistant  Engineer,  5 June,  1863.  Appointment  revoked  (Sick,) 
26  June,  1863.  Acting  First  Assistant  Engineer,  19  February,  1864.  Appoint- 
ment revoked  (Sick,)  18  July,  1864. 

Wilson,  James. 

Midshipman,  2 April,  1804.  Lieutenant,  19  May,  1812.  Last  appearance  on 
Records  oi  Navy  Department,  1814. 

Wilson,  James. 

Midshipman,  18  May,  1809.  Appointment  revoked  24  July,  1809. 

WTilson,  James. 

Acting  Third  Assistant  Engineer,  19  September,  1864.  Honorably  discharged 
25  July,  1865. 

Wilson,  James. 

Acting  Assistant  Surgeon,  1 September,  1863.  Assistant  Surgeon,  21  June,  1864. 
Wholly  retired  24  April,  1866. 

Wilson,  James. 

Acting  Ensign,  12  November,  1863.  Dismissed  18  July,  1864. 

Wilson,  James. 

Boatswain,  8 August,  1866.  Dismissed  8 April,  1871. 
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Wilson,  James. 

Mate,  21  May,  1863.  Acting  Ensign,  30  August,  1865.  Honorably  discharged 
9 November,  1868. 

Wilson,  James. 

Mate,  1 October,  1864.  Appointment  revoked  28  September,  1866. 

Wilson,  James. 

Mate,  3 November,  1865.  Appointment  revoked  2 August,  1866. 

Wilson,  James  SI. 

Acting  Third  Assistant  Engineer,  28  February,  1865.  Honorably  discharged 
12  February,  1869. 

Wilson,  James  Xi. 

Acting  Ensign,  10  December,  1864.  Honorably  discharged  15  September,  1865. 

Wilson,  James  P. 

Midshipman,  1 January,  1817.  Lieutenant,  28  April,  1826.  Commander,  3 No- 
vember, 1842.  Died  13  March,  1848. 

Wilson,  James  R. 

Purser,  25  April,  1812.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Furloughed. 

Wilson,  James  W. 

Acting  Assistant  Surgeon,  3 February,  1865.  Honorably  discharged  9 October, 
1865. 

Wilson,  Jarvis. 

Acting  Ensign  and  Pilot,  26  November,  1864.  Honorably  discharged  4 October, 
1865. 

Wilson,  Jolin. 

Acting  First  Assistant  Engineer,  3 May,  1864.  Honorably  discharged  13  October. 
1865. 

Wilson,  Joins. 

Third  Assistant  Engineer,  19  February,  1861.  Second  Assistant  Engineer,  17  De- 
cember, 1862.  Resigned  19  May,  1866. 

Wilson,  Joint  A. 

Acting  Second  Assistant  Engineer,  19  July,  1864.  Honorably  discharged  19  Sep- 
tember, 1865. 

Wilson,  Joint  A. 

Acting  Master  and  Pilot,  1 January,  1865.  Honorably  discharged  1 August,  1865. 

Wilson,  Joint  C. 

Midshipman,  20  July,  1865,  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 9 December,  1871.  Lieutenant,  3 February,  1875. 

Wilson,  Joint  II. 

Mate,  7 November,  1863.  Resigned  17  October,  1864. 

Wilson,  Joint  II. 

Acting  Third  Assistant  Engineer,  22  November,  1864.  Honorably  discharged 
27  October,  1865. 

Wilson,  Joint  II. 

Mate,  13  June,  1865.  Honorably  discharged  7 September,  1865. 

Wilson,  Joint  J. 

Acting  Second  Assistant  Engineer,  27  December,  1864.  Honorably  discharged 
1 December,  1865. 

Wilson,  John  I£. 

Midshipman,  3 March,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  9 May,  1856. 

Wilson,  Joint  L. 

Acting  Second  Assistant  Engineer,  4 March,  1863.  Dismissed  17  October,  1863. 

Wilson,  John  O. 

Midshipman,  2 February,  1829.  -Resigned  1 July,  1836. 
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Wilson,  John  S. 

Gunner,  date  not  known.  Last  appearance  on  Records  of  Navy  Department,  1815. 
Brig  “ Firefly” 

Wilson,  Joseph. 

Purser,  24  July,  1818.  Retired  list,  21  December,  1861.  Pay  Director  on  Retired 
list,  3 March,  1871.  Died  19  June,  1875. 

Wilson,  Joseph. 

Sailmaker,  12  April,  1870. 

Wilson,  Joseph. 

Assistant  Surgeon,  13  May,  1843.  Surgeon,  23  May,  1857.  Medical  Inspector, 
3 March,  1871.  Medical  Director,  26  April,  1872.  Retired  list,  6 January,  1878. 

Wilson,  Josiah  M. 

Midshipman,  21  September,  1861.  Graduated  October,  1865.  Ensign,  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Retired  list,  7 March,  1870.  Died  29  Oc- 
tober, 1871. 

Wilson,  Mason. 

Midshipman,  1 January,  1818.  Died  31  October,  1822. 

"Wilson,  Matt.  H. 

Mate,  7 December,  1861.  Resigned  8 March,  1865. 

Wilson,  Miles. 

Carpenter,  21  March,  1838.  Resigned  6 September,  1838. 

Wilson,  Nathaniel. 

Purser,  6 October,  1829.  Died  26  October,  1849.  # 

Wilson,  Richard  A. 

Midshipman,  2 January,  1804.  Resigned  6 December,  1805. 

W ilson  Robert  II. 

Acting  Midshipman,  18  June,  1850.  Resigned  14  December,  1850. 

Wilson,  Samuel  L. 

Midshipman,  20  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866.  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant-Commander, 31  December,  1869.  Died  1 August,  1879. 

Wilson,  Stephen. 

Midshipman,  15  November,  1809.  Dismissed  3 May,  1813. 

Wilson,  Stephen  B. 

Midshipman,  1 January,  1812.  Lieutenant,  13  January,  1825.  Commander, 
8 September,  1841.  Captain,  14  September,  1855.  Died  15  March,  1863. 

Wrilson,  Theodore  J>. 

Carpenter,  3 August,  1861.  Resigned  24  May,  1866.  Assistant  Naval  Constructor, 
17  May,  1866.  Naval  Constructor,  1 July,  1873. 

Wilson,  Thomas. 

Boatswain,  27  July,  1799.  Last  appearance  on  Records  of  Navy  Department, 
29  July,  1799. 

Wilson,  Thomas. 

Mate,  15  October,  1863.  Appointment  revoked  5 January,  1867. 

Wilson,  Thomas  E. 

Acting  Third  Assistant  Engineer,  4 November,  1863.  Honorably  discharged 
12  August,  1865. 

Wilson,  Thomas  P. 

Midshipman,  20  September,  1861.  Graduated  October,  1865.  Ensign  1 Decem- 
ber, 1866.  Master,  12  March,  1868.  Lieutenant,  26  March,  1869.  Retired  list, 
2 August,  1873.  Died  10  March,  1877. 

Wilson,  Thomas  R. 

Midshipman,  22  January,  1816.  Killed  in  1821. 

Wilson,  Thomas  R. 

Gunner,  31  January,  1853. 
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Wilson,  Thomas  8. 

Midshipman,  7 April,  1862.  Graduated  November,  1864.  Resigned  28  August, 
1865. 

Wilson,  W.  G.  G. 

Assistant  Surgeon,  9 December,  1839.  Resigned  8 September,  1843. 

Wilson,  William. 

Gunner,  10  June,  1861. 

Wilson,  William. 

Midshipman,  1 January,  1808.  ( See  Marine  Crops., 

Wilson,  William  A. 

Acting  Assistant  Surgeon,  1 October,  1862.  Resigned  9 September,  1864 

Wilson,  William  E. 

Mate,  2 September,  1864.  Resigned  3 May,  1865. 

Wiltbank,  Janies. 

Chaplain,  30  September,  1833.  Resigned  12  October,  1833.  Chaplain,  25  Febru- 
ary, 1837.  Died  19  March,  1842. 

Wilton,  Richard  W. 

Acting  Third  Assistant  Engineer,  2 September,  1864.  Honorablv  discharged 
19  July,  1865. 

Wiltse,  Gilbert  C._ 

Acting  Midshipman,  20  September,  1855.  Midshipman,  9 June,  1859.  Lieutenant, 
31  August,  1861.  Lieutenant-Commander,  6 January,  1866.  Commander, 
8 November,  1873. 

Wiltsee,  Isaac  P. 

Mate,  6 June,  1863.  Acting  Ensign,  4 November,  1864.  Honorably  discharged 

30  November,  1865. 

Wilts,  Alexander. 

Mate,  30  August,  1864.  Drowned  27  August,  1864. 

Wiltze,  Robert. 

Mate,  18  January,  1868.  Mustered  out  12  March,  1869. 

Winans,  George  W. 

Acting  Assistant  Paymaster,  30  October,  1863.  Drowned  1864. 

Winans,  Herman  W. 

Acting  Third  Assistant  Engineer,  8 May,  1863.  Appointment  revoked  (Sick,) 
18  June,  1864. 

Winans,  John. 

Midshipman,  1 July,  1825.  Died  31  January,  1831. 

Winans,  X el  son. 

Acting  Chief  Engineer,  9 March,  1863.  Honorably  discharged  28  September,  1865. 

Winch,  Thomas  G. 

Midshipman,  20  September,  1872.  Graduated  20  June,  1876.  Died  8 Janvier  , 

. 1879. 

Winchester,  Felix. 

Acting  Midshipman,  25  October,  1849.  Dropped  3 September,  1850. 

Winchester,  John  F. 

Acting  Master,  9 August,  1861.  Honorably  discharged  30  September,  1865. 

Winchester,  J.  O. 

Acting  Ensign,  27  July,  1863.  Honorably  discharged  9 August,  1865.  Acting 
Ensign,  11  December,  1866.  Mustered  out  27  March,  1869. 

Winchester,  William. 

Boatswain,  28  October,  1858.  Dismissed  17  October,  1863.  Acting  Boatswain, 

31  July,  1869.  Appointment  revoked  20  December,  1869.  Acting  Boatswain, 
21  November,  1873.  Appointment  revoked  11  July,  1874. 

Winder,  Edward  17. 

Midshipman,  29  April,  1836.  Passed  Midshipman,  1 July,  1842.  Master,  25  Oc- 
tober, 1849.  Lieutenant,  20  April,  1850.  Dismissed  22  April,  1861. 
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Winder,  Eevin  W. 

Midshipman,  8 June,  1799.  Resigned  25  March,  1801. 

Winder,  Thomas  Jones. 

Surgeon,  24  September,  1799.  Resigned,  date  not  known. 

Winder,  William. 

Midshipman,  21  September,  1869.  Graduated  31  May,  1878.  Ensign,  16  July, 
1874. 

Windsor,  William  Augustus. 

Third  Assistant  Engineer,  16  September,  1862.  Second  Assistant  Engineer, 
1 March,  1864.  First  Assistant  Engineer,  1 January,  1868 
Wines,  diaries. 

Acting  Third  Assistant  Engineer,  24  February,  1863.  Acting  Second  Assistant 
Engineer,  1 March,  1864.  Appointment  revoked  (Sick,)  22  September,  1864. 

Wing,  Frank  If. 

Mate,  21  February,  1865.  Honorably  discharged  10  September,  1868.  Mate,  18 
January,  1870.  Appointment  revoked  8 April,  1873. 

Wing,  George  E, 

Acting  Ensign,  21  August,  1863.  Honorably  discharged  15  November,  1865 

Wing,  James. 

Acting  Assistant  Paymaster,  8 February,  1862.  Resigned  13  August,  1862. 

Wing,  William. 

Acting  Ensign,  28  April,  1864.  Honorably  discharged  27  October,  1865. 

Wingate,  George  E. 

Acting  Ensign,  31  October,  1863.  Master,  12  March,  1868.  Lieutenant,  18  De- 
cember, 1868.  Lieutenant-Commander,  13  July,  1870. 

Wingate,  James  W. 

Sailmaker,  17  January,  1876. 

Wingate,  Henry  T. 

Midshipman,  13  December,  1831.  Passed  Midshipman,  15  June,  1837.  Lieuten- 
ant, 8 September,  1841.  Died  4 May,  1854. 

Wingate,  James  W. 

Sailmaker,  17  January,  1876, 

Wingate,  John  JO. 

Mate,  9 December,  1862.  Honorably  discharged  25  November,  1865. 

Wingate,  William  II. 

Acting  Third  Assistant  Engineer,  14  October,  1864.  Honorably  discharged  20  Oc^ 
1867. 

Wingerd,  George  B. 

Midshipman,  1 March,  1825.  Dismissed  by  Court-Martial  6 November,  1828. 

Winget,  Daniel. 

Mate,  31  March,  1863.  Resigned  22  March,  1864. 

Wingood,  Wii liana,  Jr. 

Mate,  28  August,  1862.  Acting  Ensign,  21  September,  1864.  Honorably  dis- 
charged 1 November,  1865. 

Winloek,  James -II. 

Midshipman,  25  September,  1868.  Graduated  1 June,  1872.  Died  2 March,  1873. 

Winloek,  Joseph. 

Professor,  26  June,  1856.  Resigned  1 May,  1866. 

Winn,  Glsarles  F. 

Midshipman,  1 January,  1818.  Died  3 May,  1820. 

W inn,  Edward  A. 

Mate,  17  August,  1866.  Mustered  out  4 September,  1868. 

Winn,  John  K. 

Mate,  8 September,  1862.  Acting  Ensign,  2 June,  1863.  Acting  Master,  6 August, 
1864.  Acting  Volunteer  Lieutenant,  27  July,  1865.  Master,  12  March,  1868. 
Lieutenant,  18  December,  1868.  Lieutenant-Commander,  11  December,  i877. 
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Winn,  Minor. 

Midshipman,  16  January,  1806.  Resigned  8 May,  1809. 

Winn,  Timothy. 

Purser,  17  May,  1815.  Died  18  February,  1836. 

Winn,  Joseph. 

Acting  Volunteer  Lieutenant,  28  September,  1861.  Resigned  24  July,  1862. 

Winnemore,  Edward. 

Acting  Ensign,  6 June,  1864.  Died  of  wounds  at  Fort  Fisher,  24  December, 
1864. 

Winrasn,  John. 

Mate,  9 June,  1868.  Honorably  discharged  3 October,  1865. 

Winram,  Samuel  It. 

Mate,  24  January,  1863.  Resigned  31  May,  1864. 

Winship,  Alvin  A. 

Acting  Second  Assistant  Engineer,  25  August,  1864.  Honorably  discharged 
21  July,  1865. 

Winship,  Ansos. 

Surgeon,  12  September,  1799.  Last  appearance  on  Records  of  Navy  Department, 
11  August,  1800. 

Winship,  E.  K. 

Acting  Assistant  Paymaster,  18  December,  1862.  Resigned  11  November,  1864. 

Winship,  Thomas. 

Acting  Third  Assistant  Engineer,  28  May,  1862.  Acting  Second  Assistant  En- 
gineer, 27  November,  1863.  Resigned  16  March,  1865. 

Winslow,  Cameron  M. 

Midshipman,  29  September,  1870.  Graduated  21  June,  1875.  Ensign,  18  July, 
1876. 

Winslow,  Edward  J>. 

Acting  Assistant  Surgeon,  1 October,  1862.  Appointment  revoked  18  November, 
1863. 

Winslow,  Ezra  IX 

Chaplain  10  March,  1863.  Wholly  Retired  from  service  11  January,  1869 

Winslow,  Francis. 

Midshipman,  8 July,  1833.  Passed  Midshipman,  8 June,  1839.  Lieutenant,  24  No- 
vember, 1844.  Commander,  6 May,  1862.  Died  26  August,  1862. 

Winslow,  Francis. 

Midshipman,  26  July,  1865.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  7 October,  1874. 

Winslow7,  George  F. 

Mate,  25  January,  1862.  Acting  Ensign,  23  May,  1863.  Acting  Master,  14  Janu- 
ary, 1864,  Honorably  discharged  5 January,  1868. 

Winslow,  George  F. 

Acting  Assistant  Surgeon,  26  July,  1862.  Assistant  Surgeon,  28  May,  1864. 
Passed  Assistant  Surgeon,  14  June,  1867.  Surgeon,  2 April,  1875. 

Winslow,  Henry  A. 

Mate,  26  August,  1863.  Acting  Ensign,  31  October,  1864.  Honorably  discharged 
28  August,  1865. 

Winslow,  Herbert. 

Midshipman,  20  July,  1865.  Graduated  June,  1869.  Ensign,  12  July,  1870.  Mas- 
ter, 1 April,  1872.  Lieutenant,  3 May,  1875. 

Winslow,  John  A. 

Midshipman,  1 February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
9 December,  1839.  Commander,  14  September,  1855.  Captain,  16  July,  1862. 
Commodore,  19  June,  1864.  Rear-Admiral,  2 March,  1870.  Died  29  September, 
1873. 
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Winslow,  William  H. 

Mate,  28  June,  1862.  Acting  Ensign,  3 October,  1862.  Acting  Master,  12  Sep- 
tember, 1863.  Honorably  discharged  26  October,  1865. 

Winslow,  W illiam  R. 

Acting  Assistant  Paymaster,  24  December,  1862.  Assistant  Paymaster,  2 July, 

1864.  Paymaster,  4 May,  1866.  Died  25  February,  1869. 

Winsor,  Gnstavus  A. 

Acting  Ensign,  8 June,  1864.  Appointment  revoked  (Sick,)  8 June,  1864. 

Winsor,  Horace  E. 

Third  Assistant  Engineer,  21  May,  1853.  Second  Assistant  Engineer,  27  July, 
1855.  Resigned  20  August,  1856. 

Win  si  on,  John  E. 

Acting  First  Assistant  Engineer,  13  August,  1863.  Honorably  discharged  20  No- 
vember, 1865. 

Willies* 9 Asa  €. 

Acting  Assistant  Paymaster,  1 August,  1861.  Died  28  June,  1864. 

Winter,  James. 

Acting  Assistant  Paymaster,  10  October,  1863.  Mustered  out  12  October, 

1865. 

Winter,  Richard. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Died  January, 
1819." 

Win  ter , Walter. 

Midshipman,  22  March,  1799.  Lieutenant,  26  April,  1809.  Last  appearance  on 
Records  of  Navy  Department,  1 June,  1813.  Drowned. 

Winters,  James  F. 

Acting  Third  Assistant  Engineer,  22  October,  1863.  Honorably  discharged  23  Oc- 
tober, 1865. 

Winton,  David  E. 

Acting  Third  Assistant  Engineer,  21  July,  1863.  Resigned  30  January,  1864. 

Winton,  J.  1L. 

Mate,  24  September,  1861.  Dismissed  21  April,  1862.  Acting  Ensign,  29  June, 
1863.  Dismissed  17  October,  1873. 

Wise,  Edward.  E. 

Midshipman,  5 June,  1871.  Graduated  20  June,  1876.  Resigned  1 September, 
1880. 

Wise,  Francis. 

Midshipman,  25  August,  1802.  Dismissed  22  December,  1803. 

Wise,  Frederick  M. 

Midshipman,  23  September,  1862.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Wise,  George  E. 

Acting  Ensign,  28  November,  1864.  Resigned  22  May,  1865. 

Wise,  George  S. 

Purser,  25  April,  1812.  Died  20  November,  1824. 

Wise,  Henry  A, 

Midshipman,  8 February,  1834.  Passed  Midshipman,  16  July,  1840.  Master, 
31  October,  1846.  Lieutenant,  25  February,  1847.  Commander,  16  July,  1862. 
Captain,  29  December,  1866.  Died  2 April,  1869. 

Wise,  John. 

Assistant  Surgeon,  10  December,  1814.  Resigned  24  August,  1818. 

Wise,  John. 

Acting  Assistant  Surgeon,  1 October,  1S62.  Resigned  4 Juue,  1864. 

Wise,  John  C. 

Assistant  Surgeon,  28  April,  1870.  Lapsed  Assistant  Surgeon,  10  June,  1874. 
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Wise,  William  €. 

Acting  Midshipman,  29  September,  1860.  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander,  12  March, 
1868. 

Wish,  John  A. 

Midshipman,  7 December.  1810.  Lieutenant,  27  April,  1816.  Died  25  October, 
1833. 

Wishart,  Alexander. 

Acting  Midshipman,  2 October,  1850.  Resigned  22  March,  1851. 

Wisner,  George. 

Carpenter,  30  December,  1841.  Died  24  March,  1866. 

Wisnei,  Henry  €. 

Midshipman,  17  April,  1862.  Graduated  June,  1866.  Ensign,  12  March,  1868. 
Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Resigned  17  April,  1873. 

Wisner,  Robert. 

Mate.  22  May,  1862.  Died  28  June,  1864. 

Wissing,  Herman 

Mate,  20  February,  1864.  Resigned  8 May,  1865. 

Wister,  Owen  J. 

Assistant  Surgeon,  6 March,  1848.  Resigned  24  July,  1852. 

Wiswall,  William  J. 

Midshipman,  1 January,  1825.  Resigned  7 February,  1827. 

With  am,  Thomas  A. 

Acting  Ensign,  29  December,  1863.  Honorably  discharged  2 October,  1865 

Witherbee,  John  J. 

Acting  Assistant  Surgeon,  7 January,  1863.  Died  30  August,  1863. 

Wither  ell,  A.  D. 

Acting  Third  Assistant  Engineer,  27  July,  1863.  Acting  Second  Assistant  En- 
gineer, 2 May,  1864.  Appointment  revoked  (Sick,)  20  April,  1865. 

Witherell,  J.  B, 

Midshipman,  10  March,  1820.  Died  20  October,  1822. 

Withers,  J.  Francis. 

Acting  Third  Assistant  Engineer,  2 November,  1864.  Honorably  discharged 
4 December,  1865. 

Witherspoon,  ©avid. 

Midshipman,  11  December,  1799.  Resigned  1 January,  1801. 

Witherspoon,  John. 

Midshipman,  5 February,  1800.  Discharged  12  October,  1801,  under  Peace  Estab- 
ment  Act. 

Withington,  Samuel  L. 

Mate,  19  November,  1861.  Resigned  13  February,  1865. 

Withington,  Sumner. 

Acting  Master,  29  October,  1861.  Resigned  31  December,  1863. 

Witzel,  Horace  M. 

Cadet  Midshipman,  5 June,  1873.  Graduated  18  June,  1879.  Ensign,  18  March, 
1880. 

Wixom,  ©scar  F, 

Mate,  17  December,  1862.  Acting  Ensign,  31  December,  1863.  Resigned  10  May, 
1865. 

Woart,  William. 

Midshipman,  29  September,  1863.  Graduated  June,  1868.  Drowned  18  June, 
1869. 

Wolhert,  Frederick  G. 

Midshipman,  18  June,  1812.  Lieutenant,  28  March,  1820.  Cashiered  17  Septem- 
ber, 1825. 
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Wolcott,  Oliver  $. 

Midshipman,  1 January,  1818.  Resigned  13  March,  1819. 

Wold,  Faiiritz. 

Acting  Ensign,  3 August,  1863.  Honorable  discharged  16  September,  1865. 

Wolfe,  Henry. 

Mate,  16  February,  1864.  Honorably  discharged  12  August,  I860. 

Wolfenden,  John. 

Master,  27  June,  1812,  Discharged  10  June,  1815. 

Wolff,  Cliarles. 

Acting  Third  Assistant  Engineer,  20  October,  1863.  Honorably  discharged 
29  August,  1865. 

Wollley,  liewis. 

Assistant  Surgeon,  21  June,  1882.  Passed  Assistant  Surgeon,  8 November,  1836. 
Surgeon,  29  July,  1841.  Died  31  July,  1844. 

Wolstenliolnie,  John. 

Mate,  21  January,  1864.  Resigned  10  May,  1865. 

Wooldridge,  J>.  G. 

1 January,  1825.  Died  21  January,  1832. 

Wood,  Albert  W. 

Cadet  Midshipman,  24  September,  1878.  Graduated  4 June,  1880. 

Wood,  Alonso  I>. 

Acting  Third  Assistant  Engineer,  10  November,  1863.  Acting  Second  Assistant 
Engineer,  24  January,  1865.  Honorably  discharged  16  August,  1866. 

Wood,  Benjamin  F. 

Third  Assistant  Engineer,  1 July,  1861.  Second  Assistant  Engineer,  21  April, 
1863.  First  Assistant  Engineer,  11  October,  1866. 

Wood,  Chester  ®. 

Acting  Third  Assistant  Engineer,  9 August,  1864.  Honorably  discharged  15  Sep- 
tember, 1865. 

Wood,  H.  K. 

Midshipman,  3 March,  1841.  Resigned  26  October,  1841. 

Wood,  Edward  I®. 

Midshipman,  1 October,  1863.  Graduated  June,  1867.  Ensign,  18  December, 
1868.  Master,  21  March,  1870.  Lieutenant,  21  March,  1871. 

Wood,  JSdwiia  M. 

Mate,  1 October,  1862.  Acting  Ensign,  28  November,  1868.  Honorably  dis- 
charged 18  September,  1865. 

Wood,  Frederick. 

Acting  Ensign,  22  October,  1864.  Honorably  discharged  1 July,  1865. 

Wood,  George  H. 

Mate,  24  April,  1862.  Acting  Ensign,  16  September,  1862.  Honorably  discharged 
28  October,  1865. 

Wood,  George  W. 

Acting  Midshipman,  23  September,  1859.  Ensign,  24  February,  1863.  Lieutenant, 
22  February,  1864.  Lieutenant-Commander,  25  July,  1866.  Commander, 
26  February,  1878. 

Wood,  George  W. 

Mate,  26  February,  1868.  Mustered  out  30  November,  1868. 

Wood,  Godfrey. 

Lieutenant,  16  February,  1800.  Resigned  11  August,  1802. 

Wood,  Henry. 

Chaplain,  11  September,  1856.  Retired  list,  21  December,  1861.  Died  8 October, 
1873. 

Wood,  Henry. 

Acting  Third  Assistant  Engineer.  Dismissed  11  August,  1864. 
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Wood,  H.  P.  T. 

Midshipman,  1 March,  1825.  Passed  Midshipman,  28  April,  1882.  Died  9 Octo- 
ber, 1836. 

Wood,  James  H. 

Acting  Master,  25  January,  1862.  Honorably  discharged  9 January,  1866.  Act- 
ing Master,  26  June,  1866.  Mustered  out  9 November,  186*8. 

Wood,  James  I>. 

Acting  Master,  28  September,  1861.  Resigned  25  March,  1863. 

Wood,  James  5®. 

Sailmaker,  24  November,  1841.  Resigned  28  April,  1843. 

Wood,  'foil 22. 

Midshipman,  18  July,  1800.  Resigned  4 March,  1804. 

Wood,  John. 

Midshipman,  7 December,  1799.  Last  appearance  on  Records  of  Navy  Depart- 
ment. Dead. 

Wood,  John  F. 

Acting  Assistant  Paymaster,  27  September,  1862.  Mustered  out  17  October,  1865. 

Wood,  John  Taylor. 

Midshipman,  7 April,  1847.  Passed  Midshipman,  10  June,  1853.  Master,  15  Sep- 
tember, 1855.  Lieutenant,  16  September,  1855.  Dismissed  2 April,  1861. 

Wood,  Joseph  If. 

Acting  Assistant  Paymaster,  28  September,  1868.  Mustered  out  12  June,  1866. 

Wood,  Joseph  Learned. 

Cadet  Engineer,  Naval  Academy,  14'September,  1876.  Graduated  10  June,  1880. 

Wood,  Lemuel  C. 

Acting  Master,  22  May,  1861.  Resigned  22  June,  1862. 

Wood,  1j,  C.,  Jr. 

Acting  Assistant  Paymaster,  6 April,  1865.  Mustered  out  3 September,  1865. 

Wood,  Min  sit’d. 

Mate,  26  June,  1862.  Appointment  revoked  28  November,  1862. 

Wood,  Moses  Si. 

Cadet  Midshipman,  21  September,  1871.  Graduated  21  June,  1875.  Ensign, 
18  July,  1876. 

Wood,  ©lives*  W. 

Midshipman,  30  November,  1814.  Died  in  1822. 

Wood,  Samuel  S. 

Acting  Assistant  Paymaster,  27  September,  1862.  Passed  Assistant  Paymaster, 
23  July,  1866.  Resigned  19  March,  1868. 

Wood,  Theodore  T. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Master,  12  July,  1870. 
Lieutenant,  2 April,  1873. 

Wood,  Thomas  €. 

Midshipman,  30  July,  1866.  Graduated  6 June,  1871.  Ensign,  14  July,  1872. 

Wood,  William  II. 

Acting  Master,  25  July,  1861.  Acting1  Volunteer  Lieutenant,  24  December,  1864. 
Honorably  discharged  23  February,  1866.  Acting  Master,  25  July,  1866.  Mus- 
tered out  13  April,  1868. 

Wood,  William  If. 

Mate,  23  September,  1863.  Honorably  discharged  5 December,  1865. 

Wood,  William  M. 

Assistant  Surgeon,  16  May,  1829.  Surgeon,  20  February,  1838.  Medical  Director, 
3 March,  1871.  Retired  list,  27  May,  1871.  Died  1 March,  1880- 

Wood,  William  Maxwell. 

Midshipman,  20  July,  1865.  Graduated  7 June,  1870.  Ensign,  13  July,  1871. 
Master,  8 August,  1873.  Lieutenant,  11  December,  1S77. 
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Wood,  William  W.  W. 

Chief  Engineer,  15  March,  1845.  Chief  of  Bureau  Steam  Engineering,  20  March, 
1878.  Successor  appointed  3 March,  1877.  Retired  list,  31  May,  1880. 

Woodbridge,  Henry  R. 

Purser,  27  March,  1861.  Died  25  October,  1861. 

Woodbury,  Cieorge  A. 

Mate,  9 November,  1864.  Honorably  discharged  30  June,  1865. 

Woodbury,  Jesse  P. 

Acting  Assistant  Paymaster,  14  August,  1861.  Assistant  Paymaster,  24  Septem- 
ber, 1862.  Resigned  18  April,  1866. 

Woodbury,  Josiali  G. 

Acting  Assistant  Paymaster,  10  November,  1862.  Killed  in  action  17  August, 
1863. 

Woodbury,  Eeander  8. 

Acting  Assistant  Paymaster,  20  January,  1865.  Honorably  discharged  25  Sep- 
tember, 1865. 

Wooden d,  George  R. 

Third  Assistant  Engineer,  21  May,  1853.  Resigned  20  April,  1857. 

Woodhouse,  Samuel. 

Midshipman,  2 May,  1801.  Lieutenant,  4 May,  1808.  Commander,  27  April, 
1816.  Captain,  3 March,  1827.  Died  16  July,  1843. 

Woodliull,  Maxwell. 

Midshipman,  4 June,  1832.  Passed  Midshipman,  26  June,  1838.  Lieutenant, 
17  July,  1843.  Commander,  1 July,  1861.  Died  19  February,  1863. 

Woodhull,  W illiam  W. 

Acting  Assistant  Paymaster,  13  May,  1863.  Passed  Assistant  Paymaster,  23  July, 
1866.  Paymaster,  10  February,  1870. 

Woodland,  Charles. 

Boatswain,  27  June,  1848.  Retired  list,  12  August,  1864.  Died  11  May,  1873. 

Woodland,  Wesley. 

Acting  Third  Assistant  Engineer,  14  January,  1862.  Dismissed  2 September, 
1862. 

Woodman,  Edward. 

Midshipman,  30  September,  1862.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870.  Died  2 August, 
1877. 

Woodman,  John. 

Mate,  28  October,  1862.  Drowned  27  October,  1864. 

Woodrow,  5>axid  C. 

Midshipman,  21  September,  1861.  Graduated  November,  1864.  Ensign,  1 No- 
vember, 1866,  Master,  1 December,  1866.  Lieutenant,  12  March,  1868.  Lieu- 
tenant.Commander,  26  March,  1869. 

Woodruff,  Abner. 

Midshipman,  1 September,  1798.  Lieutenant,  4 March,  1803.  Resigned  26  No- 
vember, 1803. 

Woodruff,  Harry. 

Mate,  24  November,  1863.  Acting  Ensign,  19  May,  1864.  Resigned  5 May,  1865. 

Woodruff,  Joseph,  Jr. 

Midshipman,  1 February,  1827.  Dropped. 

Woodruff,  Timothy. 

Acting  Third  Assistant  Engineer,  9 May,  1864.  Honorably  discharged  4 April, 
1868. 

Woodruff©,  Joseph. 

Midshipman,  1 January,  1808.  Resigned  16  January,  1809. 

Woods,  Arthur  Tannatt. 

Cadet  Engineer,  Naval  Academy,  14  September,  1876.  Graduated  10  June,  1880. 
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Woods,  Benjamin. 

Mate,  21  March,  1862.  Acting  Ensign,  1 October,  1868.  Resigned  15  May,  I860. 

Woods,  Charles  If. 

Acting  Third  Assistant  Engineer,  28  February,  1865.  Honorably  discharged 
24  May,  1866. 

Woods,  David  C. 

Acting  Master,  13  May,  1861.  Acting  Volunteer  Lieutenant,  6 January,  1864. 
Honorably  discharged  10  September,  1865. 

Woods,  £»eorge  He 

Mate,  12  December,  1861.  Acting  Ensign,  6 May,  1863.  Acting  Master,  6 Janu- 
ary, 1865.  Honorably  discharged  10  September.  1865. 

Woods,  Cxeorge  W. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  8 May,  1865. 
Surgeon,  10  December,  1869. 

Woods,  Henry  E.  It. 

Mate,  3 April,  1863.  Acting  Ensign,  7 April,  1864.  Honorably  discharged 

12  May,  1865. 

Woods,  John  C. 

Boatswain,  8 July,  1815.  Died  31  January,  1836. 

Woods,  William  C. 

Acting  Third  Assistant  Engineer,  24  September,  1864.  Honorably  discharged 
30  September,  1867. 

Woodward,  Edwin  T. 

Acting  Midshipman,  23  November,  1859.  Lieutenant,  23  February,  1864.  Lieu' 
tenant-Commander,  25  July,  1866.  Commander,  2 February,  1878. 

Woodward,  Edward. 

Assistant  Surgeon,  10  December,  1814.  Died  26  January,  1818. 

Woodward,  Janies  M. 

Gunner,  8 March,  1851.  Died  21  December,  1857. 

Woodward,  J.  W. 

Midshipman,  28  August,  1789.  Resigned  21  April,  1800. 

Woodward,  Hoi  and  E. 

Acting  Assistant  Surgeon,  15  July,  1864.  Appointment  revoked  6 March,  1865. 

Woodward,  Thomas  J. 

Acting  Master,  23  September,  1861.  Acting  Volunteer  Lieutenant,  1 August,  1862. 
Honorably  discharged  12  September,  1865. 

Woodward,  William  If. 

Actiug  Third  Assistant  Engineer,  29  March,  1864.  Honorably  discharged 
19  March,  1868. 

Woodward,  William  11. 

Acting  Assistant  Paymaster,  11  May,  1863.  Mustered  out  4 September,  1865. 

Wood  well,  Benjamin. 

Carpenter,  31  January,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Woodworth-,  Henry  W. 

Acting  Second  Assistant  Engineer,  17  May,  1861.  Resigned  23  August,  1861. 

Woodworth,  Robert. 

Assistant  Surgeon,  23  February,  1835.  Surgeon,  1 December,  1846.  Retired  list,' 

13  May,  1867.  Died  17  March,  1870. 

Woodworth,  Selim  E. 

Midshipman,  16  June,  1838.  Passed  Midshipman,  20  May,  1844.  Resigned 
11  February,  1850.  Acting  Lieutenant,  10  September,  1861.  Commander, 
16  July,  1862.  Resigned  2 March,  1866. 

Woodworth,  Selim  E. 

Cadet  Midshipman,  30  September,  1872.  Graduated  18  June,  1879. 

Woody  ear,  W.  1. 

Midshipman,  2 April,  1804.  Resigned  10  April,  1810. 
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Wooland,  Charles. 

Boatswain,  12  November,  1838.  Dismissed  8 March,  1836. 

Wooley,  Charles  W. 

Midshipman,  30  November,  ±841.  Passea  Midshipman,  10  August,  1847.  Re- 
signed 31  December,  1854. 

Woolsey,  Melancthon  IB. 

Midshipman,  24  September,  1882.  Passed  Midshipman,  16  July,  1S40.  Master, 
22  March,  1847.  Lieutenant,  16  July,  1847.  Reserved  list,  13  September,  1855. 
Commander  on  Active  list,  16  July,  1862.  Captain,  25  July,  I860.  Commodore 
25  May,  1871.  Died  2 October,  1874. 

Woolsey,  M.  T. 

Midshipman,  9 April,  1800.  Lieutenant,  14  February,  1807.  Commander,  24  July, 
1813.  Captain  27  April,  1816.  Died  IS  May,  1838. 

Woolsey,  W.  CL 

Midshipman,  1 January,  1817.  Lieutenant,  28  April,  1826.  Died  25  October, 
1840. 

Woolson,  Jolm  S. 

Assistant  Paymaster,  19  March,  1862.  Resigned  13  December,  1865. 

Woolrerton,  Theoron. 

Assistant  Surgeon,  17  July,  1862.  Passed  Assistant  Surgeon,  25  September,  1865. 
Surgeon,  23  November,  1868. 

Wooster,  Lucias  W. 

Cadet  Engineer,  Naval  Academy,  1 October,  1871.  Graduated  31  May,  1873. 
Second  Assistant  Engineer,  23  January,  1874.  Passed  Assistant  Engineer,  1 
November,  1879. 

Worcester,  George  II. 

Midshipman,  27  September,  1871.  Graduated  21  June,  1865.  Ensign,  18  July, 
1876. 

Worden,  Isaac  G. 

Acting  Assistant  Paymaster,  1 April,  1863.  Resigned  9 November,  1864. 

Worden,  John  L. 

Midshipman,  10  January,  1834.  Passed  Midshipman,  16  July,  1840.  Master,  15 
August,  1846.  Lieutenant,  30  November,  1846.  Commander,  16  July,  1862. 
Captain,  3 February,  1863.  Commodore,  27  May,  1868.  Rear-Admiral,  20  No- 
vember, 1872. 

Wording,  W.  H. 

Mate,  8 September,  1864.  Dismissed  22  March,  1865. 

Work,  George. 

Acting  Assistant  Paymaster,  2 February,  1864.  Lost  on  “ Tecumseh”  5 August,  1864. 

Wormley,  Wallace. 

Midshipman,  24  November,  1800.  Discharged  31  August,  1801,  under  Peace 
Establishment  Act. 

Wormley,  W.  W. 

Midshipman,  25  March,  1802.  -(See  Marine  Corps.) 

Worst  ell.  Frank  W. 

Mate,  8 December,  1863.  Acting  Ensign,  1 1 January,  1865.  Resigned  11  April, 
1866. 

Worth,  Algernon  S. 

Midshipman,  1 February,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Died  3 February,  1841. 

Worth,  George  11. 

Mate.  Dismissed  31  July,  1862. 

W rth,  George  II. 

ate.  Resigned  24  November,  1863.  Mate,  13  June,  1866.  Appointment  re- 
voked 27  July,  1866. 

Worth,  Jethro. 

Acting  Ensign,  28  October,  1863.  Honorably  discharged  14  August,  1865. 
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Wortherspoon,  Williaasi  W. 

Mate,  9 March,  1870.  Resigned  9 October,  1873. 

Worthington,  C.  T.  G. 

Midshipman,  1 September,  1811.  Resigned  2 July,  1812. 

Worthington,  Edward. 

Midshipman,  1 March,  1825.  Died  18  July,  1827. 

Worthington,  Henry. 

Master,  15  September,  1813.  Discharged  15  April,  1815.  Master,  2 May,  1815. 
Died  18  November,  1848. 

Worthington,  John  Leeds. 

Cadet  Engineer,  14  September,  1876.  Graduated  10  June,  1880.  Died  14  July, 
1881. 

Worthington,  T.  fl. 

Midshipman,  1 January,  1817.  Killed  in  a duel,  4 February,  1822. 

Worthington,  Walter  F. 

Cadet  Engineer,  1 October,  1873.  Graduated  21  June,  1875.  Assistant  Engineer, 
1 July,  1877. 

Wragg,  Jos. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1813.  Died  18  April,  1825. 

W ran,  John. 

Acting  Gunner,  17  June,  1863.  Honorably  discharged  23  November,  1866. 

Wright,  Albert  J.,  Jr. 

Acting  Assistant  Paymaster,  23  May,  1863.  Mustered  out  3 December,  1865. 

Wright,  Arthur  If. 

Acting  Midshipman,  28  September,  1860.  Ensign,  1 October,  1863.  Master, 
10  May,  1866.  Lieutenant,  21  February,  1867.  Lieutenant-Commander, 
12  March,  1868. 

Wright,  II.  II. 

Midshipman,  10  September,  1841.  Resigned  24  October,  1842. 

Wright,  Charles  A. 

Acting  Ensign,  1 October,  1862.  Acting  Master,  7 February,  1863.  Acting 
Volunteer  Lieutenant,  22  August,  1863.  Honorably  discharged  9 September, 
1865. 

Wright,  Charles  B. 

Acting  Third  Assistant  Engineer,  18"May,  1863.  Acting  Second  Assistant  Engi- 
neer, 12  November,  1864.  Resigned  7 April,  1865. 

Wright,  Clinton. 

Midshipman,  18  May,  1809.  Resigned  5 August,  1809. 

Wright,  31.  V.  NT. 

Acting  Master  and  Pilot,  1 September,  1864.  Appointment  revoked  14  April, 
1865. 

W right,  Edward . 

Midshipman,  30  November,  181*4.  Resigned  10  April,  1817. 

Wright,  Edward  E. 

Cadet  Midshipman,  20  September,  1873.  Graduated  18  June,  1879. 

Wright,  Emory. 

Acting  Assistant  Paymaster,  30  June,  1862.  Mustered  out  4 November,  186*5. 

Wright,  F.  B. 

Midshipman,  1 April,  1828.  Resigned  24  August,  1833. 

Wright,  George. 

Surgeon,  27  June,  1798.  Discharged  16  June,  1801,  under  Peace  Establishment 
Act. 

Wright,  George. 

Master,  19  January,  1809.  Last  appearance  on  Records  of  Navy  Department. 

Wright,  George  F. 

Midshipman.  20  July,  1865.  Graduated  June,  1869.  Resigned  25  April,  1871. 
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Wright,  George  P. 

Acting  Assistant  Surgeon,  30  Sepfember,  1868.  Honorably  discharged  9 October, 

1865. 

Wright,  Henry  C. 

Acting  Second  Assistant  Engineer,  18  November,  1863.  Appointment  revoked 
3 August,  1865. 

Wright,  Henry  T. 

Acting  Assistant  Paymaster,  19  February,  1864.  Passed  Assistant  Paymaster, 
23  July,  1866.  Paymaster,  10  March,  1870, 

Wright,  Henry  X. 

Third  Assistant  Engineer,  3 May,  1859.  Name  stricken  from  the  Rolls,  6 May, 
1861. 

Wright,  James. 

Master,  16  February,  1814.  Discharged  1 February,  1815. 

Wright,  James  B. 

Master,  19  November,  1813.  Cashiered  15  November,  1820. 

Wright,  James  B. 

Midshipman,  4 March,  1819.  Last  appearance  on  Records  of  Navy  Department, 
1822.  Dead. 

Wright,  James  !>. 

Third  Assistant  Engineer,  21  July,  1858.  Second  Assistant  Engineer,  17  January, 
1861.  Resigned  16  October,  1861. 

Wright,  James  H. 

Acting  Third  Assistant  Engineer,  22  July,  1861.  Honorably  discharged  9 March, 

1866. 

Wright,  Janies  K. 

Acting  Third  Assistant  Engineer,  11  November,  1863.  Honorably  discharged 
12  August,  1865. 

Wright,  Jesse. 

Acting  Third  Assistant  Engineer,  27  October,  1863.  Honorably  discharged 
28  October,  1865. 

Wright,  J.  If. 

Acting  Assistant  Surgeon,  19  December,  1864.  Honorably  discharged  11  Febru- 
ary, 1866. 

Wright,  John. 

Midshipman,  20  December,  1804.  Resigned  14  February,  1807. 

Wright,  John. 

Mate,  6 December,  1862.  Dead. 

Wright,  John  E. 

Mate,  13  August,  1863.  Acting  Ensign,  18  July,  1864.  Honorably  discharged 
6 October,  1865. 

Wright,  John  If. 

Assistant  Surgeon,  9 December,  1839.  Surgeon,  18  April,  1855.  Retired  list, 
25  April,  1861.  Medical  Director  on  Retired  list,  3 March,  1871.  Died  26  De- 
cember, 1879. 

Wright,  Joseph  L, 

Acting  Third  Assistant  Engineer,  16  August,  1864.  Honorably  discharged 
20  June,  1865. 

Wright,  Miers  F. 

Midshipman,  1 October,  1866.  Graduated  7 June,  1870.  Ensign,  13  July,  1871, 
Master,  5 April,  1874.  Lieutenant,  1 April,  1880. 

Wright,  Perry  C. 

Acting  Ensign,  5 June,  1863.  Honorably  discharged  12  November,  1865. 

Wright,  J&obert  Armstrong. 

Third  Assistant  Engineer,  10  June,  1862.  Second  Assistant  Engineer,  21  Novem- 
ber, 1863.  Resigned  16  October,  1865. 
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Wright,  Robert  C. 

Mate.  Actin-  Ensign,  1 October,  1862.  Resigned  10  December,  1862.  Acting 
Ensign,  7 January,  1868.  Appointment  revoked  (Sick,)  10  July,  1863.  Acting 
Ensign,  9 October,  1863.  Resigned  17  February,  1864. 

Wright,  Robert  I>. 

Acting  Third  Assistant  Engineer,  16  March,  1864.  Honorably  discharged  20  Jan- 
uary, 1866. 

Wright,  Robert  K. 

Cadet  Midshipman,  11  June,  1873.  Graduated  4 June,  1880. 

Wright,  Thomas. 

Acting  Ensign,  1 October,  1862.  Resigned  20  May,  1863.  Acting  Master,  17  No- 
vember, 1863.  Dismissed  8 June,  1864. 

Wright,  Thomas. 

Acting  Master,  7 December,  1861.  Resigned  7 April,  1863. 

WTright,  William. 

Acting  Master,  28  October,  1861.  Honorably  discharged  17  September,  1865 

Wright,  William. 

Midshipman,  4 July,  1805.  Resigned  20  February,  1806. 

Wright,  William. 

Acting  Third  Assistant  Engineer,  9 March,  1864.  Honorably  discharged  22  Sep- 
tember, 1865. 

Wright,  William. 

Acting  Third  Assistant  Engineer.  Appointment  revoked  (Sick,)  12  December, 
1863. 

Wright,  William  F. 

Acting  First  Assistant  Engineer,  17  October,  1861.  Acting  Chief  Engineer, 
19  January,  1863.  Resigned  15  May,  1865. 

Wright,  William  G. 

Acting  Master,  1 October,  1861.  Honorably  discharged  5 May,  1866. 

Wright,  William  G. 

Acting  Third  Assistant  Engineer,  15  June,  1864.  Honorably  discharged  30  Octo- 
ber, 1865. 

WrightingtoM,  Charles  I>. 

Acting  Third  Assistant  Engineer,  30  December,  1864.  Honorably  discharged 
27  October,  1865. 

Wroten,  W.  H. 

Acting  Master  and  Pilot,  1 October,  1864.  Honorably  discharged  17  January, 
1866. 

Wunderlich,  Frederick  W. 

Acting  Assistant  Surgeon,  18  May,  1864.  ssistant  Surgeon,  10  May,  1865. 
Passed  Assistant  Surgeon,  22  January,  1869.  Resigned  31  March,  1870. 

Worts,  Hansel. 

Midshipman,  31  December,  1798.  Resigned  28  January,  1802. 

Worts,  William  A. 

Midshipman,  1 April,  1826.  Passed  Midshipman,  28  April,  1832.  Lieutenant, 
9 February,  1837.  Died  6 February,  1847. 

Wyatt,  Lemsael  C. 

Acting  Third  Assistant  Engineer,  11  December,  1861.  Dismissed  28  May,  1862. 

Wyatt,  Robert  T. 

Acting  Master,  14  August,  1861.  Honorably  discharged  28  August,  1865. 

Wyatt,  8.  €. 

Acting  First  Assistant  Engineer,  1861.  Resigned  19  October,  1861. 

Wyatt,  Thomas  A. 

Acting  Master  and  Pilot,  1 October,  1864.  Appointment  revoked  9 March,  1_865‘ 

Wyatt,  Thomas  H. 

Acting  Master  and  Pilot,  15  September,  1863.  Appointment  revoked  9 February, 
1865. 
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Wyforant,  Jo9m. 

Acting  First  Assistant  Engineer,  22  June,  1863.  Resigned  3 June,  1864. 

Wyckoff,  Ambrose  II. 

Midshipman,  29  September,  1864.  Graduated  June,  1868.  Ensign,  19  April, 
1869.  Master,  12  July,  1870.  Lieutenant,  25  October,  1872. 

W'yckoiF,  Jolm. 

Mate,  25  January,  1870.  Resigned  15  March,  1873. 

Wyes1,  Edward. 

Midshipman,  26  April,  1798.  Lieutenant,  18  March,  1800.  Left  the  service 
15  January,  1805. 

Wylie,  WaYid  M. 

Acting  Third  Assistant  Engineer,  25  October,  1862.  Acting  Second  Assistant 
Engineer,  6 July,  1863.  Honorably  discharged  23  September,  1865. 

Wylie,  James. 

Third  Assistant  Engineer,  19  February,  1863.  Second  Assistant  Engineer, 
20  June,  1864.  Died  26  April,  1869. 

Wyman,  Francis 

Acting  Second  Assistant  Engineer,  8 August,  1864.  Honorably  discharged 
11  December,  1865. 

Wyman,  Henry. 

Mate,  24  September,  1861.  Resigned  5 April,  1865. 

Wyman,  John. 

Midshipman,  1 April,  1828.  Resigned  17  March,  1829. 

'Wyman ? Hebert  II. 

Midshipman,  11  March,  1837.  Passed  Midshipman,  29  June,  1843.  Acting  Mas- 
ter, 13  June,  1848.  Lieutenant,  16  July,  1850.  Commander,  16  July,  1862. 
Captain,  25  July,  1868.  Commodore,  19  July,  1872.  Rear-Admiral,  26  April, 
1878. 

Wyman,  Thomas  W. 

Midshipman,  17  December,  1810.  Lieutenant,  27  April,  1816.  Commander, 
9 February,  1837.  Captain,  2 November,  1842.  Died  24  February,  1854. 

Wynch,  George  J. 

Midshipman,  2 February,  1829.  Passed  Midshipman,  3 July,  1835.  Lieutenant, 
8 September,  1841.  Died  24  October,  1843. 

Wynde9  Henry  J. 

Mate,  21  January,  1864.  Honorably  discharged  13  August,  1867. 

Wynn,  William  P. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Resigned  1864. 

Wyslsaiit,  William  E. 

Assistant  Surgeon,  24  September,  1824.  Passed  Assistant  Surgeon,  16  May,  1860. 
Dismissed  10  May,  1861. 

Yancey,  A.  IL 

Midshipman,  1 April,  1825.  Resigned  25  June,  1833. 

Yancey,  Benjamin. 

Midshipman,  14  March,  1799.  Discharged  10  May,  1801. 

Yancey,  €.  C. 

Midshipman,  1 January,  1808.  Resigned  24  October,  1808. 

Yancey,  C.  €. 

Midshipman,  18  June,  1812.  Resigned  25  September,  1813. 

Yancey,  Charles  K. 

Assistant  Surgeon,  1 March,  1871.  Passed  Assistant  Surgeon,  12  June,  1876. 
Retired  list,  21  May,  1880. 

Yard,  Edward  M. 

Midshipman,  1 November,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant, 
28  February,  1838.  Commander,  14  September,  1855.  Retired  list,  18  January, 
1862.  Resigned  3 May,  1866. 
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Yard,  Thomas 

Acting  Assistant  Surgeon,  25  January,  1862.  Honorably  discharged  24  October, 
1865. 

ITariiall,  loltis. 

Midshipman,  16  January,  1809.  Lieutenant,  24  July,  1818.  Lost  in  the  “ Ejpermer .” 

Yaruall,  Mordecai. 

Professor,  February,  1839.  Retired  list,  16  April,  1878.  Died  27  February, 
1879. 

Tates,  Arthur  It. 

Acting  Midshipman,  24  September,  1856.  Midshipman,  10  June,  1857.  Passed 
Midshipman,  25  June,  1860.  Master,  24  October,  1860.  Lieutenant,  18  April, 
1861.  Lieutenant-Commander,  16  November,  1864.  Commander,  6 February, 
1872. 

Tates,  Charles. 

Midshipman,  1 January,  1812.  Last  appearance  on  Records  of  Navy  Department, 
1815.  Norfolk. 

Tates,  Isaac  I. 

Midshipman,  21  September,  1861.  Graduated  June,  1866.  Ensign,  12  March, 
1868.  Master,  26  March,  1869.  Lieutenant,  21  March,  1870. 

Tates,  lames  B. 

Midshipman,  29  December,  1841.  Resigned  11  May,  1848. 

Tates,  John. 

Acting  First  Assistant  Engineer,  20  September,  1862.  Acting  Chief  Engineer, 
19  January,  1863.  Honorably  discharged  23  November,  1865. 

Tates,  John  A. 

Acting  Ensign,  1 October,  1862.  Promoted  to  Acting  Master,  19  February,  1863. 
Resigned  3 June,  1863. 

" Tates,  William. 

Acting  Gunner,  5 December,  1861.  Dismissed  30  September,  1862. 

Yeager,  Charles  F. 

Acting  Second  Assistant  Engineer,  5 December,  1862.  Acting  First  Assistant 
Engineer,  1 November,  1864.  Honorably  discharged  28  November,  1865. 

Yeateman,  T.  IS. 

Midshipman,  1 May,  1822.  Resigned  12  June,  1827. 

Teates,  Bonaldson. 

Assistant  Surgeon,  14  May,  1812.  Died  28  October,  1815. 

Teat  on  9 John  II. 

Acting  Ensign,  14  March,  1864.  Dismissed  29  December,  1864. 

Teat  on,  Joseph  Y. 

Mate,  18  February,  1863.  Dismissed  4 December,  1863. 

Teaton,  Samuel. 

Acting  Master,  26  August,  1861.  Resigned  11  February,  1862. 

Teaton,  Samuel  B. 

Acting  Third  Assistant  Engineer,  22  February,  1864.  Appointment  revoked 
21  June,  1864. 

Teuton,  William  Harper. 

Mate,  30  January,  1862.  Resigned  28  February,  1867. 

Yeiser,  John  H. 

Midshipman,  1 May,  1822.  Died  in  September,  1823. 

Ye®,  William  F. 

Mate,  18  April,  1863.  Resigned  25  July,  1863. 

Yeomans,  James. 

Carpenter,  3 November,  1798.  Resigned  27  July,  1799. 

Tecum,  Meuhen. 

Acting  Third  Assistant  Engineer,  3 July,  1863.  Honorably  discharged  2 Novem- 
ber, 1865. 
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Toe,  George  TV. 

Acting  Third  Assistant  Engineer,  8 August,  1863.  Honorably  discharged  26  July, 

1865. 

Tork,  Eewis  S. 

Acting  Assistant  Paymaster,  24  February,  1862.  Mustered  out  28  September,  1865. 

Yorke,  Lewis  A. 

Assistant  Paymaster,  26  October,  1869.  Passed  Assistant  Paymaster,  12  May,  1875. 

Tors  ton,  Matthew  M. 

Mate,  29  September,  1864.  Honorably  discharged  4 October,  1865, 

Ton,  Isaac  S.  II. 

Midshipman,  3 July,  1835.  Passed  Midshipman,  22  June,  1841.  Lost  in  the 
“Grampus ,”  March,  1843. 

Toung,  Adam. 

Master’s  Mate,  29  September,  1840.  Resigned  22  March,  1858. 

Toung,  Albert  Osborn. 

Cadet  Engineer  Naval  Academy,  14  September,  1876.  Graduated  10  June,  1880, 

Toting,  Carrington  A. 

Mate,  14  September,  1866.  Gunner,  9 April,  1875. 

Toung,  Edward  E. 

Master,  9 May,  1812.  Last  appearance  on  Records  of  Navy  Department,  1816. 
Furloughed. 

Toung,  Franklin. 

Acting  Ensign,  20  January,  1865.  Honorably  discharged  30  August,  1865. 

Toung,  George  M. 

Mate,  13  December,  1861.  Deserted  26  December,  1861. 

Toung,  George  TV. 

Acting  Third  Assistant  Engineer,  14  April,  1864.  Resigned  27  June,  1865. 

Toung,  George  TV. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Died  30  August,  1867. 

Toung,  II.  A.  F. 

Master,  16  May,  1829.  Reserved  list,  14  September,  1855.  Resigned  15  May, 
1861. 

Toung,  Henry  C. 

Acting  Assistant  Surgeon,  8 March,  1865.  Honorably  discharged  9 January,  1866. 

Toung,  Horace  S. 

Acting  Master,  18  July,  1861.  Honorably  discharged  19  September,  1865. 

Toung,  James  G. 

Acting  First  Assistant  Engineer,  28  July,  1862.  Acting  Chief  Engineer,  5 Juiv, 
1863.  Honorably  discharged  6 May,  1866. 

Toung,  James  G. 

Third  Assistant  Engineer,  27  January,  1848.  Second  Assistant  Engineer,  6 No- 
vember, 1849.  First  Assistant  Engineer,  26  February,  1851.  Resigned  14  No- 
vember, 1855. 

Toung,  James  T. 

Acting  Assistant  Surgeon  8 March,  1865.  Honorably  discharged  23  January, 

1866. 

Toung,  Jefferson. 

First  Assistant  Engineer,  21  September,  1861.  Retired  list,  7 March,  1871. 

Toung,  John. 

Midshipman,  4 March,  1823.  Resigned  19  October,  1827. 

Toung,  John. 

Acting  Second  Assistant  Engineer,  2 November,  1861.  Discharged  19  July,  1862. 
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Young,  John. 

Boatswain,  6 April,  1838.  Resigned  2 July,  1841. 

Young,  John,  Jr. 

Assistant  Surgeon,  9 July,  1812.  Last  appearance  on  Records  of  Navy  Depart- 
ment, 1815. 

Yonng,  John  J. 

Boatswain,  5 April,  1847.  Resigned  12  July,  1858. 

Yonng,  John  J. 

Midshipman,  1 January,  1812.  Resigned  25  May,  1814.  Midshipman,  17  June, 
1814.  Lieutenant,  28  March,  1820.  Commander,  15  April,  1840.  Reserved 
list,  13  September,  1855.  Commodore,  Retired  list.  Died  4 November,  1875. 

Yonng,  John  I*. 

Acting  Third  Assistant  Engineer,  26  October,  1863.  Honorably  discharged  12 
June,  1866.  Acting  Third  Assistant  Engineer,  30  January,  1867.  Mustered  out 
6 August,  1869. 

Yonng,  John  M. 

Acting  Third  Assistant  Engineer,  27  December,  1864.  Resigned  24  January 
1867. 

Yonng,  Jonathan. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 

14  September,  1855.  Lieutenant,  15  September,  1855.  Lieutenant-Commander, 
16  July,  1862.  Commander,  25  July,  1866.  Captain,  8 November,  1873. 

Yonng,  Joseph  S. 

Mate,  21  November,  1862.  Acting  Ensign,  23  September,  1864.  Honorably  &fc? 
charged  14  May,  1867. 

Yonng,  Lwcien, 

Midshipman,  21  June,  1869.  Graduated  31  May,  1873.  Ensign,  16  July,  1874. 
Master,  24  November,  1877. 

Yonng,  Nathan  I*. 

Mate,  22  June,  1863.  Resigned  7 August,  1863. 

Yonng,  N.  C. 

Mate,  9 March,  1866.  Deserted  17  August,  1866. 

Yonng,  Perrit  1>. 

Acting  Second  Assistant  Engineer,  23  February,  1864.  Died  on  “ General  Lvon  ” 

15  August,  1864. 

Yonng,  Philander  H. 

Acting  First  Assistant  Engineer,  2 December,  1864.  Resigned  20  June,  1865. 

Young,  Sanmel. 

Purser,  24  July,  1800.  Last  appearance  on  Records  of  Navy  Department. 

Young,  Stephen. 

Gunner,  1 October,  1861. 

Young,  Thomas. 

Midshipman,  19  October,  1841.  Passed  Midshipman,  10  August,  1847.  Master, 
14  September,  1855.  Lieutenant,  15  September,  1855.  Resigned  8 September’ 
1856.  1 

Young,  Y.  J. 

Acting  Ensign,  21  May,  1864.  Appointment  revoked  (Sick,)  13  December,  1864. 

Young,  William. 

Acting  Second  Assistant  Engineer,  28  May,  1861.  Resigned  28  October,  1861 

Young,  William. 

Mate,  17  June,  1863.  Dismissed  1 August,  1863. 

Young,  William. 

Acting  Ensign,  28  February,  1863.  Honorably  discharged  10  September,  1865. 

Young,  William  S. 

Midshipman,  1 March,  1827.  Passed  Midshipman,  10  June,  1833.  Lieutenant 
28  February,  1838.  Commander,  14  September,  1855.  Died  17  October,  186L 
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Zaiie,  Abraham  Y. 

Cadet  Engineer,  Naval  Academy,  1 October,  1871.  Graduated  3 May,  1874. 
Assistant  Engineer,  26  February,  1875. 

Zantzinger,  H.  D. 

Midshipman,  1 January,  1817,.  Died  in  1822. 

Zantzinger,  John  P. 

Midshipman,  15  November,  1809.  Lieutenant,  9 December,  1814.  Commander, 

3 March,  1831.  Captain,  22  December,  1838.  Dropped  13  September,  1855. 

Zantzinger,  W.  P. 

Purser,  25  June,  1832.  Dismissed  17  January,  1844. 

Zantzinger,  W.  P. 

Purser,  24  July,  1813.  Cashiered  31  May,  1830. 

Zeigler,  Asa  !!» 

Acting  Assistant  Surgeon,  8 March,  1865.  Honorably  discharged  9 October,  1865. 

Zteller,  Theodore. 

Third  Assistant  Engineer,  15  June,  1843.  Second  Assistant  Engineer,  10  July, 
1847.  First  Assistant  Engineer,  26  February,  1851.  Chief  Engineer,  27  June, 
1855. 

Zenzen,  Louis. 

Assistant  Surgeon,  24  January,  1862.  Passed  Assistant  Surgeon,  25  September, 
1865.  Surgeon,  10  May,  1867.  Died  22  November,  1868. 

Zerega,  Alfred  L.  II. 

Acting  Master,  24  July,  1861.  Resigned  1 September,  1864. 

Zettick,  John  P. 

Acting  Ensign,  24  February,  1864.  Honorably  discharged  25  September,  1866. 

Ziegler,  David  II. 

Mate,  26  November,  1863.  Resigned  6 June,  1864. 

Ziegler,  John  Quincy  Adams. 

Acting  First  Assistant  Engineer,  24  February,  1862.  Acting  Chief  Engineer, 

4 February,  1803.  Chief  Engineer,  18  June,  1868. 

Zimmerman,  Charles. 

Acting  Ensign,  2 June,  1864.  Honorably  discharged  21  February,  1866. 

Zimmer  man  4 Charles  W. 

Acting  Midshipman,  20  September,  1858.  Acting  Master,  12  February,  1862. 
Lieutenant,  1 August,  1862.  Killed  in  Battle,  1 January,  1863. 
Zimmerman,  Eugene. 

Acting  Ensign,  13  May,  1863.  Acting  Master,  12  June,  1864.  Honorably  dis- 
charged 25  October,  1865. 

Zimmerman,  William. 

Mate,  18  April,  1863.  Acting  Ensign,  2 November,  1863.  Honorably  discharged 
24  October,  1865. 


THE 


UNITED  STATES  NATAL  ACADEMY. 


The  United  States  Naval  Academy  was  founded  in  1845,  by  Hon.  George  Bancroft, 
Secretary  of  the  Navy,  in  the  administration  of  President  James  K.  Polk.  It  was  for- 
mally opened  October  10,  of  that  year,  under  the  name  of  the  Naval  School,  with  Com- 
mander Franklin  Buchanan  as  Superintendent.  It  was  placed  at  Annapolis,  Md.,  on 
the  land  occupied  by  Fort  Severn,  which  was  given  up  by  the  War  Department  for 
the  purpose.  The  course  was  fixed  at  five  years,  of  which  the  first  and  last  only  were 
spent  at  School,  the  intervening  three  being  passed  at  sea.  This  arrangement  was 
not  strictly  adhered  to,  the  exigencies  of  the  service  making  it  necessary,  in  many 
cases,  to  shorten  the  period  of  study.  In  January,  1846,  four  months  after  the  opening 
of  the  School,  the  students  consisted  of  86  Midshipmen,  of  the  date  of  1840,  who  were 
preparing  for  the  examination  for  promotion ; 1 8 of  the  date  of  1841,  who  were  to  re- 
main until  drafted  for  service  at  sea;  and  7 Acting  Midshipmen,  appointed  since  Sep- 
tember of  the  previous  year.  The  Midshipmen  of  the  date  of  1840  were  the  first  to  be 
graduated,  finishing  their  limited  course  in  July,. 1846,  and  they  were  followed  in  order 
by  the  subsequent  dates  until  the  re-organization  of  the  School,  in  1851. 

In  September,  1849,  a Board  was  appointed  to  revise  the  plan  and  regulations  of  the 
Naval  School.  The  Board  was  composed  of  the  following  o Ulcers  ; 

Commodore  William  B.  Shubrick, 

Commander  Franklin  Buchanan, 

Commander  Samuel  F.  Dupont, 

Commander  George  P.  Upshur, 

Surgeon  W.  S.  W.  Ruschenberger, 

Professor  William  Ciiauvenet, 

Captain  Henry  Brewerton,  U.  S.  A. 

The  plan  reported  by  the  Board  was  approved,  and  went  into  operation  July  1, 1850. 

The  new  organization  provided  for  a course  of  seven  years,  the  first  two  and  last  two 
at  the  School  and  the  three  intermediate  years  at  sea.  The  School  was  placed  under 
the  supervision  of  the  Bureau  of  Ordnance  and  Hydrography,  and  its  name  was 
changed  to  the  United  States  Naval  Academy.  The  corps  of  professors  was  enlarged, 
the  course  was  extended,  and  the  system  of  separate  departments,  with  executive 
heads,  was  fully  adopted.  It  was  provided  that  a Board  of  Visitors  should  make  an 
annual  inspection  ot  the  Academy,  and  report  upon  its  condition  to  the  Secretary,  of 
the  Navy.  A suitable  vessel  was  attached  to  the  Academy  as  a practice-ship,  and  the 
annual  practice-cruises  were  begun. 

After  the  system  had  been  in  operation  a year  new  changes  were  proposed,  and  the 
recommendations  ot  the  Academic  Board  on  the  subject  were  referred  to  the  Board  of 
Examiners  of  the  year  1851,  composed  of  the  following  officers  : 

Commodore  David  Conner, 

Captain  Samuel  L.  Breese, 

Commander  O.  K.  StImbling, 

Commander  A.  Bigelow, 

Commander  Franklin  Buchanan, 

Lieutenant  Thomas  T.  Craven. 
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The  change  recommended  by  the  Board  of  Examiners,  and  adopted  by  the  Depart- 
ment, consisted  mainly  in  leaving  out  the  requirement  of  three  years  of  sea-service  in 
the  middle  of  the  course,  thus  making  the  four  years  of  study  consecutive.  The  prac- 
tice-cruise supplied  the  place  of  the  omitted  sea-service,  and  gave  better  opportuni- 
ties of  training.  The  change  went  into  operation  in  November,  1851,  together  with 
other  improvements  recommended  by  the  Board.  The  system  has  continued,  with 
slight  modifications,  to  the  present  time.  The  first  class  to  receive  the  benefit  of  it 
was  that  which  entered  in  1851.  Six  members  of  this  class  completed  the  course  in 
three  years,  and  were  graduated  in  June,  1854  : the  rest  of  the  class  followed  in  1855. 

In  May,  1861,  on  the  outbreak  of  the  war,  the  Academy  was  removed  to  Newport, 
R.  I.  The  three  upper  classes  were  detached  and  ordered  to  sea,  and  the  remaining 
Acting  Midshipmen  were  quartered  in  the  Atlantic  House  and  on  board  the  frigates 
Constitution  and  Santee.  In  September,  1865,  the  Academy  was  moved  back  to  An- 
napolis, where  it  has  since  remained. 

When  the  Bureau  of  Navigation  was  established,  July  5,  1862,  the  Academy  was 
placed  under  its  supervision;  March  1,  1867,  it  was  placed  under  the  direct  care  and 
supervision  of  the  Navy  Department,  the  administrative  routine  and  financial  man- 
agement being  still  conducted  through  the  Bureau.  On  the  11th  of  March,  1869,  all 
official  connection  with  the  Bureau  came  to  an  end. 

The  term  of  the  academic  course  was  changed  by  law,  March  8,  1878,  from  four  to 
six  years.  The  change  took  effect  with  the  class  which  entered  in  the  following  sum- 
mer. 

In  1866,  a class  of  Acting  Third  Assistant  Engineers  was  ordered  to  the  Academy 
for  instruction.  The  course  embraced  the  subjects  of  steam-engineering,  iron-manu- 
facture, chemistry,  and  mechanics,  and  practical  exercises  with  the  steam-engine  and 
in  the  machine-shop.  This  class  was  graduated  in  June,  1868,  together  with  two  Ca- 
det-Engineers who  had  entered  the  Academy  in  1867.  After  an  interval  of  four  years, 
in  October,  1871,  a new  class  of  Cadet-Engineers  was  admitted.  This  class  followed 
a two  years’  course,  somewhat  more  extended  than  that  of  the  class  of  1868,  and  was 
graduated  in  1873.  In  1872  and  1873,  new  classes  were  admitted,  the  first  of  which 
left  the  Academy  in  1874  and  the  second  in  1875.  By  an  act  of  Congress  approved 
February  24,  1874,  the  course  of  instruction  for  Cadet-Engineers  was  made  four  years 
instead  of  two ; and  the  new  provision  was  first  applied  to  the  class  entering  the 
Academy  in  the  year  1874.  This  class  was  graduated  in  June,  1878. 


SUPERINTENDENTS  OF  TFXE  NAVAL  ACADEMY 
SINCE  ITS  FOUNDATION. 

Assumed  Command — 

Sept.  3,  1845. — Commander  Franklin  Buchanan. 

Mar.  15,  1847.— Commander  George  P.  Upshur. 

July  1,  1850. — Commander  Cornelius  K.  Stribling. 

Nov.  1,  1853. — Commander  Louis  M.  Goldsborough. 

Sept.  15,  1857. — Captain  George  S.  Blake. 

Sept.  9,  1865. — Rear-Admiral  David  D.  Porter. 

Dec.  1,  1869. — Commodore  John  L.  Worden. 

Sept.  22,  1874. — Rear-Admiral  C.  R.  P.  Rodgers. 

July  1,  1878. — Commodore  Foxhall  A.  Parker. 

Aug.  2,  1879. — Rear-Admiral  George  B.  Balch. 

June  13,  1881. — Rear-Admiral  C.  R.  P.  Rodgers. 


Midshipmen  and  Acting  Midshipmen 

AT  THE 

Nayal  Academy,  1840-1880,  estclijsiye, 


1840.- 

Aby,  Charles  W. 

8 February,  1840.  Graduated. 

Alston,  Thomas  I®. 

15  February,  1840.  Resigned. 

Aulick,  Richmond. 

19  October,  1840.  Graduated. 

Austin,  William  i>. 

3 November,  1840.  Graduated. 

Barrett,  Edward. 

3 November,  1840.  Graduated. 

Beard,  Louis. 

10  January,  1840.  Resigned. 

Beckwith,  Janies  R.  S. 

16  January,  1840.  Dismissed. 

Bennett,  John  W. 

10  February,  1840.  Graduated. 

Blake,  Homer  €. 

2 March,  1840.  Graduated. 

Bradford,  James  M. 

10  January,  1840.  Graduated. 

Brand,  Frederick  B. 

17  July,  1840.  Graduated. 

Branie,  Charles  E. 

25  January,  1840.  Dropped. 

Brinley,  Edward,  Jr. 

14  September,  1840.  Graduated. 

Campbell,  James  C. 

29  December,  1840.  Resigned. 

Carr,  Nathaniel  F. 

3 February,  1840,  Dropped. 

Carter,  Jonathan  If. 

12  March,  1840.  Graduated. 

Carter,  Samuel  P. 

14  February,  1840.  Graduated. 


IN  CLASSES. 


Midshipman. 

Colhorn,  Henderson  A. 

18  January,  1840.  Dropped. 

Conover,  Francis  S. 

11  May,  1840.  Graduated. 

Cowden,  Samuel  f>. 

19  February,  1840.  Dismissed. 

Crawford,  J.  €|.  A. 

17  February,  1840.  Dismissed. 
Cunningham,  George  F. 

14  February,  1840.  Dropped. 

Bavidson,  Washington  F. 

20  February,  1840.  Graduated. 

Benniston,  Garret  V. 

10  March,  1840.  Graduated. 

Byer,  Charles,  Jr. 

25  January,  1840.  Drowned. 

English,  Earl. 

25  February,  1840.  Graduated. 

Enos.  Albert  G. 

7 November,  1840.  Dismissed. 

Gregory,  Francis. 

23  May,  1840.  Graduated. 

If ammond,  Wash i n gt on . 

29  December,  1840.  Resigned. 

Mall,  John  P. 

29  December,  1840.  Graduated,, 

Harris,  Reuben. 

25  January,  1840.  Graduated. 

Henderson,  Benjamin  3L. 

2 January,  1840.  Resigned. 

Hewitt,  William. 

31  March,  1840.  Resigned. 

Hopkins,  Edward  A. 

22  January,  1840.  Resigned*, 
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Hopson*  John  E. 

25  September,  1840.  Dismissed. 

Hunt,  Wilson. 

20  February,  1840.  Resigned. 

Jeffers,  William  W.,  Jr. 

25  September,  1840.  Graduated. 

Kemble,  Peter* 

19  December,  1840.  Resigned. 

liOwry,  Reigert  R. 

31  January,  1840.  Graduated. 

Marr,  Hobert  A. 

29  April,  1840.  Graduated. 

Madigan,  Jolm. 

19  February,  1840.  Graduated. 

McArann,  Robert  M. 

12  May,  1840.  Graduated. 

McCanly,  James  B. 

8 February,  1840.  Graduated. 

McEanghlin,  Augustus. 

11  January,  1840.  Graduated. 

Miller,  Samuel  A. 

3 January.  1840.  Dismissed. 

Nelson,  William. 

28  January,  1840.  Graduated. 

Nones,  Jefferson  H. 

19  December,  1840.  Dismissed. 

Paulding,  Eeonard. 

19  December  1840.  Graduated. 

Phelps,  Thomas  IS. 

17  January,  1840.  Graduated. 

Pol k,  William  W. 

(Changed  to  Pollock.)  30  June, 
1837.  Graduated. 

Porter,  Henry  O. 

3 November,  1840.  Resigned. 

Pringle,  John  J. 

23  September,  1840.  Graduated. 

Qwackenlmsli,  Stephen  P. 

15  February,  1840.  Graduated. 

1841.— Mi 

Ahercromhie,  Alexander  B. 

19  October,  1841.  Dismissed. 

Allmand,  Albert. 

10  September,  1841.  Graduated. 

Andrews,  Elijah  T. 

10  October.  1841.  Died  1848. 

Armstrong,  James. 

9 September,  1841 . Graduated. 

Aslsmead,  Lehman  P. 

19  October,  1841.  Resigned. 

Badger,  Oscar  C. 

9 September,  1841.  Graduated. 


Robinson,  Lawrence  B. 

4 March,  1840.  Resigned. 
Savage,  Robert. 

27  March,  1840.  Graduated. 
Simpson,  Edward. 

11  February,  1840.  Graduated. 
Smith,  Crawford  E. 

2 January,  1840.  Dropped. 
Smith,  William  Henry. 

31  July,  1840.  Graduated. 
Stevens,  George  A. 

13  May,  1840.  Graduated. 
Stout,  Edward  C. 

18  February,  1840.  Graduated. 
Temple,  William  €2. 

18  April,  1840.  Graduated. 
Terrett,  Colville. 

3 January,  1840.  Graduated. 
Van  Hook,  Benjamin  E.  T. 

2 January,  1840.  Resigned. 
Waddell,  Charles. 

14  March,  1840.  Graduated. 
Wager,  Peter,  Jr. 

12  February,  1840.  Graduated. 
Walcntt,  John© 

2 March,  1840.  Graduated. 
War  ley,  Alexander  F® 

19  February,  1840.  Graduated. 
Wells,  Clark  H. 

25  September,  1840.  Graduated. 
Welsh,  George  P® 

14  September,  1840.  Graduated. 
Wheeloek,  Frederick  P. 

10  March,  1840.  Graduated. 
Wilcox,  Samuel. 

11  January,  1840.  Resigned. 
Wiley,  James. 

9 March,  1840.  Resigned. 


Bally , Alfred® 

28  January,  1841.  Resigned. 
Baldwin,  Frederick  P. 

10  September,  1841.  Dismissed. 
Barker,  John  B. 

It  February,  1841.  Dropped. 
Barrand,  John  T© 

20  September,  1841.  Graduated. 
Bartlett,  Joseph  T» 

9 September,  1841.  Drowned  30 
March,  1846. 

Bassett,  Simeon  S© 

10  September,  1841.  Graduated. 
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bayard,  diaries  €. 

9 December,  1841.  Graduated, 

Beadel,  Edmund  W* 

19  October,  1841.  Lost  in  Grampus, 
March,  1848. 

Bell,  Charles  S. 

9 September,  1841.  Dismissed. 

Beverly,  McKenzie- 

19  October,  1841.  Dropped. 

Bier,  George  H. 

19  October,  1841.  Graduated. 

Bliss,  ^ylvantis  J. 

19  October,  1841.  Graduated. 

Bridge,  William  King. 

14  January,  1841.  Graduated. 

•Brodhead,  Thomas  W. 

3 March,  1841.  Graduated. 

Bi#©©ke9  John  Jffl. 

3- March,  1841.  Graduated. 

Brown,  Hezekiah  G.  !>• 

19  February,  1841.  Resigned. 

Browne,  William  B. 

19  October,  1841.  Died  1 1 Aug.,  1843. 

Hacklier,  Washington  P. 

9 September,  1841.  Graduated. 

Harwell,  William  T. 

27  September,  1841.  Resigned. 

Byers,  Josiah  S. 

19  October,  1841.  Resigned. 

Byrens,  Allen  T. 

26  February,  1841.  Graduated. 

Carmichael,  Edward  T. 

17  Sept,  1841.  Died  7 August,  1847. 

Chenoweth,  Gideon  I>. 

19  October,  1841.  Died  April,  1847. 

Chever,  BavM  A. 

19  October,  1841.  Resigned. 

Cilley,  Green  leaf. 

26  February,  1841.  Graduated. 

Clarke,  Francis  G.9  Jr. 

19  October,  1841.  Graduated. 

Coleman,  Bavid. 

19  October,  1841.  Graduated. 

Collins,  Charles  F. 

19  February,  1841.  Resigned. 

Comegys,  Cornelius. 

9 September,  1841.  Dismissed. 
Cook,  Albert  G. 

27  October,  1841.  Dismissed. 

Cook,  Joseph  J. 

19  October,  1841.  Graduated. 

Crahb,  Horace  N. 

19  October,  1841.  Graduated. 


Crain,  Walter  O. 

27  October,*  1841.  Graduated. 
Craney,  William. 

September,  1841.  Resigned. 
Cushman,  William  8. 

18  February,  1841.  Resigned. 
Balias,  Francis  G. 

8 November,  1841.  Graduated. 
Bands,  Joseph  B. 

19  October,  1841.  Graduated. 
Davidson,  Hunter. 

29  October,  1841.  Graduated. 
Bavis,  John  I*. 

9 January,  1841.  Graduated. 
BeBree,  Alexander  M* 

19  October,  1841.'  Graduated. 

Be  Haven,  Joseph  E. 

19  October,  1841.  Graduated. 
Dekoven,  William. 

9 September,  1841.  Graduated. 

Be  Kraflft,  J-  C.  P. 

19  October,  1841.  Graduated. 
Benny,  Ebenezer  B. 

17  September,  1841.  Graduated. 
Bihble,  George  M. 

1 March,  1841.  Graduated. 
Desloude,  Adrian. 

27  October  1841.  Resigned. 
Bouglas,  George  B. 

10  September,  1841.  Dropped. 
Duvall,  Robert  C. 

19  October,  1841.  Graduated. 
Eaton,  Thomas  €. 

9 September,  1841.  Graduated. 
Fauntleroy,  William  II. 

2 March,  1841.  Graduated. 
Ferguson,  James  B. 

9 September,  1841.  Resigned. 
Fillebrown,  Thomas  8. 

19  October,  1841.  Graduated. 
Flournoy,  Thomas. 

10  September,  1841.  Dropped. 
Ford,  Joseph  M. 

18  January,  1841.  Resigned. 
Forrest,  Joseph  A. 

(Changed  to  Dulany  Abell  For 
rest.)  3 March,  1841.  Graduated 
Franklin,  Samuel  B. 

18  February,  1841.  Graduated. 
Friend,  Joseph  E. 

27  October,  1841.  Graduated. 

Fry,  Joseph. 

15  September,  1841.  Graduated. 


806 


GENERAL  NAVY  REGISTER 


Gale,  John. 

19  October,  1841.  Graduated. 
Gamble,  William  M. 

I March,  1841.  Graduated. 
Gansevoort,  Stanwix. 

3 November,  1841.  Resigned. 
Genet,  Edmiind  C. 

22  February,  1841.  Resigned.  Re- 
appointed. Dismissed. 

Gibson,  William. 

II  February,  1841.  Graduated. 
Gillis,  Walter  V. 

27  October,  1841.  Graduated. 
Godsnan,  Stewart  A. 

4 November,  1841.  Resigned. 
Gordan,  Edward. 

21  September,  1841.  Dismissed. 
Grafton,  Edward  C. 

5 October,  1841.  Graduated. 
Graham,  Charles  K. 

19  October,  1841.  Resigned. 

Gray,  Charles. 

19  October,  1841.  Graduated. 
Griffin,  Samuel  P. 

9 September,  1841.  Graduated. 
Habersham,  Alexander  W. 

3 March,  1841.  Graduated. 

Mallet t,  Frederick  A. 

13  Sej^tember,  1841.  Resigned. 

. Hanson,  John  J. 

21  September,  1841.  Graduated. 
Hare,  George  M. 

19  October,  1841.  Graduated. 
Harris,  Thomas  C. 

9 September,  1841.  Graduated. 
Harrison,  Gustavus. 

27  October,  1841.  Graduated. 
Harrison,  Walter  P. 

19  October,  1841.  Resigned. 

Hart,  John  E. 

23  February,  1841.  Graduated. 

Max tu n,  Milton. 

19  October,  1841.  Graduated. 
Haywood,  Philemon  II. 

19  October,  1841.  Dismissed. 
Heross,  James. 

19  October,  1841.  Dismissed. 
Motlman,  William  G. 

19  October,  1841.  Graduated. 
Holmes,  "William  W. 

21  September,  1841.  Graduated. 
Hopkins,  Chaides  F. 

19  October,  1841.  Graduated. 


I Horton,  William  S. 

19  October,  1841.  Dropped. 

Hugunin,  Daniel  C. 

3 March,  1841.  Lost  in  the  Warrens, 
13  November,  1846. 

Hunter,  Henry  C. 

10  September,  1841.  Graduated. 

Hunter.  Henry  St.  George. 

19  November,  1841.  Graduated. 

Irvine,  Thomas. 

10  September,  1841.  Dropped. 

Jackson,  Alonzo  C. 

23  February,  1841.  Graduated. 

Johnson,  Andrew  W. 

19  October,  1841.  Graduated. 

Johnson,  John  H. 

19  October,  1841.  Resigned. 

Johnston,  Elliott. 

17  September,  1841.  Resigned. 

Johnston,  Janies  E. 

27  September,  1841.  Dismissed. 

Jones,  Copeland  P. 

21  September,  1841.  Resigned. 

Jones,  John  P. 

19  October,  1841.  Graduated. 

Jones,  M.  Patterson. 

9 September,  1841.  Graduated. 

Jones,  Walter  F. 

20  September,  1841.  Graduated. 

Jouett,  James  E. 

10  September,  1841.  Graduated. 

Hell,  John. 

9 September,  1841.  Graduated. 
Kellog,  Frederick. 

23  February,  1841.  Resigned. 

Key,  Henry  II. 

10  Sej)tember,  1841.  Resigned. 
Kinkead,  Joseph  13. 

19  October,  1841.  Resigned. 

E a timer,  Charles. 

9 September,  1841.  Graduated. 
Eaurens,  John. 

13  November,  1841.  Resigned. 

Law,  II  a chard  E. 

17  February,  1841.  Graduated. 

Fee,  Tlieodorac. 

9 September,  1841.  Graduated. 
Eewis,  Andrew  J. 

26  September,  1841.  Graduated, 
Eewis,  Robert  F.  31. 

19  October,  1841.  Graduated. 

Eaw,  William  W. 

3 March,  1841.  Graduated. 
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Luce,  Stephen  B. 

19  October,  1841.  Graduated. 

Eyne,  Eeonard  H. 

10  September,  1841.  Graduated. 

Magaw,  Samuel. 

28  November,  1841.  Graduated. 

Malion,  Thomas  I>« 

10  September,  1841.  Dismissed. 

March,  John  Iff. 

19  October,  1841.  Graduated. 
Mason,  Eucius  M. 

19  October,  1841.  Died  7 Jan.,  1845. 

Maury,  Jefferson. 

9 September,  1841.  Graduated. 

Mayo,  William  K. 

18  October,  1841.  Graduated. 

McCarthy,  lames  B. 

9 January,  1841.  Died  11  Aug.,  1842. 

McCauley,  Edward  Y. 

9 September,  1841.  Graduated. 

McCollum,  John  Tan. 

26  February,  1841.  Graduated. 

McCook,  John  J. 

27  Jan.,  1841.  Died  30  March,  1842. 

McCorkle,  David  F. 

21  September,  1841.  Graduated. 

McDermut,  Daniel  A. 

8 November,  1841.  Graduated. 

McGary,  Charles  F. 

19  October,  1841.  Graduated. 

MclCeithen,  William  J. 

3 March,  1841.  Dropped. 

McRoberts,  Jefferson. 

3 March,  1841.  Dismissed. 

Mercer,  William  II. 

8 December,  1841.  Graduated. 

Miller,  Thomas  J. 

9 September,  1841.  Resigned. 

Mills,  John  K. 

15  January,  1841.  Resigned. 

Minor,  Robert  D. 

26  February,  1841.  Graduated. 

Mitchell,  Alexander  J. 

9 September,  1841.  Resigned. 

Mitchell,  Charles  M. 

19  October,  1841.  Resigned. 

Mitchell,  William. 

24  September,  1841.  Graduated. 

Monroe,  Abb  drew  F. 

3 March,  1841.  Graduated. 

Morgan,  €»e©rge  E. 

18  February,  1841.  Graduated. 

Miirdangh,  William  M. 

9 September,  1841.  Graduated. 


Murphy,  John  McL. 

18  February,  1841.  Graduated. 

Tel  Ison,  Edward  II. 

27  October,  1841.  Resigned. 
Oliver,  Edwin  W. 

9 November,  1841.  Resigned. 

Otis,  Arthur  H. 

9 September,  1841.  Resigned. 
Fatton,  Robert. 

9 September,  1841.  Resigned. 
Parker,  William  If. 

19  October,  1841.  Graduated. 
Farris  Is,  Joseph. 

19  October,  1841.  Dismissed. 
Pasteur,  Edward  C. 

22  January,  1841.  Resigned. 
Phelps,  Seth  E. 

19  October,  1841.  Graduated. 
Fhenix,  Dawson. 

30  September,  1841.  Graduated. 
Philip,  John  V.  Y. 

25  February,  1841.  Graduated. 
Pillsbury,  Wingate. 

9 Sep.,  1841.  Drowned  25  July,  1847. 
Prentiss,  John  E. 

19  October,  1841.  Died  31  Decem- 
ber, 1843. 

Price,  Richard  J.  B. 

9 September,  1841.  Graduated. 
Powell,  William  E. 

20  September,  1841.  Graduated, 
t^iieen,  Walter. 

7 October,  1841.  Graduated. 
Ratlibone,  (Samuel  B. 

3 March,  1841.  Resigned. 

Belly,  William. 

9 February,  1841.  Graduated. 

Ren shaw,  Edward. 

4 November,  1841.  Graduated. 
Rochelle,  James  If. 

9 September,  1841.  Graduated. 

Roe,  Francis  A. 

19  October,  1841.  Graduated. 
Roney,  Thomas. 

3 March,  1841.  Graduated. 
Russell,  John  Iff. 

10  September,  1841.  Graduated. 
§€©tt,  Robert  W. 

9 September,  1841.  Graduated. 
§e©veSl9  Edward  II. 

19  October,  1841.  Dismissed. 
Selden,  Edward  A. 

19  October,  1841.  Graduated. 
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Seldeu,  Robert, 

9 September,  1841.  Graduated. 
Semmcs,  Alexander  A. 

27  October,  1841.  Graduated. 

Sharp,  William. 

9 September,  1841.  Graduated. 

Shepherd,  Edmund. 

19  October,  1841.  Graduated. 

Shubrick,  Thomas  B. 

3 March,  1841.  Killed  25  March, 
1847. 

®smes,  George  T. 

19  October,  1841.  Graduated. 

Simmons,  Alexander  R. 

19  October,  1841.  Dismissed. 

Smith,  Jesse  M. 

9 February,  1841.  Died. 

Smith,  Joseph  R. 

19  October,  1841.  Graduated. 

Smith,  Marshall  J. 

19  October,  1841.  Graduated. 

Smith,  Watson. 

19  October,  1841.  Graduated. 

Somerville,  James  H. 

10  September,  1841.  Graduated. 

Spence,'  Stephen  f>. 

9 September,  1841.  Resigned. 

Spencer,  Philip. 

20  November,  1841.  Died  1 Decem- 
ber, 1842. 

Stephenson,  Byrd  W. 

9 September,  1841.  Dropped. 

Stewart,  John  B. 

9 September,  1841.  Graduated. 
Stone,  Edward  E, 

19  October,  1841.  Graduated. 

Storer,  Robert  15. 

4 November,  1841.  Died  4 July,  1847. 

Stuart,  Robert. 

19  October,  1841.  Graduated. 

Thomas,  William  II . 

15  January,  1841.  Graduated. 

Thornton,  James  S. 

15  January,  1841.  Graduated. 

Thrust  on,  John. 

27  October,  1841.  Resigned. 

Tillotson,  James  L. 

19  October,  1841.  Resigned. 

Toler,  William  P. 

19  October,  1841.  Resigned. 

Truxtun,  William. 

9 February,  1841.  Graduated. 

Turner,  James  M. 

18  February,  1841.  Dismissed. 


Upshur,  John  II. 

4 November,  1841.  Graduated. 

Pander  Iforst,  Elias. 

10  September,  1841.  Graduated. 

Valle,  Bartholomew. 

28  January,  1841.  Resigned. 

Vasa  Wyck,  William. 

19  October,  1841.  Graduated. 

Van  Zandt,  Nicholas  If. 

19  October,  1841.  Graduated. 
Waddell,  Janies  J« 

10  September,  1841.  Graduated. 

Wager,  Charles. 

2 April,  1835.  Resigned.  Reinstated 
16  March,  1841.  Resigned. 

Wain  wright,  Thomas  B. 

21  September,  1841.  Graduated. 

Walker,  John  T. 

18  February,  1841.  Graduated. 

Walker,  Theodoric.  E. 

10  September,  1841.  Graduated. 

Waring,  Archibald  If. 

19  October,  1841.  Resigned. 

Watmongh,  Pendleton  G. 

20  September,  1841.  Graduated. 

Weaver,  William  H. 

19  October,  1841.  Graduated. 

Wells,  Benjamin  F. 

22  September,  1841.  Dismissed. 

West,  Nathaniel  T. 

18  February,  1841.  Graduated. 

West,  William  CL 

30  January,  1841.  Graduated. 

Whitaker,  John  G. 

10  September,  1841.  Resigned. 

Whiting,  William  I>. 

1 March,  1841.  Graduated. 

Wilcox,  William  Henry. 

30  January,  1841.  Graduated. 

Wilkes,  John,  Jr. 

9 September,  1841.  Graduated.  - 

Wilkinson,  William  W. 

4 November,  1841.  Graduated. 

Willis,  Henry. 

10  September,  1841.  Dismissed. 

Wilson,  John  M. 

3 March,  1841.  Graduated. 

Wood,  Balias  R. 

3 March,  1841.  Resigned. 

Woolley,  Charles. 

30  November,  1841.  Graduated. 
Wright,  Beai ) am  in  15. 

10  September,  1841.  Resigned. 
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Yates,  Janies  S3.  Young,  Thomas. 

29  December,  1841.  Resigned.  27  October,  1841.  Graduated. 

Young,  Jonathan. 

19  October,  1841.  Graduated. 


1843.— Midshipmen. 


Carter,  Bokert  U* 

30  March,  1842.  Graduated. 
Defrays,  Gaspard. 

4 January,  1842.  Resigned. 
Henry?  Edmund  Wo 
7 April,  1842.  Graduated. 
Hunter,  Charles  €. 

2 J uly,  1842.  Graduated. 
King,  George  8. 

25  March,  1842.  Graduated. 
JLaiighorne,  John  D. 

6 July,  1842.  Graduated. 
MeFane,  Allan. 

24  May,  1842.  Graduated. 


Minchall,  George  A. 

30  July,  1842.  Lost  in  the  “Gram- 
pus,” March,  1843. 

Oakley,  Cyrus  U. 

30  March,  1842.  Dismissed. 

Seawell,  Joseph  A. 

2 July,  1842.  Graduated. 

81aaw,  Henry  G.  €. 

30  July,  1842.  Resigned. 
Tillotson,  Joins  H. 

30  July,  1842.  Resigned. 

Wall,  Elliott  D. 

19  July,  1842.  Dismissed. 


1845. — Midshipmen. 


Adams,  Joins. 

5 September,  1845.  Dropped. 

Gkandler,  Ralph. 

27  September,  1845.  Graduated. 

Goodloe,  John  I. 

14  October,  1845.  Resigned. 

Grundy,  Felix. 

21  October,  18^5.  Dismissed. 

Hamilton,  John  R. 

8 September,  1845.  Graduated. 

Hays,  William  R. 

7 November,  1845.  Graduated. 


Hodge,  George  H. 

1G  December,  1845.  Graduated. 

Houston,  Thomas  T. 

26  August,  1845.  Graduated. 

McGunnegle,  Wilson. 

16  December,  1845.  Graduated. 

McKean,  Franklin  .11, 

30  September,  1845.  Resigned. 

Smith,  William  II. 

16  October,  1845.  Resigned. 


1846.— Midshipmen. 


Allen,  ©liver  P* 

28  September,  1846.  Dismissed. 

Barclay,  Alexander  J. 

14  May,  1846.  Resigned. 

Rraine,  Hamlet  E. 

30  May,  1846.  Graduated. 

Rredin,  Janies. 

27  July,  1846.  Resigned. 

Breese,  Kidder  R. 

6 November,  1846.  Graduated. 

Breese,  Samnel  E. 

14  May,  1846.  Graduated. 

Brodhead,  Edgar. 

9 July,  1846.  Graduated. 

Carnes,  Edwin  ©. 

24  June,  1846.  Graduated. 


Childress,  Thomas  R. 

6 February,  1846.  Resigned. 

Balias,  Alexander  J. 

24  March,  1846.  Dismissed. 

Foster,  James  P. 

14  May,  1846.  Graduated. 

Gherardi,  Bancroft. 

29  June,  1846.  Graduated. 

Gray,  Edwin  F. 

8 April,  1846.  Graduated. 

Johnson,  Philip  C.,  Jr. 

31  August,  1846.  Graduated. 

Johnson,  ©sear  F. 

14  August,  1846.  Graduated. 

Kennon,  Beverly,  Jr. 

22  August,  1846.  Graduated. 
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Kimberly,  Lewis  A. 

8  December,  1846.  Graduated. 

Lodge,  Augustus. 

22  August,  1846.  Resigned. 

Looker,  Thomas  15. 

6  November,  1846.  Resigned. 

Lynch,  Dominick  If. 

6  November,  1846.  Dismissed. 

Matlitt,  William  II. 

80  May,  1846.  Dismissed. 

Milligan,  James  F. 

28  July,  1846.  Resigned. 

Morris,  George  II. 

14  August,  1846.  Graduated. 

Parker,  James,  Jr. 

14  November,  1846.  Graduated. 


Rainey,  John  I>. 

19  March,  1846.  Graduated. 

Robin sosi,  Frederick  W. 

14  August,  1846.  Dismissed. 

Sawyer,  Few  is  €. 

14  August,  1846.  Resigned. 

Skunk,  William  F. 

1 June,  1846.  Resigned. 

Smith,  Charles  II. 

80  November,  1846.  Graduated. 

Smith,  Charles  L. 

27  July,  1846.  Died  16  Nov.,  1848. 

Sproston,  John  G. 

15  July,  1846.  Graduated. 

Watters,  John, 

12  February,  1846.  Graduated. 


1847.— Midshipmen. 


Raker,  John  P. 

11  February,  1847.  Resigned. 

filel knap,  George  E. 

7  October,  1847.  Graduated. 

Renliam,  A as  drew  E.  K. 

24  November,  1847.  Graduated. 

Rlake,  Joseph  IF 

9  September,  1847.  Graduated. 

Bowen,  Richard  T. 

24  December,  1847.  Graduated. 

Rrose,  Frederick  F. 

9 September,  1847.  Graduated. 

Bryant,  Robert. 

11  December,  1847.  Resigned. 

Buell,  Salmon  A. 

1 February,  1847.  Resigned. 

Burke,  Edmund  €. 

20  October,  1847.  Resigned. 
Caldwell,  Robt.  M. 

9 September,  1847.  Dismissed. 

Campbell,  William  P.  A. 

14  December,  1847.  Graduated. 

Cannon,  Chastain  C. 

7  April,  1847.  Dropped. 

Chapman,  George  If. 

9 September,  1847.  Resigned. 

Chapman,  Robert  T. 

7 April,  1847.  Graduated. 

Cornwell,  John  J. 

1 February,  1847.  Graduated. 

Cummings,  Andrew  II. 

7 April,  1847.  Graduated. 

Eggleston,  John  II. 

2 August,  1847.  Graduated. 


Fitzhugh,  William  E. 

2 February,  1847.  Out  of  service 
from  7 July,  1847. 

Flusser,  Charles  W. 

19  July,  1847.  Graduated. 

FyiFe,  Joseph  P. 

9 September,  1847.  Graduated. 

Gift,  George  W. 

30  November,  1847.  Resigned. 

Gwin,  William. 

7 April,  1847.  Graduated. 

Hamer,  Thomas  M. 

26  June,  1847.  Resigned. 

Hammond,  Charles  F.  O. 

8 November,  1847.  Resigned. 

Hand,  Bayard  E. 

7 April,  1847.  Graduated. 

Hand,  George  IK 

9 September,  1847.  Resigned. 

Haralson,  Charles  F. 

10  September,  1847.  Resigned. 

Harmony,  David  II. 

7 April,  1847.  Graduated. 

Hutchinson,  William  T. 

24  Sept.,  1847.  Died  7 Feb.,  1848. 

Irwin,  John. 

9 September,  1847.  Graduated. 

Ives,  Raiford  W. 

7 April,  1847.  Died  25  March,  1850. 

Faughlin,  John  J. 

1 May,  1847.  Resigned. 

Fovell,  William  S. 

8 November,  1847.  Graduated. 
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Maxwell,  James  G. 

15  December,  1847.  Graduated. 

Miller,  J ©sepia  B. 

7 April,  1847.  Died  19  March,  1850. 

My  gat  t,  Jared  P.  K. 

24  September,  1847.  Graduated. 

Newman,  JL.  H. 

24  September,  1847.  Graduated. 

Oakley,  Eugene  II. 

2 August,  1847.  Graduated. 

Quackenhnsli,  John  NT. 

24  September,  1847.  Dismissed. 

Rowan,  James  II.,  J r. 

8 November,  1847.  Resigned. 

Stillwell,  James. 

9 September,  1847.  Graduated. 


Thoimi's^  Charles  E. 

9 September,  1847.  Graduated. 

Totten,  Washington. 

8 November,  1847.  Graduated 

Ward,  William  II. 

7 April,  1847.  Resigned. 

Wells,  Charles. 

22  December,  1847.  Dropped. 

WhitthoFBie,  I>e  Witt  C. 

10  September, *1847.  Resigned. 

Williams,  Edward  P. 

9 September,  1847.  Graduated. 

Wilson,  Henry. 

22  October,  1847.  Graduated. 

Wood,  John  S. 

7 April,  1847.  Graduated. 


1848. — Midshipmen. . 


Abbot,  Trevett. 

13  October,  1848.  Graduated. 

Abbott,  William  A. 

13  October,  1848.  Resigned. 

Armstrong,  William  McW- 

20  November,  1848.  Resigned. 

Baker,  Francis  Iff. 

12  October,  1848.  Graduated. 

Beatty,  John  T. 

21  October,  1848.  Resigned. 

Bratt,  Carlos. 

12  October,  1848.  Resigned. 

Brinfnall,  John  P. 

21  December,  1848.  Resigned. 

Bruce,  James. 

12  October,  1848.  Graduated. 

Bn  tier,  James  I. 

11  April,  1848.  Resigned. 

Carter,  Carey. 

12  October,  1848.  Resigned. 

Coddington,  Ethelbert  F. 

12  October,  1848.  Died  8 Nov.,  1853. 

Buret,  John  R. 

6 December,  1848.  Dropped. 

Erben,  Henry,  Jr. 

17  June,  1848.  Graduated. 

Fitzhugh,  William  E. 

20  November,  1848.  Graduated. 

Garland  Hudson  I. 

20  November,  1848.  Graduated. 

Gayle,  Richard  H. 

130ctober,  1848.  Resigned. 

Gillis,  James  H. 

12  October,  1848.  Graduated. 


Glassell,  William  T. 

15  March,  1848.  Graduated. 
Greene,  Charles  II. 

13  May,  1848.  Graduated. 
Greer,  James  A. 

10  January,  1848.  Graduated. 
Grout,  John  H. 

21  November,  1848.  Dropped. 
Heileman,  Julius  G. 

10  March,  1848.  Graduated. 
Hester,  Isaac  W. 

12  October,  1848.  Graduated. 
Hodges,  James  B. 

13  October,  1848.  Resigned. 
Johnston,  John  E. 

9 August,  1848.  Graduated. 
Eagow,  John  K. 

31  March,  1848.  Resigned 
ILegare,  James  B. 

26  December,  1848.  Resigned. 
Eivingston,  Be  Grasse. 

7 March,  1848.  Graduated. 
Eyne,  William  H. 

5 June,  1848.  Resigned. 
McCann,  William  P. 

1 November,  1848.  Graduated. 
McIntosh,  John  B. 

27  April,  1848.  Resigned. 
McThorne,  Henry. 

18  April,  1848.  Dismissed. 
Means,  Edward  J, 

12  October,  1848.  Resigned. 
Owen,  Elias  IL 

7 December,  1848.  Graduated. 
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Palmer,  Marshall  E. 

32  March,  1848.  Resigned. 

Porter,  Pinckney  J. 

6  March,  1848.  Resigned. 

Priekett,  Nathaniel  P. 

10  June,  1848.  Died  23  March,  1850. 

Hiddell,  John  W. 

12  October,  1848.  Resigned. 

Pendergrast,  Austin. 

14  October,  1848.  Graduated. 

Seantland,  Bobert  A. 

30  December,  1848.  Dropped. 

Skerrett,  Joseph  S. 

12  October,  1848.  Graduated. 


Spalding,  Ktilus  €. 

12  October,  1848.  Resigned. 

Spedden,  Edward  T. 

20  November,  1848.  Graduated. 

Sullivan,  Jeremiah  €. 

12  October,  1848,  Resigned. 

Toon,  William  II. 

21  April,  1848.  Resigned. 

Trotter,  George  A. 

20  Nov.,  1848.  Died  29  Dec.,  1849. 

Weaver,  Aaron  W. 

10  May,  1848.  Graduated. 


1849. — -Midshipmen. 


Adams,  Henry  A.,  Jr. 

16  October,  1849.  Graduated. 

Adams,  Napoleon  IS. 

25  January,  1849.  Dropped. 

Boardman,  Frederick  A. 

20  October,  1849.  Resigned. 

Briscoe,  Warner  1L. 

20  November,  1849.  Dropped. 

Brown,  George. 

5 February,  1849.  Graduated. 

Chapman,  George  T. 

16  October,  1849.  Appt.  revoked. 
Chever,  William  II. 

19  October,  1849.  Graduated. 

Cushman,  Charles  II. 

24  March,  1849.  Graduated. 

Bavis,  Andrew  McF. 

16  March,  1849.  Resigned. 

Brake,  Benjamin. 

22  October,  1849.  Dropped. 

Dunnington,  John  IV. 

10  April,  1849.  Graduated. 

Hawley,  Charles  E. 

3 December,  1849.  Graduated. 

Holland,  IMek.  V.  IS. 

23  February,  1849.  Dropped. 

Xioyall,  Benjamin  P. 

5 March,  1849.  Graduated. 

May,  Bobert  B. 

7 November,  1849.  Graduated. 

McCrea,  Edward  P. 

16  October,  1849.  Graduated. 

Mish,  Simon  C. 

8 January,  1849.  Resigned. 


Morrison,  George  F. 

5 November,  1849.  Graduated. 

Pelot,  Thomas  P. 

2 June,  1849.  Graduated. 

Skepperd,  Francis  E. 

16  October,  1849.  Graduated. 

Shirk,  Janies  W. 

26  March,  1849.  Graduated. 

Shuhriek,  Edward  II. 

9  February,  1849.  Resigned. 

Stanton,  Oscar  F.  ^ 

29  December,  1849.  Graduated. 

Stockton,  Edward  C. 

16  October,  1849.  Graduated. 

Tabb9  Blucher  If. 

17  Jan.,  1849.  Killed  5 March,  1850. 

Taylor,  Bushrod  B. 

3 April,  1849.  Graduated. 

Taylor,  Jesse,  Jr. 

6 December,  1849.  Graduated. 

Thomas,  Calvin  F, 

16  October,  1849.  Graduated. 

Tipton,  John. 

24  November,  1849.  Appt.  revoked. 

Wainwright,  Gardner  S. 

1 November,  1849.  Dropped. 

Walker,  James  C. 

12  February.,  1849.  Resigned. 

Ward,  William  II. 

17  February,  1849.  Graduated. 

Winchester,  Felix. 

25  October,  1849.  Dropped 
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1850. — Midshipmen!. 


Armstrong,  AEneas. 

2  October,  1850.  Graduated. 

Arnold,  Thomas. 

11  November,  1850.  Resigned. 

Babcock,  Charles  A. 

8 April,  1850.  Graduated. 

Baber,  George  F.  15. 

24  April,  1850.  Lost  in  the  “ Por- 
poise21  September,  1854. 

Bacon,  George. 

1 October,  1850.  Graduated. 

Beard  si  ee,  Fester  A. 

5  March,  1850.  Graduated. 

Blocker,  Smith  B» 

2 October,  1850.  Dropped. 

Bowen,  Robert  J. 

20  November,  1850.  Resigned. 

Boy  cl,  Robert,  Jr. 

14  January,  1850.  Graduated. 

Bradford,  William  F. 

1 October,  1850.  Graduated. 

Campbell,  Marshall  C. 

5 February,  1850.  Graduated. 

Carpenter,  Charles  C. 

1 October,  1850.  Graduated. 

Carroll,  Ferdinand. 

4 October,  1850.  Dismissed. 

Chaplin,  Janies  C. 

4 October,  1850.  Graduated. 

Cooper,  Edward  15. 

6 November,  1850.  Dismissed. 

Cooper,  Richard  F. 

25  October,  4850.  Dismissed. 

Bana,  William  H. 

1 May,  1850.  Graduated, 

haws©!!,  Fneien  W. 

27  April,  1850.  Resigned. 

Bodge,  George  P. 

1 October,  1850.  Dismissed. 

Bezier,  William  G. 

1 April,  1850.  Graduated. 

Ellege,  John  W. 

29  May,  1850.  Dismissed. 

Foot,  Samuel  €. 

4 April,  1850.  Resigned. 

Foster,  Robert  €.,  Jr. 

1 October,  1850.  Resigned. 

Harrison,  George  R. 

2 October,  1850.  Dismissed. 

Izard,  Allen  C. 

2 October,  1850.  Graduated. 


Kirkland,  William  A. 

2 July,  1850.  Graduated. 

Fieber,  Alfred  11a 

2 October,  1850.  Dismissed. 

Fittle,  William  Ac 

8 April,  1850.  Died  24  August,  1852. 

Mathis,  George  M. 

7 October,  1850.  Dropped. 

McCartney,  Andrew  J. 

3 October,  1850.  Graduated. 

McEntee,  Man  rice  W. 

4 October,  1850.  Resigned. 

McFanaliaia,  Janies  W, 

2 October,  1850.  Resigned. 

Meade,  Richard.  W.,  Jn 
2 October,  1850.  Graduated. 
Mitchell,  John  G. 

2 October,  1850.  Graduated. 

Bliley,  Robert  EL 

19  October,  1850.  Dismissed, 

Pearce,  William. 

1 October,  1850.  Dismissed. 

Peck,  Charles  F. 

8 October,  1850.  Graduated. 

Potter,  Edward  E. 

5 February,  1850.  Graduated 

Ramsay,  Francis  I. 

5 October,  1850.  Graduated. 

Roche,  James  EL 

30  May,  1850.  Resigned. 

Shields,  William  Ho 

2 October,  1850.  Dismissed. 

Smith,  William  H. 

3 October,  1850.  Resigned. 

Sparks,  Charles  B. 

18  April,  1850.  Died  12  April,  1853. 

Stevens,  Bonglas  II. 

1 October,  1850.  Dismissed. 

Simmer,  Edward  E. 

2 October,  1850.  Resigned. 

¥an  Cleef,  Charles  M. 

2 October,  1850.  Dropped. 

Walker,  John  G. 

5 October,  1850.  Graduated. 

Whittier,  Ruffes  A. 

4 March,  1850.  Dropped, 

Williams,  Wesley. 

4 October,  1850.  Dismissed. 

Wilson,  Robert  II. 

18  June,  1850.  Resigned. 

Wishart,  Alexander. 

2 October,  1850.  Resigned. 
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1851.— Midshipmen. 


Allen,  Edmund  8. 

2  October,  1851.  Dropped. 

Arinington,  Adolphus  G. 

2 October,  1851.  Dropped. 

Barnes,  Joint  8. 

1  October,  1851.  Graduated. 

Blodgett,  George  M. 

3 October,  1851.  Graduated. 

Buchanan,  Thomas  McK. 

1  October,  1851.  Graduated. 

Cain,  John,  Jr. 

4 October,  1851.  Graduated. 

Campbell,  John  B. 

1 October,  1851.  Resigned. 

Carriere,  Albert. 

2 October,  1851.  Dropped. 

Cecil,  Walpole. 

2 October,  1851.  Dropped. 

Clarke,  Frederic  J. 

3 October,  1851.  Dismissed. 

Cooke,  George  If. 

1 October,  1851.  Resigned. 

Cortez,  Bene  E. 

1 October,  1851.  Dropped. 

Crawford,  John. 

2 October,  1851.  Resigned. 

Crosman,  Alexander  F. 

2 October,  1851.  Graduated. 

Balton,  Hamilton  II. 

1 October,  1851.  Graduated. 

Bodge,  George  P. 

1 October,  1851.  Dropped. 

Booley,  Edwin  H. 

1 October,  1851.  Resigned. 

Bouglas,  James  I. 

1 October,  1851.  Dropped. 

Box,  Henry  B. 

2 October,  1851.  Resigned. 

Erwin,  Jason  C. 

1 October,  1851.  Resigned. 

Etting,  J.  M. 

2 October,  1851.  Resigned. 

Fitch,  Eeroy. 

1 October,  1851.  Graduated. 

Fortier,  Charles  E. 

1 October,  1851.  Dropped. 

Glasson,  Bavid  G.  H. 

1 October,  1851.  Resigned. 

Graham,  Bichard  W.  M. 

2 October,  1851.  Graduated. 

Hopkins,  Alfred. 

1 October,  1851.  Graduated. 


Hubbell,  8.  Be  Witt. 

3 October,  1851.  Resigned. 

Mugtinin,  Bobert. 

1 October,  1851.  Resigned. 

Jay,  Joseph  McB.  C. 

1 October,  1851.  Dropped. 

Hear ai ey,  Edward. 

4 October,  1851.  Dismissed. 

Law,  George  E. 

4  October,  1851.  Graduated. 

Lawson,  Hiram  A. 

14  October,  1851.  Dropped. 

Eea,  Edward. 

2 October,  1851.  Graduated. 

Full,  Edward  P. 

7 October,  1851.  Graduated. 

Matthews,  Edmund  O. 

2 October,  1851.  Graduated. 

McEntee,  Maurice  W. 

1 October,  1851.  Resigned. 

MeS£ee,  Samuel* 

1 October,  1851.  Resigned. 
Meeds,  Benjamin  N. 

1 October,  1851.  Dismissed. 

Miller,  Joseph  N. 

1 October,  1851.  Graduated. 

Noble,  James. 

1 October,  1851.  Dropped. 

Norton,  Charles  8. 

3 October,  1851.  Graduated. 

Perkins,  George  H. 

1 October,  1851.  Graduated. 

For cher,  Philip. 

2 October,  1851.  Graduated. 

8eabrook,  E.  M. 

4 October,  1851.  Resigned. 

Seely,  Carlton,  W.,  Jr. 

1 October,  1851.  Dropped. 

Selfridge,  Thomas  O. 

3 October,  1851.  Graduated. 

Sicard,  Montgomery. 

1 October,  1851.  Graduated. 

Sloan,  George  J. 

1 October,  1851.  Resigned. 

Smith,  Samuel  A. 

2 October,  1851.  Dismissed. 

Strihiing,  John  M. 

7 October,  1851.  Graduated. 

Sumner,  Edward  E. 

1 October,  1851.  Resigned. 

Taylor,  John  B. 

1 October,  1851.  Dropped. 
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Todd,  Janies  M. 

2 October,  1851.  Graduated. 


White,  Hamilton  €. 

1 October,  1851.  Resigned. 


1850. — Midshipmen. 


Allen,  Weld  N. 

24  May,  1852.  Graduated. 

Ashe,  William  W. 

31  May,  1852.  Resigned. 

Barrett,  Clarence  JL. 

25  May,  1852.  Resigned. 

Bigelow,  George  A. 

26  May,  1852.  Graduated. 

Bishop,  Henry  J. 

20  May,  1852.  Dropped. 

[Bradford,  Robert  F. 

21  May,  1852.  Graduated. 

Brodhead,  Alfred  W. 

25  May,  1852.  Died  23  Jan.,  1853. 

Bailee,  Francis  M. 

28  May,  1852.  Graduated. 

Burton,  Edward  II. 

31  May,  1852.  Dropped. 

Butler,  Samuel  M. 

25  May,  1852.  Dismissed. 

Cooke,  Augustus  P. 

27  May,  1852.  Graduated. 

Crenshaw,  Cyrus  W. 

20  May,  1852.  Dropped. 

Cushman,  Charles  E. 

25  May,  1852.  Resigned. 

Bunn,  Hen  ton. 

28  May,  1852.  Dropped. 

Emerson,  William  It. 

24  May,  1852.  Resigned. 

Evans,  Willi  am  E. 

4 June,  1852.  Graduated. 

Gilchrist,  Miller  H. 

31  May,  1852.  Dropped. 

Gorman,  Itiehard  L. 

24  May,  1852.  Resigned. 

Gove,  Gilman  f>. 

22  May,  1852.  Graduated. 

Green,  Nathaniel. 

28  May,  1852.  Graduated. 

Hale,  Matthew. 

31  May,  1852.  Dropped. 

Hatfield,  Chester. 

21  May,  1852.  Graduated. 


Holley,  Robert  Y. 

24  May,  1852.  Dropped. 
Ingraham,  Henry  JL. 

29  May,  1852.  Resigned. 
Johnson,  Robert  Me  A. 

28  May,  1852.  Resigned. 
Ilendall,  George  T. 

20  May,  1852.  Dropped. 
Lamar,  Southworth  H. 

26  May,  1852.  Dropped. 
McHougal,  Charles  J. 

26  May,- 1852.  Graduated. 
McEnery,  Samuel  B. 

25  May,  1852.  Resigned. 
Merchant,  Clarke. 

29  May,  1852.  Graduated. 
Miller,  Henry  W. 

29  May,  1852.  Graduated. 
Mills,  Thomas  B. 

31  May,  1852.  Graduated. 
Morgan,  William  H. 

25  May,  1852.  Resigned. 
Mosel  y,  James  C. 

20  May,  1852.  Graduated. 
Porter,  Thomas  II. 

20  May,  1852.  Graduated. 
Potter,  James  L. 

25  May,  1852.  Resigned. 
Prichett,  James  M. 

27  May,  1852.  Graduated. 
Ragland,  Eldred  B. 

25  May,  1852.  Dropped. 
Seely,  Henry  Be 

26  May,  1852.  Graduated. 
Shyrock,  George  S. 

22  May,  1852.  Graduated. 
Stehhins,  He  Wayne. 

20  May,  1852.  Resigned. 
Sutherland,  Robert. 

29  May,  1852.  Resigned. 
Tickner,  George  P. 

31  May,  1852.  Dismissed. 
Wallace,  Rush  R. 

25  May,  1852.  Graduated. 


1853.— Midshipmen. 


Adams,  [Leonard  J. 

21  January,  1853.  Resigned. 


Alexander,  Joseph  W. 

21  September,  1853.  Graduated. 
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Ashe,  Alexander  $. 

81  January,  1853.  Resigned. 

Barrett,  Walter. 

28  September,  1853.  Dropped. 

Beckwith,  Josiah  G. 

1  February,  1853.  Resigned. 

Blake,  Francis  B. 

30  September,  1853.  Graduated. 

Bond,  Francis  W. 

30  September,  1853.  Dropped. 

Brown,  Fames  F. 

1 April,  1853.  Dropped. 

Cameron,  William. 

1 April,  1853.  Dropped. 

Colt,  George  Be  Wolf. 

21  September,  1853.  Resigned. 

Eastman,  Thomas  H. 

31  January,  1853.  Graduated. 

Graves,  Charles  J* 

17  December,  1853.  Graduated. 

Harris,  Joseph  W. 

1 January,  1853.  Graduated. 

Hosmer,  Fames  M® 

28  September,  1853.  Dropped. 

Hunter,  Clarence. 

20  September,  1853.  Dropped. 

Ingraham,  Harms  If. 

24  September,  1853.  Resigned. 

Kelly,  John  W. 

31  January,  1853.  Graduated. 

Eallande,  Charles  I>. 

26  January,  1853.  Dropped. 

MeCandless,  William  G. 

24  September,  1853.  Resigned. 


McCrabb,  Alfred  P. 

2 April,  1853.  Dropped. 

McNair,  Frederick  V. 

21  September,  1853.  Graduated. 

Orton,  Jason  B. 

29  September,  1853.  Dropped. 

Phythian,  Hebert  E. 

28  January,  1853.  Graduated. 

Sawyer,  George  A. 

27  September,  1853.  Resigned. 

Terry,  Edward. 

21  September,  1853.  Graduated. 

Todd,  Henry  I>. 

28  May,  1853.  Graduated. 

Yultee,  Francis  P. 

3 January,  1853.  Dropped. 

Wagstatf,  Charles  S. 

21  September,  1853.  Resigned. 

Ward,  Eewis  P. 

29  September,  1853.  Resigned. 

Warren,  II.  L. 

20  September,  1853.  Resigned. 

Weisman,  Harry  J. 

7 October,  1853.  Died  17  Nov.,  1854. 

Welch,  William. 

23  September,  1853.  Dismissed. 

Wheeler,  Fits  Henry. 

30  September,  1853.  Dropped. 

Wilson,  Byron. 

31  January,  1853.  Graduated. 

Worthington,  James  G. 

1 April,  1853.  Dropped. 

Yates,  Arthur  If  . 

24  September,  1853.  Graduated. 


1854. — Midshipmen. 


Adams,  Samuel. 

21  September,  1854.  Resigned. 

Andruss,  Elias  Y. 

27  September,  1854.  Resigned. 

Beaumont,  Myron  H. 

28  September,  1854.  Resigned. 

Belknap,  A Men  W. 

27  September,  1854.  Resigned. 

Bishop,  Joshua. 

20  September,  1854.  Graduated. 

Blue,  Henry  M. 

28  September,  1854.  Graduated. 

Bradley,  John. 

25  September,  1854.  Resigned. 

Brodrick,  Henry  II. 

25  September,  1854.  Resigned. 


Brown,  Hamilton  A. 

25  September,  1854.  Resigned. 

Cams,  Andrew,  Jr. 

9 October,  1854.  Resigned. 

Cleveland,  Charles  B. 

28  September,  1854.  Resigned. 

Collum,  Ifichard  S. 

20  September,  1854.  Resigned. 

Condiet,  Henry  F. 

29  September,  1854.  Dismissed, 

©avis,  T.  W.  W. 

25  September,  1854.  Resigned. 

Be  Shields,  Alfred. 

23  September,  1854.  Resigned. 

Dewey,  George. 

23  September,  1854.  Graduated. 
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Ewing,  Thomas. 

2 i September,  1854.  Resigned. 

Farquhar,  Norman  II. 

27  {September,  1854.  Graduated. 

Franklin,  Charles  E. 

23  Oetober,  1854.  Graduated. 

Far  her,  Edward  G. 

2 Oetober,  1854.  Graduated. 

Gibbs,  Eucius  H. 

23  September,  1854.  Resigned. 

Grim  ball,  John. 

23  September,  1854.  Graduated. 

Hines,  Ircrson  A. 

21  September,  1854.  Resigned. 

Hinisian,  Curtis  P. 

30  September,  1854.  Resigned. 

Holliday,  Titus  T. 

17  October,  1854.  Resigned. 

Howell,  John  A. 

27  September,  1854.  Graduated. 

Howison,  Henry  E, 

26  September,  1854.  Graduated. 

Hulburd,  Horace  R. 

26  September,  1854.  Resigned. 

Jones,  Richmond  E. 

23  September,  1854.  Resigned. 

Judson,  Charles  O. 

30  September,  1854.  Graduated. 

Kautz,  Albert. 

28  September,  1854.  Graduated. 

Kerr,  William  A. 

20  September,  1854.  Graduated. 

Eane,  Nicholas  J. 

28  September,  1854.  Resigned. 

Eivingston,  Charles  S. 

22  September,  1854.  Resigned. 

Mailler,  Robert  C. 

10  October,  1854.  Resigned. 

Mallett,  Richardson. 

20  September,  1854.  Resigned. 

May,  Euther  C. 

20  September,  1854.  Graduated. 

McCook,  Edwin 

21  September,  1854.  Resigned. 

McCook,  Roderick  $• 

21  September,  1854.  Graduated. 

McKinstry,  Arthur. 

29  September,  1854.  Resigned. 

Merriam,  Gustavus  F. 

30  September,  1854.  Resigned. 
Mills  ken,  Samuel. 

20  September,  1854.  Resigned. 
Mill  lay,  John  C.  K. 

22  September,  1854.  Resigned. 


Pardee,  Hon  A. 

28  September,  1854.  Resigned. 

Phillips,  Clavius. 

3 October,  1854.  Resigned. 

Prentiss,  Roderick. 

21  September,  1854.  Graduated. 

Reddington,  Thomas. 

30  September,  1854.  Resigned. 

Reed,  Allen  T. 

26  September,  1854.  Graduated. 
Ridgley,  Franklin  E. 

25  September,  1854.  Resigned. 

Ross,  James,  Jr. 

25  September,  1854.  Resigned. 

Schoonmaker,  Cornelius  M. 

28  September,  1854.  Graduated. 

Smith,  Reatt-y  P. 

29  September,  1854.  Resigned. 

Smith,  Philip. 

20  September,  1854.  Resigned. 

Spencer,  Thomas  S. 

29  September,  1854.  Graduated. 

Stanburrough,  James  E. 

26  September,  1854.  Resigned. 

Stores,  George  S. 

23  September,  1854.  Graduated. 

Swasey,  Charles  U. 

28  September,  1854.  Graduated. 

Taylor,  Edmund. 

29  September,  1854.  Resigned. 

Terry,  Felix  G. 

9 October,  1854.  Resigned. 

Triplett,  Wellington. 

22  September,  1854.  Resigned. 

Van  Santvoord,  Westbrook. 

28  September,  1854.  Resigned. 

Vaughan,  Vernon  II. 

21  September,  1854.  Resigned. 

Wadsworth,  Janies  M. 

28  September,  1854.  Resigned. 

Walls,  Augustus  S.' 

27  September,  1854.  Resigned. 

Wheeler,  Charles  S. 

27  September,  1854.  Resigned. 

Wheeler,  Richard  T. 

27  September,  1854.  Resigned. 

White,  George  R. 

28  September,  1854.  Graduated. 

Whittle,  William  €.,  Jr. 

28  September,  1854.  Graduated. 

Wing,  Edward  I>.  C. 

25  September,  1854.  Resigned. 

Wright,  John  F. 

27  September,  1854.  Resigned. 
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If  sites,  IIoImuI  II. 

22  September,  1854.  Resigned. 


Young,  Henry  F. 

80  September,  1854.  Resigned. 


1855. — Midshipmen. 


Ashe,  Samuel  A’ Court. 

28  September,  1855.  Resigned. 

Averett,  Samuel  W. 

3 November,  1855.  Graduated. 

Borfehert,  George. 

20  September,  1855.  Graduated. 

Boyd,  Fra n Si. 

21  September;  1855.  Resigned. 

Bristow  is,  Benjamin  W. 

21  September,  1855.  Dismissed. 

Brown,  James  T. 

27  September,  1855.  Resigned. 

Butt,  Walter  R. 

20  September,  1855.  Graduated. 

Cenas,  Hilary. 

21  September,  1855.  Graduated. 

Claiborne,  Henry  15. 

22  September,  1855.  Graduated. 

Crump,  Edward  IS. 

28  September,  1855.  Resigned. 

Daugherty,  Oliver  B. 

26  September,  1855.  Resigned. 

Fistes*,  Thomas  D. 

29  September,  1855.  Resigned. 

French,  Samuel  E. 

26  September,  1855.  Dismissed. 

Graham,  Archibald. 

29  September,  1855.  Resigned. 

Greene,  Samuel  D. 

21  September,  1855.  Graduated. 

Hachett,  Samuel  IS. 

28  September,  1855.  Graduated. 

Hall,  Wilburn  15. 

20  September,  1855.  Graduated. 


Harry,  Edwin  C. 

20  September,  1855.  Resigned. 

Hodge,  Kosciusko. 

28  September,  1855.  Resigned. 

Mane,  Theodore  F. 

^27  September,  1855.  Graduated, 

l^kensie,  Alexander  S. 

29  September,  1855.  Graduated. 

Northrop,  John  II. 

24  September,  1855.  Resigned. 

Pleasants,  Charles  W. 

24  September,  1855.  Dismissed. 

Head,  Edmund  G. 

25  September,  1855.  Graduated. 

Remey,  George  €. 

20  September,  1855.  Graduated. 

Saulsbury,  Gove  H. 

26  September,  1855.  Resigned. 

Slain m,  Jefferson  A. 

2 October,  1855.  Resigned. 

Snyder,  David  If. 

21  September,  1855.  Resigned. 

Stanton,  Clarence  E. 

26  September,  1855.  Dismissed. 

Tayloe,  James  E. 

24  September,  1855.  Graduated. 

Walker,  Edward  A. 

26  September,  1855.  Graduated. 

Ward,  George  A. 

21  September,  1855.  Resigned. 

Weisman,  F.  P. 

25  September,  1855.  Resigned. 

Wiltse,  Gilbert  €. 

20  September,  1855.  Graduated. 


1856. — Midshipmen. 


Adams,  Thomas  E.  M. 

25  September,  1856.  Resigned. 

Alien,  John  W. 

27  September,  1856.  Resigned. 

Ames,  Sullivan  I>. 

22  September,  1856.  Graduated. 

Barton,  William  H. 

22  September,  1856.  Graduated. 

Bradford,  .fames  O. 

28  September,  1856.  Resigned. 

Brown,  Francis  8. 

24  September,  1856.  Graduated. 


Burt,  Eouis  J. 

20  September,  1856.  Resigned. 

Carnes,  William  W. 

30  September,  1856.  1 October,  1857. 

Resigned. 

Casey*  Silas 

25  September,  1856.  Graduated. 

Comstock,  John  II. 

27  September,  1856.  Resigned. 

Cordell,  Ernest  1>. 

20  September,  1856.  Resigned. 
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Davenport  Francis  ©. 

22  September,  1856.  Graduated. 

Bevauflt,  Edwin  R. 

20  September,  1856.  Resigned. 

Doolittle,  ©rmns  A. 

26  September,  1856.  Dismissed. 

Darnin,  Thomas  E. 

22  September,  1856.  Graduated. 

Bowling,  lolm  C. 

22  September,  1856.  Resigned. 

Foot,  Henry  1>. 

80  September,  1856.  Dismissed. 

Foster,  Lyman  B. 

24  September,  1856.  Resigned. 

Gillet,  Simeon  P. 

20  September,  1856.  Graduated. 

Gregory,  Benjamin. 

23  September,  1856.  Resigned. 

Greiner,  Theodore  S. 

27  September,  1856.  Resigned. 

Griswold,  George  B. 

20  September,  1856.  Resigned. 

Harris,  George  F. 

22  September,  1856.  Resigned. 

II  arrison,  Thomas  E. 

29  September,  1856.  Graduated. 

Hayward,  Bavid  8. 

29  September,  1856.  Resigned. 

Herman,  Henry  M. 

20  September,  1856.  Resigned. 

Hesse,  John. 

23  September,  1856.  Resigned. 

Iloge,  Francis  E. 

20  September,  1856.  Graduated. 

Hooe,  Boy  Mason. 

27  September,  1856.  Resigned. 

Hoole,  James  E. 

22  September,  1856.  Graduated. 

Howard,  George  T. 

22  September,  1856.  Resigned. 
Hunt,  Charles  8. 

27  September,  1856.  Resigned. 
Hunt,  John  J. 

30  September,  1856.  Resigned. 

Jacobs,  William  C. 

29  September,  1856.  Resigned. 

Mean,  Charles. 

20  September,  1856.  Resigned. 

Ming,  Charles  K, 

25  September,  1856.  Resigned. 

Kinney 9 Francis  8. 

22  September,  1856.  Resigned. 

Knlpe,  Samuel  W. 

22  September,  1856.  Resigned. 


Eamhert,  Bruce. 

20  September,  1856.  Resigned. 

Eewis,  Harold. 

26  September,  1856.  Dismissed. 

Mahan,  Alfred  T. 

30  September,  1856.  Graduated. 

Manley,  Henry  D. 

25  September,  1856.  Graduated. 

Marvin,  Joseph  B. 

25  September,  1856.  Graduated. 

McCarty,  Stephen  A. 

25  September,  1856.  Graduated. 

McKinley,  John  S. 

26  September,  1856.  Resigned. 

McNair,  Antoine  li. 

22  September,  1856.  Graduated. 

Meade,  Robert  E. 

30  September,  1856.  Resigned. 

09Kane,  James, 

80  September,  1856.  Graduated. 

Paddock,  Samuel  B. 

26  September,  1856.  Graduated. 

Philip,  John  W. 

20  September,  1856.  Graduated. 

Porter,  Robert  H. 

23  September,  1856.  Resigned. 
Raynsford,  Edmund  J,  W'. 

27  September,  1856.  Resigned. 

Bead,  Charles  William, 

20  September,  1856.  Graduated. 

Reardon,  Simon  B. 

20  September,  1850.  Resigned. 

Robeson,  Henry  15, 

25  September,  1856.  Graduated. 

Sanderson,  Philip  S, 

29  September,  1856.  Dismissed. 

Scliench,  Woodhull  8. 

24  September,  1856.  Resigned. 

Schley,  Winfield  8. 

20  September,  1856.  Graduated. 

8hute,  Francis  A. 

24  September,  1850.  Resigned. 

Smith,  William  W. 

25  September,  1856.  Dismissed. 

Spencer,  Julien  M. 

22  September,  1856.  Resigned. 

Stevenson,  John  M. 

22  September,  1856.  Resigned. 

Stuyvesant,  Moses  S. 

29  September,  1856.  Graduated. 

Swann,  Thomas  E. 

8 December,  1856.  Graduated. 

Sydnor,  Richard  B.  13. 

25  September,  1856.  Resigned. 
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Talbott,  Richard  P.  S« 

29  September,  1856.  Resigned. 

Wall,  William  IS. 

27  September,  1856.  Resigned. 

Watson,  John  C. 

29  September,  1856.  Graduated. 

Webster,  Isaac  P. 

30  September,  1856.  Resigned. 


IVeidman,  John, 

25  September,  1856.  Resigned. 
Wharton,  Arthur  1>. 

23  September,  1856.  Graduated. 

Whitehead,  William. 

23  September,  1856.  Graduated. 

Whitman,  Charles  S. 

26  September,  1856.  Resigned. 


1857. — Midshipmen. 


Armstrong,  Richard  F. 

21  September,  1857.  Resigned. 

Bache,  George  M. 

19  November,  1857.  Graduated. 

Backus,  Sylvanns. 

28  September,  1857.  Graduated. 

Hoggs,  Robert. 

30  September,  1857.  Resigned. 

Bowen,  Thomas  C. 

25  September,  1857.  Graduated. 

Churchill,  John  F. 

24  September,  1857.  Resigned. 

Clark,  Andrew  J. 

22  September,  1857.  Resigned. 

Concklin,  George  Henry. 

28  September,  1857.  Resigned. 

Connally,  John  1L 

28  September,  1857.  Resigned. 

Cooney,  Charles  I>. 

22  September,  1857.  Resigned. 

Cromwell,  Bartlett  J. 

21  September,  1857.  Graduated. 

Cushing,  William  15. 

25  September,  1857.  Resigned. 

Dexter,  Adolphus. 

24  September,  1857.  Graduated, 

liner,  Rufus  I£. 

23  September,  1857.  Graduated. 

Farrington,  Thomas  P. 

26  Sept.  1857.  Appointment  revoked. 

Fisk,  Janies  E. 

28  September,  1857.  Resigned. 

Foster,  Charles  G. 

21  September,  1857.  Resigned. 

Frierson,  Thomas  II. 

26  September,  1857.  Resigned. 

Fuller,  Janies  F. 

22  September,  1857.  Resigned. 

Graham,  James  I>. 

25  September,  1857.  Graduated. 
Grimes,  Howard. 

22  September,  1857.  Resigned. 


Hayward,  George  W. 

26  September,  1857.  Graduated. 

Haverstick,  John  W. 

26  September,  1857.  Resigned. 

Hampstead,  Lyman  P. 

23  September,  1857.  Resigned. 

Hicks,  William  A. 

23  September,  1857.  Resigned. 

Higginson,  Francis  I, 

21  September,  1857.  Graduated. 

Hobbs,  Odillon  B. 

26  Sept.,  1857.  Died  1 Oct.,  1860. 

Holden,  John  F. 

21  September,  1857.  Resigned. 

Hooper,  Thomas  W. 

21  September,  1857.  Resigned. 

Howard,  Ochran  If. 

21  September,  1857.  Resigned. 

Hudgins,  Albert  G. 

24  September,  1857.  Resigned. 

Ingraham,  John  If. 

23  October,  1857.  Resigned. 
Jackson,  Crawford  M. 

29  September,  1857.  Resigned. 

Keeney,  Charles  T. 

28  September,  1857.  Resigned. 

KeinpfF,  Fouls. 

25  September,  1857.  Graduated. 

Fee,  William  P. 

21  September,  1857.  Resigned. 

Leonard,  Joseph  A. 

18  November,  1857.  Resigned. 

Fester,  George. 

23  September,  1857.  Resigned. 

Hodge,  Douglass. 

26  September,  1857.  Resigned. 

Ford,  George  P. 

24  September,  1857.  Resigned. 

Mai  in,  Emery. 

24  September,  1857.  Resigned. 

Marsh,  William. 

25  September,  1857.  Resigned 
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Martin,  William. 

29  September,  1857.  Resigned. 

McFarland,  John. 

21  September,  1857.  Graduated. 

McGlensey,  John  F. 

28  September,  1857.  Graduated. 

Mcliay,  Hilaries  E. 

29  September,  1857.  Graduated. 

McKinley,  Robert  E. 

24  September,  1857.  Resigned. 

McVeigh,  Hiram. 

25  September,  1857.  Resigned. 

Meade,  Robert  JL. 

29  September,  1857.  Resigned. 

Merri man,  Edgar  C. 

21  September,  1857.  Resigned. 

Moore,  Thomas  E. 

30  September,  1857.  Resigned. 

Morey,  K os  well  E. 

26  Sept.,  1857.  Appointment  revoked. 

Mullen,  Horace  E. 

25  September,  1857.  Graduated. 

Mu  nee,  Thomas  Q. 

22  September,  1857.  Resigned. 

Munroe,  Frank. 

25  September,  1857.  Resigned. 

Nnrre,  Joint. 

23  September,  1857.  Resigned. 

Ogden,  Morgan  E. 

29  September,  1857.  Dismissed. 

Orth,  Christopher  II.,  Jr. 

26  September,  1857!  Resigned. 

Ferry,  Reiajamin  F. 

5 October,  1857.  Died  3 July,  1860. 

Phoenix,  Eloyd. 

24  September,  1857.  Graduated. 

Picking,  Henry  F. 

28  September,  1857.  Graduated. 

Platt,  Frank  A. 

26  September,  1857.  Resigned. 

PoSliemus,  Charles. 

21  September,  1857.  Resigned. 

Robertson,  James  P. 

28  September,  1857.  Graduated. 

Rodgers,  Frederic. 

25  September,  1857.  Graduated. 

Rowland,  John  H. 

21  September,  1857.  Graduated. 


Ryan,  George  P. 

30  September,  1857.  Graduated. 

Sampson,  William  T. 

24  September,  1857.  Graduated. 

Sleeper,  George  A. 

26  September,  1857.  Resigned. 

Smith,  Francis. 

25  September,  1857.  Resigned. 

Smith,  Napoleon  J. 

25  September,  1857.  Resigned. 

Smyser,  Charles  J. 

22  September,  1857.  Resigned. 

Snell,  Alfred  T. 

26  September,  1857.  Graduated. 

Steece,  Tecumseli. 

26  September,  1857.  Graduated. 

Stewart,  William  F. 

23  September,  1857.  Graduated. 

Stone,  Sardine  G.9  Jr. 

29  September,  1857.  Resigned. 

Sturdivant,  Theodore. 

21  September,  1857.  Resigned. 

Sturgeon,  Eugene  B. 

23  September,  1857.  Resigned. 

Swift,  Samuel. 

26  Sept.,  1857.  Died  28  Nov.,  1860. 

'Talbot,  Hansel,  Jr. 

26  September,  1857.  Resigned. 

Tall  man,  Henry  C. 

24  September,  1857.  Graduated; 

Thomas,  Nathaniel  W. 

■24  September,  1857.  Graduated. 

Tyson,  Herbert  B. 

22  October,  1857.  Graduated. 

Van  Comstock,  William. 

25  September,  1857.  Resigned. 

Walker,  Clifford  il. 

23  September,  1857.  Dismissed. 

Wei  dm  an,  John, 

22  September,  1857.  Graduated. 

Wilson,  Joseph  ME 

22  September,  1857.  Resigned. 

Withers,  Henry. 

21  September,  1857.  Dismissed. 

Yorke,  Patton  J. 

28  September,  1857.  Resigned. 


1858. — Midshipmen. 


A hi,  James  W. 

24  September,  1858.  Resigned. 

Appleton,  Giles  F. 

20  September,  1858.  Resigned. 


Rarnunt,  David. 

20  September,  1858.  Resigned. 

Renton,  Mortimer  M. 

28  September,  1858.  Resigned. 
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Blake,  Elliott  C.  V. 

28  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Blake,  Henry  J. 

29  Sept.,  1858.  Promoted  24  Feb.,  1863. 

Bradley,  John  15. 

21  September,  1858.  Killed  in  Action 
24  April,  1862. 

Brower,  Edwin  T. 

28  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Carrothers,  John  K. 

23  Sept.,  1858.  Died  23  Dec.,  1861. 

Comstock,  John  H. 

11  January,  1858.  Resigned. 

Cotton,  Charles  S. 

23  Sept.,  1858.  Promoted  11  Nov.,  1862. 

Crall,  George  A. 

20  September,  1858.  Dismissed. 

Crandall,  Frederick  If. 

24  Sept.,  1858.  Appointment  revoked. 

Hansels,  Charles  II. 

23  September,. 1858.  Resigned. 

Hay,  Benjamin  F. 

*20  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Bongherty,  Harvey  II. 

20  September,  1858.  Resigned. 

Foreman,  Ivey. 

25  September,  1858.  Resigned. 

Forrest,  Moreau. 

22  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Foute,  Robert  C. 

20  September,  1858.  Resigned. 

Grafton,  Henry  T. 

23  September,  1858.  Resigned. 

Harrison,  William  H. 

28  September,  1858.  Resigned. 

Hivling,  William  H. 

20  September,  1858.  Resigned. 

Holt,  Henry  C. 

21  September,  1858.  Resigned. 

Howard,  George  A. 

20  September,  1858.  Resigned. 

Humphrey.,  Charles  H. 

22  September,  1858.  Resigned. 

Huntington,  Charles  E. 

29  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Huntington,  Bobert  P. 

24  Sept.,  1858.  Promoted  9 Oct.,  1862. 

Huston,  Charles  St.  C. 

22  September,  1858.  Resigned. 

Mel  log,  Edward  N. 

24  Sept.,  1858.  Promoted  8 Sept.,  1863. 

Fain  son,  Boswell  H. 

20  Sept.,  1 858.  Promoted  1 Aug.,  1862. 


Iiittiepage,  H.  Beverly. 

23  September,  1858.  Resigned. 

Mannaduke,  Henry  H. 

20  September,  1858.  Resigned. 

Mason,  Alexander  M. 

11  October,  1858.  Resigned. 

McDermott,  Edward  J. 

23  September,  1858.  Resigned. 

McWilliams,  Mortimer. 

23  September,  1858.  Resigned. 

Merri wether,  James  A. 

29  September,  1858.  Resigned. 

Mitchell,  Archibald  I. 

20  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Moodey,  Bavid. 

22  September,  1858.  Resigned. 

Moon,  William  S. 

21  September,  1858.  Resigned. 

Nichols,  Smith  W. 

27  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Payne,  Bobert. 

20  September,  1858.  Resigned. 

Pinkney,  William. 

23  September,  1858.  Resigned. 

Preston,  Samuel  W. 

4 Oct.,  1858.  Promoted  1 Aug.,  1862. 

Bead,  John  J. 

21  Sept.,  1858.  Promoted  25  Nov.,  1862. 

Bead,  William  W. 

27  September,  1858.  Resigned. 

Robinson,  William  O’H. 

22  September,  1858.  Resigned. 

Roby,  Francis  M. 

28  September,  1858.  Resigned. 

Buggies,  Edward  S. 

21  September,  1858.  Resigned. 

Shoemaker,  Charles  F. 

21  September,  1858.  Resigned. 

Smith,  Frederick  R. 

24  Sept.,  1858.  Promoted  1 Aug.,  :862. 

Sturgeon,  Eugene  B. 

20  September,  1858.  Resigned. 
Sumner,  George  W. 

20  Sept.,  1858.  Promoted  1 Aug.,  1862. 

Ferry,  Silas  W. 

28*  Sept.,  1858.  Promoted  16  Sept.,  1862. 

Telfair,  Baniel  A. 

23  September,  1858.  Resigned. 

Trigg,  Ban i el. 

30  September,  1858.  Resigned. 

Went  pie,  Bavid  B. 

24  Sept.,  1858.  Promoted  25  Nov.,  1862, 

Winslow,  William  H. 

23  September,  1858.  Resigned. 
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Worth,  Algernon  S. 

21  September,  1858.  Resigned. 


Zimmerman,  Charles  W. 

20  Sept.,  1858.  Promoted  19  Sept.,  1862. 


1850,— Midshipmen. 


Abbot,  Walter. 

2 Dec.,  1859.  Promoted  25  Nov.,  1862. 

Adams,  La  line  I®. 

26  Oct.,  1859.  Promoted  16  Sept.,  1862. 

Alexander,  Adana  €.,  Jr. 

23  Nov.,  1859.  Promoted  16  Sept.,  1862. 

Anderson,  John. 

22  September,  1859.  Killed  in  Action 
24  April,  1862. 

Racot,  Richard  If. 

20  September,  1859.  Resigned. 

Raird,  Thomas  D. 

22  September,  1859.  Resigned. 

Raid  Sett,  John  If. 

28  Nov.,  1859.  Promoted  8 Sept.,  1863. 

Batcbeller,  Oliver  A. 

28  Nov.,  1859.  Promoted  25  Nov.,  1862. 

Reirne,  Andrew  P. 

28  September,  1859.  Resigned. 

Blake,  Charles  F. 

26  Oct.,  1859.  Promoted  26  June,  1863. 

Brady,  Alfred  T. 

2 December,  1859.  Resigned. 

Bran  tin  ghaut,  Charles  H. 

22  September,  1859.  Resigned, 

Brice,  John  J. 

24  September,  1859.  Resigned. 

Bridgman,  William  If. 

2 Dee.,  1859.  Promoted  16  Sept.,  1862. 

Brown,  Georg©  M. 

25  Nov.,  1859.  Promoted  16  Sept.,  1862. 

Brn ilk,  Frank  C. 

23  September,  1859.  Resigned. 

Barker,  Albert  S. 

25  Oct..  1859.  Promoted  25  Nov.,  1862. 

Canon,  Robert  A. 

30  November,  1859.  Resigned, 

Carroll,  Daniel. 

2 December,  1859.  Resigned. 

Case,  James  S. 

28  September,  1859.  Resigned. 

Chester,  Colby  M. 

31  Oct.,  1859,  Promoted  21  Oct.,  1863. 

Chew,  Francis  T. 

21  September,  1859.  Resigned. 

Chew,  Richard  S. 

25  Nov.,  1859  Promoted  13  Dec.,  1862. 

Clay  brook,  Joseph  P. 

27  September,  1859.  Resigned. 


Cook,  William  W. 

26  October,  1859.  Resigned. 
Cooke,  Henry  g. 

25  November,  1859.  Resigned. 
Craig,  William  J. 

7 December,  1859.  Resigned. 
Dalton,  William  If. 

20  September,  1859.  Resigned. 
Dana,  William  g. 

25  Oct.,  1859.  Promoted  10  June,  1864. 
Dayton,  Charles  M. 

25  October,  1859.  Resigned. 

Dick,  James  A. 

29  September,  1859.  Resigned. 
Epes,  Freeman. 

2 December,  1859.  Resigned. 
Flournoy,  Robert. 

24  September,  1859.  Resigned. 
Floyd,  Richard  S. 

30  November,  1859.  Resigned. 
Ford,  George  E. 

30  November,  1859.  Resigned. 

Fort  n ne,  John  C. 

27  September,  1859.  Resigned. 
French,  Hayden  T. 

2 December,  1859.  Promoted. 
Garrett,  Thomas  G. 

15  November,  1859.  Resigned. 
Gedney,  Alexander  I). 

25  November,  1859.  Dismissed. 
Gregory,  Samuel  S. 

24  September,  1859.  .Resigned. 
Hammett,  William. 

27  September,  1859.  Resigned. 

Has  kin,  Benjamin  F. 

2 November,  1859.  Promoted, 
j Haswell,  Gonverneur  I£. 

25  November,  1859.  Promoted. 

| Hazletinc,  Edward 

22  September,  1859.  Promoted. 

; Meath,  Lucius  E. 

25  November,  1859.  Resigned. 
Hiatt,  Samuel  S. 

12  October,  1859.  Resigned. 
Holcombe,  Isaac  C. 

9 November,  1859.  Resigned. 
Howard,  George  H. 

1 December,  1859.  Resigned. 
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Ilmd,  Sy mines  If. 

23  November,  1859.  Promoted. 
II is  lies*,  William  C. 

26  October,  1859.  Resigned. 

Jackson,  William  C. 

28  November,  1859.  Resigned. 

Johnson,  Henry  E. 

30  September,  1859.  Promoted. 

Johnson,  Mortimer  E. 

2 December,  1859.  Promoted. 

Jones,  Charles  D. 

23  November,  1859.  Promoted. 

Jones,  John  €. 

11  October,  1859.  Resigned. 

Eong,  Janies  CL 

23  November,  1859.  Resigned. 

Eowry,  Philip  W. 

22  September,  1859.  Promoted. 

Ludlow,  NIcoll. 

28  October,  1859.  Promoted. 

Mallory,  George  T. 

15  November,  1859.  Resigned. 

Mason,  William  P. 

23  September,  1859.  Resigned. 

McClure,  George  M. 

23  September,  1859.  Promoted. 
McCormick,  Alexander  Mo 
21  September,  1859.  Promoted. 
McDaniel,  Henry  CL 

30  November,  1859.  Resigned. 

McfCenney,  Ulric  F. 

25  November,  1859.  Resigned. 

Miller,  Merrill. 

28  November,  1859.  Promoted. 

Moore,  .Iota it  II. 

27  September,  1859.  Resigned. 

Xaiie,  Frederick  I. 

27  October,  1859.  Promoted. 

Pearson,  Frederick. 

21  September,  1859.  Promoted. 

Pipkin,  William  M. 

7 December,  1859.  Resigned. 

Poor,  Charles  II.,  Jr. 

28  September,  1859.  Dismissed. 

Porter,  Benjamin  II. 

1 December,  1859.  Promoted. 

Prelate,  Edward  E. 

2 December,  1859.  Promoted. 
Price,  John  K. 

15  November,  1859.  Resigned. 


Heed,  John  II. 

28  September,  1859.  Promoted. 

Robinson,  William  F. 

28  November,  1859.  Resigned. 

Rumsey,  Henry  11. 

25  October,  1859.  Promoted. 

Sanders,  Morton  WL 

20  September,  1859.  Promoted. 

Sands,  James  II. 

25  November,  1859.  Graduated. 

Seales,  Dabney  M. 

7 December,  1859.  Resigned. 

Shepard,  Edward  M. 

25  November,  1859.  Promoted. 

Sigsbee,  Charles  D. 

27  September,  1859.  Promoted. 

Smith,  Richard  M. 

30  November,  1859.  Resigned. 

Stafford,  James  M. 

22  September,  1859.  Resigned. 

Thomas,  Francis  M. 

24  September,  1859.  Resigned. 

Tracy,  Charles  W. 

27  October,  1859.  Promoted. 

Turner,  Thomas  T. 

25  November,  1859.  Resigned, 

lance,  George  P. 

25  November,  1859.  Dismissed. 

Tan  Tleck,  William  A. 

25  November,  1859.  Promoted. 

Walker,  John  T. 

24  September,  1859.  Resigned. 

Wallace,  Janies. 

1 November,  1859.  Promoted. 

Wheeler,  William  II. 

7 December,  1859.  Promoted. 

Wilkinson,  William  W. 

7 December,  1859.  Resigned. 

Willett,  Silas  S. 

26  November,  1859.  Resigned. 

Wood,  George  W. 

23  September,  1859.  Promoted. 

Woodward,  Edwin  T. 

23  November,  1859.  Promoted. 

Wyman,  Henry  I>. 

21  September,  1859.  Dropped. 

Ton n g,  William. 

1 December,  1859.  Resigned. 
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I860.— Acting  Midshipmen. 


Ames,  William  A.. 

23  September,  1860.  Resigned. 

Baldwin,  James  G. 

29  September,  I860.  Resigned. 

Barclay,  Charles  J. 

2.1  September,  1860.  Graduated. 

Berrien,  Thomas  M. 

26  September,  1860.  Resigned. 

Bidlick,  James  H. 

22  September,  1860.  Dismissed. 

Boyle,  William  ©. 

26  September,  1860.  Dismissed, 

firantingliam,  Charles  If. 

25  September,  1860.  Resigned. 

Brooks,  Thomas  It. 

20  October,  1860.  Resigned. 

Brown,  Allen  JD. 

29  September,  1860.  Graduated. 

Brown,  Orris  A. 

23  September,  1860.  Resigned. 

Bryan,  George  IK 

25  September,  1860.  Resigned. 

Bucket  aster,  Esculapins. 

20  September,  1800.  Resigned. 

Bnsh,  Charles  G. 

25  September,  1860.  Resigned. 

Cali  O’,  Joseph  M. 

27  September,  1860.  Resigned. 

Carmody,  Robert  E. 

29  September,  1860.  Resigned. 

Carroll,  William  Jo 

21  September,  1860.  Resigned. 

Carter,  Barron, 

28  September,  1860.  Resigned. 

Cassell,  Bougies  R. 

28  September,  1860.  Graduated. 

Clark,  Charles  E. 

29  September,  1860.  Graduated. 
Clark,  David  J. 

27  September,  1860.  Resigned. 

Clark,  Joint  D. 

22  September,  1860.  Graduated. 

Clements,  Conrlland  €. 

26  September,  1860.  Resigned. 

Coffin,  George  W. 

28  September,  1860.  Graduated. 

Coghian,  Joseph  B« 

27  September,  1860.  Graduated. 

Cook,  Francis  Augustus. 

20  September,  1860.  Graduated. 
Cooper,  Philip  II. 

28  September,  1860.  Graduated. 


Craven,  Charles  II. 

20  September,  1860.  Graduated. 

Crowninshield,  A.  S. 

25  September,  1860.  Graduated. 

Davis,  George  Thornton. 

20  September,  1860.  Graduated, 

Dick,  James  A. 

29  September,  1860.  Resigned. 

Dick  man,  Ernest  J. 

20  September,  1865.  Graduated. 

Deer,  William  A. 

29  September,  1860.  Resigned. 

Dnnn,  Williamson. 

24  September,  1860.  Graduated. 

English,  Gustavus. 

25  September,  1860.  Resigned. 

Evans,  Robley  D. 

20  September,  1860.  Graduated. 

Fagan,  Fonts  E. 

28  September,  1860.  Resigned. 

Fuller,  Henry  D. 

24  September,  1860.  Dropped. 

Gardner,  Joseph  M. 

24  September,  1860.  Resigned. 

Garrett,  Thomas  G. 

12  October,  1860.  Resigned. 

Glass,  Henry. 

24  September,  1860.  Graduated. 

Glidden,  George  D.  B. 

23  September,  1860.  Resigned. 

Goode,  William  D. 

6 November,  1860.  Resigned. 

Goodwyn,  Matthew  P. 

21  September,  1860.  Resigned. 

Gridley,  Charles  V. 

26  September,  1860.  Resigned.  * 

Guthrie,  Edward  P. 

28  September,  1860.  Resigned. 

Harris,  Ira. 

22  September,  1860.  Graduated. 

Heath,  Benjamin. 

22  September,  1860.  Resigned. 

Hendrickson,  William  W. 

26  September,  1860.  Graduated. 

H© IF,  William  B. 

24  October,  1860.  Graduated. 

Hopkins,  John  Adams. 

20  September,  1860.  Resigned. 

Hill,  Hugh  E. 

25  September,  1860.  Resigned. 

Hunter,  William  II. 

29  September,  1860.  Dismissed. 
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Irvin,  Roland  C. 

29  September,  1800.  Graduated. 

Hellog,  Augustus  G. 

21  September,  1860.  Graduated. 

Laughton,  George  II. 

22  September,  1860.  Resigned, 

lieary,  Richard  Phillips. 

20  September,  1860.  Graduated. 

Lenox,  Albert  Iff. 

25  September  1860.  Dismissed. 

Livingston,  John  8. 

25  September,  1860.  Resigned. 

Maclay.  William  W. 

4 October,  1860.  Graduated. 

Mayo,  Wy nd ham  It. 

21  September,  1860.  Resigned. 

MeClintoc,  Horatio  Gates. 

21  September,  1860.  Resigned. 

McCormick,  Frederick. 

25  September,  I860.  Graduated. 

McGregor,  Charles. 

21  September,  1860.  Graduated. 

Mcllvasie,  John  Clay. 

24  September,  1860.  Resigned. 

Meyer,  Cassius. 

20  September,  1860.  Resigned. 

Morgan,  James  M. 

20  September,  1860.  Resigned. 

Morris*  Francis. 

27  September,  1860.  Graduated. 

Morris,  Isaac  Tompkins. 

20  September,  1860.  Graduated. 

Morris,  Thomas  L. 

26  September,  1860.  Resigned. 

Moses,  Raphael. 

27  September,  1860.  Resigned. 

Mullen,  S>ennis  W. 

21  September,  1860.  Graduated, 

lewlin,  Alfred  8. 

25  September,  1860.  Resigned. 

Miles,  Marston. 

25  September,  1860.  Graduated. 

Osterloli,  "William  Cooper. 

20  September,  1860.  Resigned. 

Pearson,  James  M. 

21  September,  1860.  Resigned. 

Pegram,  John  Combe. 

21  September,  1860.  Graduated. 


Pendleton,  Charles  A. 

27  September,  1860.  Graduated. 

Peters,  James  Arthur. 

20  September,  1860.  Resigned. 

Peyton,  Joseph  IS. 

28 'September,  1860.  Resigned. 

Phelps,  Jefferson. 

28  September,  1860.  Resigned.  . 

Ragsdale,  Janies  M.  P. 

21  September,  1860.  Graduated. 

Reber,  John  M. 

21  September,  1860.  Resigned. 

Schultz,  Charles  F. 

23  September,  1860.  Resigned. 

Sevier,  Charles  F. 

27  September,  1860.  Resigned. 

Sparks,  Gale  W. 

24  September,  1860.  Resigned. 

Sterling,  Yates. 

* 27  September,  1860.  Graduated. 

Taylor,  Henry  Clay. 

20  September,  1850.  Graduated. 

Vaughn,  Henry  L. 

24  September,  1860.  Resigned. 

Wadleigh,  George  Iff. 

27  September,  1860.  Graduated. 

Washington,  he  Roy  H. 

26  September,  1860.  Resigned. 

Webb,  William  Iff. 

24  September,  1860.  Resigned. 

! Whiting,  William  Iff. 

21  September,  1860.  Graduated. 

Wildes,  Frank. 

21  September,  1860.  Graduated. 

| Williams,  Henry  S.  II. 

27  September,  1860.  Resigned. 

Williams,  Thomas. 

26  September,  1860.  Dropped. 

Wise,  William  C. 

29  September,  1860.  Graduated. 

Wright,  Arthur  Iff. 

28  September,  1860.  Graduated. 

Wright,  Augustus 

29  September,  1860.  Resigned. 

Yancey,  William  E. 

23  September,  1860.  Resigned. 


18©!.— Acting  Midshipmen. 

Adams,  Stephen  I>.  j Albright,  Lewis  M. 

20  September,  1861.  Dropped.  | 15  October,  1861.  Resigned. 
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Alexander,  Robert  W. 

2 December,  1861.  Resigned. 

Anderson,  Thomas  C. 

28  November,  1861.  Dismissed. 

Armen  trout,  George  W. 

25  November,  1861.  Graduated. 

Arnold,  Charles  F. 

14  October,  1861.  Graduated. 

Baird,  Samuel  I®. 

27  September,  1861.  Graduated. 

Baker,  Albert  1L. 

28  Sept.,  1861.  Died  3 March,  1864. 

Baker,  James  R. 

2 December,  1861.  Resigned. 

Baker,  Samuel  II. 

24  September,  1861.  Graduated. 

Barber,  Fraeis  M. 

27  December,  1861.  Graduated. 

Buy,  Joseph  L. 

27  September,  1361.  Resigned. 

Baylies,  Allred  W. 

15  October,  1861.  Dropped. 

Bee  user,  Julius  IV. 

27  September,  1861.  Dismissed. 
Bell,  ©arid  N. 

23  September,  1861.  Graduated. 

Bel  rose,  Fouls. 

20  September,  1861.  Graduated. 

Bieknell,  George  A. 

2 December,  1861.  Graduated. 

Bidlack,  James  B. 

24  September,  1861.  Dismissed. 

Bigelow,  Horatio  R. 

23  September,  1861.  Resigned. 

Black,  Charles  H. 

21  September,  1861.  Graduated. 
Blake,  Charles  G. 

30  November,  1861.  Dropped. 

Blake,  Francis  O. 

27  September,  1861.  Resigned. 

Bolen f us,  Frederic  II. 

27  September,  1861.  Dropped. 
Book,  George  M. 

23  November,  1861.  Graduated. 
Bradford,  Royal  II . 

28  November,  1861.  Graduated. 

Breed,  Edward  IK 

21  September,  1861.  Resigned. 

Breed,  Cyrus  W. 

26  November,  1861.  Graduated. 

Brownson,  Willard  II. 

29  November,  1861.  Graduated, 

Buckingham,  Samuel  C. 

21  September,  1861.  Resigned. 


Buford,  Marcus  B. 

9 October,  1861.  Graduated. 

Caldwell,  Albert  G. 

23  September,  1861.  Graduated. 
Campbell,  Francis  Ik 

27  September,  1861.  Dismissed. 

Cantrell,  Franklin  S. 

25  September,  1861.  Resigned. 

Carsnody,  Robert  E. 

28  November,  1861.  Graduated. 

Carpenter,  William  E, 

20  September,  1861.  Resigned. 

Carter,  Abiel  B. 

23  September,  1861.  Graduated. 

Chadsey,  Arthur  JE. 

2 October,  1861.  Resigned. 

Chadwick,  French  JE. 

28  September,  1861.  Graduated. 

Chenery,  Leonard  E. 

12  December,  1861.  Graduated. 

Clark,  Few  is. 

24  September,  1861.  Graduated. 

Comanager,  Franklin  T, 

21  September,  1861.  Dismissed. 

Conner,  John  Clay. 

20  September,  1861.  Dismissed. 

Converse,  George  A. 

29  November,  1861.  Graduated. 

Crahb,  Junius  I>. 

25  November,  1861.  Resigned. 

Craig,  Joseph  E. 

29  November,  1861.  Graduated. 

Pan  a,  George  S. 

28  September,  1861.  Resigned. 

Davies,  Daniel  W. 

28  September,  1861.  Resigned. 

Davis,  Charles  H. 

29  November,  1861.  Graduated. 
Day,  Murray  S. 

24  September,  1861.  Graduated. 

Be  Camp,  Edgar  A. 

26  November,  1861.  Resigned. 

Be  Fong,  Geoi'ge  W. 

1 October,  1861.  Graduated. 

Dickins,  Francis  W. 

20  September,  1861.  Graduated. 

Dolirsuan,  Arnold  If. 

23  September,  1861.  Resigned. 

DoS  liver.  William  A. 

2 December,  1861.  Resigned. 

Doughty,  John  C. 

28  September,  1861.  Resigned. 

Duncan,  John  McK. 

21  September,  1861.  Dropped. 
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I>imn,  Henry  T. 

25  September,  1861.  Resigned. 

I)u  sass,  William  Ho 

5 October,  1861.  Resigned. 

Dyer,  Charles  G. 

20  September,  1861.  Resigned. 

Edes,  Rcnjamin  L. 

23  September,  1861.  Graduated. 

Edgar,  Haute!. 

20  September,  1861.  Resigned. 

Elliott,  William  M. 

27  September,  1861.  Graduated. 

Elmer,  Horace. 

27  September,  1861.  Graduated. 

Fitzgerald,  Charles  H. 

29  November,  1861.  Resigned. 

Fisher,  John  F. 

28  September,  1861.  Dropped. 

Flagg,  George  N. 

21  September,  1861.  Graduated. 

Fletcher,  Arthur  H. 

29  November,  1861.  Graduated. 

Folger,  William  M. 

21  September,  1861.  Graduated. 

Foote,  Francis  i>. 

27  September,  1861.  Dropped. 

Ford,  Heighten  M. 

27  September,  1861.  Graduated. 

Freeman,  Frederick  If. 

20  September,  1861.  Dismissed. 

Garrison,  Oliver  F. 

24  September,  1861.  Resigned. 

Golden,  Henry  W. 

25  September,  1861.  Resigned. 

Goodhue,  James  K. 

28  November,  1861.  Dropped. 

Goodrich,  Caspar  F. 

10  December,  1861.  Graduated. 

Gove,  Francis  M. 

27  September,  1861.  Graduated. 

Graham,  Wallace. 

6 December,  1861.  Graduated. 

Griswold,  Charles  I>. 

20  November,  1861.  Graduated. 

Groves,  William  !>. 

5 October,  1861.  Resigned. 

G winner,  Henry  W. 

2 October,  1861.  Graduated. 

Hale-  James  Potter. 

29  November,  1861.  Dropped. 

Harrington,  Purnell  F. 

20  September,  1861.  Graduated. 

Haskins,  Peter  V. 

27  September,  1861.  Resigned. 


Hazlett,  Isaac. 

27  September,  1861.  Graduated. 

Hess,  William  A. 

27  September,  1861.  Resigned. 

Hey er man,  Oscar  F. 

30  November,  1861.  Graduated. 

Hicks,  Amariah  II. 

20  September,  1861.  Resigned. 

Hone,  Calbraith  P. 

28  September,  1861.  Resigned. 

Hooker,  Richard  C. 

25  September,  1861.  Graduated. 

Hopkins,  John  A. 

4 December,  1861.  Dismissed. 

Hubbard,  Socrates. 

24  December,  1861.  Graduated. 

Hull,  James  C. 

27  September,  1861.  Dropped.  24 
July,  1863.  Graduated. 

Hunter,  Godfrey. 

25  September,  1861.  Graduated. 

If  yam,  George  F. 

20  September,  1861.  Resigned. 

Ide,  George  E. 

27  September,  1861.  Graduated. 

Impey,  Robert. 

21  September,  1861.  Graduated. 

James,  Richard  F. 

21  September,  1861.  Dismissed. 

Jameson,  William  C. 

27  September,  1861.  Resigned. 

Jewell,  Theodore  F. 

29  November,  1861.  Graduated. 

Johns,  Walter  S. 

2 November,  1861.  Resigned. 

Keith,  Fordyce  M. 

21  September,  1861.  Dropped. 

Kelso,  Joseph  K. 

24  September,  1861.  Dropped. 

Kennedy,  Charles. 

25  September,  1861.  Graduated. 

Kcnnett,  John  C. 

2 October,  1861.  Graduated. 

Kingsley,  Couis  A. 

28  September,  1861.  Graduated. 

Fain,  Henry  C. 

21  September,  1861.  Resigned. 

Camber  I on,  ffenjamm  P. 

21  September,  1861.  Graduated. 

Hatliy,  William  E. 

21  September,  1861.  Dropped. 

Congneckcr,  Edwin. 

24  September,  1861.  Graduated. 


GENERAL  NAVY  REGISTER. 


829 


Lowry,  Morrow  M. 

20  November,  1861.  Resigned. 

Mansiey,  Henry  N. 

24  September,  1861.  Graduated 

Marlin,  Enos  T. 

4 December,  1861.  Resigned. 

McCalla,  Bowman  II. 

80  November,  1861.  Graduated. 

McKee,  Hugh  W. 

25  September,  1861.  Graduated. 

MeMiehael,  William  R. 

27  September,  1861.  Dropped. 

Mead,  William  W. 

30  December,  1861.  Graduated. 

Men  ales,  Gnstavns  A. 

21  September,  1861.  Dropped. 

Mitchell,  James  R. 

20  September,  1861.  Resigned. 

Mott,  William  II. 

25  September,  1861.  Resigned. 

Murray,  William  B. 

2 December,  1861.  Dropped. 

Mel  Its,  Edward  P. 

28  November,  1861.  Resigned. 

Newell,  John  S. 

28  September,  1861.  Graduated. 

Nichols,  Henry  E. 

1 October,  1861.  Graduated. 

Noell,  Jacob  E. 

8 December,  1861.  Graduated. 

Parker,  Francis  II. 

20  September,  1861.  Graduated. 

Peek,  Ransome  B. 

21  November,  1861.  Graduated. 

Pesihaflow,  Thomas  W. 

28  September,  1861.  Resigned. 

Perry,  Thomas. 

25  September,  1861.  Graduated. 

Pigmari,  George  W. 

28  September,  1861.  Graduated. 

Porter,  Carlile  P. 

27  September,  1861.  Resigned. 

Potter,  Charles  II. 

31  December,  1861.  Resigned. 

Powell,  Joseph  I>. 

21  September,  1861.  Resigned. 

Proctor,  Henry  O. 

28  September,  1861.  Resigned. 

Rachel,  Herman  C. 

23  September,  1861.  Graduated. 

Hath  hone,  Clarence. 

28  September,  1861.  Graduated. 

Reiter,  George  C. 

20  September,  1861.  Graduated. 


Reynolds,  Charles  W. 

20  September,  1861.  Resigned. 

Reynolds,  Robert  12. 

31  December,  1861.  Resigned. 

Richards,  Benjamin  S. 

22  October,  1861.  Graduated. 

Richardson,  George  J. 

28  November,  1861.  Resigned. 

Robinson,  William. 

7 December,  1861.  Resigned. 

Rodman,  Edward. 

27  September,  1861.  Resigned. 

Roth,  Edward  M« 

19  October,  1861.  Resigned. 

Rowe,  Edward  ¥. 

28  September,  1861.  Graduated. 

Russing,  Peter  ¥. 

24  September,  1861.  Resigned. 

Schmitz,  Charles  F. 

19  October,  1861.  Graduated. 

Schooler,  John* 

25  September,  1861.  Graduated. 

Schroeder,  William  J. 

26  November,  1861.  Dropped. 

Shaw,  Hickson  €. 

20  September,  1861.  Resigned. 

Sheppard,  Francis  II. 

16  October,  1861.  Graduated. 

Sherburne,  John  II. 

24  September,  1861.  Resigned. 

Smith,  William  H. 

21  September,  1861.  Resigned. 

Snow,  Albert  S. 

30  November,  1861.  Graduated. 

Stedmaii,  Edward  M. 

27  September,  1861.  Graduated. 

Stockton,  Charles  H. 

14  November,  1861.  Graduated. 

Slock  well,  Morris  P. 

21  September,  1861.  Resigned. 

Strnse,  Henry  F. 

27  November,  1861.  Resigned. 

Stnrtevant,  Frederick. 

29  November,  1861.  Graduated. 

Sullivan,  George  S.  12. 

27  September,  1861.  Resigued. 

Taleott,  George. 

23  November,  1861.  Graduated. 

Taskey,  John  F. 

24  September,  1861.  Resigned. 

Taylor,  Edward  M. 

20  September,  1861.  Resigned. 

Thomas,  Charles  M. 

28  November,  1861.  Graduated. 
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Thomas,  Eugene  B. 

20  September,  1861.  Graduated. 

Todd,  Chapman  C. 

9 October,  1861.  Graduated. 

Tomkins,  James  S. 

27  November,  1861.  Resigned. 

Towle,  Edwin  S. 

24  September,  1861.  Dismissed. 

Train,  Charles  J. 

28  November,  1861.  Graduated. 
Tsaiax,  Anthony  If. 

26  October,  1861.  Died  18  Feb.,  1865. 

Turley,  Augustus  If. 

29  November,  1861.  Resigned. 

Turnbull,  Frank. 

20  September,  1861.  Graduated. 

Vail,  Abraham  H. 

28  September,  1861.  Graduated. 

Vaughn,  John  A. 

24  September,  1861.  Graduated. 

Washahaugli,  Perry  McL. 

27  September,  1861.  Dropped. 

W ater man , R u f us. 

25  September,  1861.  Graduated. 

Weaver,  Janies  II. 

30  November,  1861.  Graduated. 


Whitall,  Samuel  R. 

24  September,  1861.  Resigned. 

White,  Edwin. 

29  November,  1861.  Graduated. 

White,  Henry  C. 

16  October,  1861.  Graduated. 

White,  Oscar. 

21  September,  1861.  Graduated. 

Whit  well,  Janies  E. 

23  September,  1861.  Dismissed. 
Wilde,  George  F.  F. 

30  November,  1861.  Graduated. 

Wilson,  Jos iali  M. 

21  September,  1861.  Graduated. 

Wilson,  Samuel  JL. 

20  September,  1861.  Graduated. 

Wilson,  Thomas  P. 

20  September,  1861.  Graduated. 

Woodrow,  David  C. 

21  September,  1861.  Graduated. 

Wygusn,  James  P. 

20  September,  1861.  Dropped. 

Yates,  Isaac  I. 

21  September,  1861.  Graduated. 

Yerkes,  Janies  P. 

28  November,  1861.  Resigned. 


186S.— Acting  Midshipmen. 


Aekley,  Seth  M. 

6 October,  1862.  Graduated. 

Adams,  Clifton  T. 

24  September,  1862.  Resigned. 

Adams,  James  R. 

7 October,  1862.  Dismissed. 

Aiiiory,  Edward  L. 

4 December,  1862.  Graduated. 

Anderson,  Thaddeus  P. 

1 October,  1862.  Dropped. 

Babbitt,  William  K. 

24  November,  1862.  Dropped. 

Baldy,  George  A. 

29  September,  1862.  Graduated 

Barnes,  James  A. 

30  September,  1862.  Resigned. 

Beale,  Buchanan. 

4 October,  1862.  Dropped. 

Beebe,  James  E. 

29  September,  1862.  Resigned. 

Belknap,  Frederick  A. 

8 October,  1862.  Died  20  Nov.,  1865. 

Berrian,  Hobart. 

22  September,  1862.  Dismissed. 


Berry,  Robert  M. 

31  January,  1862.  Graduated. 

Blair,  Andrew  A. 

20  November,  1862.  Graduated. 

Boyd,  Arthur  Aa 

10  October,  1862.  Graduated. 

Bradford,  John  M. 

9  October,  1862.  Resigned. 

Bramhall,  George  W. 

23  September,  1862.  Resigned. 

Bridge,  Henry  S. 

25  November,  1862.  Dismissed. 

Brown,  George  J. 

2 January,  1862.  Resigned. 

Brown,  George  E. 

16  April,  1862.  Resigned. 

Browne,  Reyes  1>. 

22  September,  1862.  Resigned. 

Buchan,  Charles  J. 

18  April,  1862.  Dropped. 

Burwell,  WTilliam  T. 

30  September,  1862.  Graduated. 

Buslinell,  Robert  II. 

25  September,  1862.  Dismissed. 
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Carpenter,  James  H. . 

29  November,  1862.  Resigned. 

Cat  heard,  Jolin  W. 

24  September,  1862.  Dropped. 

Chapman,  George  II- 

4 February,  1862.  Resigned. 

Clark,  Edward  If. 

22  January,  1866.  Resigned. 

Clarkson,  Samuel  F. 

20  September,  1862.  Graduated. 

Clason,  Augustus. 

1 October,  1862.  Resigned. 

Clifton,  Richard  F. 

20  September,  1862.  Deserted. 

Colby,  Harrison  G.  O. 

25  November,  1862.  Graduated. 

Cook,  Henry  T. 

26  September,  1862.  Resigned. 

Coster,  George  W. 

20  November,  1862.  Graduated. 

Courtis,  Frank. 

25  September,  1862.  Graduated. 

Crocker,  Frederick  W. 

26  September,  1862.  Graduated. 

Cushman,  Herbert. 

23  September,  1862.  Resigned. 

Cutis,  Richard  M. 

22  September,  1862.  Graduated. 

Dahlgren,  Paul. 

7 October,  1862.  Resigned. 

Davis,  Hansel  W. 

22  September,  1362.  Graduated. 

Haris,  Harvey  15. 

30  September,  1862.  Resigned. 

Hay  ton,  James  If. 

27  September,  1862.  Graduated. 

Delelianty,  Daniel. 

25  September,  1862.  Graduated. 

Dorrance,  George  M. 

29  September,  1862.  Resigned. 

Dunlap,  Andrew. 

23  April,  1862.  Graduated. 

Dunscomb,  John. 

20  November,  1862.  Dropped. 

Raines,  Charles  C. 

29  November,  1862.  Resigned. 

Egbert,  Smith. 

29  September,  1863.  Dismissed. 

Emory,  William  H. 

23  September,  1862.  Graduated. 

Engle,  Charles  Mel. 

17  April,  1862.  Dropped. 

English,  Henry  C. 

80  September,  1882.  Graduated. 


Ernliout,  Perry. 

17  April,  1862.  Dismissed. 

Etting,  Theodore  M. 

25  November,  1862.  Graduated. 

Fenner,  Charles. 

30  September,  1862  Resigned. 

Flood  Thomas  S. 

6 October,  1862.  Dropped. 

Field,  Stephen  D. 

4 October,  1862.  Dropped. 

Field,  Wells  R. 

20  November,  1862.  Graduated. 

Foliot,  Routs  E. 

.29  November,  1862.  Resigned. 

Force,  Alfred. 

17  April,  1862.  Graduated. 

Frost,  Routs  W. 

23  September,  1862.  Resigned. 
Gardner,  Frederic  W. 

29  November,  1862.  Resigned. 

Gheen,  Edward  If. 

25  September,  1862.  Graduated. 

Gill,  Clifford  B. 

25  September,  1862.  Graduated. 
Gilpatrick,  William  W. 

30  September,  1862.  Graduated. 

Gilpin,  Frederick  M. 

23  September,  1862.  Resigned. 

Gookin,  Charles  15. 

25  November,  1862.  Resigned. 

Griffin,  Robert  N. 

21  January,  1862.  Graduated. 

Hall,  Edward  R. 

25  September,  1862.  Resigned. 

Hall,  William  F. 

29  September,  1862.  Resigned. 

Hanford,  Franklin. 

29  November,  1862.  Graduated, 

Mays,  William  McC. 

14  October,  1862.  Dropped. 

Hemphill,  Joseph  NB 

29  September,  1862.  Graduated. 

Hendrix,  Fremont  M. 

21  March,  1862.  Graduated. 

Hi  ghee,  Hansel  II. 

10  April,  1862.  Died  12  Feb.,  1865. 

Hitchcock,  Roswell  R. 

18  January,  1862.  Graduated. 

Hollingshead,  Robert  Si. 

10  October,  1862.  Resigned. 

Hopkins,  Robert  C. 

27  September,  1862.  Resigned. 

House],  Ron  is  A. 

15  February,  1862.  Graduated. 
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Houston,  Edwin  S. 

18  April,  1862.  Graduated. 

Hughes,  Matthew. 

26  September.  1862.  Resigned 
Hunker,  John  J. 

18  April,  1862.  Graduated. 

Hutchins,  Charles  T. 

2 January,  1862.  Graduated. 

Hutchinson,  James  O. 

30  September,  1862.  Resigned. 

Jacob,  Edwin  £L 

15  October,  1862.  Graduated. 

Jama r,  Mitchell  F. 

15  April,  1862.  Dropped. 

Jenks,  Charles  H. 

27  Sept.,  1 862.  Died  26  Feb.,  .866. 

Jewett,  Charles  T. 

24  September,  1862.  Dropped. 

Johnston,  William. 

22  September,  1862.  Dismissed. 

Judd,  Charles  H. 

23  September,  1862.  Graduated. 

Ha ne,  Samuel  N. 

20  September.  1862.  Graduated. 

Keith,  Asa  S. 

18  April,  1862.  Resigned. 

Helton,  Allen  C. 

25  September,  1862.  Resigned. 
Kenney,  Albert  J. 

1 October,  1862.  Resigned. 

Messier,  Simon  N. 

20  September,  1862.  Dropped. 

Kneass9  Franklin. 

26  September,  1862.  Dismissed. 

Lawrence,  Samuel. 

29  November,  1862.  Resigned. 

Lillie,  A hr  am  B.  II. 

25  September,  1862.  Graduated. 

.Lincoln,  Frederick  L. 

26  November,  1862.  Dropped. 

Lisle,  Richard  W. 

26  September,  1862.  Graduated. 

Lull,  Lewis  J. 

1 October,  1862.  Resigned. 

Lyon,  Caleb. 

10  February,  1862.  Resigned. 

Lyon,  Henry  W. 

7 October,  1862.  Graduated. 
Lyons,  Timothy  A. 

2 January,  1862.  Graduated. 

Mackenzie,  Morris  R.  S. 

29  September,  1862.  Graduated. 

Mallory,  Lawrence. 

22  September,  1862.  Dropped. 


Mansfield,  H.  Livingston. 

29  September,  1862.  Resigned. 
Marsh,  William  L. 

17  April,  1862.  Resigned. 
Mans,  Frederick  K. 

20  September,  1862.  Resigned. 
Maynard,  Washburn. 

6 October,  1862.  Graduated. 
Mayo,  Edward  R. 

26  September,  1862.  Resigned. 
Maxwell,  George. 

26  September,  1862.  Resigned. 
McCormack,  Emmet. 

17  April,  1862.  Graduated. 
Mcllvaine,  Bloomfield. 

9 October,  1862.  Graduated. 

Me  Mown,  William. 

24  September,  1862.  Dropped. 
McMurdy,  John  II. 

21  April,  1862.  Resigned. 
Meigs,  John  F. 

4 October,  1862.  Graduated. 
Moore,  James. 

29  September,  1862.  Resigned. 

Moore,  William  J. 

14  April,  1862.  Graduated. 

Mordecai,  Marion  C. 

26  November,  1862.  Resigned. 

Morrow,  James  F. 

15  April,  1862.  Resigned. 

Morse,  Jerome  E. 

13  October,  1862.  Graduated. 
Nichols,  Frank  W. 

24  September,  1862.  Graduated. 
Nicholson,  William  I>. 

4 October,  1862.  Graduated. 

Norris,  George  A. 

27  September,  1862.  Graduated. 
Orner,  John  C. 

18  April,  1862.  Dropped. 
Parker,  Erast  us  W. 

14  April,  1862.  Dropped. 
Parker,  William  H. 

17  April,  1862.  Graduated. 
Pan!,  Allen  G. 

23  September,  1862.  Graduated. 
Peck,  Harold  S. 

29  September,  1862.  Resigned. 
Peirce,  George. 

25  September,  1862.  Resigned. 
Perkins,  Francis  W. 

23  September,  1862.  Dismissed. 

Phelan,  John  R. 

19  April,  1862.  Graduated. 


GENERAL  NAVY  REGISTER. 


833 


FiUsbury,  John  E. 

22  September,  1802.  Resigned 
Pond,  Colies  T„ 

23  April,  1802.  Resigned. 
Preston.  Charles. 

22  November,  i 862.  Dismissed. 

Price,  Henry  W. 

23  September,  1862.  Resigned, 
fleecier,  William  H. 

20  September,  1862-  Graduated. 
Reisinger,  William  W. 

2 L April,  1862.  Graduated. 
Reaney,  Edward  W. 

27  September,  1862.  Graduated. 
Rich,  John  €. 

23  September,,  1862.  Graduated. 
Ridgely,  Henry  I. 

22  November,  1862.  Dropped. 
Roben,  Douglas. 

23  September,  1862.  Graduated. 
Robinson,  Albert  F. 

20  September,  1862.  Resigned. 
Rogers,  Charles  If. 

' 4 October,  1862,  Resigned. 

Ross,  Richard  L. 

4 Oetooer,  1862.  Dropped. 
Ryors,'  Robert  S. 

12  April,  1862.  Dismissed. 
Stafford,  George  It. 

26  September,  1 862.  Resigned. 
Schuyler,  Montgomery  R. 

30  September,  1862.  Resigned. 
Seager,  Edward  R. 

22  September,  1862.  Resigned. 
Sedgwick,  Charles  H. 

29  September,  1862.  Dismissed. 
Selby,  Arthur  P. 

15  April,  1862.  Resigned. 

Si  Aver,  Marcus  B. 

22  January,  1862:  Dropped. 
Smith,  Edward  C. 

15  April,  1862.  Resigned. 

Smith,  Foxhall  P. 

20  Sept,,  1862.  Died  19  Jan.,  1863. 
Soley,  John  C. 

20  September,  1862.  Graduated. 
Spalding,  Lyman  G. 

26  September,  1862.  Graduated. 
Sperry,  Charles  S. 

26  September,  1862.  Graduated. 
Sperry,  Robert  J. 

26  November,  1862.  Dismissed. 
Sprague,  Albert  JL. 

11  April,  1862.  Graduated. 
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Starr,  Charles  E. 

25  September,  1862.  Resigned. 
Stem  be  S,  Janies  Me  IS. 

26  September,  1862.  Resigned. 
Stewart.  David  A. 

23  October,  1862,  Graduated. 
Stickney,  Joseph  E. 

26  September,  1862  Graduated. 
Stock  bridge,  Charles  IS. 

2.5'  November,  1862.  Dropped. 
Stockton,  Richard. 

26  September,  1862.  Resigned. 
Sullivan,  John  T. 

10  October,  1862.  Graduated. 
Swinburne,  William  T. 

29  September,  1862.  Graduated. 
Symonds,  Frederick  M. 

26  September,  1862.  Graduated. 
Talbot,  John  €5. 

15  April,  1862.  Graduated 
Terrell,  Thomas  C. 

20  September,  1862.  Graduated 
Thatcher,  James  S. 

1 October,  1862.  Resigned. 
Totten,  George  Uff. 

29  September,  1862.  Graduated 
Townsend,  Henry  C. 

18  January,  1862.  Resigned. 
Trumbull,  Walter. 

18  April,  1862.  Resigned. 
Walker,  Asa. 

21  November,  1862.  Graduated. 
Warren,  Edward  F.  J. 

18  April,  1862.  Dismissed. 
Watts,  William. 

10  April  1862,  Graduated. 
Welles,  Thomas  G. 

20  September,  1862.  ’ Resigned. 
Wessells,  Henry  W. 

20  September,  1862.  Resigned. 
Wlielen,  Henry. 

23  September,  1862.  Graduated. 
Wlielen,  William  N. 

10  October,  1862.  Resigned. 
Williams,  Theodore  S. 

27  September,  1862.  Graduated. 
Wilson,  ’Downes  E. 

25  September,  1862.  Resigned. 
Wilson,  Edward  II. 

27  September,  1862.  Resigned. 
Wilson,  Henry  M. 

24  September,  1862.  Dismissed. 
Wilson,  Horatio  R. 

17  April,  1862.  Graduated. 
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Wilson,  Thomas  S. 

7 April,  1862.  Giaciuated. 

Wise,  Frederick  M. 

23  September,  1862.  Graduated 

Wisner,  Henry  C. 

1?  April,  1862.  Graduated. 


18(>3. -Acting 

Adams,  Charles  A. 

24  July,  1863.  Graduated. 

Ague!,  Francis  W. 

1 October,  1863.  Dropped. 

Alfier,  Charles. 

26  February,  1863.  Resigned 
Allen,  Daniel  I>. 

1 October,  1863.  Resigned. 
Allibone,  Charles  B. 

24  July,  1863.  Graduated. 

Arnold,  Conway  H. 

30  September,  1863.  Graduated. 

Ash  win,  Edward  II. 

22  July,  1863.  Resigned. 

Atkins,  George  E. 

25  February,  1863.  Resigned. 
Austen,  George. 

23  September,  1868.  Resigned. 
Ayres,  Mortimer. 

23  July,  1863.  Resigned. 

Ballance,  Charles  II. 

25  February,  1863.  Resigned 

Barnes,  Nathan  II. 

27  July,  1863.  Graduated. 

Bayer,  George  C. 

16  October,  1868.  Resigned. 
Benjamin,  Edward  A. 

29  July,  1863.  Resigned. 
Benjamin,  Park. 

23  September,  1863.  Graduated 
Bennett,  Daniel  F. 

29  July,  1863.  Resigned. 

Blake,  Charles  II.  M. 

25  September,  1863.  Resigned. 
Bleecker,  John  Van  B. 

10  October,  1863.  Graduated. 

Bliss,  lid  w in  W. 

23  September,  1863.  Resigned. 
Blocklinger,  Gottfried. 

22  July,  1863.  Graduated. 

Bo  lies,  Matthew. 

30  July,  1863.  Graduated. 

Bridge,  Edward  W. 

31  July,  1863.  Graduated. 


Woodman,  Edward. 

30  September,  1862.  Graduated. 

Young,  Robert. 

24  September,  1862.  Resigned, 


Midshipmen. 

Brown,  Charles  E. 

25  July,  1863.  Graduated. 

Bar  rail,  Arthur. 

31  July,  1863.  Resigned. 

Butler,  Elsie  C. 

29  July,  1863.  Resigned. 

Bntler,  William  II. 

2 March,  1863.  Died  6 April,  1863. 

Carr,  John  T. 

25  September,  1863.  Dropped 

Chipp,  Charles  W. 

24  July,  1863.  Graduated. 

Christopher,  Charles  W. 

24  February,  1863.  Resigned. 

Clinreh,  George  H. 

25  February,  1868.  Graduated. 

Clay,  George  G. 

23  July,  1863.  Graduated. 

Clover,  Richardson. 

30  July,  1863.  Graduated. 

Cogswell,  James  I&. 

25  September,  1863.  Graduated. 

Cole,  Arthur  B. 

26  September,  1863.  Resigned. 

Cole,  William  II. 

21  July,  1863.  Resigned. 

Collins,  Frederick. 

24  July,  1863.  Graduated. 

Cotiden,  Albert  R. 

26  September,  1863.  Graduated. 

Cowen,  Sidney  J. 

20  July,  1863.  Resigned. 

Cow  gill.  War  tier  M. 

30  September,  1863.  Graduated. 

Cow  ie,  James  W. 

25  February,  1863.  Graduated. 

Cowles,  William  &. 

22  July,  1863.  Graduated. 

Craven,  Alfred. 

24  July,  1863.  Graduated. 

Creecy,  Edward  II. 

23  September,  1863.  Resigned 

Cruger,  Edward  M. 

30  July,  1863.  Resigned. 
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Crumbaugh,  Samuel  R. 

20  February,  1863.  Graduated. 

Cunningham,  Patrick  T. 

26  September,  1863.  Graduated. 

Dana,  Bichard  II. 

27  Feb.,  1863.  Died  2 April,  1863 

Davol,  George  S. 

26  February,  1863.  Graduated. 

Day,  Edward  M. 

24.September,  1863.  Graduated. 

DefSlois,*Thomas  A. 

21  September,  1863.  Graduated. 

Delano,  Francis  S. 

23  September,  1863.  Graduated. 

Dennison,  Erasmus. 

26  September,  1863.  Graduated. 

Doughty,  Frank  S. 

25  July,  1863.  Resigned. 

Drake,  Franklin  J. 

23  February,  1863.  Graduated. 

Eaton,  Joseph  G. 

24  September,  1863.  Graduated 

Everett,  William  SI. 

23  July,  1863.  Graduated. 

Farrington,  Edward  A. 

1 October,  1863.  dropped. 

Field,  Maunsell  B. 

25  February,  1863.  Graduated. 

Fine,  John  G. 

26  September,  1863.  Resigned 

Foote,  Augustus  li.  S. 

1 October,  1863.  Resigned. 

Forse,  Charles  T. 

24  September,  1863.  Graduated. 

Foster,  Percy  IS. 

24  July,  1863.  Resigned. 

Frailey,  William  13.  H. 

22  July,  1863.'  Graduated. 

G arsed,  Bofcert  P. 

23  September,  1863.  Resigned. 

Gaust,  Perry. 

28  July,  1863.  Graduated. 

Gilmore,  Fernando  P. 

28  February,  1863.  Graduated. 

Glen,  Justin  D. 

31  July,  1863.  Resigned. 

Goldsmith,  Benjamin  F. 

28  July,  1863.  Resigned. 

Goodwin,  Walton. 

26  February,  1863.  Graduated. 

Goundie,  William  T. 

28  July,  1863.  Resigned. 

Green  leaf,  Frederick  W. 

29  July,  1863.  Graduated. 


Grimes,  James  M. 

28  July,  1863.  Graduated. 

Griswold,  Frederick  B. 

24  Feb.,  1863.  Died  9 April,  1863. 

Magenman,  John  W. 

21  July,  1863.  Graduated. 

Haines,  Frederick. 

28  July,  1863.  Dismissed’. 

Hamilton,  Samuel. 

30  September,  1863.  Dropped. 

Harrington,  Charles  D. 

24  July,  1863.  Dropped. 

Harrington,  Perez. 

21  February,  1863.  Resigned. 

Hawley,  John  HI. 

23  J uly,  1863.  Graduated. 

Hayden,  Aaron. 

30  July,  1863.  Appointment  revoked. 

Heald,  Eugene  De  F. 

30  September,  1863.  Graduated. 

: Hen  ricks,  Edward  W. 

24  September,  1863.  Graduated, 

i Holmes,  James. 

24  July,  1863.  Resigned. 

Howes,  Frederick  A. 

24  September,  1863.  Graduated. 

Hoyt,  Charles  C. 

29  July,  1863.  Dropped. 

Hull,  James  C. 

24  July,  1863.  Graduated. 

*ffunter,  Henry  C. 

23  September,  1863.  Graduated. 

Huttlestoii,  George  K. 

24  February,  1863.  Resigned. 

Hyde,  Frederick  G. 

23  September,  1863.  Graduated. 

Jaques,  William  II. 

30  September,  1863.  Graduated. 

Johnson,  Bradish  W. 

1 October,  1863.  Resigned. 

Jones,  Horace  E. 

30  September,  1 863.  Graduated. 

Jones,  James. 

30  September,  1863.  Dropped. 

Bane,  John  S. 

29  September,  1863.  Resigned. 

Kearney,  William. 

29  July,  1863.  Resigned. 

Kerr,  Joseph  W. 

28  July,  1863.  Resigned. 

Kirkland,  Frank  Sc 

24  February,  1863.  Resigned. 

Klapp,  Frederick. 

23  September,  1862.  Resigned. 
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Knox,  Marry. 

2 March,  1863.  Graduated. 

Lamlotl,  Albert. 

29  July,  1863.  Resigned. 

Fee,  Thomas  A. 

13  October,  1863.  Graduated. 

Lcutze,  Eugene  If.  C. 

4 March,  1863.  Graduated. 

Little,  William. 

30  September,  1863.  Graduated, 

tattle,  William  McC. 

11  March,  1863.  Graduated. 

Logan,  Eeavitt  C. 

28  February,  1863.  Graduated. 

Mansfield,  Henry  IS. 

27  February,  1863.  Graduated. 

Marlow,  John  A. 

25  July,  1863.  Dropped. 

McBride,  George. 

26  September,  1863.  Resigned. 

McClennan,  Edward  I*. 

25  September,  1863.  Graduated. 

McElroy,  Horace. 

25  September,  1863.  Graduated. 

McGunnegle,  William  S. 

26  September,  1863.  Graduated. 

McMechan,  Andrew  C. 

24  February,  1863.  Graduated. 

Meeker,  Cornelius  R. 

30  September,  1863.  Graduated. 

Merrell,  John  P. 

20  July,  1863.  Graduated. 

Miles,  George. 

29  September,  1863.  Resigned. 

Miles,  Solomon  W. 

31  July,  1863.  Resigned. 

Miller,  Jacob  W. 

30  September,  1863.  Graduated. 

Miller,  James  M. 

24  September,  1863.  Graduated. 

Milligen,  John. 

21  July,  1863.  Graduated. 

Missiner,  John. 

22  July,  1863.  Dropped. 

Mitchell,  George  J. 

29  September,  1863.  Graduated. 

Morehead,  Frank  C. 

25  September,  1863.  Resigned. 

Morgan,  William  G. 

24  September,  1863.  Resigned. 

Morrison,  William  E. 

30  September,  1863.  Resigned. 
Muhlenberg,  John  C. 

24  September,  1863.  Resigned. 


Murray,  Thompson  A. 

28  July,  1863.  Resigned. 

Neal,  John  P. 

24  September,  1863.  Resigned. 
Norton,  Charles  F. 

22  July,  1863.  Graduated. 
Odell,  John. 

30  July,  1863.  Resigned. 
Paine,  Frederick  IT. 

27  July,  1863.  Graduated. 
Palmer,  Lambert  G. 

20  July,  1863.  Graduated. 
Parks,  Samuel  S. 

30  July,  1863.  Resigned. 

Paul,  William  M. 

24  September,  1863.  Graduated. 
Payne,  Charles  McD. 

25  July,  1863.  Resigned. 
Pendleton,  Edwin  C. 

13  October,  1863.  Graduated. 
Perkins,  Hamilton. 

24  September,  1863.  Graduated 
Perry,  William  C.  G. 

20  February,  1863.  Resigned. 
Pesliine,  John  IT.  IS. 

26  February,  1863.  Resigned. 
Phillips,  Adoniram  J. 

26  September,  1863. , Resigned. 
Phillips,  Charles  E. 

21  February,  1863.  Graduated. 
Post,  Alfred  S. 

21  February,  1863.  Resigned. 
Prentis,  Charles. 

24  July,  1863.  Resigned. 
Prime,  Ebenezer  8. 

22  September,  1863.  Graduated. 
Robinson,  Francis  T. 

24  September,  1863.  Resigned. 
Rodgers,  John  A. 

30  July,  1863.  Graduated. 
Rogers,  Furman  G. 

23  September,  1863.  Resigned. 
Ross,  Albert. 

24  July,  1863.  Graduated. 
Rush,  Richard. 

30  September,  1863.  Graduated. 
Sch click,  Woodhuli  8. 

21  September,  1863.  Resigned. 
Sebrce,  Uriel. 

25  July,  1863.  Graduated. 
Sednian,  Thomas  I>. 

11  March,  1863.  Dropped 
Shaw,  Charles  P. 

26  September,  1863.  Graduated. 
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Sherman,  William  W. 

31  July,  1863.  Dropped. 
Simons,  Sidney  A, 

28  September,  1863.  Graduated. 

Singer,  Frederick. 

27  July,  1868.  Graduated. 

Southwortli,  Alvan  S. 

24  July,  1863.  Dismissed. 

(Smith,  Allen. 

8 July,  1863.  Resigned. 

'Smith,  Dwight  S. 

25  July,  1863.  Resigned. 

Smith,  Huntington. 

26  February,  1863.  Graduated. 

Spey  erg,  Arthur  13. 

24  July,  1863.  Graduated. 

Sprole,  Henry  W. 

29  September,  1863.  Resigned. 

Stevens,  Thomas  If . 

1 October,  1863.  Graduated. 

Stewart,  Daniel  D.  T.  S. 

24  September,  1863.  Graduated. 

Stow,  John  Bo 

31  July,  1863.  Dropped. 
Sturdy,  Edward  W. 

25  February,  1863.  Graduated. 

Swift,  Willie. 

25  September,  1863.  Graduated. 

Taft,  John  M® 

25  February,  1863.  Graduated. 

Talbott,  William  €. 

19  October,  1863.  Dropped. 

Tallin  an , Hamilton  M. 

27  February,  1863.  Graduated. 

Tausig,  Edward  D. 

24  July,  1863.  Graduated. 
Taylor,  Nelson. 

31  July,  1863.  Resigned. 


Tilley,  Benjamin  F. 

23  September,  1868.  Graduated. 

Tinker,  John  T. 

24  February,  1863.  Dismissed. 

Tracy,  Walter  G. 

1 October,  1863.  Dropped. 

Very,  Edward  W. 

20  February,  1863.  Graduated. 

Very,  Samuel  W. 

23  February,  1863.  Graduated. 

Wainwright,  Jonathan  M. 

30  July,  1863.  Graduated. 

Washburn e,  Gratiot. 

1 October,  1863.  Resigned. 

Webster,  Ashburton. 

28  July,  1863.  Resigned. 

Webster,  Eewis  D. 

26  September,  1863.  Graduated. 

Weidman,  Charles  A. 

23  September,  1863.  Resigned. 

West,  Clifford  H. 

22  September,  1863.  Graduated. 

West,  Theodore  P. 

25  September,  1863.  Dropped. 

Whittell,  Alfred  If. 

22  September,  1862.  Resigned. 

Williams,  George  M. 

26  September,  1863.  Graduated. 

Williams,  John  S. 

28  July,  1863.,  Resigned. 

Wilson,  Charles  R. 

22  July,  1863.  Resigned. 

Woart,  William. 

29  September,  1863.  Graduated. 

Wood,  Edward  P. 

1 October,  1863.  Graduated. 

Woodruff,  Thomas  S. 

30  July,  1863.  Resigned. 


1864. — Acting  Midshipmen. 


Abbott,  John  (S. 

23  September,  1864.  Graduated. 

Abercrombie,  Frank  P. 

3 October,  1864.  Resigned. 

Adams,  George  If. 

1 August,  1864.  Graduated. 

Adams,  Janies  D. 

27  September,  1864.  Graduated. 

Agnel,  Francis  W. 

28  September,  1864,  Discharged. 

Ames,  (Samuel. 

23  July,  1864.  Graduated. 


Ashmnn,  Eewis. 

25  July,  1864.  Resigned. 

Barnett,  William  J. 

27  July,  1864.  Graduated. 

Bartlett,  Edward  C. 

28  September,  1863.  Discharged. 

Beehler,  William  If. 

28  July,  1864.  Graduated. 

Belknap,  Charles. 

20  July,  1864.  Graduated. 

Bladen,  W.  E.  E. 

29  September,  1864.  Resigned. 
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Holies,  Timothy  1). 

1 October,  1864.  Graduated. 

Bower,  George  K. 

26  September,  1864.  Graduated 

Brady,  Hugh. 

22  November,  1864.  Resigned. 

Brown,  Borrudial. 

26  September,  1864.  Resigned. 

Brown,  Booert  M.  G. 

22  July,  1864.  Graduated. 

Bryson,  Gilbert  E. 

25  July,  1864.  Resigned. 

Buckminster,  William  B. 

1 October,  1864.  Resigned. 

Burrall,  Arthur. 

29  July,  1864.  Resigned. 

Carlin,  James  W. 

23  July,  1864.  Graduated. 
Carpenter,  Alvin  R* 

28  September,  1864.  Dropped. 
Clarke,  Charles  A. 

21  July,  1864.  Graduated. 
Cofforth,  Alexander. 

30  July,  1864.  Dropped. 

Colby,  Edward  F. 

23  July,  1864.  Resigned. 

Cole,  Zachary  T. 

30  Sept.,  1864.  Appointment  revoked. 
Colvocoresses,  George  P. 

28  September,  1864.  Graduated. 
Comstock,  Archibald  Y. 

22  September,  1 864.  Resigned. 
Cook,  Francis  B. 

28  July,  1864.  Resigned. 

Copp,  Charles  A. 

5 November,  1864.  Graduated. 
Cornwell,  Charles  C. 

20  September,  1864.  Graduated. 
Ban  forth,  Henry  W. 

1 October,  1864.  Resigned. 
Davenport,  Richard  G. 

27  September,  1864.  Graduated. 
Delahay,  William  E.  B. 

22  July,  1864.  Graduated. 

Derby,  Richard  C. 

20  September,  1864.  Graduated. 
Derringer,  Henry. 

30  September,  1864.  Resigned. 
Doty,  Webster. 

27  July,  1864.  Graduated. 

Eaton,  Joseph  H. 

21  Sept.,  1864.  Died  28  April,  1865. 
Elliott,  Alfred. 

23  September,  1864.  Graduated. 


Fisher,  Charles  G. 

22  September,  1864.  Resigned. 
Fletcher,  James  R. 

26  September,  1864.  Graduated. 
Fox,  Waiter  H. 

30  September,  1864.  Resigned. 
Fuller,  John  F. 

26.Sept.,  1864.  Appointment  revoked. 
Gay,  John  F. 

23  July,  1864.  Dropped. 

Goddard,  William  B. 

22  September,  1864.  Resigned. 
Goin,  James  B. 

26  July,  1864.  Resigned. 

Goundie,  William  T. 

22  July,  1864.  Resigned. 

Green,  Charles  T. 

20  September,  1864.  Dismissed. 
Guild,  Gustavus  J. 

3 October,  1864.  Resigned. 

Handy,  Henry  O. 

26  July,  1864.  Appointment  revoked. 
Harris,  Charles  Mcl. 

28  September,  1864.  Resigned. 
Hiddlchuna,  Hampton. 

22  September,  1864.  Dismissed. 
Hippie,  Edward  II. 

30  July,  1864.  Resigned. 

Moiiman,  Julius  T.  C. 

22  September,  1864.  Resigned. 
House,  Jerome  B. 

23  July,  1864.  Graduated. 

Howe,  George  S. 

21  September,  1864.  Resigned. 
Hubbell,  George  E. 

26  September,  1864.  Resigned. 
Hunter,  George  Z. 

21  September,  1864.  Resigned. 
Ingersoll,  Royal  R. 

23  July,  1864.  Graduated. 

Irvine,  John. 

26  September,  1864.  Graduated. 
Jarboe,  Charles  W. 

29  September,  1864.  Graduated. 
Jasper,  Robert  T. 

21  July,  1864.  Graduated. 

Jerome,  Roswell  H. 

21  September,  1864.  Resigned. 
Kelley,  James  B.  J. 

5 October,  1S64.  Graduated. 
Kennedy,  Duncan. 

20  July,  1864.  Graduated. 

Kidder,  Daniel  S. 

24  September,  1864.  Resigned. 
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Krause.  Francis  A. 

27  July,  1863.  Resigned. 

Fogg,  A ret  ms  M. 

23  July,  1864.  Resigned. 

Lielily,  John  S. 

1 October,  1864.  Resigned. 

Eongnecker,  Henry  €. 

30  July,  1864.  Graduated. 

Macfarlane,  Edward  O. 

3 October,  1864.  Graduated. 

Marix,  Adolphus. 

26  September,  1864.  Graduated. 

Mason,  Theodor  us  15.  M. 

20  September,  1864.  Graduated. 

May,  Sidney  H. 

28  July,  1864.  Graduated. 

McAllister,  Patrick  A. 

16  November,  1864.  Resigned. 

McArthur,  Francis  II. 

22  September,  1864.  Resigned. 

McFarland,  Malcolm. 

26  July,  1864.  Resigned. 

McLean,  Thomas  €. 

21  September,  1864.  Graduated. 

Mitchell,  Richard. 

22  July,  1864.  Graduated. 

Moore,  Edwin  K. 

1 October,  1864.  Graduated. 

Morgan,  William  G. 

26  July,  1864.  Resigned. 

Moser,  Jefferson  F. 

29  September,  1864.  Graduated. 

Mott,  Charles  M. 

29  July,  1864.  Resigned. 

Moulton,  Horatio  F. 

20  September,  1864.  Resigned. 

Myer,  Richard  E.  C. 

28  July,  1864.  Resigned. 
Myers,  Stephen  II. 

1 August,  1864.  Resigned. 

Newell,  Charles. 

30  September,  1864.  Dismissed. 

Newlin,  William  II. 

27  September,  1864.  Resigned. 

Nickels,  John  A.  If. 

8 October,  1 8-64.  Graduated. 

Niles,  Nathan  E. 

28  July,  1864.  Graduated. 

Note  ware,  Albert  C. 

20  September,  1864.  Resigned. 

Noyes,  Ron  telle. 

26  September,  1864.  Graduated. 

Oakley,  Frederick  II. 

27  July,  1864.  Resigned. 


Ogle,  Alexander. 

24  September,  1864.  Resigned. 

Parsons,  Arthur  H. 

27  July,  1864.  Graduated. 

Raw  don,  Frederic  W. 

29  September,  1861.  Resigned. 

Richbiirg,  John  C. 

20  July,  1864.  Resigned. 

Robinson,  John  II. 

30  July,  1864.  Graduated. 

Rodgers,  Raymond  P. 

25  July,  1864*.  Graduated. 

Roosevelt,  Nicholas  E. 

27  September,  1864.  Graduated. 

Rnschenherger,  Charles  IV. 

23  July,  1864.  Graduated. 

Ryors,  Robert  S. 

20  July,  1864.  Resigned. 

Sage,  George  E. 

27  September,  1864.  Resigned. 

Sanford,  Edwards  S. 

20  September,  1864.  Resigned. 

Schroeder,  Seaton. 

27  September,  1864.  Graduated. 

Scott,  Charles  N. 

21  September,  1864.  Resigned. 

Selfridge,  James  It. 

21  July,  1864.  Graduated. 

Seymour,  Charles. 

28' July,  1861.  Graduated. 

Sharrer,  Washington  O. 

2*7  September,  1864.  Graduated. 

Shepard,  Jesse  C. 

26  September,  1864.  Discharged. 

Shepard,  Lorenzo  15. 

7 October,  1864.  Deserted. 

Shepherd,  Charles  M. 

3 December,  1864.  Resigned. 

Shook,  Father  S. 

30  July,  1864.  Dismissed. 

Smith,  Clark. 

26  September,  1864.  Resigned.. 

Smith,  Jesse  IS. 

28  July,  1864.  Graduated. 

Stinson,  Herbert  C. 

30  September, .1864.  Graduated. 

Stone,  Charles  A. 

27  July,  1864.  Graduated. 

Strong,  William  C. 

22  September,  1864.  Graduated. 

Talbot,  William  C. 

30  July,  1864.  Resigned. 

Taylor,  Nelson. 

27  July  1864.  Resigned. 
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Thompson,  Robert  M, 

30  July,  1864.  Graduated. 
Tremain,  Hobart  L. 

26  September,  1864.  Graduated. 
Turnbull,  Nisbet. 

29  September,  1864.  Resigned. 
Tyler,  George  W. 

3 October,  1864.  Graduated. 
Uhler,  William  E. 

27  July,  1864.  Graduated. 
Upton,  Frederick  E. 

10  November,  1864.  Graduated. 
Venable,  Charles  If. 

22  SejDtember,  1864.  Resigned. 
Wadlaams,  Albion  V. 

26  September,  1864.  Graduated. 
Wainwriglit,  Richard. 

28  September,  1864.  Graduated 


Wallace,  George  C. 

20  July,  1864.  Graduated. 
Wallis,  John  P. 

26  July,  1864.  Graduated. 
Welch,  Charles  P. 

29  September,  1864.  Graduated. 
Welles,  Edward  T. 

23  September,  1864.  Resigned. 
Wheeler,  .lames  S. 

23  September,  1864.  Resigned. 
Wood,  Theodore  T. 

29  September,  1864.  Graduated. 
WyekhofF,  Ambrose  If. 

29  September,  1864.  Graduated. 
Teamen,  Caldwell. 

24  September,  1864.  Resigned. 


1865. — Acting  Midshipmen. 


Arthur,  Elliott  J. 

26  September,  1865.  Graduated. 

Parry,  Edward  B. 

20  July,  1865.  Graduated. 
Bassett,  Fletcher  8. 

20  September,  1865.  Graduated. 
Bates,  Charles  J". 

20  July,  1865.  Resigned. 
Berry,  Albert  G. 

24  July,  1865.  Graduated. 
Berryman,  William  M. 

21  November,  1865.  Resigned. 
Berwind,  Edward  J. 

20  July,  1865.  Graduated. 
Birney,  Frank  C. 

24  July,  1865.  Graduated. 
Bixler,  lewis  E. 

26  September,  1865.  Graduated. 
Blanchard,  Horace. 

25  July,  1865.  Graduated. 
Bowman,  Charles  G. 

29  July,  1865.  Graduated. 
Bradbury,  Charles  A. 

26  July,  1865.  Graduated. 
Breck,  Richard  A. 

29  September,  1865.  Graduated. 
Briggs,  John  II. 

28  September,  1865.  Graduated. 
Brown,  Charles  R. 

22  September,  1865.  Graduated. 
Brownlee,  John  1). 

21  July,  1865.  Resigned. 


Buckingham,  15.  II. 

21  July,  1865.  Graduated. 

Bulk  ley,  William  F. 

25  July,  1865.  Graduated. 
Buskirk,  Floyd  O. 

22  September,  1865.  Resigned. 
Cist,  William  R. 

22  July,  1865.  Resigned. 
Clason,  William  P. 

30  September,  1865.  Resigned. 
Collin,  J.  II.  Jr. 

21  July,  1865.  Graduated. 
Colohan,  Charles  E. 

20  July,  1865.  Graduated. 
Cornly,  Samuel  P. 

26  July,  1865.  Graduated. 
Conry,  Francis. 

20  July,  1865.  Resigned. 
Crane,  Ashley  A. 

28  July,  1865.  Resigned. 
Curtis,  Clinton  I£. 

27  September,  1865.  Graduated. 
Ban i el,  Henry  M. 

27  July,  1865.  Resigned. 

Bay,  WilH  i am  P. 

25  July,  1865.  Graduated. 
Billingham,  Albert  C. 

20  July,  1865.  Graduated. 
Bimack,  Otis  S . 

26  July,  1865.  Discharged. 
Briggs,  William  II. 

20  July,  1865.  Graduated. 
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Field,  Edward  A. 

20  July,  18G5.  Graduated. 

Fowler,  Alfred. B. 

28  September,  1865.  Resigned. 

Fowler,  Robert  JL. 

20  July,  1865.  Resigned. 

Fran  Min,  James. 

23  September,  1865.  Graduated. 

Fuller,  George  Iff. 

20  July,  1865.  Resigned. 

Garvin,  John. 

22  July,  1865.  Graduated. 

Gerrish,  Winfield  8. 

21  September,  1865.  Resigned. 

Geutscls,  Ferdinand  II. 

21  July,  1865.  Graduated. 

Graydon,  James  W. 

21  July,  1865.  Graduated. 

Madden,  William  A. 

27  September,  1865.  Graduated. 

Hall,  Joel. 

25  July,  1865.  Died  22  June,  1866. 

Hall,  Martin  E. 

19  September,  1865.  Graduated. 

Handy,  Henry  ©. 

25  July,  1865.  Graduated. 

Manus,  Gu'stavus  C. 

25  July,  1865.  Graduated. 

Harber,  Giles  15. 

22  July,  1865.  Graduated. 

Hannon,  William  E. 

22  July,  1865.  Resigned. 

Harris,  Uriah.  Iff. 

21  July,  1865.  Graduated. 

Hawley,  Henry. 

27  July,  1865.  Resigned. 

Henshaw,  Edward  T. 

25  September,  1865.  Resigned. 

Hobson,  Joseph  12. 

24  July,  1865.  Graduated. 

Houston,  Nelson  T. 

27  July,  1865.  Graduated. 

Howe,  Orin  P. 

28  July,  1865.  Resigned. 

Hull,  Frederick  II. 

28  September,  1865.  Graduated. 

Hyde,  Ma  reus  D. 

23  November,  1865.  Graduated. 

Kellogg,  Germaine  A. 

28  July,  1865.  Resigned. 

Kellogg,  Wainwrigbt. 

27  September,  1865.  Graduated. 

Mil  burn,  Willie. 

5 December  1865.  Graduated. 


Kimball,  William  W. 

31  July,  1865.  Graduated. 

King,  Allan  A. 

29  July,  1865.  Discharged. 

King;  William  S. 

21  September,  1865.  Resigned. 

Teach,  Herbert  C. 

28  July,  1865.  Resigned. 

Low,  William  F. 

21  July,  1865.  Graduated. 

Malian,  Dennis  II. 

20  July,  1865.  Graduated. 

Mason,  Newton  E. 

22  July,  1865.  Graduated. 

McCabe,  George  W. 

29  September,  1865.  Resigned. 

McEwen,  Charles  A. 

23  September,  1865.  Resigned. 

McEane,  Alan  E. 

27  September,  1865.  Resigned. 
Miller,  Byron  H. 

23  September,  1865.  Discharged, 

Monalion,  Henry  T. 

25- July,  1865.  Graduated. 

Montgomery,  Thomas  C. 

23  September,  1865.  Resigned, 

Moore?  John  M. 

29  July,  1865.  Graduated. 

Morgan,  Randal  W. 

27  September,  1865.  Resigned. 

Muhlenberg,  Henry  E. 

21  September,  1865.  Resigned. 

Nazro,  Arthur  F. 

20  July,  1865.  Graduated. 
Negley,  William  C. 

26  July,  1865.  Graduated. 

Niles,  Kossuth. 

22  September,  1865.  Graduated. 

Norris,  John  A. 

27*  September,  1865.  Graduated. 

Norton,  Charles  H. 

29  July,  1865.  Resigned. 
Noteware,  Albert  C. 

20  July,  1865.  Resigned, 

©shorn,  Arthur  P. 

25  July,  1865.  Graduated. 

Osterlians,  Hugo. 

22  September,  1865.  Graduated. 

Paine,  Sumner  C. 

21  September,  1865.  Graduated. 

Patch,  Nathaniel  J.  K. 

20  September,  1865.  Graduated. 

Perkins,  Charles  P. 

20  July,  1865.  Graduated. 
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Plielps,  Samuel  H. 

21  July,  1865.  Resigned. 

Plielps,  Thomas  S.,  Jr. 

25  July,  1865.  Graduated. 

Porter,  Theodoric. 

20  September,  1865.  Graduated. 

Potter,  William  P. 

26  September,  1865.  Graduated. 

Pratt,  John  B. 

27  September,  1865.  Resigned. 

Quinby,  J>elfmit  G. 

20  July,  1865.  Resigned. 

Richards,  Henry  M.  M. 

20  July,  1865,  Graduated. 

Richman,  Clayton  S. 

21  July,  1865.  Graduated. 

Richmond,  George  !I. 

26  September,  1865.  Resigned. 

R odd,  Thomas. 

20  July,  1865.  Resigned. 

Rolirer,  Karl. 

20  July,  1865.  Graduated. 

Root,  Edward  R. 

25  September,  1865.  Resigned. 

Ross,  Joseph  H. 

31  July,  1865.  Resigned. 

Rudd,  Vegley. 

28  September,  1865.  Resigned. 

Russell,  Horace  G. 

25  September,  1865.  Resigned. 

Sch mi r,  William. 

29  July,  1865.  Resigned. 

Scott,  Wisner  G. 

21  July,  1865.  Resigned. 

Stephens,  Alexander. 

25  July,  1865.  Discharged. 

Stockton,  Henry  T. 

20  July,  1865.  Graduated. 

Sweet,  Frederick  R. 

29  July,  1865.  Resigned. 

Taunt,  Emory  H. 

22  July,  1865.  Graduated. 


Taylor,  Edward  G. 

20  September,  1865.  Resigned. 

Thackara,  Alexander  M. 

20  July,  1865.  Graduated. 

Ton vello,  William  W. 

21  September,  1865.  Resigned. 

Turner,  Edward  P. 

20  July,  1865.  Resigned. 

Turner,  William  11. 

21  July,  1865.  Graduated. 

Utley,  Joseph  H. 

22  September,  1865.  Graduated. 

Van  de  Carr,  W illiam  H. 

25  July,  1865.  Graduated. 

Warren,  George. 

28  July,  1865.  Resigned. 

Weld,  Edward  €. 

30  Sei^tember,  1865.  Resigned. 

Wheeler,  Janies  J. 

19  September,  1805.  Dismissed. 

Wilcox,  Montgomery. 

25  July,  1865.  Resigned. 

Wiley,  Edwin  Iff. 

27  July,  1865.  Graduated 

Wilson,  John  C. 

22  July,  1865.  Graduated. 

W ing,  Halsey  M. 

26  July,  1865.  Resigned. 

Winslow,  Francis. 

20  July,  1865.  Graduated. 

W inslow,  Herbert. 

20  July,  1865.  Graduated. 

Wood,  W illiam  F. 

25  July,  1865.  Discharged. 

Wood,  William  M. 

20  July,  1865.  Graduated. 

Wright,  George  F. 

20  July,  1865.  Graduated. 

York,  John  W.  E. 

24  July,  1865.  Resigned. 

Zabriskie,  George  A. 

28  September,  1865.  Resigned. 


1866. — Midshipmen. 


Arnold,  Philip. 

1 August,  1866.  Resigned. 

Ashley,  Paciticus  E. 

24  September,  1866.  Resigned. 

Augur,  John  P.  J. 

26  September,  1866.  Graduated. 

Racli  us,  Mont  go  inery. 

25  July,  1866.  Resigned. 


Baker,  W infield  8.  * 

30  July,  1866.  Graduated. 

Barnes,  John  W. 

28  July,  1866.  Resigned. 

Barnette,  Gaspar  C. 

23  July,  1866.  Resigned. 

Bassford,  Warren  E. 

31  July,  1866.  Resigned. 
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Belcher,  Willie  M. 

31  July,  1866.  Dropped. 

Brahe,  Charles  If. 

25  July,  1866.  Resigned. 

Brenen,  Edward  W. 

28  July,  1866.  Resigned. 

Briggs,  Charles. 

30  July,  1866.  Graduated. 

Ball,  James  If. 

25  July,  1866.  Graduated. 
Calhoun,  George  A. 

31  July,  1866.  Graduated. 

Carter,  Janies  L. 

25  July,  1866.  Resigned. 

Clark,  George  B. 

24  September,  1866.  Dismissed. 

Clason,  William  P. 

27  July,  1866.  Graduated. 

Collins,  John  B. 

30  July,  1866.  Graduated. 

Conway,  William  P. 

1 October,  1866.  Graduated. 

Crane,  Ashley  A. 

26  July,  1866.  Resigned 

Crosby,  Freeman  H. 

30  July,  1866.  Graduated. 

Culver,  Edwin  K. 

1 August,  1866.  Resigned. 

Banen bower,  John  W. 

25  September,  1866.  Graduated. 

Darley,  William  B.  W. 

27  September,  1866.  Resigned. 

I>im mock.  Martial  C. 

31  July,  1866.  Graduated; 

lion  snian,  Eyndsey  W. 

25  July,  1866.  Resigned. 

Byer,  George  E. 

26  July,  1866.  Graduated. 

Ellery,  Frank. 

25  September,  1866.  Graduated. 

Emnserick,  Charles  F. 

26  September,  1 866.  Graduated. 

Esmonds,  Zadok  T. 

26  July,  1866.  Resigned. 

Eycleshimer,  Charles  S. 

1 October,  1866.  Resigned. 

Fickbohm,  Herman  F. 

31  July,  1866.  Graduated. 

Field,  Philip  V. 

1 August,  1866.  Resigned. 

Foster,  Charles  A. 

1 August,  1866  Graduated. 

Foster,  George,  Jr. 

31  July,  1866.  Resigned. 


Fra  mi  ccs,  Joseph  H. 

26  July,  1866.  Resigned. 

Frazer,  B alter. 

27  July,  1866.  Resigned. 

Freeman,  Julius  C. 

4 October,  1866.  Graduated. 

French,  Walter 

27  July,  1866.  Graduated. 

Gai!owray,  Charles  B. 

22  September,  1866.  Graduated. 

Gore,  James  M. 

25  July,  1866.  Graduated. 

Gosling,  Harrington  E. 

25  September,-  1866.  Resigned. 

Graham,  Samuel  E. 

27  July,  1866.  Graduated. 

Green,  Henry  E. 

31  July,  1866.  Graduated. 

Hancock,  Hiram. 

23  July,  1866.  Dropped. 

Hargous,  Frank  G. 

1 August,  1866.  Resigned. 

Harris,  Henry. 

1 August,  1866.  Graduated. 

Hart,  John  E. 

22  September,  1866.  Dismissed. 

Heilner,  Eewis  C. 

25  July,  1866.  Graduated. 

Heiskell,  Henry  E. 

26  September,  1866.  Dropped. 

Holliday,  W alter  S. 

27  July,  1866.  Graduated. 

Holman,  George  F.  W. 

25  July,  1866.  Graduated. 

Hoyt,  George  B. 

31  July,  1866.  Resigned. 

Hubbard,  John. 

27  July,  1866.  Graduated. 

Hughes,  Edward  M. 

26  July,  1866.  Graduated. 

Hunker,  Jacob  J. 

30  July,  1866.  Graduated. 

Jacoby,  Harry  M. 

27  July,  1866.  Graduated. 

Jarnagiu,  Julius  S. 

27  September,  1866.  Resigned. 

Jordan,  Jacob  W. 

2 October,  1866.  Resigned, 

.fouett,  Eandon  P. 

31  July,  1866.  Graduated. 

Kauffman,  Francis  A. 

31  July,  1866.  Resigned. 

Keeler,  John  I>. 

23  July,  1866.  Graduated. 
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Keyes,  Charles  E. 

27  September,  1866.  Dismissed. 

Kirkpatrick,  Henry  II. 

22  September,  1866.  Resigned. 

Kronmiller,  George. 

3 October,  1866.  Resigned. 

Munhardt,  Charles  I*. 

31  July,  1866.  Graduated. 

Reach,  Boynton. 

30  July,  1866.  Graduated. 

Refavor,  Frederick  II, 

27  July,  1866.  Graduated. 

Eittle,  3>avid  8. 

25  September,  1866.  Resigned. 

Long,  William  St.  C. 

25  July,  1866.  Resigned. 

End  low,  Francis  E. 

24  July,  1866.  Graduated. 

Lyman,  Charles  II. 

28  July,  1866.  Graduated. 

Lyon,  George. 

25  July,  1866.  Resigned. 

Masser,  William  If.  E. 

1 October,  1866.  Graduated. 

Mayer,  William  G. 

23  July,  1866.  Graduated. 

McCracken,  Alexander. 

27  July,  1866.  Graduated. 

McCrea,  Henry. 

24  July,  1866.  Graduated. 

McDonald,  Colin. 

24  July,  1866.  Graduated. 

Mentz,  George  W. 

26  September,  1866.  Graduated. 

Merriam,  Green  lief  A. 

24  July,  1866.  Graduated. 

Miller,  Marcellas  G. 

26  July,  1866.  Resigned. 

Mill  i in  an,  Anson  B. 

31  July,  1866.  Graduated. 

Milton,  John  B. 

30  July,  1866.  Graduated. 
Murdock,  Joseph  B. 

26  July,  1866.  Graduated. 
Murphy,  John  A. 

26  September,  1866.  Dismissed. 

Norton,  Ed  want  K. 

30  July,  1866.  Resigned. 

Norton,  James  P. 

25  July,  1866.  Resigned. 

Nye,  Haile  C.  T. 

28  July,  1866.  Graduated. 
Oxley,  William  II. 

31  July,  1866.  Resigned. 


Peck,  Robert  G. 

24  September,  1 866.  Graduated. 

Pennington,  Henry  R. 

1 October,  1866.  Graduated. 

Perkins,  Joseph  W. 

26  September,  1866.  Resigned, 

Piatt,  Howard. 

1 October,  1866.  Resigned. 

Post,  Joel  A. 

23  July,  1866.  Graduated. 

Ray,  Whit  ns  ul  P. 

27  September,  1866.  Graduated. 

Reamey,  Lazarus  E. 

25  July,  1866.  Graduated. 

Rees,  Corwin  P. 

31  July,  1866.  Graduated. 

Remsen,  William. 

26  July,  1866.  Graduated. 

Richardson,  Charles  S. 

30  July,  1866.  Resigned. 

Rittenliouse,  Hawley  ©. 

27  July,  1866.  Graduated. 

Sanderson,  George  A. 

26  September,  1866.  Graduated. 

Sargent,  Nathan. 

23  July,  1866.  Graduated. 

Sawyers,  James  II. 

24  September,  1866.  Graduated. 

Schaefer,  Henry  W. 

23  July,  1866.  Graduated. 

Sehwenk,  Milton  K. 

22  September,  1866.  Graduated. 

Scott,  Frank. 

24  September,  1866.  Resigned. 

Selden,  George  E. 

27  July,  1866.  Graduated. 

Seymour,  George  N. 

25  July,  1866.  Resigned. 

Shaffer,  Edward  E. 

27  July,  1866.  Resigned. 

Ska  liner,  Benjamin  M. 

31  July,  1866.  Resigned. 

Soule,  Charles  E. 

31  July,  1866.  Dismissed. 

Spears,  John  R. 

31  July,  1866.  Resigned. 

Spencer,  Thomas  C. 

24  July,  1866.  Graduated. 

Stump,  George  M. 

27  July,  1866.  Resigned. 

Talbot,  Emory  II. 

26  July,  1866.  Resigned. 

Tillinghast,  Benjamin  C. 

31  July,  1866.  Resigned. 
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Tyler,  Hanson  R. 

27  July,  1866.  Graduated. 
¥si?i  Morn,  Dick. 

1 October,  18615.  Resigned. 
Teazle,  Francis  15. 

28  July,  1866.  Resigned. 
Tedder,  Albert  F. 

2 August,  1866.  Resigned. 
Yreeland,  Charles  E. 

81  July,  1866.  Graduated. 
Warden,  Charles  P. 

27  September,  1866.  Resigned 


Weave,  Hingsland. 

26  September,  1866.  Resigned. 
Whipple,  llavid. 

25  September,  1866.  Resigned. 
Williams,  Henry  S. 

30  July,  1866.  Resign 
Wilson,  Downs 

27  July,  1866.  Graduated. 
Wood,  Thomas  Co 

80  July,  1866.  Graduated. 
Wright,  Miers  F. 

1 October.  186^  Graduated. 


1867. — Midshipmen. 


Anderton,  Robert  J. 

25  September,  1867.  Resigned. 
Bibcock,  Willi  ana  €. 

24  September,  1867.  Graduated 
Babcock,  Zachary  T. 

27  June,  1867.  Resigned. 
Baker,  Asher  C. 

30  September,  1867.  Graduated. 
Barber,  Joel  A. 

22  June.  1867.  Graduated. 
Barroll,  Henry  If. 

28  September,  1867.  Graduated 
Bartlett,  Charles  W. 

21  June,  1867.  Graduated. 
Brown,  Charles  W. 

26  June,  1867.  Resigned. 
Brown,  Julian  IS. 

27  September,  1867.  Resigned. 
Bonus,  Christopher. 

1 July,  1867.  Graduated. 

Burnett,  Jeremiah  C. 

27  September,  1867.  Graduated. 

Btishee,  Perrin. 

23  September,  1867.  Graduated, 

Calkins,  Carlos  G. 

24  June,  1867.  Graduated. 

Carnahan,  Thomas  D. 

21  June,  1867.  Resigned. 

Clark,  Frank  I. 

27  June,  1867.  Resigned. 

Cobb,  Alphonso  II. 

23  September,  1867.  Graduated. 

Cory,  George  W. 

22  June,  1867.  Dropped. 
Crandall,  Albert  A. 

1 July,  1867.  Graduated. 

Cresep,  James  C. 

24  June,  1867.  Graduated. 


Dabney,  Albert  J. 

1 October,  1867.  Graduated. 
Denny,  Thomas  C. 

26  June,  1867.  Resigned. 
Downes,  John. 

22  June,  1867.  Graduated. 
Edsoa,  John  T. 

27  June,  1867.  Graduated. 
Elliott,  William  P. 

26  September,  1867.  Graduated. 
Ford,  Melbourne  II. 

21  June,  1867.  Resigned. 

Fox,  Devi. 

28  June,  1867.  Resigned. 
Graham,  Robert  S. 

23  September,  1867.  Resigned. 
Greene,  Francis  E. 

25  September,  1867.  Graduated. 
Greene,  Franklin  JL. 

26  June,  1867.  Resigned. 

G iter  tin , Frank. 

1 July,  1867.  Graduated. 
Gwynn,  Winfield. 

24  September,  1867.  Resigned. 
Harper,  William  M. 

29  September,  1867.  Resigned. 
Heist  and,  George  w. 

1 July,  1867.  Resigned. 

M©  tell  kins,  Frank  S. 

28  June,  1867.  Graduated. 
Hunsicker,  JosepSi  E. 

25  June,  1867.  Graduated. 
Irwin,  William  M. 

29  June,  1867.  Graduated. 
Jenkins,  Albert  T. 

21  September,  1867.  Resigned. 
Eiviaigston,  Walter  T. 

26  June,  1867.  Resigned. 
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Eytle,  Robert  F. 

31  June,  1867,  Resigned. 

Marshall.  William  A. 

27  June,  1867.  Graduated. 

McIntosh,  Horace  P. 

28  June,  1867.  Graduated. 

Mertz,  Albert. 

27  June,  1867.  Graduated. 

Montgomery,  Joseph  Co 

26  June,  1867.  Resigned. 

Aabor,  Frank  W. 

21  September,  1867.  Graduated. 

O’Reilly,  William  T.  JB. 

22  June,  1867.  Resigned. 

Pltmket,  Thomas  S. 

21  June,  1867.  Graduated. 

Pinckney,  Nelson. 

26  June,  1867.  Resigned. 

Qualt  rough,  Edward  T. 

21  September,  1867.  Graduated. 

Roller,  John  E. 

26  June,  1867.  Graduated. 

Sawyer,  Frank  E. 

23  September,  1867.  Resigned. 

Scott,  Renjamin  B. 

1 July,  1867.  Resigned. 

Seabury,  Samuel. 

26  June,  1867.  Graduated. 

Sewell,  William  E. 

27  September,  1867.  Graduated. 


Singer,  Harry  C. 

30  September,  1867.  Resigned. 

Siter,  William  A. 

1 July,  1867.  Resigned. 

Slack,  William  H. 

1 October,  1867.  Graduated. 

Staunton,  Sidney  A. 

23  September,  1867.  Graduated, 

Stevens,  Robert  I>. 

25  June,  1867.  Graduated. 

Terrell,  Charles. 

26  September,  1867.  Graduated. 

Thomas,  Clarence,  Jr. 

26  September,  1867.  Graduated. 

Tittman,  Eugene  C. 

27  September,  1867.  Resigned. 

Vandervoort,  Germain  15. 

30  September,  1867.  Dropped. 

Van  Horn,  Robert  €. 

23  September,  1867.  Resigned. 

Vail,  George  A. 

27  September,  1867.  Graduated. 

Ward,  Aaron. 

28  September,  1867.  Graduated. 

Waring,  Howard  S. 

26  June,  1867.  Graduated. 

Wight,  James  M. 

1 July,  1867.  Graduated. 

Worsley,  H wight  I. 

26  June,  1867.  Resigned. 


1808.— Midshipmen. 


Baker,  .Daniel  E. 

26  June,  1868.  Graduated. 

Baldwin,  William  E. 

25  September,  1868.  Resigned. 

Brown,  Abel  15. 

25  September,  1868.  Resigned. 

Burns,  Joel  H. 

26  September,  1868.  Resigned. 

Cottman,  Vincendon  E. 

25  September,  1868.  Graduated. 

Crosswail,  Charles  H. 

26  June,  1868.  Dropped. 

Bieterich,  Jonathan  G. 

30  September,  1868.  Resigned. 

Dixon,  Thomas  F. 

24  September,  1868.  Resigned. 

Dockery,  Alfred  V. 

26  September,  1868.  Resigned. 

Fletcher,  Robert  II. 

25  June,  1868.  Graduated. 


Fox,  Charles  E. 

25  June,  1868.  Graduated. 

Freeman,  Albert  T. 

26  September,  1868.  Graduated. 

Fremont,  John  C.,  Jr. 

25  June,  1868.  Graduated. 

Galt,  Rogers  H. 

23  June,  1868.  Graduated. 

Garrett,  William  H. 

26  September,  1868.  Resigned. 

Ileacock,  William  C. 

24  September,  1868.  Graduated. 

Hey,  George  W. 

SO  September,  1868.  Resigned. 

James,  Nathaniel  S. 

30  June,  1868.  Graduated. 

Keeler.  Del  mar  R. 

29  June,  1868.  Resigned. 

Kirkland,  Alexander. 

24  September,  1868.  Resigned. 
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Lasher,  Oreii  E. 

29  September,  1868.  Graduated. 

Eloyd,  Euward. 

30  September,  1868.  Resigned. 

Lowry,  Oswin  W. 

25  June,  1868.  Graduated. 

Lyeth,  Clinton  II. 

26  June,  1868.  Graduated. 

Manley,  James  $. 

30  September,  1868.  Resigned. 

Mann,  Horace  W. 

6 October,  1868.  Resigned. 

McCarthy,  George  3>. 

2 May,  1868.  Resigned. 

McConnell,  Murray  B. 

1 July,  1868.  Dismissed. 

McLean,  Robert  II. 

29  June,  1868.  Graduated. 

Medary,  Jacob. 

26  June,  1868.  Graduated. 

Miles,  Charles  II. 

29  June,  1868.  Graduated. 

Mitchell,  Charles  T. 

26  September,  1868.  Resigned. 

Nagle,  Jacob  K. 

29  June,  1868.  Resigned. 

Oliver,  John  Y. 

1 October,  1868.  Resigned. 

Hitcher,  William  E. 

30  June,  1868.  Resigned. 


Polmyer,  William. 

26  June,  1868,  Resigned. 

Powers,  Frank  If. 

29  June,  1868.  Resigned. 

Rinehart,  Benjamin  F. 

26  September,  1868.  Graduated. 

Roper,  Jesse  M. 

25  June,  1868.  Graduated. 

Rosencrantz,  William  I>. 

26  J une,  1868.  Resigned. 

Sawyer,  Frank  E. 

25  September,  1868.  Graduated. 

Slough,  William  McL. 

1 October,  1868.  Resigned. 

Smith,  Arthur  C. 

29  June,  1S68.  Resigned. 

Southerland,  William  II.  H. 

29  June,  1868.  Graduated. 

Thompson,  Charles  A. 

30  September,  1868.  Graduated. 

Tyler,  Frederick  If. 

23  June,  1868.  Graduated. 

Van  Epps,  Lemuel. 

29  June,  1868.  Resigned. 

Feeder,  Ten  Eyck  I>.  W. 

25  September,  1868.  Graduated. 

Win  Sock,  James  II. 

25  September,  1868.  Graduated. 

Winston,  George  T. 

1 October,  1868.  Resigned. 


1869. — Midshipmen. 


Anderson,  John  E. 

24  September,  1869.  Resigned. 

Arnold,  George  S. 

30  June,  1869.  Resigned. 

Axon,  Clinton. 

25  June,  1869.  Resigned. 

Badger,  Charles  .1. 

24  June,  1869.  Graduated. 

Baker,  Edward  E. 

22  September,  1869.  Resigned. 

Bean,  John  W. 

24  June,  1869.  Graduated. 

Blakeley,  Janies  W. 

29  June,  1869.  Dropped. 

Bremer,  Charles  J. 

22  September,  1869.  Resigned. 

Burns,  Worth. 

24  June,  1869.  Resigned. 

Case,  Augustus  L.,  Jr. 

24  June,  1869.  Graduated. 


Conet,  William  N. 

30  June,  1869.  Resigned. 

Connell,  Humberston  8. 

24  September,  1869.  Resigned. 

Cowles,  Walter  C. 

22  September,  1869.  Graduated. 

Craig,  William  H. 

30  June,  1869.  Resigned. 

Crocker,  Eben  B. 

23  September,  1869.  Resigned. 

Culp,  Issac  B. 

24  September,  1869.  Resigned, 

Banner,  Frederick  W. 

25  June,  1869.  Graduated. 

Bavids,  Eewis  J. 

24  September,  1869.  Resigned. 

Beering,  Charles  W. 

23  June,  1869.  Graduated. 

Bex  ter,  Jen  ness  K. 

23  June,  1869.  Resigned. 
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Bielil,  Samuel  W.  B. 

21  September,  1869.  Graduated. 

Elliott,  Issue  B. 

22  September,  1869.  Resigned. 

Fales,  Horatio  C. 

29  June.  1869.  Resigned. 

Farnsworth,  John. 

28  September,  1869.  Graduated. 

Fen n , Frank  A. 

23  June,  1869.  Dropped. 

Fisher,  Irving  R. 

24  September,  1869.  Resigned. 

Fithian,  Clarence  E. 

23  September,  1869.  Resigned. 

Fowler,  Gilbert. 

24  June,  1869.  Graduated. 

Grant,  Charles  V. 

25  September,  1869.  Resigned. 

Green o ugh,  Horatio  W. 

25  June,  1869.  Resigned. 

Gundlach,  William. 

29  September,  1869.  Resigned. 

Habersham,  Richard. 

24  September,  1869.  Resigned. 

Halsey,  William  F. 

22  September,  1869.  Graduated. 

Hard,  Edwin  F. 

23  September,  1869.  Resigned. 

Holder,  Charles  F. 

29  June,  1869.  Resigned. 

Howard,  Thomas  R. 

25  June,  1869.  Graduated. 

Hyde,  George  W. 

22  September,  1869.  Resigned. 

Jackson,  James  M. 

28  September,  1869.  Resigned. 

Jenkins,  Frank  T. 

23  June,  1869.  Dropped. 

Johnson,  John  P. 

23  June,  1869.  Resigned. 

Jouett,  J.  Stockett. 

23  June,  1869.  Resigned. 

Knight,  Austin  M. 

30  June,  1869.  Graduated. 

Fail'd,  Charles. 

25  September,  1869.  Resigned. 

Eeniley,  Samuel  C. 

26  June,  1869.  Graduated. 

Manley,  James  S. 

25  June,  1869.  Resigned. 

McCartney,  Charles  M. 

25  September,  1869.  Resigned. 

McKelvy,  William. 

25  September,  1869.  Resigned. 


Michelson,  Albert  A. 

29  June,  1869.  Graduated. 

Milligan,  Frank  J. 

30  June,  1869.  Graduated. 

Moore,  Charles  B.  T. 

28  September,  1869.  Graduated. 

Morrell,  Henry. 

30  June  1869  Graduated.. 

Muse,  Thomas  E. 

30  September,  1869.  Graduated. 

Negley,  James  S. 

29  September,  1869.  Resigned. 

Nichols,  John  B. 

29  September,  1869.  Resigned. 

Nicholson,  John  Q. 

24  June,  1869.  Graduated. 

Nicholson,  Reginald  F. 

30  September,  1869.  Graduated. 

North,  George  L. 

25  June,  1869.  Resigned. 

Northcott,  William  A. 

28  September,  1869.  Resigned. 

Peacock,  Bavid. 

29  September,  1869.  Resigned. 

Pell,  Herbert  C. 

29  June,  1869.  Resigned. 

Pierson,  Frank. 

23  September,  1869.  Resigned. 

Putnam,  Charles  F. 

24  June,  1869.  Graduated. 

Raines,  Eugene. 

24  June,  1869.  Resigned. 

Ray,  Edmund  G. 

24  September,  1869.  Resigned. 

Reynolds,  Alfred. 

22  September,  1869.  Graduated. 

Robb,  John  F. 

23  September,  1869.  Resigned. 

Robinson,  J.  Marshall. 

25  June,  1869.  Graduated. 

Rodman,  Herman  J. 

23  June  1869.  Resigned. 

Schuetze,  William  II. 

23  June,  1869.  Graduated. 

Shaw,  William  F. 

24  September,  1869.  Resigned. 

Shufeldt,  Mason  A. 

24  June,  1869.  Graduated. 

Smith,  Irving. 

26  June,  1869.  Resigned. 

Strong,  Rouldo  B. 

26  June,  1869.  Resigned. 

Talbot,  William  A. 

29  September,  1869.  Resigned. 
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Topping,  William  V.  II. 

25  June,  1869.  Resigned. 

Turnbull,  John  W. 

6 October,  1869.  Resigned. 

Underwood,  Edmund  II. 

26  June,  1869.  Graduated. 

Underwood,  James  P. 

29  June,  1869.  Graduated. 

Upshur,  C-ustis  P. 

24  September,  1869.  Resigned. 

Vail,  Edward,  Jr. 

22  September,  1869.  Resigned. 

Van  Vliet,  Frederick.  C. 

23  June,  1869.  Resigned. 


Wallingford,  Charles  A. 

25  September,  1869.  Resigned. 

Way,  George  B. 

29  September,  1869.  Resigned. 
White,  Frank  A. 

24  September,  1869.  Resigned. 

Wilner,  Frank  A. 

30  June,  1869.  Graduated. 

Winder,  William. 

21  September,  1869.  Graduated. 

Young,  Eucien. 

23  June,  1869.  Graduated. 
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1870.— Midshipmen. 


Alderdiee,  Winslow. 

18  June,  1870.  Graduated. 

Arms,  Eyrnan. 

26  September,  1870.  Graduated. 

Axon,  Clinton  J. 

23  September,  1870.  Resigned. 
Betiagh,  Henry  C. 

30  September,  1870.  Resigned. 

Bostick,  Edward  I>. 

26  September,  1870.  Graduated. 
Bousli,  Clifford  J. 

25  June,  1870.  Dropped. 

Bowyer,  John  M. 

30  September,  1870.  Graduated. 

Bracken  rid  ge,  Joseph  <4. 

24  June,  1870.  Dropped. 

Brown,  Frederick  8. 

29  September,  1870.  Resigned. 

Brown,  Beriali,  Jr. 

29  September,  1870.  Graduated. 

Bryden,  James. 

1 October,  1870.  Resigned. 

Carrow,  Charles  M. 

22  September,  1870.  Dropped. 

Carter,  Fidels©  8. 

30  September,  1870.  Graduated. 

Cheek,  John  F. 

29  June,  1870.  Dropped. 

Clark,  William  G. 

29  June,  1870.  Resigned. 

Coffin,  Frederick  W. 

16  June,  1870.  Graduated. 

Coleman,  William  K. 

22  September,  1870.  Resigned. 

Colwell,  John  C. 

23  September,  1870.  Graduated. 
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Corbin,  Clarence  A. 

27  September,  1870.  Graduated. 

Craig,  Corydon  F. 

8 June,  1870.  Dropped. 

Becatnr,  8tephess. 

8 June,  1870.  Resigned. 

Born,  Edward  J. 

22  September,  1870.  Graduated.. 

Boyle,  Robert  W. 

30  September,  1870.  Graduated. 

Button,  William  T, 

8 June,  1870.  Dropped. 

Emm  on  s,  George  T. 

8 June,  1870.  Graduated. 

Fiske,  Bradley  A. 

24  September,  1870.  Graduated. 

Fletcher,  Frank  F. 

23  September,  1870.  Graduated. 

Flynn e,  Eucien. 

1 October,  1870.  Graduated. 

Fuller,  Edward  C. 

28  September,  1870.  Graduated. 

Gaither,  Edward  If. 

1 October,  1870.  Resigned. 

Gibson,  Eewis  W. 

22  September,  1870.  Resigned. 

Gillett,  Joseph  A. 

29  September,  1870.  Resigned. 

Hall,  Alfred  E. 

27  September,  1870.  Resigned. 

Hallo  well,  William  If. 

13  October,  1870.  Resigned. 

Hard,  Edwin  F. 

30  September,  1870.  Resigned. 

Harrington,  William  G. 

21  June,  1870.  Dropped. 
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Hartman,  Frederick  L. 

21  September,  1870.  Resigned. 

Haskell,  Charles  W. 

25  June,  1870.  Graduated. 

Hodges,  Henry  M. 

80  September,  1870.  Graduated. 

Holmes,  Frank  H. 

30  June,  1870.  Graduated. 

Howe,  Alfred  F. 

29  September,  1870.  Graduated. 
Hughes,  Walter  S. 

26  September,  1870.  Graduated. 
Hull,  Charles. 

24  September,  1870.  Resigned. 
Hunt,  Henry  J. 

23  June,  1870.  Graduated. 
Hunt,  Ridgely. 

21  September,  1870.  Graduated. 
HutcMns,  Hamilton, 

24  June,  1870.  Graduated. 
Hutter,  George  F. 

23  June,  1870.  Graduated. 
Jardine,  Augustus  E. 

22  September,  1870.  Graduated. 
Jones,  George  H. 

27  September,  1870.  Resigned. 
Jones,  John  K. 

21  September,  1870.  Resigned. 
Kinney,  Robert  P. 

27  September,  1870.  Resigned. 
Faird,  Charles. 

29  September,  1870.  Graduated. 
Fewis,  Harry  R. 

22  September,  1870.  Resigned. 
McCartney,  Charles  M. 

22  September,  1870.  Resigned. 
McRaid,  Guilford  M. 

30  September,  1870.  Resigned. 
McRowell,  Wilken  C. 

30  June,  1870.  Resigned. 
McGinnis,  W illiam  S. 

25  June,  1870.  Dropped. 
McGunnegle,  George  K. 

22  September,  1870.  Resigned. 
Moorman,  Henry  P. 

21  September,  1870.  Dropped. 
Negley,  James  S. 

30  June,  1870.  Resigned. 
Nichols,  John  C. 

21  September,  1870.  Dropped. 
Noell,  York. 

21  September,  1870.  Graduated. 
Nostrand,  Warner  II. 

24  September,  1870.  Graduated. 


I Osgood,  Rosea  A. 

22  September,  1870.  Resigned. 

Oliver,  William  C. 

21  September,  1870.  Resigned. 

Parker,  John  F. 

30  September,  1870.  Graduated. 

Peacock,  Ravid. 

28  September,  1870.  Graduated. 
Peacock,  Samuel  M. 

19  October,  1870.  Resigned. 
Peale,  Fouls  T. 

7 October,  1870.  Resigned. 
Peters,  George  H. 

24  June,  1870.  Graduated. 
Powers,  Stephen  A. 

29  September,  1870.  Resigned. 
Ragan,  Otho  IS.  W. 

22  June,  1870.  Resigned. 

Ray,  Edmund  G. 

22  September,  1870.  Dropped. 
Reich,  Henry  F. 

28  September,  1870.  Graduated. 
Reiley,  William  V.  W. 

23  September,  1870.  Resigned. 
Reynolds,  Edwin  F. 

22  June,  1870.  Graduated. 
Reynolds,  Matthew  G. 

22  September,  1870.  Graduated. 
Rooney,  William  R.  A. 

29  September,  1870.  Graduated. 
Scott,  Bernard  O. 

30  June,  1870.  Graduated. 
Sharp,  Alexander,  Jr. 

21  June,  1870.  Graduated. 
Stewart,  John  W. 

29  September,  1870.  Graduated. 
Stoney,  George. 

21  September,  1870.  Graduated. 
Strader,  Joseph  S. 

23  September,  1870.  Resigned. 
Teas ni son,  John  Ii. 

23  September,  1870.  Resigned. 
Thomas,  John  C. 

23  September,  1870.  Dropped 
Townley,  Richard  H.  » 

21  June,  1870.  Graduated. 
Turner,  James  V. 

21  June,  1870.  Resigned. 
Turner,  W illiam  H. 

29  September,  1870.  Dropped. 
Wanless,  George  J. 

30  June,  1870.  Resigned. 

Ward,  Arthur  J. 

29  September,  1870.  Dropped. 
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Watkins,  Samuel  W. 

1 October,  1870.  Resigned. 

Way,  George  B. 

21  September,  1870.  Resigned. 

Wegmaim,  Albert. 

22  September,  1870.  Graduated. 

Wells,  Henry  F. 

29  September,  1870.  Resigned. 

Whipple,  Edward  A. 

28  September,  1870.  Resigned. 


White,  Hunter  €. 

13  June,  1870.  Resigned. 

Whit  eh  eld,  William  E. 

22  June,  1870.  Graduated. 

Whitehead,  Thomas  C. 

21  September,  1870.  Dropped. 

Wills,  Allen  W. 

22  September,  1870.  Resigned. 

Winslow,  Cameron  M. 

29  September,  1870.  Graduated. 


1871. — Midshipmen. 


Arnsden,  Charles  H. 

21  September,  1871.  Graduated. 

Beatty,  Frank  E. 

28  September,  1871.  Graduated. 

Blakesley,  Mendle  1®. 

10  June,  1871.  Resigned. 

Boult,  Clare. 

22  September,  1871.  Resigned. 

Bra wner sreut h er , William. 

26  September,  1871.  Graduated. 

Brent,  Samuel  G. 

22  September,  1871.  Resigned. 

Campbell,  William. 

10  June,  1871.  Resigned. 

Caperton,  William  B. 

13  June,  1871.  Graduated. 

Chambers,  Washington  I. 

9 June,  1871.  Graduated. 

Chase,  Henry  G. 

23  September,  1871.  Resigned. 

Coll  amor  e,  George  W. 

10  June,  1871.  Dropped. 

Collins,  Frank  S. 

26  September,  1871.  Graduated 

Crittenden,  Albert  B. 

14  October,  1871.  Resigned. 

Cutler,  William  G. 

22  September,  1871.  Graduated. 

# Baniels,  Bavid. 

12  June,  1871.  Graduated. 

Biggs,  Bober t D. 

25  September,  1871.  Resigned. 

Brake,  Charles  C. 

10  June,  1871.  Resigned. 

Buhois,  Henry  O. 

22  September,  1871.  Resigned. 

Byer,  Slmbael  A. 

6 October,  1871.  Resigned. 

Elder,  Eustace  C. 

28  September,  1871.  Resigned. 


Ewing,  Boyd. 

15  June,  1871.  Dropped. 

Ford,  Henry  W. 

9 June,  1871.  Resigned. 

Gillmore,  James  C. 

22  September,  1871.  Graduated. 

Glassford,  William  A. 

27  September,  1871.  Resigned. 

Goss,  Edwin  C. 

21  September,  1871.  Resigned. 

Gove,  Charles  A. 

9 June,  1871.  Graduated. 

Grabo,  Herman  F. 

23  September,  1871.  Resigned. 

Halpine,  Nicholas  J.  E.  T. 

13  June,  1871.  Graduated. 

Hamersiy,  Thomas  H.  S. 

30  September,  1871.  Resigned. 

Hayward,  Charles. 

9 June,  1871.  Resigned. 

Helm,  James  M. 

30  September,  1871.  Graduated. 

Hicks,  Edward  W. 

22  September,  1871.  Resigned. 

Hodgson,  Albon  C. 

9 June,  1871.  Graduated. 

Hasley,  Harry  iff. 

23  September,  1871.  Graduated. 

Hughes,  Silv.en. 

9 June,  1871.  Resigned. 

Hunt,  Willie  W. 

30  September,  1871.  Resigned. 

Jenkins,  Stephen. 

21  September,  1871.  Graduated. 

Johns,  Frank. 

9 June,  1871.  Resigned. 

Eat  hr  op,  Frederick  A. 

10  June,  1871.  Resigned. 

Eauferty,  Simon  E. 

22  September,  1871  Resigned. 
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Lewis,  Robert  E. 

5 October,  1871.  Resigned. 
Manley,  James  §. 

30  September,  1871.  Resigned. 
McCoy,  Frank  C. 

9 June,  1871.  Resigned. 
McGunnegle,  George  K. 

26  September,  1871.  Resigned. 
Mears,  Samuel  M, 

9 June,  1871.  Resigned. 
Milligan,  Richard  T. 

16  June,  1871.  Graduated. 
Osborne,  Eben  S. 

30  September.  1871.  Resigned. 
Peacock,  Samuel  M. 

21  September,  1871.  Resigned. 
Piepmeyer,  E© nis  W. 

23  September,  1871.  Graduated. 
Poland,  Edward  R. 

22  September,  1871.  Resigned. 
Rogan,  Otho  If.  W. 

10  June,  1871.  Resigned. 
Reed,  George  H. 

9 June,  1871.  Resigned. 

Reed,  Horace  B. 

6 October,  1871.  Resigned. 
Reynolds,  Eovell  K. 

9 June,  1871.  Graduated. 
Sears,  James  II. 

22  September,  1871.  Graduated. 


1872.— Mi 

Albertson,  Jonathan  W. 

6 June,  1872.  Resigned. 

Alderson,  William  IS. 

24  September,  1872.  Resigned. 
Allen,  "William  H. 

27  September,  1872.  Graduated. 

A I my,  Augustus  C. 

7 June,  1872.  Dropped. 

Hailey,  Morton  S. 

21  September,  1872.  Resigned. 
Benson,  William  S. 

23  September,  1872.  Graduated. 
Boult,  Clare. 

8 June,  1872.  Dropped. 

Bousli,  Clifford  J. 

6 June,  1872.  Graduated. 

Brown,  Stimpson  J. 

21  September,  1872.  Graduated. 
Butterfield,  Harry  N. 

24  September,  1872.  Dropped. 


Seyburn,  Stephen  Y. 

10  June,  1871.  Resigned. 
Sherman,  Francis  II. 

21  September,  1871.  Graduated. 
Sherman,  John  A. 

13  June,  1871.  Graduated. 
Slaughter,  Harry  A. 

18  September,  1871.  Resigned. 
Smith,  James  T. 

12  June,  1871.  Graduated. 
Tappan,  Benjamin  S. 

22  September,  1871.  Graduated. 
Thompson,  Cyrus  Iff. 

22  September,  1871.  Resigned. 
Esher,  Nathaniel  R. 

22  September,  1871.  Graduated. 
Yarnnin,  William  E. 

9 June,  1871.  Graduated. 
Vinton,  Frederick  B. 

21  September,  1871.  Graduated. 
Wise,  Edward  E. 

8 June,  1871.  Graduated. 
Wood,  Thomas  N. 

10  June,  1871.  Resigned. 
Wood,  Moses  E. 

23  September,  1871.  Graduated. 
Worcester,  George  Iff. 

27  September,  1871.  Graduated. 


Cheek,  John  F. 

8 June,  1872.  Dropped. 
Cherbonnier,  Caleb  V. 

8 June,  1872.  Resigned. 
Chipman,  William  E. 

1 October,  1872.  Resigned. 
Coffman,  Be  Witt. 

8 June,  1872.  Graduated. 
Conyers,  James  Iff. 

24  September,  1872.  Resigned-. 
Cruger,  Eugene. 

12  June,  1872.  Resigned. 
Culver,  Abraham  E. 

6 June,  1872.  Graduated. 
Cuse,  Bant  el  R. 

6 June,  1872.  Graduated. 
Biggs,  Robert  B. 

15  June,  1872.  Dismissed. 
Bombaugli,  Harry  M. 

8 June,  1872.  Graduated. 
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Donnelly*  George  D. 

25  September,  1872.  Resigned 

Dner,  Francis  If. 

25  September,  1872.  Dropped. 

EldrMge,  Foxall  I*. 

25  September,  1872.  Resigned. 

Fegan*  diaries  P. 

24  September,  1872.  Resigned. 

Fisher,  Elstner  N. 

24  September,  1872.  Graduated. 

Flanigan,  Willis  S. 

30  September,  1872.  Resigned. 

Fletcher,  Eewis  C. 

26  September,  1872.  Dropped. 

Foulk,  George  C. 

15  June,  1872.  Graduated. 

Frenzel,  Arthur  15. 

8 June,  1872.  Resigned. 

Genring,  Marry  C. 

13  June,  1872.  Graduated. 

Gilder,  Joseph  15. 

28  September,  1872.  Resigned. 

Goodfellow,  George  E. 

13  June,  1872.  Dropped. 

Grabo,  Merman  F0 

21  September,  1872.  Graduated. 

Gray,  diaries  H. 

25  September,  1872.  Resigned. 

Grid  ley,  Frederick  D. 

25  September,  1872.  Resigned. 

Griffin,  Thomas  D. 

23  September,  1872.  Graduated. 

Mall,  Alfred  E. 

21  September,  1872.  Graduated. 

Mall,  William  E.  W. 

14  June,  1872.  Resigned. 

Mammon,  William  G. 

24  September,  1872.  Graduated. 

Harrison,  Horace  W. 

26  September,  1872.  Graduated. 

Heap,  Samuel  E. 

12  November,  1872.  Resigned. 

Henderson,  Diehard. 

26  September,  1872.  Graduated. 

Henderson,  William  C. 

25  September,  1872.  Resigned. 

Hodges,  Fletcher. 

6  June,  1872.  Resigned. 

Mogg,  William  S. 

25  September,  1872.  Graduated. 

Morton,  Gyrus  W. 

13  June,  1872.  Resigned. 

Howard,  Grosvenor  To 

28  September,  1872.  Resigned. 


Johnson,  Henry  A. 

6 June,  1872.  Graduated. 

Jones,  David  W. 

10  June,  1872.  Resigned. 

Jones,  Horace  T. 

10  June,  1872.  Resigned. 

Mats,  Edward  M. 

10  June,  1872.  Graduated. 

Ming,  George  E. 

6 June,  1872.  Resigned. 

Eeach,  Edward  D. 

10  June,  1872.  Resigned. 

Eockett,  William. 

23  September,  1872.  Dropped. 

Macomb,  Augustus  €. 

25  September,  1872.  Resigned. 

Mallory,  Stevenson  15. 

13  June,  1872.  Graduated. 

Manadier,  Thomas  15 . 

11  June,  1872.  Resigned. 

Mayo,  Henry  T. 

14  June,  1872.  Graduated. 

MeLean,  Walter. 

7 June,  1872.  Graduated. 

Me'Nasser,  John  If. 

10  June,  1872.  Resigned. 

Messinger,  Eyman  15. 

27  September,  1872.  Resigned. 

Minett,  Henry. 

10  June,  1872.  Graduated. 

Mitchell,  Alexander  B. 

8 June,  1872.  Resigned. 

Mimn,  Charles  W. 

27  September,  1872.  Resigned. 

Newton,  John  T. 

16  October,  1872.  Graduated. 

Norris,  Calvin  €.  J. 

27  September,  187-2.  Resigned. 

O’Keeffe,  John  T. 

25  September,  1872.  Dropped. 

Osterliout,  William  B. 

13  June,  1872.  Resigned. 

Half,  Albert  F. 

10  June,  1872.  Resigned. 

Parker,  Benjamin  W. 

23  September,  1872.  Resigned. 

Pond,  Charles  F. 

13  June,  1872.  Graduated. 

Potts,  Tempi  I n Me 

8 June,  1872.  Graduated. 

Proudfit,  John  I. 

25  September,  1872.  Graduated. 

Bay,  Robert  C. 

2 October,  1872.  Graduated. 
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Ricker,  Edward  P. 

18  June,  1872.  Resigned. 

Rogers,  Charles  C. 

8  June,  1872.  Graduated. 

Rollins,  Anthony  W. 

11  June,  1872.  Graduated. 

Rose,  Wildemar  D. 

6.  June,  1872.  Graduated. 

Rowan,  Andrew  S. 

24  September,  1872.  Dropped. 

Rush,  William  R. 

10  June,  1872.  Graduated. 

Sheeks,  James  D. 

26  September,  1872.  Resigned. 


IJstick.  William  F. 

24  September,  1872.  Resigned. 

Walling,  Burns  T. 

6 June,  1872.  Graduated. 

Winch,  Thomas  G. 

21  September,  1872.  Graduated. 

Winston,  Charles. 

21  September,  1872.  Resigned. 

Woodworth,  Selim  E. 

1 October,  1872.  Graduated. 

Young,  William  T. 

28  September,  1872.  Dropped. 


1873.— Midshipmen. 


Ancona,  John. 

24  September,  1873.  Resigned. 

Atwater,  Charles  ST. 

26  September,  1873.  Graduated. 

Blodgett,  Spencer  E. 

30  September,  1873.  Resigned. 

Best  wick,  Frank  M. 

27  September,  1873.  Graduated. 

Brice,  Jonathan  It. 

16  June,  1873.  Graduated. 

Broil augh,  William  Y. 

7 June,  1873.  Graduated. 

Brumby,  Thomas  M. 

29  September,  1873.  Graduated. 

Buckley,  Frank  S. 

27  September,  1873.  Resigned. 

Bunn,  Maurice  O. 

26  September,  1873.  Resigned. 

Burdick,  William  L. 

27  September,  1873.  Graduated. 

Canfield,  William  €. 

25  September,  1873.  Graduated. 

Carrington,  Austin  B. 

25  September,  1873.  Resigned. 

Case,  Frank  B. 

10  June,  1873.  Graduated. 

Castle,  Mark  C. 

30  September,  1873.  Resigned. 

Chase,  John  D. 

24  September,  1873.  Dropped. 

Cobb  slant,  Walter  M. 

16  June,  1873.  Graduated. 

Cook,  Simon. 

10  June,  1873.  Graduated. 

Crenshaw,  Charles  R. 

1 October,  1873.  Resigned. 


Crosby,  WYlliam. 

14  June,  1873.  Resigned. 

David,  William  G. 

26  September,  1873.  Graduated. 

Dentield,  George  W. 

24  September,  1873.  Graduated. 

Dent,  Baine  C. 

16  June,  1873.  Graduated. 

Dickinson,  Thomas. 

25  September,  1873.  Resigned. 

Dodd,  Arthur  W. 

10  June,  1873.  Graduated. 

Dodge,  Omenzo  G. 

17  June,  1873.  Graduated. 

Donovan,  Robert  M. 

16  June,  1873.  Resigned. 

Dunn,  Herbert  O. 

9  June,  1873.  Graduated. 

Dykeman,  John  H. 

7 June,  1873.  Resigned. 

Endress,  William  F. 

26  September,  1873.  Resigned. 

Fauntleroy,  Robert  P. 

25  September,  1873.  Resigned. 

Fechteler,  Augustus  F. 

9 June,  1873.  Graduated. 

Fletcher,  Few  is  €. 

17  June,  1873.  Resigned. 

Fullam,  William  F. 

25  September,  1873.  Graduated. 

Glean es,  Albert. 

1 2 J une,  1873.  Graduated. 

Goulding,  Francis  S. 

11  June,  1873.  Dropped. 

Grant,  Albert  W. 

10  June,  1873.  Graduated. 
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Green,  Thomas. 

16  June,  1878.  Resigned. 

Green,  William. 

24  September,  1873.  Resigned. 

Griffith,  Horace  P. 

26  September,  1873.  Resigned. 

If  agar,  Walter  €. 

4 October,  1873.  Resigned. 

Hall,  William  E.  W. 

16  June,  1873.  Resigned. 

Harkness,  Thomas  G. 

7 June,  1873.  Resigned. 

Heath,  Frank  If. 

25  September,  1873.  Graduated. 

Hess,  George  If. 

25  September,  1873.  Resigned. 

Hodges,  Benjamin  W. 

• 25  September,  1873.  Graduated. 

Holmes,  Howard  S. 

10  June,  1873.  Resigned. 

Horton,  Roscoe. 

1 October,  1873.  Resigned. 

Jayne,  Anselm  H. 

24  September,  1873.  Resigned. 

Jeffries,  Alfred. 

10  June,  1873.  Graduated. 

Jones,  Henry  C. 

29  September,  1873.  Resigned. 

Jordan,  John  N. 

10  June,  1873.  Graduated. 

Faiisdale,  Philip  V. 

10  June,  1873.  Graduated. 

Le  flron,  John  F. 

14  June,  1873.  Resigned. 

Fee,  Clarence  E. 

24  September,  1 873.  Resigned. 

Findley,  Henry  B. 

10  June,  1873.  Dropped. 

Fockwooct,  John  A. 

27  September,  1873.  Resigned. 

Fall,  Richard  II. 

25  September,  1873.  Resigned. 

Mason,  John  G. 

7 June,  1873.  Resigned. 

McClennan,  Alonzo  C. 

24  September,  1873.  Resigned. 

Morris,  Frank  C. 

26  September,  1873.  Resigned. 

Nelson,  Talcntine  S. 

10  June,  1873.  Graduated. 

Oliver,  James  II. 

16  June,  1873.  Graduated. 

Orchard,  John  M. 

12  June,  1873.  Graduated. 


Ormstoy,  George  F. 

25  September,  1873.  Graduated. 

Paris,  Bussell  C. 

25  September,  1873.  Graduated. 

Parker,  Benjamin  W. 

26  September,  1873-  Dropped. 

Parker,  James  P. 

10  June,  1873.  Graduated 

Purcell,  John  F. 

30  September,  1873.  Graduated. 

If  iordeai,  William  C. 

24  September,  1873.  Dropped. 

Rogers,  Henry  II. 

16  June,  1873.  Graduated. 

By  an,  Thomas  W. 

16  June,  1873.  Graduated. 

Sanders,  Ezra  P. 

24  September,  1873.  Resigned. 

Schoolcraft,  Oliver  J. 

7 June,  1873.  Resigned. 

Seucerbox,  William. 

10  June,  1873.  Resigned. 

Stevens,  Williaiai  M. 

30  September,  1873.  Resigned. 

Taylor,  Bnsltrod  W. 

24  September,  1873.  Resigned. 

Taylor,  IS  let*©. 

30  September,  1873.  Graduated. 

Taylor,  Thomas  If. 

1 October,  1873.  Resigned. 

Todd,  Wilson  F. 

10  June,  1873.  Graduated. 

Top  liana,  Frank  W. 

24  September,  1873.  Graduated. 
Tracy,  Arthur  IF 

7 June,  1873.  Dismissed. 

Yin  son  a Webster. 

1 October,  1873.  Resigned. 

Yin  ton,  Maurice  A. 

7 June,  1873.  Resigned. 

Wakenshaw,  Harry  C. 

12  June,  1873.  Graduated. 

Walsh,  Charles  II® 

19  June,  1873.  Resigned. 

WerMcii,  Percival  J. 

9 June,  1873.  Graduated. 

Williams,  Charles  S. 

16  June,  1873.  Graduated. 

Wilson,  John  C. 

26  September,  1873*.  Dismissed. 

Winterhalter,  Albert  G. 

24  September,  1873.  Graduated. 

Witzell,  Horace  M. 

7 June,  1873.  Graduated. 
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Wood,  Albert  A.  Wright,  Robert  K. 

25  September,  1873.  Graduated.  11  June,  1873.  Graduated. 

Wright,  Edward  E. 

24  September,  1873.  Graduated. 


1874.— Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Alnsy,  Augustus  C. 

20  October,  1874.  Graduated. 

Bailey,  Prentice. 

28  September,  1874.  Resigned. 

Raker,  Henry  E. 

24  September,  1874.  Dismissed; 

Barnard,  Louis  H. 

13  June,  1874.  Resigned. 

Bartlett,  David. 

24  September,  1874.  Resigned. 

Beale,  Joseph. 

12  October,  1874. 

Bell,  John  A. 

13  June,  1874.  Graduated. 

Belmont,  Oliver  II.  P. 

30  September,  1874.  Resigned. 

Bibb,  Peyton  B. 

12  June,  1874.  Graduated. 

Biddle,  Spencer  F.  B. 

13  June,  1874.  Graduated. 

Boost,  Howard  C. 

12  June,  1874.  Resigned. 

Boyd.  John  P. 

26  September,  1874.  Resigned. 

Breck,  Charles  B. 

21  October,  1874.  Dismissed. 

Cah ©on,  James  B. 

10  June,  1874.  Graduated. 

Clark,  George  B. 

9 June,  1874.  Graduated. 

Conger,  Pliny  O. 

13  June,  1874.  Resigned. 

Cox,  William.1  M. 

26  September,  1874.  Drowned. 

Cramer,  Ambrose. 

28  September,  1874.  Graduated. 

Craven,  JTohn  E. 

24  September,  1874.  Graduated. 

Crosby,  William. 

25  September,  1874.  Resigned. 

Cummings,  Leroy  E. 

24  September,  1874.  Resigned. 

Cunningham,  Andrew  C. 

9 June,  1874. 


IHckinson,  Thomas. 

24  September,  1874.  Dismissed. 

Dougherty,  John  A. 

12  June,  1874.  Graduated. 

Drayton,  Percival  L. 

10  June,  1874.  Graduated. 

Riser,  Francis  H, 

9 June,  1874.  Resigned. 

Fillmore,  John  H. 

24  September,  1874.  Graduated. 

Fitzgerald,  Edward  D. 

2 October,  1874.  Resigned. 

Garrett,  Charles  W. 

24  September,  1874.  Died  1877. 

Gibson,  John. 

9 June,  1874.  Graduated. 

Gleainon,  James  H. 

24  September,  1874.  Graduated. 

Graham,  William  A. 

28*September,,1874.  Resigned. 

Gray,  Alfred  G. 

26  September,  1874.  Resigned. 

Gray,  James. 

24  September,  1874.  Resigned. 

Guinnep,  Arthur  B. 

28  September,  1874.  Resigned 

Hetheringtoii,  James  II. 

9 June,  1874.  Graduated. 

Holcombe,  John  H.  L. 

27  June,  1874.  Graduated. 

Hood,  John, 

12  June,  1874.  Dismissed. 

Hooke,  Horatio  H. 

26  Sept.,  1874.  Died  2 Jan.,  1881. 

Hughes,  Richard  M. 

25  September,  1874.  Graduated. 

Huse,  Marry  M.  P. 

30  September,  1874.  Graduated. 

J un gen,  Charles  W. 

24  September,  1874.  Resigned. 

Kimmell,  Harry. 

28  September,  1874.  Graduated 

Knapp,  Harry  S. 

26  June,  1874.  Graduated. 
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Knapp,  Joins.  J. 

9  June,  1874.  Graduated. 

Iloyd,  Edward* 

17  June,  1874.  Graduated. 

E© pez^  Robert  17 

29  September,  1874.  Graduated. 

Maury,  Alfred  f. 

28  September,  1874.  Resigned. 

Maxwell,  Will  tana  J. 

9 June,  1874. 

Mayer,  Chester  A, 

16  June,  1874.  Dismissed. 

McClain,  Charles 

3 November,  1874.  Graduated. 

McDonnell,  Joins  E. 

30  September,  1874.  Graduated. 

Meares,  Frederick  P. 

25  September,  1874.  Resigned. 
Menefee,  Daniel  3P. 

25  September,  1874.  Graduated. 

Milton,  Dawson  D. 

25  September,  1874.  Dismissed. 

Morey,  Alfred  G. 

25  September,  1874.  Resigned. 

Paxton,  Alfred  AT. 

24  September,  1874.  Resigned. 

Perry,  George  E. 

10  June,  1874.  Dropped. 

Perry,  Joltfn  A* 

29  September,  1874.  Resigned, 

Picking,  William  W. 

24  September,  1874.  Resigned. 

Poundstone,  Homer  C. 

24  September,  1874. 

Preble,  George  If.  R. 

* 25  September,  1874.  Resigned. 

Quinby,  Joins  G. 

12  June,  1874.  Graduated. 

Head,  Maurice  E. 

28  September,  1874. 

Red  fern,  Joseph  JL. 

14  July,  1874.  Resigned. 

Richardson,  Samuel. 

17  June,  1874.  Resigned. 


Rodgers,  Thomas  S. 

• 24  September,  1874.  Graduated, 

Rodgers,  William  E. 

11  June,,  1874.  Graduated. 

Rogers,  Allen  C4, 

12  June,  1874.  Graduated. 

Rowan,  Andrew  S. 

25  September,  1874.  Resigned. 

Schwerin,  Rennie  R. 

25  September,  1874.  Graduated. 

Shipley,  John  If. 

30  September,  1874.  Graduated. 

Skinner,  Frank  €. 

26  September,  1874.  Resigned. 

Smith,  Roy  C. 

3 October,  1874.  Graduated. 

Sparhawk,  George. 

24  September,  1874.  Graduated. 

Sprague,  Frank  J. 

29  September,  1874.  Graduated. 

Stafford,  George  G. 

10  June,  1874.  Graduated. 

Sturdivant,  Harry  E. 

13  June,  1874. 

Swift,  Franklin. 

9 June,  1874. 

Tillman,  Edwin  If. 

28  September,  1874.  Resigned. 

Yam  Horne,  George. 

9 June,  1874.  Dropped. 

Wallace,  Carsliena. 

9 June,  1874.  Died  23  Dec.,  1874. 

Webb,  Eovell  If. 

28  September,  1874.  Dismissed. 

Webster,  Edwin  B. 

28  September,  1874.  Resigned. 

Welch,  George  S. 

24  September,  1874. 

White,  William  P. 

30  June,  1874.  Graduated. 

Wilson,  Elewellyn  V. 

25  September,  1874.  Resigned. 

Young,  Feramorz  E. 

24  September,  1874.  Resigned. 


1875. — Midshipmen. 


In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  John  P. 

25  June,  1875.  Died  18  July,  1876. 

Aldrich,  Stuart. 

18  September,  1 875.  Resigned. 


Railey,  John  B. 

18  September,  1875.  Resigned. 

Barkley,  Richard  W. 

25  June,  1875.  Dismissed. 
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Bartlett,  Bavid. 

18  September,  1875.  Resigned. 

Berkeley,  Francis  L. 

18  September,  1875.  Dropped. 

Bitler,  Reuben  O. 

25  June,  1875. 

Blish,  John  B. 

18  September,  1875.  Graduated. 

Bliss,  Herbert, 

18  September,  1875.  Resigned. 

Bontils,  Tli ©in as  I. 

24  June,  1875.  Dropped. 

Booth,  Henry  I>. 

18  September,  1875.  Resigned. 

Bowden,  Frank  W. 

18  September,  1875. 

Breckenridge,  Robert  J. 

18  September,  1875.  Resigned. 

Bridges,  Mark- 

24  June,  1875.  Died  9 July,  1875. 

Brown,  Guy  W. 

24  June,  1875. 

Brown,  James  S. 

18  September,  1875. 

Buchanan,  Wilson  W. 

24  June,  1875. 

Buffington,  Anson  W. 

18  September,  1875.  Resigned. 

Bullitt,  Howard  H. 

18  September,  1875. 

Chase,  Henry  S. 

24  June,  1875.  Graduated. 

Clements,  Abner  B. 

24  June,  1875.  Graduated. 

Cockle,  Rudolphus  R. 

24  June,  1875. 

Condict,  Edward  C. 

25  June,  1875.  Resigned. 

Cooke,  Paul  B. 

18  September,  1875.  Resigned. 

Cooper,  Robert  J. 

18  September,  1875.  Resigned. 
Dewey,  Theodore  G. 

25  June,  1875. 

Brake,  James  C. 

24  June,  1875. 

Fillebrown,  Horatio  L. 

25  June,  1875. 

Finley,  Henry  M. 

25  June,  1875. 

Franklin,  Thomas  B. 

18  September.  1875.  Resigned. 

French,  George  R. 

24  June,  1875. 


Garrett,  Eeigh  O. 

18  September,  1875.  Graduated. 

Garrett,  be  Roy  M. 

18  September,  1875.  Graduated. 

Gibbons,  John  II. 

18  September.  1875.  Graduated. 

Gill,  William  A. 

24  June,  1875.  Graduated. 

Gilmore,  Alexander  C. 

18  September,  1875.  Resigned. 

Godfrey,  Frank  E. 

25  June,  1875.  Resigned. 

Gorgas,  Miles  C. 

18  September,  1875. 

Gresham,  William  A. 

25  June,  1875. 

Haines,  Henry  C. 

3 July,  1875. 

Harlow,  Charles  H. 

18  September,  1875.  Graduated. 

Harrison,  George  E. 

24  June,  1875.  Resigned. 

Hanson,  Alexander  R. 

24  June,  1875. 

Hayden,  Edward  E. 

24  June,  1875.  Graduated. 

Haymond,  Edgar  B.  W. 

18  September,  1875.  Resigned. 

Hill,  Charles  II. 

18  September,  1875. 

Hood,  John. 

18  September,  1875.  Graduated. 

Huntoon;  Fitz  Aubert. 

18  September,  1875. 

Irving,  Washington. 

18  September,  1875.  Dropped. 

Jackson,  Samuel  E. 

18  September,  1875.  Resigned. 

Johnston,  Campbell  M. 

18  September,  1875.  Resigned. 

Jones,  Richard,  Jr. 

25  June,  1875.  Resigned. 

Kellogg.  Frank  W. 

24  June,  1 87 5.  Graduated. 

Kimball,  Edward  F. 

25  June,  1875.  Resigned. 

King,  William  X. 

25  June,  1875.  Resigned.  Restored 
by  Act  of  Congress. 

Eeiper,  Edward  F. 

25  June,  1875. 

Eevisee,  Eeonidas. 

25  June,  1875.  Resigned. 
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Liiby,  John  F. 

24  June,  1875. 

Marsh,  Charles  C. 

18  September,  1875.  Graduated. 

Maury,  W.  ©.  N.  P. 

18  September,  1875.  Resigned. 

Mincer,  Randolph  If. 

24  June,  1875.  Graduated. 

Moore,  John  McC. 

24  June,  1875.  Died  16  Nov.,  1879. 

Morse,  William. 

18  September,  1875.  Resigned. 

Mudd,  John  A. 

18  September,  1875.  Graduated. 

Morris,  Calvin  C.  J* 

18  September,  1875.  Resigned. 

O’Connell,  James. 

18  September,  1875.  Resigned. 

Oiliey,  Edward  If. 

25  June,  1875.  Resigned. 

Ord,  Edward  ©.  C. 

18  September,  1875.  Resigned. 

Parsons,  Frank  B. 

18  September,  1875.  Dismissed. 

Perkins,  Coneli. 

18  September,  1875. 

Porter,  John  P. 

18  September,  1875.  Resigned. 

Ripley,  Charles  S. 

25  June,  1875.  Graduated. 

Robinson,  Herbert  J. 

18  September,  1875.  Graduated. 


Rodman,  Hugh. 

18  September,  1875. 

Russell,  William  W. 

18  September,  1875.  Dropped. 

Saunders,  Nat. 

3 July,  1875.  Resigned. 

Sckrum,  James  A. 

18  8eptember,  1875.  Resigned. 

Scott,  George  A. 

24  June,  1875.  Resigned. 

Sears,  Walter  J. 

24  June,  1875. 

Sloan,  Robert  S. 

24  June,  1875.  Graduated. 

Snowden,  Thomas. 

25  June,  1875.  Graduated.  © 

Starklott,  Emile  A.  Yon. 

18  September,  1875.  Resigned. 

Thom,  William  A. 

24  June,  1875.  Graduated. 

Thompson,  Edward  C. 

18  September,  1875.  Resigned. 

Tillman,  Edwin  H. 

18  September,  1875.  Graduated. 
Wilrrf*  H st  rvAv. 

18  Sept.,  1875.  Died  26  Feb.,  1880. 

Wilkinson,  Ernest. 

24  June,  1875. 

Winchester,  William  S. 

18  September,  1875.  Resigned. 

Woodworth,  Frederick  A. 

24  June,  1875.  Dismissed. 


1876. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Ackerman,  Albert  A. 

24  June,  1876. 

Algers,  Philip  R. 

22  September,  1876. 

Andrews,  Horace  B. 

24  June,  1876. 

Ashmore,  Harry  15. 

9 October,  1876. 

Babcock,  William  F. 

25  September,  1876.  Resigned. 

Bellinger,  ©scar  H. 

24  June,  1876.  Resigned. 

Bernadon,  John  R. 

22  September,  1876. 

Best,  Wesley  E. 

22  September,  1876.  Resigned. 


Bishop,  Lot  C. 

24  June,  1876.  Resigned. 

Blow,  George  P. 

22  September,  1876. 

Brainard,  Frederick  R. 

24  June,  1876. 

Brin  ley,  Edward. 

22  September,  1876. 

Bronner,  Edmund  J>. 

22  September,  1876.  Resigned, 

Bryan,  Samuel. 

24  June,  1876. 

Cabaniss,  Charles. 

24  June,  1876. 

Clark,  'Lewis  J® 

,22  September,  1876. 
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Cobs  Mess,  David  C.  15. 

22  September,  1876.  Resigned. 

Coolie,  Abbot  S. 

22  September,  1876.  Resigned. 

Craig’,  Benjamm  Si. 

24  June,  1876. 

Craven,  Macdonougk. 

24  June,  1870. 

Deal,  Edward  T. 

26  June,  1876.  Resigned. 
Dent,  Sidney  If. 

22  September,  1876.  Resigned. 
Dickson,  Joseph  M. 

24  June,  1876. 

Dill  man,  George 
24*June,  1876. 

Doyen,  diaries  A. 

24  June,  1876. 

Bresel,  Herman  G^ 

22  September,  1876. 

Duncan,  Lonis. 

22  September,  1876. 

Eld r edge,  Houston. 

9 October,  1876. 

Emerson,  William  H« 

12  October,  1876. 

Emmet,  William  3L. 

5 July,  1876. 

Eyre,  Maiming  If. 

22  September,  1876. 
Firestone,  Allison  S>, 

24  June,  1876.  Resigned. 
Forsliew,  Robert  P. 

24  June,  1876. 

Foster,  Edward  W. 

24  June,  1876.  Resigned. 
Garland,  John  §. 

24  June,  1876.  Resigned. 
George,  Charles  P.  * 

6 July,  1876. 

Gilliam,  Donnell. 

24  June,  1876.  Resigned. 
Gray,  James. 

22  September,  1876. 
Haessler,  Francis  J. 

22  September,  1876. 

.Haines,  Robert  P. 

22  September,  1876. 

Haskell,  Porter  B. 

22  September,  1876. 
Haymond,  Edgar  15.  W. 

22  September,  1876.  Resigned. 
Honrigan.  Pa 51  rack  W. 

24  June,  1876. 


Ilonze,  Arthur  H. 

24  June,  1876. 

Jones,  Harry  G. 

24  June,  18715.  Dropped. 
Undsey  John  H. 

24  June,  1876.  Resigned. 
Mahoney,  James  E. 

22  September,  1876. 

Matthews,  Thomas  II. 

22  September,  1876. 

Mayer,  Augustus  I. 

24  June,  1876. 

McCrea,  Alexander  S. 

9 October,  1876. 

Miner,  John  R. 

24  June,  1876.  Resigned. 
Morgan,  Stokely. 

24  June,  1876. 

Muir,  William  C.  P. 

24  June,  1876. 

Murray,  James  B. 

22  Sept.,  1876.  Died  11  Aug.,  1878 
Nash,  Edwin  W. 

22  September,  1876. 

NIblack,  Albert  B. 

22  September,  1876. 

Norton,  Inman  S. 

22  September,  1876. 

Orlopp,  Max  A. 

24  June,  1876. 

Parke,  Thomas  A. 

24  June,  1876. 

Parker,  Felton. 

9 November,  1876. 

Parsons,  Arthur  C. 

24  June,  1876. 

Patterson,  Samuel  A.  W. 

26  June,  1876. 

Perry,  George  E. 

22  September,  1876. 

Perry,  John  A. 

22  September,  1876.  Resigned. 
Phelps,  Harry. 

22  September,  1876. 

Reamer,  Mark  M. 

24  June,  1876.  Dropped. 
Richardson,  Walter  G. 

22  September,  1876. 

Robinson,  William  M. 

24  June,  1876. 

Rodgers,  Guy  G. 

26  September,  1876. 
Rohrbacher,  Joseph  II. 

24  June,  1876. 
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Russell,  William  W. 

22  September,  1876.  Dropped. 
Salford,  William  R. 

22  *September,  1876. 

8cott,  Richard  If. 

24  June,  1876.  Resigned. 
Simpson,  Edward. 

26  June,  1876. 

Sims,  William  8. 

24  June,  1876. 

Taylor,  John. 

24  June,  1876.  Resigned. 
Thatcher,  Herbert  W. 

22  September,  1876.  Resigned. 
Truxtim,  William. 

24  June,  1876. 

Vance,  Zebiiion  B. 

24  June,  1876. 

Van  Duzen,  ILewis  8. 

22  September,  1876. 

Wall,  Francis  R. 

5 July,  1876. 

Wallace,  John  T.e 

24  June,  1876.  Dropped. 


Watters,  John  8. 

24  June,  1876. 

West,  George  E. 

22  September,  1876. 
Whitewell,  Samuel  E. 

24  June,  1876.  Resigned.. 
Whitfield,  Jesse  G. 

22  September,  1876.  Resigned. 
Will,  James  F. 

22  September,  1876.  Resigned. 
Williamson,  Benjamin  If. 

22  September,  1876.  Dropped. 
Williamson,  Samuel  If. 

22-  September,  1876. 

Wilson,  Memory  B. 

22  September,  1876. 
Wolfersberger,  William.  If. 

22  September,  1876. 

Wood,  James  E. 

22  September,  1876.  Resigned. 
Worthington,  Thomas. 

24  June,  1876. 

Wright,  Silas  If. 

22  September,  1876. 


1877. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Arnold,  John  T. 

29  September,  1877. 

If  alien  tine,  Henry  8. 

27  June,  1877. 

Harnett,  George. 

27  June,  1877. 

Bell,  Everett  N. 

22  September,  1877. 

Bennett,  Fonts  8. 

22  September,  1877. 

Blake,  Robert  R. 

22  September,  1877.  Resigned. 
Buck,  Guy  M. 

22  September,  1877. 

Bunts,  Frank  E. 

27  June,  1877. 

Capehart,  Edward  E. 

27  June,  1877. 

Carroll,  Eugene. 

27  June,  1877. 
dark,  George. 

27  June,  1877.  \ 

Cohen,  Harry  R« 

27  June,  1877. 


Colwell,  Janies  H. 

27  June,  1877. 

Conway,  John  J. 

22  September,  1877. 

Cooke,  Abbot  8. 

22  September,  1877.  Resigned. 
Crenshaw,  James  1>. 

22  September,  1877. 
Dashiell,  Robert  B. 

27  June,  1877. 

Donnelly,  Michael  J. 

27  June,  1877. 

Hoyle,  James  G. 

27  June,  1877. 

Dresser,  James  W. 

27  June,  1877. 

Dudley,  Charles  J. 

22  September,  1877. 
Fletcher,  William  B. 

22  September,  1877. 
Flournoy,  William  F« 

27  June,  1877. 

Ford,  William  G. 

22  September,  1877. 
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Forrest,  Rutherford  W. 

22  September,  1877.  Resigned. 

Grambs,  William  J. 

22  September,  1877. 

Greeley,  Revere  R. 

22  September,  1877.  ^Dropped. 
Harman,  Eugene  M. 

27  June,  1877. 

Harrison,  Edward  II. 

27  June,  1877. 

Hayden,  Thomas  W. 

22  September,  1877. 

Hoke,  William  P. 

22  September,  1877.  Dropped. 

HoogewerIF,  John  A. 

27  June,  1877. 

Howard,  William  E. 

22  September,  1877. 
Hubbard,  Nathaniel  HI* 

22  September,  1877. 
Hunicke,  Felix  H. 

22  September,,  1877. 
Jackson,  Malcolm. 

22  September,  1877.  Resigned. 
Jones,  Alexander  J . 

22  September,  1877.  Resigned. 
Hannany,  Eincoln. 

22  September,  1877. 

Ease,  Spencer  M. 

22  September,  1877. 

Ren  nett,  Percy.1 

22  September,  1877.  Resigned. 
Rent,  George. 

27  June,  1877. 

Rey,  Albert  E. 

27  June*  1877. 

Rimball,  John  A. 

22  September,  1877. 

Earn  kin,  John  A. 

27  June,  1877.  Dropped. 
Eauchheimer,  Charles  H. 

22  September,  1877. 
Einnard,  Joseph  II. 

27  June,  1877. 

MeGiffin,  Philo  HE 
22  September,  1877. 
McJunkin,  Ira. 

27  June,  1877. 

McKee,  Elewelyn  T. 

27  June,  1877. 

McNutt,  Finley  A. 

22  September,  1877. 
McWhorter,  Jacob  G. 

22  September,  1877. 


Morgan,  Daniel. 

22  September,  1877. 

Morris,  Walter  E. 

27  June,  1877.  Resigned. 
Moses,  Franklin  J. 

22  September,  1877. 

Norton,  Oliver  D. 

22  September,  1877.  Resigned. 
Oliphant,  Alexander  C. 

22  September,  1877. 

Paine,  Walter  T. 

22  September,  1877. 
Plythian,  Charles  T. 

27  June,  1877. 

Pierce,  Byron  C. 

. 7 June,  1877. 

Pleasants,  Charles. 

22  September,  1877.  Resigned. 
Poyer,  John  M. 

27  June,  1877. 

Printup,  David  E 
27  June,  1877. 

Rees,  John  E. 

27  June,  1877. 

Rider,  Frederick  C. 

22  September,  1871. 

Schock,  John  E. 

27  June,  1877. 

Semple,  Eorenzo. 

22  September,  1877. 

Slack,  William  ¥. 

27  June,  1877.  Resigned. 
Smies,  Frederick  W. 

27  June,  1877. 

Smyth,  James  W. 

27  June,  1877.  Resigned. 
Stable,  Frederick  II. 

22  September,  1877. 

Stay  ton,  William  H. 

27  June,  1877. 

Stewart,  Charles  W. 

27  June,  1877. 

Sutton,  Francis  E. 

27  June,  1877. 

Weeks,  John  W. 

27  June,  1877. 

Weller,  Ovington  E 
22  September,  1877. 

White,  Harry  R. 

22  September,  1877. 
Whittlesey,  William  B. 

22  September,  1877.  Resigned. 
WTickes,  Joseph  E. 

22  September,  1877.  Resigned. 
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Wilkes,  Gilbert. 

22  September,  1877. 


| Woodward,  Joseph  J* 

I 27  June,  1877. 


1873.— Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Anderson,  Edwin  A.,  Jr. 

28*June,  1878. 

Ashby,  Stephen. 

28  June,  1878.  Dismissed. 
Barnard,  John  Me 
30  September,  1878. 

Belford,  Samuel  E. 

30  September,  1878.  Resigned, 
lilandin,  John  J. 

28  June,  1878. 

Carpenter,  James  F. 

30  September,  1878. 
Malrymple,  Elton  W. 

28  June,  1878. 

Morale,  Arthur. 

30  September,  1878. 
Duncan,  William  B. 

7 November,  1878. 

Eames,  Mar  old  11. 

28  June,  1878. 

Fields,  Wiley  M. 

28  June,  1878. 

Fowler,  Hammond. 

30  September,  1878. 
Gignilliat,  Thomas  H. 

30  September,  1878. 

Gray,  Willie  T. 

28  June,  1878. 

Gwyn,  Lawrence  S. 

28  June,  1878. 

Mepp,  Charles. 

28  June,  1878. 

Horst,  Henry  A. 

28  June,  1878. 

Jayne,  Joseph  JL. 

28  June,  1878. 

.I  oh  si  st  on.  Mar  berry. 

30  September,  1878. 

Menkes,  Merman  11. 

28  June,  1878. 

Eegare,  Alexander  B. 

28  June,  1878. 


Lodeman,  Frank  F.  E. 

28  June,  1878.  Dismissed. 
Martin,  Clarence. 

28  June,  1878. 

Mitehell,  Sidney  Z. 

30  September,  1878. 

Morris,  John  It. 

30  September,  1878.  Resigned. 
Mixon,  Eewis. 

28  June,  1878. 

Fhilbin,  Patrick  H. 

28  June,  1878. 

Prince,  Thomas  C. 

28  June,  1878. 

Bankin,  Marry. 

28  June,  1878.  Dropped. 
Reynolds,  Charles  B. 

28  June,  1878. 

Ricketts,  William  A. 

80  September,  1878. 
Salisbury,  Smith. 

30  September,  1878.  Dismissed. 
Savage,  Eedru  R. 

30  September,  1878. 
Schrader,  George  M.  Yon. 

3 October,  1878.  , 

Solomon,  Edward  E. 

30  September,  1878.  Resigned. 
Smith,  Thomas  It. 

28  June,  1878. 

Sutphen,  Edson  W. 

28  June,  1878. 

Weeks,  Edwin  It. 

30  September,  1878. 
WTiittlesey,  William  B. 

28  June,  1878. 

Wood,  Spencer  S. 

28  June,  1878. 

Woods,  Robert  If. 

30  September,  1878. 
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1868. — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Agee,  Alfred  P. 

16  September,  1879. 

Alexander,  Robert  CL 
29  September,  1879. 

Batthis,  Marry  EL 

16  June,  1879. 

Bowman,  William  E« 

26  September,  1879. 

B rady , Cyra s T« 

26  September,  1879. 
Cassiday,  Edward  B. 

29  September,  1879. 

Chapin,  Frederick.  F. 

29  September,  1879. 

Colvin,  Frank.  If.. 

26  September,  1879. 

Cooper,  James  J.  G. 

26  September,  1879. 

Frazier,  Robert  T. 

26  September,  1879. 

George,  Marry. 

16  June,  1879. 

Greene,  Samuel  1>. 

16  June,  1879. 

Jackson,  Jolm  A. 

26  September,  1879. 
Jackson,  John  15. 

26  September,  1879. 
Jastremski,  Leon  II. 

29  September,  1879.. 

Keith,  Albion  8. 

26  September,  1879. 

Kiefer,  Edmund  E. 

16  June,  1879. 

King,  William  H. 

30  June,  1879. 

Ledbetter,  William  II. 

26  June,  1879. 

Fen  non,  Michael  E. 

29  September,  1879. 

Ferch,  Robert  F. 

29  September,  1879. 
Fovenskiold,  A.  Fee. 

36  September,  1879.  Dropped. 


McCook,  John  A. 

29  September,  1879.  Dropped. 
McCreary,  Wirt. 

16  June,  1879. 

Mclntire,  Alonzo  E. 

26  September,  1879. 

McKean,  Josiah  S. 

29  September,  1879. 

Megrath,  William  A. 

29  September,  1879. 

Mitchell,  Charles  R. 

29  September,  1379.  Resigned. 
O’Feary,  Timothy  8. 

29  September,  1879. 

Parker,  Foxhall  A. 

26  September,  1879.  Resigned. 
Peilley,  Harlen. 

26  September,  1879.  Resigned. 
Pettit,  Harry  C. 

29  September,  1879. 

Plunkett,  Charles  P. 

3 October,  1879. 

Sparling,  Frederick  II. 

29  December,  1879. 

Stevens,  Raymond  R.  W.  B. 

22  November,  1879. 

Stout,  George  C. 

29  September,  1879. 

Street,  George  W. 

29  September,  1879. 

Sweeting,  Charles  E. 

26  September,  1879. 

Temple,  Edwin  G. 

29  September,- 1879. 

Thurston,  Benjamin  E« 

29  September,  1879. 

Toney,  Tremlet  V. 

16  June,  1879. 

Wentworth,  Fouls  M. 

26  September,  1879.  Resigned. 

Wilson,  W illiam  J. 

29  September,  1879. 

Witherspoon,  Thomas  A. 

16  June,  1879. 
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1880, — Midshipmen. 

In  service  as  Cadet  Midshipman,  except  otherwise  stated. 


Atwood,  Jolm  C. 

16  June,  1880. 

Barker,  William  A. 

25  September,  1880. 
BarMey,  Bieliard.  W« 
16  June,  1880. 

Beefier,  Albert  M. 

14  June,  1880. 

Blake,  Henry  I>. 

25  September,  1880. 
Basil,  William  W. 

25  September,  1880. 
Carter,  Vaulx. 

25  September,  1880. 
Cook,  William  E. 

2 October,  1880. 

Curtis,  Frederick  E® 

25  September,  1880. 
Mavis,  Fames  S. 

16  June,  1880. 

Friedlauder,  Marry. 

* 25  September,  1880. 

Gilmer,  William  W. 

16  June,  1880. 

Gonong,  William  G® 

14  June,  1880. 

Harrell,  Joint  It. 

25  September,  1880. 
Hayes,  Cliarles  H. 

25  September,  1880. 
Hazel  tine,  Cliarles  W* 
14  June,  1880. 

Hoggatt,  W il  ford. 

14  June,  1880. 
Johnston,  William. 

14  June,  1880. 

Jones,  IJilory  P.,  Jr. 

25  September,  1880. 
Lamison,  Jason  G. 

16  June,  1880. 

Leary,  Thomas  H. 

25  September,  18.0g 

Lovenskiold,  A.  Lee* 

7 October,  1880. 


Macplierson,  Victor. 

25  September,  1880. 

Halley,  William  A. 

25  September,  1880. 
Maxey,  Joint  W. 

16  June,  1880. 

McCook,  John  A. 

1'  October,  1880. 

McCord,  Henry  H. 

16  June,  1880. 
MeBonald,  John  I>. 

9 October,  1880. 

MeMulta,  Hnrbert. 

14  June,  1880. 

Moseley,  Nathaniel  S. 

4 June,  1880. 

Baiehle,  Frank  G. 

16  June,  1880. 

[Sargent,  Frederic  H. 

16  June,  1880. 

Seynfyour,  Isaac  B. 

25  September,  1880. 
Shoemaker,  William  R. 

14  June,  1880. 

Sloan,  Albert  B. 

25  September,  1880. 

Smith,  Sidney  F. 

25  September,  1880. 
Terrell,  Mon  glass  F. 

25  September,  1880. 
Venable,  Cliarles. 

25  September,  1880. 

Wells,  Roger. 

25  September,  1880. 
Williams,  Clarence  S. 

25  September,  1880. 
Williams,  William  1*. 

14  June,  1880. 

Wirt,  William  E. 

25  September,  1880. 

Wood,  John  W. 

25  September,  1880. 
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1866. 


McCarty,  Georg©  1>. 

3 October,  1866.  Transferred  to  be  a 
Midshipman. 


Wilson,  James  I®. 

5 October,  1866.  Resigned. 


1867. 

. Howell,  diaries  I®.  Steel,  James. 

7 October,  1867.  Graduated.  23  Sept.,  1867.  Died  16  Aug.  1869. 

1871 October  1. 

Except  otherwise  stated. 


■Barton,  John  K. 

Graduated, 

Boggs,  William  B. 

Graduated. 

Cleaver,  Henry  T. 

Graduated. 

dimming,  John  A* 

Resigned. 

Benig,  IJoberi  G. 

Graduated. 

Edwards,  John  R* 

Graduated. 

Kleckner,  Charles* 

Graduated. 

Eeitch,  Robert  E» 

Graduated. 

Potts,  Stacy. 

Graduated. 


Ransom,  George  B. 

Graduated. 

Ruiz,  Alberto  de. 

Resigned. 

Schneider,  William  E. 

Resigned. 

Tiffany,  William  IS. 

Dropped  24  October,  1872. 

Warren,  Benjamin  H. 

Graduated. 

Willetts,  Albert  11. 

Graduated. 

Wooster,  Lucius  W. 

Graduated. 

Zane,  Abraham  V. 

Graduated. 


1872.- October  1. 

Except  otherwise  stated. 


Canaga,  Alfred  15. 

Graduated. 

Bronillard,  George  L. 

Resigned. 


Eaton,  William  €. 

Graduated. 

Eld  ridge,  Frank  SI. 

Graduated. 


866 


GENERAL  NAVY  REGISTER. 


RfiT 


Frizell,  Charles  II. 

Resigned. 

Hoff m an,  Frank  J* 

Graduated. 

Jeffrey,  William  C. 

18  November,  1872.  Resigned. 

Ming,  William  II. 

Graduated. 

lilt  lie,  William  A. 

Graduated. 

Iioomis,  Edmund  X. 

Graduated. 

Mattiee,  Asa. 

Graduated. 

Meredith,  Edward  D. 

Resigned. 


Morgan,  JLee. 

Resigned. 

Reid,  Robert  J. 

Graduated. 

Roebling,  Edmund. 

Dropped. 

Ruiz,  Alberto  de. 

Resigned. 

Schermerhorn,  William  E. 

Resigned. 

Sornborger,  Edwin  C. 

Resigned. 

War  bur  ton,  Edgar  T. 

Graduated. 


18*73 October  1. 


Rabbit  t,  Geo.  Henry  Thomas. 

Graduated. 

Bailey,  Frank  Hughes. 

Graduated. 

Burgdorff,  Theodore  Fred’k. 

Graduated. 

Carter,  Thomas  F. 

Graduated. 

Cat  heart,  William  Eedyard. 

Graduated. 

Claude,  Gordon  If. 

Resigned. 

Cowles,  William. 

Graduated. 

Running,  William  Batey. 

Graduated. 

Eastman,  Harry. 

Resigned. 

1874. — i 

Bartlett,  Frank  W. 

Graduated. 

Bennett,  Frank  M. 

Graduated. 

Rieg,  Frederick  Charles. 

Graduated. 

Bull,  George  Hoyt. 

Graduated. 

Burd,  George  Eli. 

Graduated. 

Claude,  Gordon  Handy. 

Dismissed. 

Cooley,  Mortimer  Elwyn. 

Graduated. 


Freeman,  Edward  Russell. 

Graduated. 

Johnson,  Charles  X. 

Resigned. 

Kelley,  B.  F. 

Resigned. 

Olmstead,  Boring. 

Resigned. 

Ruiz,  Alberto  de. 

Graduated. 

Stivers,  Henry  Hicks. 

Graduated. 

White.  John  M. 

Resigned. 

Willetts,  George  Sidney. 

Graduated. 

Worthington,  Walter  Fitzhugh. 

Graduated. 

tober  1. 

Crygier,  John  Ulysses. 

Graduated. 

Bungan,  Horace  Greeley. 

Resigned^ 

Elseffer,  Harry  Smith. 

Graduated. 

Gage,  Howard. 

Graduated. 

Gow,  John  London. 

Graduated. 

Gridin,  Robert  Stanislaus. 

Graduated. 

Harrison,  Henry  Fillmore. 

Resigned. 
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Hogan,  Thomas  Joseph. 

Graduated. 

Mollis,  Ira  Nelson. 

Graduated. 

I vers,  Henry  Ming. 

Graduated. 

McElroy,  George  Wightman. 

Graduated. 

Norton,  Harold  Percival. 

Graduated. 

09€oiinor,  Henry. 

Dropped.  Resigned. 

Pickrell,  Joseph  McCall. 

Graduated. 


| Salisbury,  George  Hebert. 

Graduated. 

Schell,  Franklin  Jacob. 

Graduated. 

Scribner,  Edward  Ilerschell. 

Graduated. 

Spangler,  Harry  Wilson. 

Graduated. 

Wright,  Charles  Eeslie. 

Graduated. 

Wilmer,  Joseph  Ringgold. 

Graduated. 


1875. — September  15. 

Except  otherwise  stated. 


Acker,  Edward  O’Connor. 

Graduated. 

Annan,  John  Wesley. 

Graduated. 

Maker,  John  Howard. 

Graduated. 

Mowers,  Frederick  C. 

Graduated. 

Bartholow,  Frank  la  Motte. 

Dropped. 

Bevington,  Martin. 

Graduated. 

Bowles,  Francis  Tiffany 

Graduated. 

Bryan,  Benjamin  Chambers. 

Graduated. 

Carr,  Clarence  Alfred 

Graduated. 

Gatewood,  It i chard. 

Graduated. 

Hunt,  Andrew  Murray. 

Graduated. 


Isbester,  Hi  chard  Thornton. 

Graduated. 

Eubbe,  Charles  Bethel. 

Graduated. 

McFarland,  Walter  Martin. 

Graduated. 

Miller,  Clarence  A. 

Dropped. 

Mercies9,  David  Isaiah. 

Resigned. 

Noell,  Michael  Daniel. 

Died  1 January,  1878. 

Smith,  William  Strother. 

Graduated. 

Talcott,  Charles  Gratiot. 

Graduated. 

Temple,  Arthur  Wallace. 

Resigned. 

Yarn  all,  John  Hepburn. 

Resigned. 


187©.— September  14. 


Allderdice,  William  Hillary. 

Graduated. 

Arnold,  Solon. 

Graduated. 

Bailey,  Horace  Justus. 

Resigned. 

Belden,  Charles  Emory. 

Graduated. 

By  rise,  James  Edwin. 

Graduated. 


Durand,  William  Frederick. 

Graduated. 

Eckel,  Merman. 

Dismissed. 

Hall,  Harry. 

Graduated. 

Hassoaa,  Wm.  Fred’k  Converse. 

Graduated. 

Ming,  Charles  Alfred. 

Graduated. 
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Kin  Ik  st  M 5 Thomas  Wright. 

Graduated. 

Fang,  William. 

Died  15  November,  1880. 

LillchrMge,  Frederick  May. 

Resigned. 

Manning,  Charles  Edward. 

Graduated. 

Mathews,  Clarence  Ifertoert. 

Graduated. 

Miner,  Feo  Dwight. 

Graduated. 

Nichols,  Arthur. 

Resigned. 

Sample,  Winfield  Scott. 

Graduated. 


Smith,  Albert  Edward. 

Graduated. 

Stahl,  Albert  William. 

Graduated. 

Weaver,  William  Dixon. 

Graduated. 

Wood,  Joseph  Fearned. 

Graduated. 

W'oods,  Arthur  Tannatt. 

Graduated. 

Wrorthington9  John  Feeds. 

Graduated. 

Young,  Albert  Osborn. 

Graduated. 


1877 — September  in. 

At  Naval  Academy,  except  otherwise  stated. 


Anderson,  Martin  Augustus. 

Graduated. 

Arnold,  Solon. 

Graduated. 

JBankson,  Floyd. 

Graduated. 

Beach,  Robert  James. 

Bush,  Arthur  Richmond. 

Graduated. 

Da y,  Willis  Bruner 

Dowst,  Frank  Rutland. 

Graduated. 

Bartley,  William  Henry. 
Gladstone,  Daniel  Demarest. 

Haem  anerling,  On  slave. 

Graduated. 

McAllister,  Andrew. 

MeAlpine,  Bennett. 

Graduated. 

McCreary,  Harry  Raynor. 

Resigned. 

Moritz,  Albert. 

HIchols,  Arthur. 

Resigned. 


Parsons,  Isaac  Brown. 

Graduated. 

Perkins,  Lyman  Burnham. 

Graduated,  j 

Prevear,  Herbert  Ranker. 

Resigned. 

Redgrave,  De  Witt  Clinton. 

Graduated. 

Sampson,  Bias  Clay. 

Graduated. 

Shal  1 ©is berger , Oliver  Black- 
bus’ll.  Graduated. 

Smith,  William  Stuart, 

Graduated. 

Stewart,  Robert,  Jr. 

Graduated. 

Webster,  William  Townsend. 

Graduated. 

White,  William  Wilmot. 

Graduated. 

Whitham,  Jay  Manuel. 

Graduated. 

Whittle,  Flewellyn  Fairfax. 

Died  28  July,  1880,  Naval  Hospital, 
Philadelphia. 


1878.— October  1. 

At  Naval  Academy,  except  otherwise  stated. 


Addicks,  Walter  Robert. 
Chambers,  William  Henry 


Clarke,  Arthur  Henry. 
Coley,  Frederick  Edward. 
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Conant,  Frank  Henry. 
Creighton,  Wm.  Henry  Paul. 
Fitts,  James  Henry. 

Ferguson,  George  Robert. 
Gatewood,  Robert  Woodland. 
Grant  ner,  Otto  Charles. 
Hawthorne,  Harry  Fee  Roy. 
Higgins,  Robert  Bernard. 
Howland,  Charles  Henry. 
Leonard,  John  Calvin. 

Miller,  Peter. 

Pendleton,  Joseph  Henry. 


Quinby,  Isaac  Henry. 
Rommel!,,  Charles  Edward. 
Simpson,  Henry  Fakin. 

Resigned. 

Shock,  Thos.  Alexander  Whar- 
ton. 

Taylor,  Edward  Kenyon. 
Tlteiss,  Emil. 

Willis,  Clarence  Calhoun. 
Winchell,  Ward  Philo. 

Yonchi,  Sadanori. 


1870. — October  1. 


At  Naval  Academy,  except  otherwise  stated. 


Aldrich,  William  S. 
Armistead,  Samuel  W. 
Barnes,  Charles  E. 
Baxter,  William  J. 
Cars' w ell,  William  IF 
Bar  rah,  William  F. 
Duvall,  Marins,  Jr. 

By  son,  Charles  W. 
Eaton,  Charles  P®  ■ 
Ellin ger,  Julius. 
Ellicott,  John  I. 

Field,  Harry  A* 

Gillis,  Harry  A® 


Glasscock,  Eustace. 
Gross,  Charles  J. 
Halstead,  Alexander  J# 
Herbert,  William  C. 
Fawrenee,  William  H. 
Fittlehales,  George  W. 
Palmer,  Janies  E. 
Pattison,  Thomas  P. 
Ryan,  Philip  J. 
Webster,  Charles  F. 
Woodruff,  Charles  E. 
Zinnell,  George  F. 


1880.— -Oetober  1. 

At  Naval  Academy,  except  otherwise  stated. 


Barron,  Charles  C. 
Biddle,  Andrew  P. 
Capps,  Washington  F® 
Crisp,  Richard  O. 
Bargan,  Milton. 
Davis,  Edward. 

Fahs,  Charles  M. 
Field,  Horace  A. 
Ilewes,  Charles  IS. 
Hill,  Frank  M. 
Hughes,  Arthur  F. 
Hulme,  Walter  O. 
Jones,  Horace  W. 


Keliholtz,  Pi  err  O. 
Krepper,  Chester  M. 
Foornis,  Frederick  J® 
McCay,  Henry  K. 
Mathews,  Albert  C. 

Or r,  Robert  II. 
Parmenter,  Henry  E. 
Pattison,  Thomas  P. 
Richardson,  Thornton  R. 
Starr,  John  B. 
Wedderburn,  Fawrenee  A. 
W entz,  Robert  F. 
Whittlesey,  Hume  H. 


COMPLETE  LIST 


OF  ALL  THE 

OFFICERS  OF  THE  MARINE  CORPS. 


From  1798  to  the  Present  Time. 


COMMANDANTS. 

Burrows,  William  W. 

Major  Commandant,  12  July,  1798.  Lieutenant-Colonel  Commandant,  1 May,  1800. 
Resigned  6 March,  1804. 

Whorioia,  Franklin. 

Captain,  8 August,  1798.  Lieutenant -Colonel  Commandant,  7 March,  1804.  Died 
1 September,  1818. 

dale,  Anthony. 

Second  Lieutenant,  2 September,  1798.  First  Lieutenant,  2 March,  1799.  Captain, 
24  April,  1804.  Lieutenant-Colonel  Commandant,  8 March,  1819.  Brevet  Major, 
24  April,  1814.  Cashiered  18  October,  1820. 

Henderson?  Archibald. 

Second  Lieutenant,  4 June,  1806.  First  Lieutenant,  6 March,  1807.  Captain, 
1 April,  1811.  Lieutenant-Colonel  Commandant,  17  October,  1820.  Colonel 
Commandant,  1 July,  1834.  Brevet  Lieutenant-Colonel,  17  October,  1820. 
Brevet  Brigadier  General,  27  January,  1837.  Brevet  Major,  1814.  Died  6 Jan- 
uary, 1859. 

Harris,  John. 

Second  Lieutenant,  23  April,  1814.  First  Lieutenant,  18  June,  1814.  Captain, 
13  June,  1880.  Major,  6 October,  1841.  Colonel  Commandant,  7 January,  1859. 
Brevet  Captain,  3 March,  1825.  Brevet  Major,  27  January,  1837.  Died  12  May, 
1864.- 

Zeilin,  Jacob. 

Second  Lieutenant,  1 October,  1831.  First  Lieutenant,  12  September,  1836.  Cap- 
tain, 14  September,  1847.  Major,  26  July,  1861.  Colonel  Commandant,  10  June, 
1864.  Brigadier  General  Commandant,  2 March,  1867.  Brevet  Major,  9 Janu- 
ary, 1847.  Retired  1 November,  1876.  Died  18  November,  1880. 

OFFICERS, 

Adams?  George. 

Second  Lieutenant,  19  March,  1845.  Brevet  First  Lieutenant,  12  August,  1847. 
Died  21  October,  1856. 

Adams?  Sanrnel  C. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  4 November,  1862. 
Drowned  1 April,  1864,  Cario,  Illinois. 

871 


872 


GENERAL  NAVY  REGISTER.— MARINE  CORPS. 


Alexander,  Philip. 

Second  Lieutenant,  7 November,  1800.  First.  Lieutenant,  1 August,  1802.  Re. 
signed  31  March,  1803. 

Allen,  Austin  W. 

Second  Lieutenant,  10  February,  1838.  Transferred  to  tlie  Army,  26  November 
1838. 

Allen,  Nathauiel. 

Second  Lieutenant,  3 April,  1810.  Resigned  24  July,  1810. 

Allen,  Samuel  It. 

Second  Lieutenant,  12  March,  1868.  Retired  11  May,  1880. 

Aiiiory,  William. 

Second  Lieutenant,  25  July,  1798.  First  Lieutenant,  10  November,  1799.  Re- 
signed, date  unknown. 

Anderson,  Jeremiah. 

Second  Lieutenant,  11  June,  1811.  Dismissed  in  September,  1811. 

Anderson,  William. 

Second  Lieutenant,  17  February,  1807.  First  Lieutenant,  23  June,  1809.  Captain, 
18  June,  1814.  Brevet  Major,  18  June,  1824.  Brevet  Lieutenant-Colonel,  24 
May,  1828.  Died  13  June,  1830. 

Anna  stead,  F.  W. 

Second  Lieutenant,  13  November,  1830.  First  Lieutenant,  1 July,  1834.  Died 
14  April, .4841. 

Arrowsmith,  Thomas. 

Second  Lieutenant,  19  April,  1812.  Resigned  in  October,  1812. 

Ashton,  Richard  W. 

Second  Lieutenant,  28  January,  1817.  Resigned  22  January,  1821. 

Auckismty,  Richard. 

Second  Lieutenant,  28  February,  1815.  First  Lieutenant,  18  April,  1817.  Brevet 
Captain,  18  April,  1827.  Resigned  1 April,  1830. 

Bacon,  Samuel. 

Second  Lieutenant,  14  April,  1812.  First  Lieutenant,  8 July,  1812.  Captain, 
18  June,  1814.  Resigned  in  November,  1815. 

Bacote,  Thomas  W. 

Second  Lieutenant,  24  June,  1813.  First  Lieutenant,  18  June,  1812.  Resigned 
4 June,  1815. 

Cambridge,  Theodore. 

Second  Lieutenant,  24  May,  1828.  Resigned  18  January,  1832. 

Baker,  Adam  N. 

Second  Lieutenant,  12  September,  1853.  First  Lieutenant,  1 August,  1860.  Dis- 
missed 23  May,  1861. 

Raker,  3>.  i>. 

Second  Lieutenant,  20  October,  1832.  First  Lieutenant,  30  December,  1837.  Cap- 
tain, 28  September,  1847.  Brevet  Captain,  13  September,  1847.  Died  31  August, 
1853. 

Raker,  Joseph  F. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  t September,  1861.  Captain, 
22  June,  1864.  Died  2 October,  1876. 

Raldwiii,  Samuel. 

Second  Lieutenant,  2 January,  1800.  First  Lieutenant,  10  December,  1801.  Last 
• appearance  in  Register  of  1806. 

Banning,  Edinniul  P. 

Second  Lieutenant,  2 July,  1864.  Resigned  13  April,  1870. 

Barclay,  Thomas. 

Second  Lieutenant,  18  August,  1799.  First  Lieutenant,  21  October,  1801.  Re- 
signed 31  May,  1802. 
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Bartlett,  Henry  A. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  29  November,  1867.  In  service. 

Barton,  Tliomas  B. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  17  October,  1820.  Resigned 
13  March,  1829. 

Slates,  George  T. 

Second  Lieutenant,  19  February,  1873.  First  Lieutenant,  12  May,  1880.  In  service. 

JBayly,  Robert  P. 

Second  Lieutenant,  1 July,  1809.  Died  26  August,  1809. 

Hell,  Daniel. 

Second  Lieutenant,  8 November,  1800.  Resigned  14  February,  1301. 

Bellvite,  F.  II.  de. 

Second  Lieutenant,  24  April,  1812.  First  Lieutenant,  18  June,  1814.  Captain, 
3 March,  1819,  Resigned  6 March,  1824. 

Reissom,  G.  Robert. 

Second  Lieutenant,  17  December,  1873.  First  Lieutenant,  5 June,  1880,  In  service. 

Berrett,  John  J. 

Second  Lieutenant,  19  November,  1840.  Resigned  5 April,  1843. 

Berryman,  0.  €. 

Second  Lieutenant,  24  January,  1870.  First  Lieutenant,  16  November,  1877. 
In  service. 

Betts,  Charles. 

Second  Lieutenant,  28  March,  1820.  Died  7 January,  1822. 

Biglow,  Horatio  R. 

Second  Lieutenant,  6 February,  1865.  Resigned  28  February,  1870. 

Bishop,  Henry  J. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  1 April,  1864.  Cap- 
tain, 12  January,  1876.  In  service. 

Bloodgood,  W.  A. 

Second  Lieutenant,  3 March,  1821.  Appointed  Purser  2 May,  1834. 

Bond,  Franeis  A. 

Second  Lieutenant,  1 March,  1815.  Resigned  in  November,  1816. 

Boon,  Leonard  J. 

Second  Lieutenant,  7 July,  1812.  First  Lieutenant,  18  June,  1814.  Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 

Bor  rough,  Jehu  A. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  1 September,  1861.  Captain, 
1 September,  1864.  Died  28  November,  1867,  West  Indies. 

Bosque,  Joseph. 

Second  Lieutenant,  28  February,  1815.  Died  at  New  Orleans,  1815. 

Bourne,  William  T. 

Second  Lieutenant,  5 August,  1824.  Died  4 March,  1826. 

Boyd,  William  S. 

Second  Lieutenant,  12  January,  1848.  First  Lieutenant,  13  December,  1857. 
Captain,  26  July,  1861.  Resigned  31  July,  1865. 

Boyle,  James  H. 

Second  Lieutenant,  25  June,  1809.  First  Lieutenant,  27  April,  1810.  Resigned 
in  1812. 

Boyd,  William 

Second  Lieutenant,  17  September,  1813.  First  Lieutenant,  18  June,  1814.  Re- 
signed 26  July,  1814. 

Bradford,  C.  IS. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Died  13  February,  1864,  from  wounds  received  in  battle. 


874 


GENERAL  NAVY  REGISTER.— MARINE  CORPS. 


Bradford,  E.  T. 

Second  Lieutenant,  18  December,  1868.  First  Lieutenant,  20  August,  1874. 
Resigned  15  November,  1877. 

Brady,  Thomas  A. 

Second  Lieutenant,  8 February,  1837.  First  Lieutenant,  8 March,  1847.  Died 
7 November,  1847. 

Breckenridge,  II.  B. 

Second  Lieutenant,  15  April,  1812.  First  Lieutenant,  18  June,  1814.  Captain, 
10  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Breese,  James  B. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenent,  1 May,  1868.  Resigned 
5 December,  1879. 

Brevoort,  A.  M. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  26  September,  1823.  Cap- 
tain, 6 March,  1838.  Brevet  Captain,  26  September,  1833.  Died  26  November, 
1866. 

Brewerton,  G.  I>. 

Second  Lieutenant,  3 March,  1819.  First  Lieutenant*  17  September,  1821.  Died 
31  January,  1827. 

Brewster,  W.  II. 

Second  Lieutenant,  24  January,  1838.  Resigned  1 February,  1839. 

Britton,  Abraham. 

Second  Lieutenant,  9 September,  1818.  Resigned  in  1818. 

Broadliead,  J.  T. 

Second  Lieutenant,  12  April,  1872.  In  service. 

Brodhead,  Jolm  T. 

Second  Lieutenant,  12  April,  1872.  Resigned  14  November,  1879. 

Brooke,  B.  E. 

Second  Lieutenant,  8 July,  1833.  First  Lieutenant,  7 February,  1839.  Died  28 
November,  1858. 

Brooke,  Edmund. 

Second  Lieutenant,  15  April,  1814.  First  Lieutenant,  18  June,  1814.  Resigned 
13  February,  1817. 

Brooks,  Jolm,  Jr. 

Second  Lieutenant,  1 October,  1807.  First  Lieutenant,  30  January,  1809.  Killed 
in  action,  10  September,  1813. 

Broom,  Charles  IS. 

Second  Lieutenant,  27  July,  1813.  First  Lieutenant,  18  June,  1814.  Paymaster 
and  Captain.  Captain,  7 March,  1824.  Major,  12  September,  1836.  Brevet 
Lieutenant-Colonel,  7 March,  1834.  Died  14  November,  1840. 

Broom,  James. 

Second  Lieutenant,  21  April,  1810.  First  Lieutenant,  14  April,  1812.  Killed  in 
action,  1 June,  1813. 

Broom,  James. 

Second  Lieutenant,  28  December,  1836.  Cashiered  6 July,  1838. 

Broome,  Jolm  E. 

Second  Lieutenant,  12  January,  1848.  First  Lieutenant,  28  September,  1 357. 
Captain,  26  July,  1861.  Major,  8 December,  1864.  Lieutenant-Colonel,  16 
March,  1879.  Brevet  Major,  24  April,  1862,  for  gallant  and  meritorious  services. 
Brevet  Lieutenant-Colonel,  14  March,  1863,  for  gallant  and  meritorious  services 
at  the  second  Battle  of  Vicksburg,  15  July,  1863. 

Brown,  Peregrine. 

First  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Brown,  William.  * 

Second  Lieutenant,  16  January,  1817.  Died  19  June,  1818 
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Brown,  W.  R. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  18  August,  1862. 
Captain,  18  May,  1871.  In  service. 

Browning,  R.  L. 

Second  Lieutenant,  24  November,  1852.  First  Lieutenant,  29  November,  1858 
Lost  in  the  “ Levant” 

Brownlow,  W.  L. 

Second  Lieutenant,  6 July,  1812.  First  Lieutenant,  18  June,  1814.  Captain, 
17  October,  1820.  Died  17  July,  1821. 

Buchanan,  J.  A. 

Second  Lieutenant,  3 March,  1847.  Last  appearance  in  Register  for  1850. 

Burke,  Thomas  P. 

Second  Lieutenant,  20  November,  1830.  Cashiered  3 October,  1831. 

Burnham,  James  I>. 

Second  Lieutenant,  1 July,  1825.  Transferred  to  the  Army,  30  June,  1826. 

Bush,  William  S. 

Second  Lieutenant,  3 July,  1809.  First  Lieutenant,  4 March,  1811.  Killed  in 
action,  19  August,  1812. 

Butleiv  George. 

Second  Lieutenant,  11  February,  1859.  First  Lieutenant,  9 July,  1861.  Captain, 
4 November,  1862.  Major,  16  March,  1879.  Brevet  Major,  14  January,  1865. 
for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher,  13,  14  and 
15  January,  1865. 

Butterfield,  William. 

Second  Lieutenant,  3 March,  1847.  Resigned  1 May,  1858. 


Caldwell,  Henry. 

Second  Lieutenant,  2 September,  1798.  First  Lieutenant,  2 March*  1799.  Cap- 
tain, 23  January,  1809.  Died  12  March,  1812. 

Caldwell,  it  C. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  3 March,  1845.  Died 
13  November,  1852. 

Cam  mack,  William. 

First  Lieutenant,  1 September,  1798.  Resigned  31  December,  1800. 

Campbell,  G.  W. 

Second  Lieutenant,  14  October,  1852.  Died  23  March,  1855. 

Carmick,  Daniel. 

Captain,  3 August,  1798.  Major,  7 March,  1809.  Died  in  1816. 

Carter,  ILandon  W. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  7 April,  1832.  Captain, 
3 March,  1847.  Died  26  September,  1847 

Cartter,  W.  If. 

Second  Lieutenant,  1 March,  1861.  First  Lieutenant,  1 September,  1861.  Cap- 
tain, 10  June,  1864.  Dismissed  12  August,  1865: 

Cask,  John  CL 

Second  Lieutenant,  16  March,  1845.  First  Lieutenant,  21  September,  1852.  Pay- 
master with  the  rank  of  Major,  1861.  Major,  20  November,  1862.  Died  8 March, 
1877. 

Church •„  F.  F. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  13  August,  1865.  Resigned 
8 August,  1868. 

Church-  Jonathan. 

First  Lieutenant,  5 September,  1798.  Resigned  26  October,  1801. 

Clark,  Lemuel 

Captain,  3 August,  1798.  Resigned  30  November,  1801. 
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Clark,  N.  S. 

Second  Lieutenant,  20  April,  1812.  Resigned  1812. 

Clay  pole,  John. 

Second  Lieutenant,  30  March,  1799.  Resigned  23  December,  1800. 

Clemen  is,  James  M. 

Second  Lieutenant,  28  January,  1817.  First  Lieutenant,  28  March,  1820.  Died 

27  May,  1822. 

Clinch,  If. 

First  Lieutenant,  5 September,  1798.  Resigned  30  June,  1803. 

Co eli raise,  Henry  C. 

Second  Lieutenant,  7 September,  J861.  First  Lieutenant,  20  August,  1865.  Cap- 
tain, 16  March,  1879.  In  service. 

Coejman,  S.  S. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  8 March,  1824.  Died  26 
December,  1825. 

Coffin,  H.  G. 

Second  Lieutenant,  4 May,  1866.  Dismissed  17  February,  1872. 

Cohen,  I>.  M. 

Second  Lieutenant,  19  August,  1855.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Major,  5 December,  1867.  In  service.  Retired  12  October,  1869. 

Collier,  George  W. 

Second  Lieutenant,  5 September,  1860.  First  Lieutenant,  1 September,  1861. 
Captain,  20  November,  1862.  Major,  18  April,  1880.  In  service. 

Colin  m,  Hi  chard  S. 

Second  Lieuetenant,  25  November,  1861.  First  Lieutenant,  80  December,  1862. 
Captain,  13  March,  1872.  In  service. 

Colton,  Diamond. 

First  Lieutenant,  5 September,  1798.  Resigned  24  June,  1799. 

Contee,  John. 

Second  Lieutenant,  17  April,  1812.  First  Lieutenant,  24  July,  1812.  Resigned 
15  September,  1813. 

Cooper,  George. 

Second  Lieutenant,  28  March,  1820.  Died  25  September,  1823. 

Corrie,  F.  If. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  12  February,  1870.  Brevet  Captain,  14  January,  1865,  for  gallant 
and  meritorious  services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  January. 
1865. 

Coston,  H.  If. 

Second  Lieutenant,  9 March,  1865.  First  Lieutenant,  18  May,  1871.  In  service. 

Cowan,  William. 

Second  Lieutenant,  1 6 April,  1812.  First  Lieutenant,  20  August,  1812.  Resigned 
22  November,  1812. 

€oxe,  Charles  I>. 

Second  Lieutenant,  18  November,  1805.  First  Lieutenant,  4 March,  1807.  Resigned 
18  September,  1809. 

Crabb,  John. 

Second  Lieutenant,  31  January,  1809.  First  Lieutenant,  28  June,  1809.  Captain, 
18  June,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Crabb,  Horatio  I. 

Second  Lieutenant,  7 May,  1822.  First  Lieuteuant,  23  February,  1830.  Resigned 
30  December,  1837. 

Crane,  Ichabod  15. 

Second  Lieutenant,  26  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 

28  April,  1812. 
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Cruise,  JLawrenee. 

Second  Lieutenant,  29  July,  1806.  Last  appearance  in  Register  of  1806. 

Cummins,  F.  IK 

Second  Lieutenant,  14  April,  1810.  First  Lieutenant,  1 April,  1811.  Resigned 
21  January,  1812. 

Curtis,  Joseph  W. 

Second  Lieutenant,  4 May,  1840.  First  Lieutenant,  16  March,  1847.  Dismissed 
26  August,  1852. 


Davis,  Kent  IK 

Second  Lieutenant,  2 July,  1864.  Died  11  January,  1865. 

Balias,  A.  Iff. 

Second  Lieutenant,  31  October,  1854.  Resigned  24  September,  1855. 

.Daniels,  C.  1L. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  13  February,  1865.  Resigned 

20  July,  1868. 

Darley,  John. 

Second  Lieutenant,  8 November,  1798.  First  Lieutenant,  10  April,  1800.  Re- 
signed 31  October,  1800. 

Dawson,  L.  L. 

Second  Lieutenant,  13  January,  1859.  First  Lieutenant,  1861.  Captain,  23  No- 
vember, 1861.  Major,  16  May,  1878.  Brevet.  Major,  14  January,  1865.  Brevet 
Major,  for  gallant  and  meritorious  services  at  the  attack  upon  Fort  Fisher, 
13,  14  and  15  January,  1865.  Resigned  20  December,  1880. 

Deane,  Renjamin. 

Captain,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Denny,  Frank:  1L. 

Second  Lieutenant,  22  June,  1880. 

De  Granpre,  P.  II. 

Second  Lieutenant,  26  April,  1812.  First  Lieutenant,  18  June,  1814.  Disbanded 
18  April,  1817,  under  Peace  Establishment  Act. 

Desha,  Robert  M. 

Second  Lieutenant,  28  February,  1816.  First  Lieutenant,  12  April,  1817.  Died 

6 November,  1862. 

Devereux,  A. 

Second  Lieutenant,  25  November,  1861.  Retired  31  March,  1864. 

Devlin,  John  S. 

Second  Lieutenant,  21  February,  1839.  First  Lieutenant,  3 March,  1847.  Cash- 
iered  20  September,  1852. 

Diekins,  Randolph. 

Second  Lieutenant,  19  May,  1876. 

Dieterich,  J.  P. 

Second  Lieutentant,  17  October,  1834.  Cashiered  27  April,  1838. 

Dix,  Henry  E. 

Second  Lieutenant,  13  March,  1816.  First  Lieutenant,  18  April,  1817.  Died 

21  January,  1822. 

Doughty,  Isaac  T. 

Second  Lieutenant,  26  September,  1837.  First  Lieutenant,  3 March,  1847.  Cap- 
tain, 14  March,  1856.  Major,  23  November,  1861.  Retired  6 June,  1864. 

Douglass,  Richard. 

Second  Lieutenant,  7 May,  1822.  Second  Lieutenant,  26  April,  1825.  Captain 

7 March,  1839.  Died  20  April,  1851. 

Dulany,  William. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  19  June,  1819.  Captain 
1 July,  1834.  Major,  17  November,  1847.  Colonel,  26  July,  1861.  Brevet  Cap- 
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tain,  19  June,  1829.  Brevet  Major,  3 March,  1843.  Brevet  Lieutenant-Colonel, 
13  September,  1847.  Died  4 July,  1868. 

Demean,  John  H. 

Second  Lieutenant,  16  January,  1817.  Resigned  11  August,  1817. 

Bmal,  Singleton. 

Second  Lieutenant,  1 March,  1815.  Resigned  in  October,  1816. 

Edelin,  James. 

Second  Lieutenant,  1 March,  1815.  First  Lieutenant,  18  April,  1817.  Captain, 
1 July,  1834.  Major,  14  September,  1847.  Lieutenant-Colonel,  7 January, 
1859.  Brevet  Captain,  18  April,  1827.  Died  13  July,  1869. 

Edson,  Alvin. 

Second  Lieutenant,  7 May,  1822.  First  Lieutenant,  14  March,  1829.  Captain, 
6 October,  1841.  Died  15  July,  1847. 

Edwards,  James  E. 

Second  Lieutenant,  18  June,  1811.  Resigned  in  February,  1813. 

Edwards,  Philip. 

First  Lieutenant,  3 August,  1798.  Killed  in  a duel  26  October,  1800. 

Ela,  E . P • 

Second  Lieutenant,  24  January,  1870.  Drowned  in  the  East  Indies,  19  February, 
1874. 

Elliot,  George  F. 

Second  Lieutenant,  12  October,  1870.  First  Lieutenant,  30  March,  1878.  In 
service. 

Ellsworth,  M.  G. 

Second  Lieutenant,  4 April,  1870,  First  Lieutenant,  19  November,  1877.  In 
service. 

English,  George  JB. 

Second  Lieutenant,  1 March,  1815.  Resigned  in  1817. 

English,  Thomas  S. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  11  August,  1819.  Captain, 
1 June,  1834.  Major,  18  February,  1853.  Brevet  Captain,  11  August,  1829. 
Died  26  March,  1871 

Fagan,  Louis  E. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  8 December,  1864.  Captain, 
16  May,  1878.  Brevet  First  Lieutenant,  8 September,  1863,  for  gallant  and  meri- 
torious services  at  the  night  attack  upon  Fort  Sumter,  8 September,  1863.  Bre- 
vet Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the  attack 
upon  Fort  Fisher,  13,  14  and  15  January,  1865.  In  service. 

Fendall,  P.  R.,  Jr. 

Second  Lieutenant,  17  October,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Major,  1 November,  1876.  Brevet  Major,  17  June,  1870,  for  gallant  and 
meritorious  conduct  at  the  Battles  of  Hatteras  Inlet,  Port  Royal,  Sewell’s  Point, 
Ocrakoke  Inlet,  Savannah  and  James  Rivers,  to  date  from  7 June,  1870.  Re- 
tired 15  May,  1878.  Died  21  March,  1879. 

Fen  wick,  John  R. 

Second  Lieutenant,  10  November,  1799.  First  Lieutenant,  1 December,  1801.  Cap- 
tain, 13  August,  1809.  Resigned  1 April,  1811. 

Field,  Thomas  ¥. 

Second  Lieutenant,  3 March,  1847.  First  Lieutenant,  15  October,  1854.  Captain, 
30  May,  1861.  Major,  10  June,  1864.  Lieutenant-Colohel,  1 November,  1876. 
Colonel,  18  April,  1880.  Brevet  First  Lieutenant,  13  September,  1847.  In 
service. 

Filette,  T.  G. 

Second  Lieutenant,  22  June,  1880. 
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Fisher,  If.  C. 

Second  Lieutenant,  7 September,  1871.  First  Lieutenant,  27  September,  1879, 
In  service. 

Flint,  Kingman. 

Second  Lieutenant,  1863.  Died  15  October,  1863. 

Floyd,  C.  €. 

Second  Lieutenant,  9 September,  1818.  First  Lieutenant,  24  March,  1821.  Re- 
signed 1 December,  1824. 

Fontane,  P.  If.  W. 

Second  Lieutenant,  22  February,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Resigned  19  May,  1864. 

Ford,  Christopher. 

Second  Lieutenant,  1 March,  1815.  First  Lieutenant,  18  April,  1817.  Resigned 
13  June,  1819. 

Ford,  R.  O9 Neill. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  6 February,  1864 
Resigned  30  April,  1868. 

Forde,  Henry  If. 

Second  Lieutenant,  1 February,  1809.  First  Lieutenant,  14  April,  1810.  Captain, 
IS  June,  1814.  Cashiered  in  1816. 

.Forney,  James. 

Second  Lieutenant,  1 March,  1861.  First  Lieutenant,  1 September,  1861.  Captain, 
23  April,  1864.  Brevet  Captain,  24  April,  1862,  for  gallant  and  meritorious 
services  at  the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1862.  Brevet 
Major,  15  April,  1869,  for  meritorious  services  in  defeating  a rebel  raid  at  Gun- 
powder Bridge,  in  July,  1864.  Brevet  Lieutenant-Colonel,  15  March,  1870,  for 
gallant  and  meritorious  services  in  the  action  with  the  savages  at  Formosa, 
13  June,  1867.  In  service. 

Foster,  Joseph. 

Second  Lieutenant,  29  June,  1809.  First  Lieutenant,  27  April,  1810.  Last  appear- 
ance in  Register  of  1810. 

Fowler,  H.  W. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  2 May,  1834.  Resigned 
8 June,  1836. 

Freeman,  W.  If. 

Second  Lieutenant.  17  August,  1812.  First  Lieutenant,  18  June,  1814.  Captain, 

17  July,  1821.  Major,  1 July,  1834.  Brevet  Lieutenant-Colonel,  20  February, 
1832.  Died  11  March,  1843. 

French,  Tt.  P. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  23  April,  1864.  Resigned 
30  December,  1873. 

Gabaudan,  E.  €. 

Second  Lieutenant,  18  Maich,  1864.  Died  25  March,  1868. 

Gam  hie,  Joh  n M. 

Second  Lieutenant,  16  January,  1809.  First  Lieutenant,  5 March,  1811.  Captain, 

18  June,  1814.  Major,  1 July,  1834.  Brevet  Major,  19  April,  1816.  Brevet 
Lieutenant-Colonel,  3 March,  1827.  Died  11  September,  1836. 

Gardner,  Henry  W. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  8 October,  1819.  Died 
26  April,  1825.  - 

Gardner,  Robert. 

Second  Lieutenant,  3 February,  1809.  Died,  date  not  known. 

Garland,  Addison. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  15  November,  1840.  Cap- 
tain, 15  October,  1854.  Major,  26  July,  1861.  Brevet  Captain,  10  March,  1847. 
Died  20  June,  1864. 
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Garrard,  W.  C. 

Second  Lieutenant,  1815.  Resigned  81  May,  1815. 

Gassaway,  John. 

Second  Lieutenant,  18  June,  1810.  Resigned  29  December,  1810. 

Geddis,  S.  W. 

First  Lieutenant,  26  July,  1798.  Resigned  9 April,  1801. 

Gibson,  S.  II. 

Second  Lieutenant,  5 October,  1869.  First  Lieutenant,  8 October,  1876.  In 
service. 

Gillespie,  A.  II. 

Second  Lieutenant,  30  October,  1832.  First  Lieutenant,  18  January,  1888.  Cap- 
tain, November,  1847.  Brevet  Major,  6 December,  1846.  Resigned  14  October, 
1854. 

Gilman,  Howard  K. 

Second  Lieutenant,  24  June,  1880. 

Gilmore,  William, 

Second  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Glisson,  II.  If. 

Second  Lieutenant,  27  February,  1866.  Died  13  August,  1867. 

Goldsborongli,  L.  M. 

Second  Lieutenant,  1 March,  1861.  First  Lieutenant,  1 September,  1861.  Died 
15  October,  1863. 

Goodloe,  G.  C. 

Second  Lieutenant,  21  April,  1869.  Major,  17  March,  1877.  In  service. 

Good rell,  Mancil  C. 

Second  Lieutenant,  9 March,  1865.  First  Lieutenant,  16  April,  1870.  In 
service. 

Graham,  George  R. 

Second  Lieutenant,  27  July,  1847.  First  Lieutenant,  22  October,  1856.  Captain, 
26  July,  1861.  Major,  21  June,  1864.  Retired  1 January,  1876. 

Grant,  ©scar  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Resigned  23  April,  1862. 

Grayson,  Alfred. 

Second  Lieutenant,  26  July,  1810.  First  Lieutenant,  14  April,  1812.  Brevet  Cap- 
tain, 18  June,  1814.  Died  28  June,  1823. 

Grayson,  John  C. 

Second  Lieutenant,  4 May,  1840.*  First  Lieutenant,  16  March,  1847.  Captain, 
7 January,  1859.  Retired  22  April,  1864. 

Green,  Farnifold. 

Second  Lieutenant,  23  February,  1830.  First  Lieutenant;  19  July,  1855.  Resigned 
6 June,  1831. 

Green,  Israel. 

Second  Lieutenant,  3 March,  1847.  Dismissed  18  May,  1861. 

Green  leaf,  Robert. 

Second  Lieutenant,  16  March,  1801.  First  Lieutenant,  4 April,  1805.  Captain, 
19  January,  1811.  Died  in  1815. 

Green,  Richard  I>. 

Second  Lieutenant,  1 March,  1815.  Resigned  1 April,  1823. 

Grimes,  John  II. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  1 September,  1861.  Captain, 
13  August,  1865.  Dismissed  11  February,  1870. 

Grymes,  Charles. 

Second  Lieutenant,  3 March,  1819.  First  Lieutenant,  17  July,  1821.  Brevet  Cap- 
tain, 20  July,  1831.  Died  25  July,  1834. 
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Galich,  Fouls  I. 

Second  Lieutenant,  22  June,  1874.  First  Lieutenant,  21  December,  1880.  In 
service. 

GUUtt,  €.  €. 

Second  Lieutenant,  12  September,  1812.  Resigned  in  1812. 

Male,  W.  H. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  1 September,  1861.  Captain, 
8 December,  1864.  Died  28  August,  1867. 

Mall,  Edward. 

Second  Lieutenant,  15  April,  1799.  Captain,  23  January,  1809.  Resigned  13 
August,  1809. 

Mall,  Francis  C. 

Second  Lieutenant,  5 July,  1825.  First  Lieutenant,  1 July,  1834.  Captain,  16 
March,  1847.  Died  13  July,  1853. 

Mall,  Joseph  €. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  3 March,  1819.  Brevet  C r>- 
tain,  3 March,  1829.  Died  17  May,  1833. 

Mall,  John. 

First  Lieutenant,  2 August,  1798.  Captain,  1 December,  1801.  Major,  8 June, 
1814.  Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Mall,  William. 

S.econd  Lieutenant,  18  April,  1812.  First  Lieutenant,  24  September,  1813.  Cap- 
tain, 18  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 

Hammersly,  E.  R. 

Second  Lieutenant,  23  July,  1866.  Resigned  21  September,  1869. 

Maim  a,  Charles  S. 

Second  Lieutenant,  23  April,  1810.  First  Lieutenant,  14  April,  1812.  Captain, 
18  June,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Hardy,  J.  E.  C. 

Second  Lieutenant,  3 March,  1823.  First  Lieutenant,  13  June,  1830.  Captain, 
3 March,  1847.  Died  26  November,  1853. 

Hardy,  Joseph. 

Captain,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Harwood,  RicUard. 

First  Lieutenant,  10  July,  1798.  Resigned  10  November,  1799. 

Harrington,  F.  M. 

Second  Lieutenant,  8 December,  1864.  First  Lieutenant,  13  October,  1869.  In 
service. 

Harris,  Floyd  G. 

Second  Lieutenant,  9 March,  1865.  Resigned  25  April,  1868. 

Harris,  Jolt  it  C. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  16  February,  1864. 
Brevet  First  Lieutenant,  24  April,  1862,  for  gallant  and  meritorious  services  at 
the  attack  upon  Forts  Jackson  and  St.  Philip,  24  April,  1862.  Resigned  31 
July,  1869. 

Harrison,  Richard. 

Second  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Hast!,  Andrew. 

Second  Lieutenant,  1808.  First  Lieutenant,  23  January,  1809.  Resigned  2 August, 
1809. 

Maver  slick,  John  WT. 

Second  Lieutenant,  18  March,  1864.  Resigned  27  September,  1869. 

Haycock,  George  R. 

Second  Lieutenant,  10  March,  1863.  First  Lieutenant,  20  June,  1866.  Captain, 
56 
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18  April,  1880.  Brevet  Captain,  7 June,  1870,  for  gallant  and  meritorious  ser- 
vices at  Gunpowder  Bridge,  in  July,  1864,  to  date  from  7 June,  1870.  In  service. 

Hays,  A.  ,1. 

Second  Lieutenant,  4 December,  1847.  First  Lieutenant,  17  July,  1857.  Resigned 
1 March,  1861.  b 

Heath,  Jolm, 

Second  Lieutenant,  .18  April,  1811.  First  Lieutenant,  31  May,  1812.  Captain, 
18  J une,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment  Act. 

Mebb,  €.  I», 

Second  Lieutenant,  14  March,  1856.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Major,  12  January,  1870.  Lieutenant-Colonel,  18  April,  1880.  In  service. 

Meisler,  Heorge. 

Second  Lieutenant,  25  November,  1861.  Died  12  July,  1862. 

Henderson,  CL  A. 

Second  Lieutenant,  16  March,  1847.  First  Lieutenant,  10  December,  1855.  Brevet 
First  Lieutenant,  13  September,  1847.  Dismissed  22  July,  1863. 

Henderson,  I>aniel. 

First  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Herviily,  f>%  James. 

Second  Lieutenant,  5 March,  1872.  Resigned  1 May,  1880. 

Heywood,  Charles. 

Second  Lieutenant,  5 April,  1858.  First  Lieutenant,  186;1.  Captain,  23  November, 
1861.  Major,  1 November,  1876.  Brevet  Major,  8 March,  1862,  for  distinguished 
gallantry  in  the  presence  of  the  ememy,  8 March,  1862.  Brevet  Lieutenant- 
Colonel,  5 Augustpl864,  for  gallant  and  meritorious  services  at  the  Battle  of 
Mobile  Bay,  to  date  from  5 August,  1864.  In  service. 

Hi  ghee,  John  II. 

Second  Lieutenant,  9 March,  1861.  First  Lieutenant,  1 September,  1861.  Cap- 
tain, 10  June,  1864.  Brevet  Captain,  25  May,  1863,  for  gallant  and  meritorious 
services  at  Port  Hudson  and  Grand  Gulf,  25  May,  1863.  In  service. 

Hit  eh  cock,  Robert  E. 

Second  Lieutenant,  5 June,  1861.  Killed  in  action,  21  July,  1861,  Bull  Run. 

HotF,  II.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  No’vember,  1861. 
Died  17  August,  1862. 

Moist,  Thomas.  • 

Second  Lieutenant,  14  January,  1799.  Last  appearance  in  Register  of  1799. 

Holmes,  CJeorge. 

Second  Lieutenant,  8 March,  1849.  Resigned  28  February,  1861. 

Hopkins,  S. 

Second  Lieutenant,  28  April,  1810.  Last  appearance  in  Register  of  1810. 

Hooper,  Thomas  W. 

Second  Lieutenant,  19  February,  1801.  First  Lieutenant,  1 September,  1802. 
Resigned  10  March,  1807. 

Hoisslon,  CJeorge  P. 

Second  Lieutenant,  23  October,  1860.  First  Lieutenant,  1 September,  1861.  Cap- 
tain, 6 February,  1864.  Major,  21  December,  1880.  Brevet  Major,  5 August, 
1864,  for  gallant  and  meritorious  services  at  the  Battle  of  Mobile  Bay,  to  date 
5 August,  1864.  In  service. 

Howard,  John. 

Second  Lieutenant,  4 June,  1799.  First  Lieutenant,  1 July,  1801.  Resigned 
16  February,  1807. 

Howell,  Reeket  J. 

Second  Lieutenant,  1 August,  1860.  Resigned  1 March,  1861. 

Howie,  Parke  G. 

Second  Lieutenant,  1 March,  1815.  First  Lieutenant,  18  April,  1817.  Brevet 
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Captain,  Adjutant  and  Inspector  with  rank  of  Major.  Captain,  1 July,  1834. 
Brevet  Captain,  18  April,  1827.  Died  16  July,  1857. 

Hoyt,  Samuel. 

Second  Lieutenant,  5 June,  1809.  Resigned  14  March,  1810. 

Huger,  Jacob  M. 

Second  Lieutenant,  1 May,  1799.  Died  8 November,  1799. 

Humphrey,  C.  II. 

Second  Lieutenant,  10  March,  1863.  Resigned  in  1864. 

Huntington,  II.  W. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  1 September,  1861.  Captain, 
21  June,  1864.  In  service. 

Hyde,  Benjamin. 

Second  Lieutenant,  2 July,  1812.  First  Lieutenant,  1813.  Died  10  February, 
1815. 


Ingraham,  II.  h. 

Second  Lieutenant,  16  July,  1858.  Resigned  8 March,  1861. 

Irving,  Edgar. 

Second  Lieutenant,  1 October,  1833.  Resigned  27  February,  1835. 

Jackson,  Samuel  S. 

Second  Lieutenant,  22  June,  1880. 

James,  James. 

First  Lieutenant,  9 August,  1798.  Resigned  20  May,  1799. 

Johnson,  John. 

Second  Lieutenant,  23  May,  1800.  First  Lieutenant,  1 June,  1802.  Resigned  in 
1809. 

Johnson,  Samuel  B. 

Second  Lieutenant,  April,  1814.  First  Lieutenant,  16  July,  1814.  Died  19  May, 
1820. 

Jones,  Edward. 

Second  Lieutenant,  7 January,  1859.  Resigned  22  October,  1860. 

Jones,  James  H. 

Second  Lieutenant,  3 March,  1847.  First  Lieutenant,  1 September,  1853.  Captain, 
7 May,  1861.  Lieutenant-Colonel,  10  June,  1864.  Colonel,  16  March,  1879. 
Died  17  April,  1880. 

Jones,  linger. 

Second  Lieutenant,  26  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 
7 July,  1812. 


Keene,  Newton. 

Second  Lieutenant,  22  December,  1798.  First  Lieutenant,  1 November,-  1800. 
Resigned  1 November,  1805. 

Kellogg,  Lyman. 

Second  Lieutenant,  3 July,  1812.  First  Lieutenant,  18  June,  1814.  Captain. 
3 March,  1819.  Resigned  9 February,  1820. 

Melton,  Allan  C. 

Second  Lieutenant,  31  March,  1869.  First  Lieutenant,  1 April,  1875.  In  ser- 
vice. 

Kennedy,  H.  W. 

Second  Lieutenant,  1 March,  1815.  Resigned  9 November,  1816. 

Kennedy,  Philip  € 

Second  Lieutenant,  14  February,  1861*  First  Lieutenant,  September,  1861. 
Captain,  1864.  Died  31  August,  1864. 
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Kidd,  Robert. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Dismissed  29  December,  1862. 

Kintzing,  M.  II. 

Second  Lieutenant,  8 September,  1841.  First  Lieutenant,  16  March,  1847.  Cap- 
tain, 1 August,  1860.  Lieutenant-Colonel,  10  June,  1864.  Colonel,  5 December, 
1867.  Retired  15  March,  1879. 

Kirkland,  W.  W. 

Second  Lieutenant,  26  June,  1855.  Resigned  28  August,  1860. 

Kuhn,  Joseph  L. 

Second  Lieutenant,  27  July,  1813.  First  Lieutenant,  18  June,  1814.  Captain, 
25  June,  1823.  Dismissed  7 April,  1832. 

Fane,  Enoch 

Second  Lieutenant,  27  February,  1801.  Died  16  July,  1804. 

Fang,  William. 

Second  Lieutenant,  30  September,  1831.  First  Lieutenant,  21  June,  1836.  Cap- 
tain, 16  January,  1847.  Died  6 May,  1850. 

Fee,  Thomas. 

Second  Lieutenant,  4 November,  1826.  Resigned  30  September,  1831. 

Fegge,  Thomas  W. 

Second  Lieutenant,  16  August,  1812.  First  Lieutenant,  1814.  Resigned  in  1816. 

Fewis,  James. 

Second  Lieutenant,  25  September,  1855.  First  Lieutenant,  1861.  Captain,  26 
July,  1861.  Major,  13  October,  1869.  In  service. 

Fewis,  John  F. 

Second  Lieutenant,  9 August,  1798.  First  Lieutenant,  24  June,  1799.  Resigned' 
23  June,  1801. 

Lilly,  Reuben. 

First  Lieutenant,  9 September,  1798.  Died  9 April,  1800. 

Fintfsay,  G.  F. 

Second  Lieutenant,  1 April,  1823.  First  Lieutenant,  23  September,  1831.  Cap- 
tain, 3 March,  1847.  Died  27  September,  1857. 

Find  say,  G.  F.,  Jr. 

Second  Lieutenant,  16  March,  1847.  Resigned  31  December,  1852. 

Fiinton,  Thomas  A. 

Second  Lieutenant,  28  February,  1815.  First  Lieutenant,  18  April,  1817.  Captain, 
7 April,  1872.  Major,  12  March,  1845.  Brevet  Captain,  18  April,  1827.  Died 
17  February,  1853. 

Fitile,  M.  M. 

Second  Lieutenant,  17  May,  1822.  Resigned  25  February,  1825. 

Flewellin,  Samuel. 

Second  Lieutenant,  12  January,  1799.  First  Lieutenant,  1 October,  1801.  Re- 
signed 1 August,  1805. 

Fogan,  Samuel  F. 

Second  Lieutenant,  26  April,  1875. 

.Loomis,  Erastus. 

Second  Lieutenant,  28  February,  1816.  Resigned  15  July,  1816. 

Ford,  Charles. 

Second  Lieutenant,  27  September,  1813.  First  Lieutenant,  18  June,  1814.  Died 
30  October,  1821. 

Love,  Marshall, 

Second  Lieutenant,  3 April,  1830.  Died  28  July,  1832. 

Love,  John  €. 

Second  Lieutenant,  20  July,  1804.  First  Lieutenant,  4 July,  1805.  Died  13  May, 
1807. 
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liOwe,  David, 

First  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Lowry,  II.  15. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Assistant  Quartermaster,  with  rank  of  Captain.  Captain,  16  October,  1869. 
Brevet  Captain,  8 September,  1863,  for  gallant  and  meritorious  services  at  the 
night  attack  upon  Fort  Sumter,  8 September,  1863.  In  service. 

Powry,  John. 

Second  Lieutenant,  7 May,  1822.  Resigned  30  June,  1825. 

Lncket,  Moyd. 

Second  Lieutenant,  5 July,  1812.  Last  appearance  in  Register  of  1812. 

Lwcket,  Nelson. 

Second  Lieutenant,  1807.  First  Lieutenant,  26  January,  1809.  Resigned  in 
1812, 


Macombcr,  Benjamin. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  2 April,  1823.  Captain, 
8 January,  1838.  Major,  7 January,  1859.  Brevet  Captain,  2 April,  1833.  Died 
in  1861. 

Maddox,  W.  A.  T. 

Second  Lieutenant,  14  October,  1837.  First  Lieutenant,  3 March,  1847.  Assistant 
Quartermaster  with  rank  of  Captain.  Major,  26  October,  1857.  Brevet  Captain, 
3 January,  1847.  Retired  3 January,  1880. 

Madison,  A.  P.  HI. 

Second  Lieutenant,  30  June,  1809.  First  Lieutenant,  16  November,  1810.  Re- 
signed 16  April,  1812. 

Madison,  Ambrose. 

Second  Lieutenant,  1817.  Resigned  21  July,  1818. 

Maguire,  Janies. 

Second  Lieutenant,  28  February,  1839.  Resigned  25  January,  1842. 

Maine,  John. 

Second  Lieutenant,  12  August,  1798.  Resigned  14  May,  1799. 

Man  nix,  D.  F. 

Second  Lieutenant,  30  December,  1862.  First  Lieutenant,  12  February,  1870. 
In  service. 

Mars! on.  Ward. 

Second  Lieutenant,  3 March,  1819.  First  Lieutenent,  30  October,  1821.  Captain, 
1 July,  1834.  Major,  10  December,  1855.  Lieutenant-Colonel,  26  July,  1861. 
Brevet  Major,  2 January,  1847.  Brevet  Captain,  30  October,  1831.  Retired 
1 June,  1864.  * 

Martin,  Nicholas. 

Second  Lieutenant,  26  April,  1810.  Last  appearance  in  Register  of  1810. 

Massey,  Pee. 

Second  Lieutenant,  1807.  First  Lieutenant,  28  January,  1809.  Drowned  7 Feb- 
ruary, 1812. 

Mathews,  H.  SI. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Dismissed  1 July,  1863. 

May  son,  F.  G. 

Second  Lieutenant,  14  November,  1845.  Resigned  26  January,  1850. 

McArdle,  W.  M. 

Second  Lieutenant,  3 March,  1835.  Resigned  31  January,  1837. 

McCawley,  €.  G. 

Second  Lieutenant,  3 March, 1847.  First  Lieutenant,  2 January,  1855.  Captain 
26  July,  1861.  Major,  10  June,  1864.  Lieutenant-Colonel,  5 December,  1867. 


886 


GENERAL  NAVY  REGISTER.— MARINE  CORPS. 


Colonel,  1 November,  1876.  Brevet  First  Lieutenant,  13  September,  1847.  Bre- 
vet Major,  8 September,  1863,  for  gallant  and.  meritorious  services  at  the  nighp 
attack  upon  Fort  Sumter,  to  date  from  8 September,  1863. 

McEawley,  Edward. 

Second  Lieutenant,  17  June,  1870.  Resigned  1 April,  1873. 

McCawley,  James. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  6 October,  1822.  Captain, 

12  September,  1836.  Brevet  Captain,  6 October,  1832.  Died  22  February, 
1839. 

McClean,  James. 

Second  Lieutenant,  23  March,  1813.  Resigned  20  August,  1813. 

McCIeary,  W. 

Second  Lieutenant,  16  December,  1799.  Died  31  December,  1800. 

McCline,  John. 

Second  Lieutenant,  9 September,  1818.  Last  appearance  in  Register  of  1818. 

McClure,  James. 

Second  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revo- 
lution. 

McDowell,  J.  E. 

Second  Lieutenant,  3 July,  1811.  Resigned  25  March,  1812. 

McKinnon,  X.  A. 

Second  Lieutenant,  21  April,  1812.  Last  appearance  in  Register  of  1812. 

McRnight,  James. 

First  Lieutenant,  3 August,  1798.  Captain,  1 September,  1798.  Killed  in  a duel, 
14  October,  1802. 

McDonald,  W.  J.,  Jr. 

Second  Lieutenant,  21  May,  1868.  Resigned  1 September,  1879. 

McElratli,  Thomas  E. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Resigned  19  June,  1866. 

McKean,  W.  B. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  13  October,  1869.  Retired  16  April,  1870.  Died  30  August,  1879. 

McEean,  Alexander  C. 

Second  Lieutenant,  11  March,  1829.  Resigned  8 May,  1833. 

McLean,  G.  W. 

Second  Lieutenant,  8 May,  1833.  First  Lieutenant,  6 March,  1838.  Resigned 
7 February,  1839. 

McXeill,  F.  B. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  15  April,  1841.  Died 

13  March,  1856. 

McSherry,  W.  K. 

Second  Lieutenant,  31  March,  1869.  Died  13  October,  1872 

Meade,  II chert  L. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  2 April,  1864.  Captain, 
22  January,  1876.  Brevet  First  Lieutenant,  8 September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8 September, 
1863. 

Meade,  Stephen. 

First  Lieutenant,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Meeker,  E.  P. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  17  November,  1864.  Cap- 
tain, 19  November,  1877.  Brevet  Captain,  14  January,  1865,  for  gallant  and 
meritorious  services  at  the  attack  upon  Fort  Fisher,  13, 14  and  15  Januarv.  1865. 
In  service. 
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Meiere,  Julius  E. 

Second  Lieutenant,  16  April,  1855.  First  Lieutenant,  1861.  Dismissed  6 May, 
1861. 

Memminger,  George. 

Captain,  8 August,  1798.  Died  31  August,  1798. 

Mercer,  Carroll. 

Second  Lieutenant,  22  June,  1880. 

Mercer,  Samuel. 

Second  Lieutenant,  12  March,  1866.  First'  Lieutenant,  1 January,  1874.  In 
service. 

Miller,  E.  II. 

Second  Lieutenant,  6 February,  1805.  Retired  12  October,  1869. 

Miller,  Samuel. 

Second  Lieutenant,  1 June,  1808.  First  Lieutenant,  7 March,  1809.  Captain, 
18  June,  1814.  Major,  1 July,  1834.  Lieutenant-Colonel,  6 October,  1841. 
Brevet  Major,  24  August,  1814.  Brevet  Lieutenant-Colonel,  3 March,  1827. 
Died  9 December,  1855. 

Mills,  James  J. 

Second  Lieutenant,  1 March,  1815.  First  Lieutenant,  18  April,  1817.  Resigned 
12  September,  1817. 

Montegat,  T.  II. 

Second  Lieutenant,  15  April,  1812.  First  Lieutenant,  18  June,  1814.  Last  appear- 
ance in  Register  of  1810. 

Montgomery,  Ifugls. 

Second  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolu 
tion. 

Morgan,  Abel. 

Second  Lieutenant,  25  June,  [1776.  Disbanded  with  the  Navy  of  the  Revolu- 
tion. 

Morgan,  Joins  €. 

Second  Lieutenant,  10  March,  1865.  First  Lieutenant,  2 July,  1371.  In  ser- 
vice. 

Morris,  Govern eur. 

Second  Lieutenant,  2 July,  1864.  Died  25  December,  1865. 

Mosby,  Hubert. 

Second  Lieutenant,  1810.  First  Lieutenant,  14  April,  1812.  Resigned  30  April, 
1814. 

Moseby,  Joseph. 

Second  Lieutenant,  20  April,  1810.  Resigned  30  April,  1814. 

Mullauy,  Frank  A* 

Second  Lieutenant,  23  July,  1866.  First  Lieutenant,  21  June,  1872.  Resigned 
11  May,  1880. 

Mullen,  Hobert. 

Captain,  25  June,  1876.  Disbanded  with  the  Navy  of  the  Revolution. 

Munroe,  Frank. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  1 September,  1861.  Captain. 
10  June,  1864.  Died  18  ISfftvember,  1877 

Murphy,  P.  St.  €. 

Second  Lieutenant,  19  February,  1873.  First  Lieutenant,  18  April,  1880.  In 
service. 

Murray,  W.  15. 

Second  Lieutenant,  2 July,  1864.  First  Lieutenant,  2 August,  1869.  Dismissed 
17  May,  1871. 

Muse,  W. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  27  April,  1867.  Captain, 
21  December,  1880.  In  service. 
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Neale,  Joseph. 

Second  Lieutenant,  8 May,  1790.  Died  22  September,  1800. 

Neill,  It.  It. 

Second  Lieutenant,  6 February,  1865.  First  Lieutenant,  16  ctober,  1869.  Re- 
signed 2 June,  1873. 

Neville,  Francis 

Second  Lieutenant,  22  May,  1826.  Struck  off,  3 April,  1840. 

Neville,  Francis  N. 

Second  Lieutenant,  30  October,  1830.  Resigned  15  July,  1833. 

New  tom,  Edwin  It. 

Second  Lieutenant,  16  January,  1817.  Resigned  1 January,  1819. 

Nichols,  Robert  M. 

Second  Lieutenant,  27  February,  1801.  Resigned  5 April,  1801. 

Nichols,  §anmel. 

Major,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Nicholson,  A.  A. 

Second  Lieutenant,  28  March,  1820.  First  Lieutenant,  27  May,  1822.  Captain,  25 
July,  1834.  Quartermaster  with  the  rank  of  Major.  Brevet  Captain,  27  May, 
1832.  Died  18  July,  1855. 

Nicholson,  A. 

Second  Lieutenant,  16  March,  1847.  First  Lieutenant,  14  March,  1856.  Adjutant 
and  Inspector  with  the  rank  of  Major.  Major,  6 May,  1861.  Brevet  First  Lieu- 
tenant, 13  September,  1847.  In  service* 

Nicholson,  Joseph. 

Second  Lieutenant,  7 June,  1873.  First  Lieutenant,  29  November,  1874.  In 
service 

Nicholson,  Joseph  §L 

Second  Lieutenant,  16  March,  1847.  Brevet  First  Lieutenant,  13  September,  1847. 
Resigned  5 September,  1850. 

Nicholson,  Jestip. 

Second  Lieutenant,  13  March,  1816.  Resigned  10  July,  1817. 

Nicholson,  William. 

Captain,  6 September,  1776.'  Disbanded  with  Ihe  Navy  of  the  Revolution. 

Nicoll,  William. 

Second  Lieutenant,  24  December,  1813.  First  Lieutenant,  18  June,  1814.  Died 
24  March  1821. 

Nokes,  N.  fii. 

Second  Lieutenant,  25  November,  '1861.  First  Lieutenant,  30  June,  1863.  Cap- 
tain, 20  March,  1872.  In  service. 

Norvell,  Freeman. 

Second  Lieutenant,  3 March,  1847.  Brevet  First  Lieutenant,  13  September,  1847. 
Dismissed  2.  June,  1855. 

Nowell,  Ed.  S. 

Second  Lieutenant,  9 May,  1815.  Died  7 July,  1817. 

JTye,  €.  II.  * 

Second  Lieutenant,  25  November,- 1861.  First  Lieutenant,  26  November,  1861. 
Dropped  16  November,  1864. 

O’Bannoii,  F.  N. 

Second  Lieutenant,  18  January,  1801.  First  Lieutenant,  15  October,  1802.  Re- 
signed 6 March,  1807. 

O’Brien,  A.  II. 

Second  Lieutenant,  10  March,  1869.  First  Lieutenant,  29  November,  1874.  Re- 
signed 30  March,  1875. 
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Olcott,  Henry- 

Second  Lieutenant,  19  October,  1812.  First  Lieutenant,  18  June,  1814.  Died 
17  September,  1821. 

Osborn,  George. 

Captain,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Osborn,  W. 

Second  Lieutenant,  9 October,  1800.  First  Lieutenant,  1 July,  1802.  Resigned 
26  April,  1806. 


Page,  John  S. 

Second  Lieutenant,  13  March,  1816.  Cashiered  12  June,  1817. 

Palmer,  Anlick. 

Second  Lieutenant,  12  March,  1866.  First  Lieutenant,  13  March,  1872.  Resigned 
26  September,  1879. 

Palmer,  Diehard. 

Captain,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Parker,  Henry  M. 

Second  Lieutenant,  23  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 
28  February,  1812. 

Parker,  W.  H. 

Second  Lieutenant,  5 June,  1861.  First  Lieutenant,  1 September,  1861.  Captain, 
8 December,  1864.  Brevet  Major,  15  January,  1864,  for  gallant  and  meritorious 
services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  Januarv,  1865. 

Payne,  John  O. 

Second  Lieutenant.  2 December,  1853.  Dismissed  25  October,  1858. 

Peet,  F.  T.,  Jr. 

8econd  Lieutenant,  14  June  1862.  First  Lieutenant,  1 September,  1864.  Resigned 
28  August,  1869. 

Perry,  William  F. 

Second  Lieutenant,  3 March,  1847.  Resigned  15  November,  1848. 

Pile,  Jones. 

Second  Lieutenant,  12  July,  1862.  Killed  in  action,  24  December,  1864. 

Prime,  Joshua. 

Second  Lieutenant,  27  April,  1812.  Died  7 February,  1813. 

Pinckney,  Thomas  H. 

Second  Lieutenant,  1807.  First  Lieutenant,  23  January,  1809.  Resigned  31 
August,  1811. 

Pope,  P.  C. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  14  April,  1870.  Brevet  Captain,  8 September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8 September,  1863. 
In  service. 

Porter,  Andrew. 

Captain,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Porter,  Charles  K. 

Second  Lieutenant,  1817.  First  Lieutenant,  3 March,  1819.  Resigned  12  August, 
1819. 

Porter,  Carlisle  P. 

Second  Lieutenant,  20  December,  1866.  First  Lieutenant,  1 February,  1873.  In 
service. 

Powers,  Darius  C. 

Second  Lieutenant,  13  June,  1836.  Dismissed  10  July,  1837. 

Porter,  James. 

Second  Lieutenant,  6 December,  1799.  Resigned  30  June,  1801. 
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Pownal,  Thomas. 

First  Lieutenant,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolntion. 

Powell,  S.  W. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  20  November,  1862. 
Resigned  12  February,  1865. 

Quackinbush,  S.  W. 

Second  Lieutenant,  4 December,  1869.  First  Lieutenant,  8 September,  1877.  In 
service. 

Queen,  Henry  W. 

Second  Lieutenant,  14  March,  1842.  First  Lieutenant,  28  September,  1847.  Died 
at  sea,  4 April,  1858. 

Randolph,  W.  A. 

Second  Lieutenant,  30  July,  1828.  Dismissed  21  October,  1826. 

Ragland,  James. 

Second  Lieutenant,  2 February,  1809.  Resigned  17  May,  1809. 

Ramsay,  Alan. 

Second  Lieutenant,  1 March,  1857.  First  Lieutenant,  1861.  Captain,  26  July, 
1861.  Died  15  February,  1864. 

Rankin,  Robert. 

Second  Lieutenant,  2 September,  1798.  First  Lieutenant,  2 March,  1799.  Cap- 
tain, 16  January,  1808.  Resigned  1 January,  1809. 

Ratliborne,  J.  If. 

Second  Lieutenant,  25  October,  1858.  Resigned  16  January,  1862. 

Read,  Franklin. 

First  Lieutenant,  25  June,  1776.  Dismissed  with  the  Navy  of  the  Revolution. 

Read,  Jacob. 

Second  Lieutenant,  3 March,  1847.  First  Lieutenant,  19  August,  1855.  Resigned 
28  February,  1861. 

Reber,  John  Iff. 

Second  Lieutenant,  14  June,  1862.  Dismissed  20  June,  1863. 

Reddick,  Josiah. 

Second  Lieutenant,  5 September,  1798.  First  Lieutenant,  25  May,  1799.  Re- 
signed 30  June,  1802. 

Reid,  George  C. 

Second  Lieutenant,  2 July,  1864.  First  Lieutenant,  29  August,  1869.  In  service. 

Remey,  W.  15. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  17  February,  1864. 
Captain,  21  June,  1872.  Appointed  Acting  Judge  Advocate  General  of  the 
Navy,  2 July,  1878.  Appointed  Judge  Advocate  General  of  the  Navy  with  the 
rank  of  Colonel,  from  9 June,  1880. 

Reynolds,  E.  McD. 

Second  Lieutenant,  3 March,  1847.  First  Lieutenant, '27  November,  1853.  Cap- 
tain, 24  May,  1861.  Brevet  First  Lieutenant,  13  September,  1847.  Dismissed 
7 December,  1864. 

evil  ©Ids,  Michael. 

Second  Lieutenant,  1 May,  1799.  First  Lieutenant,  9 April,  1801.  Captain, 
23  January,  1809.  Resigned  30  January,  1811. 

Reynolds,  John  G. 

Second  Lieutenant,  26  May,  1824.  First  Lieutenant,  17  May,  1833.  Captain, 
3 March,  1847.  Major,  1861.  Lieutenant-Colonel,  26  July,  1861.  Brevet  Major, 
13  September,  1847.  Died  2 November,  1865. 

Rich,  Jabez  C. 

Second  Lieutenant,  21  June,  1834.  First  Lieutenant,  24  February,  1839.  Cap- 
tain, 27  November,  1853.  Dismissed  22  May,  1861. 
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Richardson,  Renjamin. 

Second  Lieutenant,  5 June,  1813.  First  Lieutenant,  18  June,  1814.  Resigned 
1 October,  1824. 

Riddle,  Robert  R. 

Second  Lieutenant,  24  April,  1810.  Died  in  September,  1811. 

Riggs,  Myron  C. 

Second  Lieutenant,  18  August,  1857.  Resigned  9 January,  1858. 

Robins,  G.  W. 

Second  Lieutenant,  26  April,  1832.  First  Lieutenant,  11  December,  1836.  Died 
1 March,  1845. 

Robinson,  E.  R. 

Second  Lieutenant,  2 July,  1864.  First  Lieutenant,  28  September,  1869.  In 
service. 

Roumfort,  A.  L. 

.Second  Lieutenant,  July,  1817.  Died  in  1818. 

Rogers,  S.  W. 

Second  Lieutenant,  3 Mal-ch,  1821.  Died  27  September,  1823. 

Ross,  Andrew. 

Second  Lieutenant,  3 March,  1821.  First  Lieutenant,  1 October,  1824.  Died  11 
December,  1836,  of  wounds  received  in  action. 

Rnssell,  R.  R. 

Second  Lieutenant,  16  October,  1869.  First  Lieutenant,  1 November,  1876.  In 
service. 

Rnssell,  W.  W. 

Second  Lieutenant,  5 April,  1843.  First  Lieutenant,  18  November,  1847.  Pay- 
master with  the  rank  of  Major.  Brevet  Captain,  10  December,  1847.  Died  31 
October,  1862. 


Saltmarsii,  E.  G. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864.  Resigned 
1 July,  1871. 

Sayre,  Calvin  I*. 

Second  Lieutenant,  3 June,  1853.  Resigned  14  February,  1861. 

Scott,  Frank. 

Second  Lieutenant,  9 December,  1870.  First  Lieutenant,  16  May,  1878.  In 
service. 

Scott,  W.  R. 

Second  Lieutenant,  4 July,  1809.  Resigned  13  March,  1810. 

Sclsanmbiirgh,  J.  W. 

Second  Lieutenant,  14  March,  1829.  Cashiered  20  October,  1832. 

ScherMierhorn,  J. 

Second  Lieutenant,  10  January,  1858.  First  Lieutenant,  16  November,  1861. 
Captain,  16  November,  1861.  Retired  17  May,  1871.  Died  16  January,  1876. 

Schenck,  W.  S. 

Second  Lieutenant,  5 July,  1871.  First  Lieutenant,  2 September,  1879.  Assis- 
tant Quartermaster  with  the  rank  of  Captain,  4 January,  1880. 

Sears,  Charles. 

Second  Lieutenant,  28  March,  1820.  Died  29  May,  182i. 

Searcy,  Fafayette. 

Second  Lieutenant,  30  October,  1831.  Resigned  31  December,  1841. 

Sells,  David  M. 

Second  Lieutenant,  25  November,  1861.  Resigned  17  July,  1863. 

Sevier,  Alexander. 

Second  Lieutenant,  27  April,  1810.  First  Lieutenant,  17  April,  1812.  L Captain, 
18  June,  1814,  Brevet  Major,  1814.  Resigned  3 April,  1816. 
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Sliailer,  Julius  C. 

Second  Lieutenant,  21  March,  1870.  Resigned  15  June,  1877. 

Sliaw,  Samuel. 

Captain,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Sherburne,  Jolm  II. 

Second  Lieutenant,  12  March,  1866.  First  Lieutenant,  20  March,  1872.  In 
service. 

Sherburne,  W.  W. 

Second  Lieutenant,  28  September,  1811.  Resigned  1811. 

Sheredine,  Bf.  II. 

Second  Lieutenant,  26  March,  1799.  Resigned  31  July,  1802. 

Sherman,  C.  JL. 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  9 December,  1864.  Brevet 
First  Lieutenant,  5 August,  1864,  for  gallant  and  meritorious  services  at  the 
Battle  of  Mobile  Bay,  5 August,  1864.  Resigned  7 September,  1877. 

Shuttleworth,  W.  Jj. 

Second  Lieutenant,  28  February,  1839.  First  Lieutenant,  16  March,  1847.  Captain, 
28  September,  1857.  Colonel,  10  June,  1864.  Brevet  Captain,  10  March,  1847. 
Died  27  September,  1871. 

Simms,  Jolm  I>. 

Second  Lieutenant,  7 October,  1841.  First  Lieutenant,  27  September,  1847.  Cap- 
tain, 1861.  Brevet  Captain,  13  September,  1847.  Dismissed  8 July,  1861. 

Singletary,  J.  G. 

Second  Lieutenant,  1 March,  1815.  Last  appearance  in  Register  of  1815. 

Slack,  W.  B. 

Second  Lieutenant,  28  January,  1839.  First  Lieutenant,  3 March,  1847.  Captain, 

22  February,  1857.  Quartermaster  with  the  rank  of  Major.  Major,  13  August, 
1860.  Brevet  Captain,  10  March,  1847.  In  service 

Slack,  W.  B.,  Jr. 

Second  Lieutenant,  12  May,  1869.  Died  27  September,  1874. 

Sloan,  Thomas  T. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  31  October,  1840.  Died 
10  February,  1850. 

Smalley,  E.  A. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Resigned  25  July,  1866. 

Smith,  Constantine. 

Second  Lieutenant,  27  August,  1825.  Transferred  to  the  Army,  20  November, 
1830. 

Smith,  Jacob  G. 

Second  Lieutenant,  1 September,  1802.  Resigned  29  March,  1804. 

Smith,  HI  chard. 

Second  Lieutenant,  20  July,  1806.  First  Lieutenant,  8 March,  1807.  Captain, 
13  March,  1812.  Brevet  Major,  18  June,  1814.  Brevet  Lieutenant-Colonel, 
18  June,  1824.  Cashiered  23  February,  1830. 

Smith,  Bichard  L. 

Second  Lieutenant,  26  April,  1812.  Resigned  8 July,  1812. 

Smyser,  John  I>. 

Second  Lieutenant,  21  March,  1870.  Retired  3 May,  1878. 

Snowden,  Charles. 

Second  Lieutenant,  1 March,  1815.  Last  appearance  in  Register  of  1815. 

Sparks,  Alexander  D. 

Second  Lieutenant,  10  December,  1855.  Resigned,  in  1855. 

Spearing,  Charles  F. 

Second  Lieuteuant,  7 May,  1822.  First  Lieutenant,  31  January,  1827.  Cashiered 

23  September.  1841. 
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Spicer,  W.  F.,  Jr, 

Second  Lieutenant,  13  March,  1872.  First  Lieutenant,  4 January,  1880.  lit. 
service. 

Sprague,  Joint  T. 

Second  Lieutenant,  17  October,  1834.  Resigned  3 July,  183" 

Stark,  Alexander  W. 

Second  Lieutenant,  19  July,  1855.  First  Lieutenant,  28  February,  1861.  Dis- 
missed 9 January,  1862. 

Stark,  William  JB. 

Second  Lieutenant,  1 July,  1831.  First  Lieutenant,  1 July,  1834.  Captain,  16 
March,  1847.  Died  18  August,  1855. 

Stephen,  Henry. 

Second  Lieutenant,  28  February,  1815.  Resigned  20  March,  1816. 

Sterne,  Francis  W. 

Second  Lieutenant,  22  April,  1812.  First  Lieutenant,  24  July,  1813.  Captain, 
10  December,  1814.  Disbanded  18  April,  1817,  under  Peace  Establishment 
Act. 

Stevenson,  Andrew. 

Second  Lieutenant,  26  February,  1875.  Resigned  25  April,  1879. 

Stewart,  €J.  G. 

Second  Lieutenant,  1808.  First  Lieutenant,  1809.  Last  appearance  in  Register 
of  1809. 

Stewart,  Richard. 

Second  Lieutenant,  23  April,  1812.  Last  appearance  in  Register  of  1812. 

Stickney,  I>avid. 

Second  Lieutenant,  23  October,  1798.  Resigned  30  September,  1801. 

Stillman,  €.  H. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  5 December,  1867.  Retired  12  March,  1872. 

Stoddard,  George  C. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864,  for  gallant 
and  meritorious  services  at  the  Rattle  of  Boyd’s  Neck,  and  at  the  Battle  of  Tuli- 
finny  Cross  Roads,  to  date  from  6 December,  1864.  Died  26  April,  1867. 

Strong,  William. 

Second  Lieutenant,  1 March,  1811.  First  Lieutenant,  16  April,  1812.  Captain,  18 
June,  1814.  Resigned  23  October,  1818. 

Strother,  Benjamin. 

First  Lieutenant,  31  October,  1798.  Resigned  31  October,  1800. 

Squires,  W.  I. 

Second  Lieutenant,  25  November,  1861.  First  Lieutenant,  26  November,  1861. 
Captain,  24  August,  1867.  Resigned  12  January,  1870. 

Stuart,  Alexander. 

Second  Lieutenant,  1 June,  1806.  Resigned  6 August,  1806. 

Stuart,  John. 

Captain,  25  June,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Sturgeon,  E.  B. 

Second  Lieutenant,  25  November,  1861.  Dismissed  1 July,  1863. 

Sutherland,  I>.  J. 

Second  Lieutenant,  29  March,  1842.  First  Lieutenant,  1847.  Quartermaster  with 
rank  of  Major.  Brevet  Captain,  14  September,  1847.  Dismissed  23  July, 
1860. 

Swift,  Thomas  R. 

Second  Lieutenant,  1807.  First  Lieutenant,  27  January,  1809.  Captain,  18  June, 
1814.  Disbanded  18  April,  1817,  under  Peace  Establisnment  Act. 
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Swift,  William  F. 

Second  Lieutenant,  1 Marcia,  1815.  Last  appearance  in  Register  of  1815. 

Tall  man,  James. 

First  Lieutenant,  5 Sejatember,  1798.  Dismissed  2 January,  1799. 

Tansill,  Robert. 

Second  Lieutenant,  3 November,  1840.  First  Lieutenant,  16  March,  1847.  Cap- 
tain, 29  November,  1858.  Brevet  Captain,*  17  November,  1847.  Dismissed 
24  August,  1861. 

Tattnall,  J.  R.  F. 

Second  Lieutenant,  3 November,  1847.  First  Lieutenant,  22  February,  1857.  Dis- 
missed 22  November,  1861. 

Taylor,  Algernon  8. 

Second  Lieutenant,  21  February,  1839.  First  Lieutenant,  3 March,  1847.  Cap- 
tain, 17  July,  1857.  Brevet  Captain,  27  March,  1847.  Dismissed  6 May,  1861. 

Taylor,  A.  S. 

Second  Lieutenant,  2 July,  1864.  First  Lieutenant,  30  July,  1868.  In  service. 

Taylor,  Robert  B. 

Second  Lieutenant,  2 March,  1839.  Died  13  November,  1845. 

Terrett,  George  H. 

Second  Lieutenant,  1 April,  1830.  First  Lieutenant,  1 July,  1834.  Captain,  16 
March,  1847.  Brevet  Major,  13  September,  1847.  Dismissed  6 May,  1861. 

Thayer,  Cotton. 

Second  Lieutenant,  25  June,  1799.  Resigned  15  July,  1801. 

Thomas,  Frederick. 

Second  Lieutenant,  1 July,  1825.  Transferred  to  the  Army,  14  July,  1826. 

Thompson,  Benjamin. 

Second  Lieutenant,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revolu- 
tion. 

Thompson,  George  If. 

Second  Lieutenant,  11  March,  1865.  Died  at  Sea,  2 May,  1868. 

Thompson,  Gillies. 

Second  Lieutenant,  12  April,  1815.  Resigned  12  December,  1815. 

Thompson,  James. 

Second  Lieutenant,  2 May,  1799.  First  Lieutenant,  1 July,  1800.  Captain,  23 
January,  1809.  Resigned  12  January,  1810. 

Thornton,  Francis. 

Second  Lieutenant,  25  April,  1810.  First  Lieutenant,  3 April,  1811.  Resigned 
in  1847. 

Thwing,  Nathaniel. 

Second  Lieutenant,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Tilton,  McLane. 

Second  Lieutenant,  2 March,  1861.  First  Lieutenant,  1 September,  1861.  Cap- 
tain, 10  June,  1864.  In  service. 

Towns,  Thomas. 

Second  Lieutenant,  30  August,  1805.  Resigned  31  March,  1806. 

Tapper,  Charles  C. 

Second  Lieutenant,  3 March,  1819.  First  Lieutenant,  21  January,  1822.  Captain, 
1 July,  1834.  Brevet  Captain,  21  January,  1832.  Died  18  January,  1838. 

Turner,  George  P. 

Second  Lieutenant,  27  September,  1856.  Dismissed  25  June,  1861. 

Turner,  James  A. 

Second  Lieutenant,  22  June,  1880. 

Turner,  William  C. 

Second  Lieutenant,  12  March,  1875. 


GENERAL  NAVY  REGISTER.— MARINE  CORPS. 


895 


Twiggs,  Levi. 

Second  Lieutenant,  10  November,  1818.  First  Lieutenant,  18  June,  1814.  Cap- 
tain, 28  February,  1830.  Major,  15  November,  1840.  Brevet  Captain,  3 March, 
1825.  Killed  in  battle,  13  September,  1847. 

Tyler,  M.  B. 

Second  Lieutenant,  3 March,  1823.  First  Lieutenant,  1 April,  1830.  Captain, 
12  March,  1845.  Adjutant  and  Inspector  with  rank  of  Major.  Dismissed  4 May, 
1861. 

Tyler,  If.  SI.,  Jr. 

Second  Lieutenant,  2 January,  1855.  Dismissed  21  June,  1861. 

Urquehart,  John. 

Second  Lieutenant,  5 March,  1811.  First  Lieutenant,  30  April,  1812.  Resigned 
in  1812. 


Valette,  Louis  de  la. 

First  Lieutenant,  24  August,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 

Van  I>yke,  Abraham. 

First  Lieutenant,  22  July,  1776.  Disbanded  with  the  Navy  of  the  Revolution. 


Wait,  Mar Bii sm! tike. 

Second  Lieutenant,  16  January,  1801.  Last  appearance  in  Register  of  1801. 

Wallace,  William. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  AQ  June,  1864.  Captain, 
3 October,  1876.  Brevet  First  Lieutenant,  8 September,  1863,  for  gallant  and 
meritorious  services  at  the  night  attack  upon  Fort  Sumter,  8 September,  1863. 
Brevet  Captain,  14  January,  1865,  for  gallant  and  meritorious  services  at  the 
attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.  In  service. 

Wallach,  Richard. 

Second  Lieutenant,  24  April,  1869.  First  Lieutenant,  22  January,  1876.  In 
service. 

Waller,  Tittleton  W.  T. 

Second  Lieutenant,  26  June,  1880. 

Wales,  Samuel. 

Second  Lieutenant,  10  November,  1800.  Resigned  20  February,  1801. 

Waldron,  N.  S. 

Second  Lieutenant,  13  September,  1831.  First  Lieutenant,  25  July,  1834.  Captain, 
16  March,  1847.  Brevet  Major,  22  July,  1848.  Died  21  February,  1857. 

Walker,  George  W. 

Second  Lieutenant,  10  June,  1817.  First  Lieutenant,  3 March,  1821.  Brevet  Cap- 
tain and  Qnartermaster.  Captain,  1 July,  1834.  Brevet  Captain,  3 March,  1831. 
Died  29  August,  1851. 

Wainwright,  R.  I>. 

Second  Lieutenant,  15  February,  1807.  First  Lieutenant,  23  January,  1809.  Cap- 
tain, 29  September,  1812.  Lieutenant-Colonel,  1 July,  1834.  Brevet  Major, 
3 March,  1823.  Brevet  Lieutenant-Colonel,  3 March,  1827.  Died  5 October, 
1841. 

Wainwright,  R.  I>. 

Second  Lieutenant,  4 December,  1869.  First  Lieutenant,  17  March,  1877.  In 
service. 

Ward,  A.  W. 

Second  Lieutenant,  14  June,  1862.  Died  17  March,  1867. 

Washburn,  I.  Iff. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  29  August,  1867.  In 
service. 
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Watkins,  T.  I,.  C. 

Second  Lieutenant,  22  May,  1826.  First  Lieutenant,  1 July,  1834.  Died  31  Octo- 
ber, 1840. 

Watson,  Arthur  E. 

Second  Lieutenant,  9 March.,  1865.  First  Lieutenant,  18  May,  1871.  Retired 
29  March,  1878. 

Watson,  Henry  II. 

Second  Lieutenant,  5 October,  1836.  First  Lieutenant,  3 March,  1847.  Brevet 
Captain,  20  November,  1847.  Resigned  1 January,  1855. 

Watson,  Josiali. 

Second  Lieutenant,  21  June,  1835.  First  Lieutenant,  3 March,  1847.  Captain, 
10  December,  1855.  Major,  16  November,  1861.  Died  5 February,  1864. 

Watson,  Samuel  E. 

Second  Lieutenant,  4 July,  1812.  First  Lieutenant,  18  June,  1814.  Captain,  28 
March,  1820.  Major,  1 July,  1834.  Brevet  Lieutenant-Colonel,  28  March,  1830. 
Died  17  November,  1847. 

Weaver,  J a asses. 

First  Lieutenant,  27  September,  1798.  Resigned  31  August,  1803. 

Wefester,  F.  I>. 

Second  Lieutenant,  18  March,  1864.  First  Lieutenant,  5 December,  1867.  In 
service. 

Webster,  Le  Roy  C. 

Second  Lieutenant,  1 July,  1874.  In  service. 

Weed,  Elijah  J. 

Second  Lieutenant,  16  January,  1817.  First  Lieutenant,  3 March,  1819.  Captain, 
1 July,  1834.  Quartermaster  with  rank  of  Major.  Brevet  Captain,  7 November, 
1828.  Died  5 March,  1838. 

Welch,  Henry. 

Second  Lieutenant,  3 March,  1847.  Died  27  August,  1847. 

Welles,  George  Bi- 

Second  Lieutenant,  12  July,  1862.  First  Lieutenant,  11  January,  1865.  Retired 

29  November,  1874. 

West,  Edward  E. 

Second  Lieutenant,  17  October,  1834.  First  Lieutenant,  6 October,  1841.  Died 

30  March,  1851. 

Wharton,  Thomas- 

Second  Lieutenant,  28  January,  1799.  First  Lieutenant,  17  October,  1800.  Died 
in  1801. 

Whetcroft,  W.  W. 

Second  Lieutenant,  19  February,  1817.  Resigned  3 August,  1820. 

Whipple,  I>avid. 

Second  Lieutenant,  29  May,  1871.  First  Lieutenant,  16  March,  1879.  In  ser- 
vice. 

White,  Francis  55. 

Second  Lieutenant,  24  September,  1813.  First  Lieutenant,  18  June,  1814.  Killed 
in  a duel,  25  September,  1819. 

Whiting,  Henry. 

Second  Lieutenant,  1 July,  1874.  In  service. 

Whitney 9 E.  F. 

Second  Lieutenant,  17  October,  1834.  Cashiered  14  March,  1840. 

Whittier,  Rufus  A. 

Second  Lieutenant,  22  October,  1856.  Dismissed  30  June,  1858. 

Wiley,  Fames. 

Second  Lieutenant,  9 January,  1847.  First  Lieutenant,  27  September,  1856. 
Assistant  Quartermaster  with  the  rank  of  Captain.  Captain,  26  July,  1861.  Re- 
tired 20  June,  1872. 
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Williams,  Charles  F. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  10  June,  1864.  Captain, 
1 November,  1876.  Brevet  Captain,  14  January,  1865,  for  gallant  and  merito- 
rious services  at  the  attack  upon  Fort  Fisher,  13,  14  and  15  January,  1865.  In 
service. 

Williams,  H.  A. 

Second  Lieutenant,  28  September,  1798.  Died  1 July,  1800. 

Williams,  Jolm. 

Second  Lieutenant,  20  August,  1805.  First  Lieutenant,  2 March,  1807.  Captain, 
31  January,  1811.  Died  of  wounds  received  in  action,  August,  1812. 

Williams,  Job  €L 

Second  Lieutenant,  7 May,  1822,  First  Lieutenant,  27  December,  1825.  Captain, 
15  November,  1840.  Died  26  September,  1856. 

Wilnier,  E.  IP. 

Second  Lieutenant,  23  January,  1809.  Resigned  19  June,  1809. 

Wilson,  Isaac  R. 

Second  Lteutenant,  10  May,  1838.  Resigned  29  May,  1841. 

Wilson,  Thomas  S. 

Second  Lieutenant,  13  December,  1857.  Dismissed  24  August,  1861. 

Wilson,  W.  R. 

Second  Lieutenant,  23  January,  1809.  First  Lieutenant,  28  June,  1809.  Resigned 
14  September,  1809. 

Winthrop,  P.  W. 

Second  Lieutenant,  1808.  First  Lieutenant,  13  February,  1809.  Resigned  6 May, 
1811. 

Wood,  Thomas  N. 

Second  Lieutenant,  1 July,  1776. 

Woodson,  Joseph. 

Second  Lieutenant,  22  April,  1810.  First  Lieutenant,  2 April,  1811.  Resigned 
17  June,  1814. 

Wormeley,  W.  W. 

Second  Lieutenant,  15  August,  1805.  Resigned  17  June,  1806. 

Wright,  William. 

Second  Lieutenant,  1817.  Resigned  8 May,  1818. 

Wynkoop,  I>.  S. 

First  Lieutenant,  16  November,  1798.  Lost  in  the  “ Insurgent .” 


Yates,  Thomas  Y. 

Second  Lieutenant,  1817.  Dismissed  17  August,  1817. 

Young,  Albert  R. 

Secord  Lieutenant,  18  March,  1864.  First  Lieutenant,  29  November,  1867.  Re- 
signed 31  January,  1873. 

Young,  James  R. 

Second  Lieutenant,  14  June,  1862.  First  Lieutenant,  22  June,  1864.  Resigned 
20  January,  1865. 

Young,  John  F. 

Second  Lieutenant,  4 April,  1838.  Died  9 February,  1839. 

Young,  J.  M.  T. 

Second  Lieutenant,  2 July,  1864.  First  Lieutenant,  9 August,  1868.  In  ser- 
vice. 

Young,  T.  M.  W. 

Second  Lieutenant,  20  February,  1822.  Died  7 July,  1825. 
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Name.  Tons.  Guns.  Remarks. 

Boxer 370  14  Built  1815.  Lost  off  Balize,  1817. 

Boxer,  2nd 194  10  Built  1831.  Sold  1848. 

Brandywine 1726  44  Built  1821.  Launched  1825.  Destroyed  bv  fire 

at  Norfolk,  Va.,  1864. 

Brazilieras 540  6 Purchased  1862.  Sold. 

Buffalo 5 Purchased  1814.  Sold  1820. 

Bull  Dog 2 Purchased  1814.  Sold  1821. 

Caledonia 3 Captured  1812.  Sold. 

Camel 5 Purchased  1814.  Sold  1820. 

Carmita 61  . . Built  1865.  Condemned  at  Key  West,  1865. 

Carolina 230  14  Blew  up  at  New  Orleans,  1814. 

Charles  Phelps 362  1 Purchased  1862.  Sold. 

Charlotte 70  2 Purchased  1863.  Sold. 

Chippewa 390  14  Built  1815.  Lost.  Caycos,  I. 

Chippewa,  2nd 44  Built  1815.  Broken  up  or  sold  between  1815  and 

1824. 

Chesapeake 1244  36  Captured  June  1,  1813. 

Chotauk 53  1 Purchased  1862.  Sold  186o. 

Columbia 1508  44  Builtl814.  Burned  on  stocks  at  Washington,  1814. 

Columbia,  2nd 1726  44  Built  1825.  Launched  1836.  Destroyed  at  Nor- 

folk, Va.,  1861. 

Columbus 2480  74  Built  1816. 

Concord 700  18  Built  1828.  Lost  on  East  coast  of  Africa,  1843. 

Congress. 1268  36  Built  1799.  Broken  up  1836. 

Congress,  4th 1867  44  Built  1839.  Destroyed  at  Hampton  Roads,  1862. 

Connecticut,  2nd 492  24  Sold  1801. 

Conquest 82  3 Purchased  1813.  Sold  1815. 

Consort 230  6 Built  1836.  Sold  1844. 

Constellation 1236  10  Rebuilt  1854. 

Constitution 1335  6 Built  1797.  In  service.  Repaired  at  Philadelphia 

Navy  Yard,  1874.  Laid  up  at  New  York. 

C.  P.  Williams 210  3 Purchased  1863.  Mortar  Schooner. 

Corporation . . 2 Purchased  1814.  Sold  1820. 

Corypheus — Yacht Purchased  1862.  Sold. 

Courier 551  3 Purchased  1862.  Wrecked  4 June,  1864. 

Crescent 36  Presented  to  the  Dey  of  Algiers. 

Cumberland ....1726  44  Built  1825.  Launched  1842.  Razeed.  Sunk  in 

Hampton  Roads  by  the  Merrimac. 

Cyane 34  Captured  1815.  Broken  up  1836. 

Cyane,  2nd 695  2 Built  1837.  At  Mare  Island  Navy  Yard,  1874. 

Dale 320  8 Built  1838.  At  Naval  Academy,  Annapolis,  1874.. 

Dan  Smith ..  149  3 Purchased  1862.  Mortar  Schooner. 

Dart 94  1 Purchased  1862.  Sold. 

Decatur 566  16  Built  1838.  Sold. 

Decoy 6 Purchased  1822.  Sold  1826. 

Delaware,  2nd 321  20  Purchased  1798.  Sold  1801. 

Delaware,  2nd 2633  74  Built  1817.  Destroyed  at  Norfolk,  Va.,  1861. 

Detroit 400  18  Captured  1813. 

Dispatch 50  2 Purchased  1814.  Sold  1820. 

Dolphin,  2nd 198  12  Built  1821.  Sold  in  the  Pacific,  1835. 

Dolphin,  3rd 224  10  Built  1836.  Destroyed  at  Norfolk,  1861. 

Eagle 2 Purchased  1812.  Captured  3 June,  1813. 

Eagle,  3rd 20  Built  1814.  Sold  1824. 

Eagle,  3rd 12  Built  1814.  Sold  1820. 

Electra 248  2 Purchased  1846.  Sold. 

Elizabeth 2 Purchased  1812.  Broken  up  15  May,  1815. 
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Name.  Tons.  Guns.  Remarks. 

Guard 925  8 Bought  1861.  Originally  National  Guard.  Laid 

up  at  New  York,  1874. 

Guerriere 1508  44  Captured  1814.  Broken  up  1841. 

G.  W.  Blunt 121  1 Purchased  1862.  Sold. 

Hamilton 9 Purchased  1812.  Capsized  10  August,  1818. 

Hecla..., 194  ..  Bomb  Barge.  Purchased  1846.  Sold. 

Helen., 4 Purchased  1818.  Lost  in  Delaware  Bay,  1815. 

Henry  Janes 261  8 Purchased  1862.  Mortar  Schooner.  Sold. 

Herald 279  18  Purchased  1798.  Sold  1801. 

Hope 134  1 Purchased  1862.  Sold. 

Horace  Beals . ...  296  3 Purchased  1862.  Sold. 

Hornet,  2nd 10  Purchased  1804.  Sold  1806. 

Hornet,  3rd 440^  18  Built  1805.  Lost  off  Tampico,  1829. 

Hudson 1728  44  Purchased  1826.  Sold  1844. 

Idaho .....1837  7 Built  1866.  Screw  steamer,  converted  into  sailing 

ship.  Sold  1874. 

Independence 1891  22  Built  1814.  Razeed  to  a 54.  Receiving  Ship  at 

Mare  Island  Navy  Yard,  Cal.,  1874. 

Ino ...895  9 Purchased  1862.  Sold  1867. 

Insurgent 36  Captured  1799.  Lost  at  sea,  July,  1800. 

Intrepid 4 Captured  1803.  Blew  up  off  Tripoli,  1804. 

Ironsides,  Jr 200  . . Built  1864.  Sold. 

Jackal 47  3 Purchased  1822.  Sold  1824. 

James  L.  Davis 461  4 Purchased  1862.  Sold. 

James  S.  Chambers 401  5 Purchased  1862.  Sold. 

Jamestown..  888  20  Built  1843.  Sitka,  Alaska. 

Java 1508  44  Built  1814.  Broken  up  1842. 

J.  C.  Kuhn 888  5 Purchased  1862.  Sold. 

Jefferson 18  Built  1814.  Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

John  Adams 544  28  Built  1799.  Broken  up  1829. 

John  Adams,  2nd 700  18  Built  1830.  Sold  at  Boston,  1865. 

John  Griffith 246  3 Purchased  1862.  Mortar  Schooner. 

John  P.  Kennedy 350  3 Purchased  1853.  Sold  1856. 

Jones 18  Built  1814.  Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Julia 53  2 Purchased  1812.  Captured  10  August,  1813. 

Julia Built  1864.  Sold. 

Kingfisher 450  5 Purchased  1862.  Wrecked  on  St.  Helena  Island, 

28  March,  1864. 

Kittatinney, 421  4 Purchased  1862.  bold. 

Lady  of  the  Lake 89  3 Purchased  1813.  Sold  1815. 

Lawrence 450  20  Built  1813. 

Lawrence,  2nd 364  10  Built  1843.  Sold  1846. 

Levant,  2nd 792  18  Built  1337.  Lost  in  Pacific  Ocean,  1860. 

Lexington,  2nd 691  18  Built  1825.  Sold. 

Lightning Built  1865.  Sold. 

Louisiana 341  16  Purchased  1812.  Broken  up  1821. 

Lynx  150  6 Built  1814.  Lost  at  sea,  1820. 

Macedonian 1325  38  Captured  1812.  Broken  up  1835. 

Macedonian,  3rd 1140  ..  Built  1832.  Launched  1836.  Razeed  1852.  In 

ordinary  at  Norfolk,  Va.,  1874.  Sold  Dec.,  1875. 
Madison - .593  20  Built  1812. 
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Name.  Tons.  Guns.  Nemar/cs. 

Mahonese 100  1 Captured  1840.  Sold  1849. 

Malek  Abdhel 250  10  Captured  1846.  Sold  1849. 

Maria  A.  Wood 344  2 Purchased  1863.  Mortar  Schooner.  Sold  1866. 

Marion. 566  16  Built  1838.  Broken  up.  Rebuilt  as  Steamer.  1874. 

Maryland 380  20  Purchased  1799.  Sold  1801. 

Matthew  Vassal- 182  3 Purchased  1863.  Mortar  Schooner.^ 

Matthew  Vassal- 182  3 Purchased  1864.  Mortar  Schooner. 

Merrimac 530  24  Purchased  1798.  Sold  1801. 

Midnight 386  5 Purchased  1862.  Sold. 

Mohawk 32  Built  1814.  Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Montezuma 347  20  Purchased  1798.  Sold  1801. 

Montgomery 6 Purchased  1813.  Sold  1815. 

Morning  Light 937  8 Purchased  1862.  Captured  off  Coast  of  Texas, 

21  January,  1863. 

Natchez 700  18  Built  1827.  Broken  up  1840. 

National  Guard 1046  4 Purchased  1862.  Name  changed  to  Guard,  1865. 

Nautilus 185  12  Purchased  1803.  Captured  off  New  York,  1812. 

NewOrleans ..2805  60  Built  1815.  On  the  stocks,  Sack  ett’s  Harbor,  1874. 

New  York 2633  74  Built  1818.  Destroyed  at  Norfolk,  1861. 

New  York,  2nd 1130  36  Built  1799.  Burned  at  Washington,  1814. 

Norfolk. 200  18  Purchased  1798.  Sold  1801. 

Norfolk — Packet 349  3 Purchased  1862.  Mortar  Schooner. 

Niagara 450  20  Built  1813. 

Nightingale .1000  1 Purchased  1862.  Sold  11  February,  1865. 

Nonsuch 148  14  Purchased  1812.  Dropped  from  Navy  List,  1826. 

North  Carolina .2633  74  Built  1818.  Broken  up.  Sold  1867. 

Ohio 3 Built  1813.  Captured  12  August,  1814. 

Ohio,  2nd .2700  5 Built  1820.  Launched  1820.  Receiving  Ship, 

Boston,  1874.  Laid  up  at  Boston. 

O.  H.  Lee 199  3 Purchased  1864.  Sold. 

Oliver  H.  Lee 199  3 Purchased  1863.  Mortar  Schooner. 

Oneida.... 243  14  Built  1809.  Sold. 

On-ka-hy-e. - 250  2 Purchased  1843.  Lost  on  Caycos  Reef,  W.  I.,  1848. 

Ontario 509  18  Built  1813.  Sold  1819. 

Ontario,  2nd 81  3 Purchased  1813.  Sold  1815. 

Onward 704  3 Purchased  1860.  Storeship  at  Callao,  Peru,  1874. 

Oregon 250  2 Purchased  1841.  Sold  1845. 

Orvetta  171  3 Purchased  1861.  Mortar  Schooner. 

Otseg-o 2 Built  1840.  Transferred  from  the  War  Depart- 

ment, and  returned  to  it,  1844-1845. 

Papjpefo . . ... . . .......  1375  4 Purchased  1860.  Sold  1867. 

Para lQfl  3 Purchased  1860.  Mortar  Schooner. 

Patapsco 380  Purchased  1799.  Sold  1801. 

Peacock 509  18  Bui  it' 184-3.  Broken  up  1828. 

Peacock,  2nd 559  18  Buift  1828.  Lsst  at  Columbia  River,  1841. 

Pennsylvania... 3241  120  Built  1822.  Launched  4Q37A  Destroyed  at  Nor- 

folk, Va.,  1861. 

Perry...:.' 280  10  Built  1843.  Sold  1865. 

Pert 3 Purchased  1813.  Sold  1815. 

Petrel 76  1 Purchased  1 846,  Transferred  to  Coast  Survey,  1850. 

Phenix. ...............  90  2 Purchased  1841 . Sold. 

Philadelphia  ,1240  36  Built  1799.  Wrecked  off  Tripoli,  1803. 

Pilot .........120  2 Built  1836.  Sold  1838. 

Pinckney 195  18  Built  1798.  Sold  1801. 

Pioneer  230  6 Built  1836.  Sold  1844. 

Plattsburg - 44  Built  1815.  Broken  up  or  sold  between  1815  and 

1824. 


GENERAL  NAVY  REGISTER. 


907 


Name.  Tons  Guns.  Remarks. 

Savannah 1475  Built  1842.  Launched  1842.  Razeed.  In  ordi- 

nary, Norfolk,  Va.,  1874. 

Scorpion 2 Purchased  1812.  Captured  5 September,  1814. 

Scourge 16  Captured  1804.  Sold  1812.  Originally,  Transfer, 

a Privateer. 

Scourge,  2nd 10  Captured  1812.  Capsized  10  August,  1818. 

Sea  Foam 264  3 Purchased  1860.  Sold. 

Sea  Gull,  2nd 100  2 Purchased  1838.  Lost  off  Cape  Horn,  1839- 

Sea  Gull — Steam  Galliot,  150  3 Purchased  1822.  Sold  1840. 

Seahorse...: 1 Purchased  1812.  Burned  1814. 

Shark 177  12  Built  1821.  Lost  at  Columbia  River,  1846. 

Shark 87  1 Built  1864.  Name  changed  to  George  W.  Rodgers. 

Shepark  Knapp 838  8 Purchased  1860.  Wrecked  at  Cape  Haytien,  18 

May,  1863. 

Somers . . 2 Purchased  1812.  Captured  12  August,  1814. 

Somers,  2nd 259  10  Built  1842.  Sunk  off  Vera  Cruz,  1846. 

Sophronia 217  3 Purchased  1860.  Mortar  Schooner. 

Southampton 567  4 Built  1842.  Storeship.  Sold. 

Spark 300  14  Purchased  1814.  Sold  1826. 

Spark,  2nd 1 Purchased  1831.  Sold  1833. 

Spitfire,  2nd 102  ..  Bomb  Ketch.  Purchased  1805.  Broken  up  1820. 

Spitfire,  3rd 286  12  Purchased  1814.  Sold  1816. 

Stonewall 30  1 Captured  1864.  S(5ld. 

Stromboli 192  ..  Bomb  Barge.  Purchased  1846.  Sold. 

Superior. . . 44  Built  1814.  Sold  1821,  or  broken  up,  or  unfit  for 

repairs. 

Supply 547  4 Purchased  1846.  Laid  up,  New  York,  1874. 

Surprise — Ketch 12  Purchased  1815.  Condemned,  New  Orleans,  1820. 

Sylph 300  16  Built  1813.  Broken  up  1820. 

Sylph,  2nd. 1 Purchased  1831.  Lost  in  West  Indies,  1831. 

Syren 250  16  Built  1803.  Captured  at  sea,  1814. 

Tampico 80  1 Captured  1846.  Sold  1849. 

Taney 1 Built  1846.  Transferred  from  Treasury  Depart- 

ment and  returned  to  it. 

T.  A.  '*7 . . . . . . ...  234  3 Purchased  1860.  Mortar  Schooner. 

Tchefonta — Block  Ship,  lode  AtPV Sold  or.,  stocks. 

Terrier 61  3 Purchased  1822.  Sold  ao^O'. 

Tickler.. 50  ..  Bomb  Ketch.  Purchased  1812.  Sofet  J8.18. 

Ticonderoga . . 17  Purchased  1814.  Sold  1824. 

Tigress 1 Purchased  1812.  Captured  4 September,  1814. 

Tom  Bowline 260  12  Purchased  1814.  Sold  1818. 

Torch 260  12  Purchased  1814.  Sold  1816. 

Torpedo Purchased  1814.  Sold  1818. 

Trippe . . 1 Purchased  1812.  Burned. 

Troup 16  Purchased  1812.  Sold  1815. 

Trumbull,  3rd 400  24  Built  1798.  Sold  1801. 

Truxtun 331  10  Built  1842.  Lost  at  Tuspan,  1846. 

Two  Sisters.. 54  1 Built  1864.  Sold. 

United  States 1576  44  Built  1797.  Destroyed  at  Norfolk,  Va.,  186-. 

Valparaiso 402  . . Built  1864.  Sold. 

Velocity . . ■ • Built  1863.  Captured  at  Sabine  Pass,  21  January, 

1863. 

Vengeance 92  ..  Bomb  Ketch.  Purchased  1805.  Broken  up  1818. 

Vermont 2633  16  ^ Built  1848.  Receiving  Ship,  New  York,  1874. 

Laid  up,  New  York. 

Vesuvius 92  ..  Bomb  Ketch.  Purchased  1806.  Broken  up,  1829. 
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Bienville 1558  10  Paddle.  Purchased  1861-62.  Sold  1867. 

Blgnonia 821  8 Screw.  Purchased  1864-65.  Sold  12  July,  1868. 

Black  Hawk 902  8 Paddle.  Purchased  1862-63.  Destroyed  by  fire, 

22  April,  1865. 

Bloomer 130  2 Paddle.  Purchased  1863-64.  Sunk  and  wreck 

sold,  1865. 

Blue  Light 85  1 Screw.  Purchased  1863-64.  Laid  up,  New  Lon- 

don. 

Bon  Homme  Richard,  2d.371 3 20  Screw.  Built  1864-65.  Not  built. 

Boxer 444  3 Paddle.  Purchased  1866.  Originally  Tristam 

Shandy.  Sold. 

Brilliant 226  4 Stern-wheel.  Purchased  1862-63.  Sold  17  Aug., 

1868. 

Britannia 495  4 Paddle.  Purchased  1863-64.  Sold  10  Aug.,  1868. 

Brooklyn 2070  20  Screw.  Built  1858.  Repairing  at  New  York. 

Buckthorne 128  1 Screw.  Purchased  1863-64.  Sold  1869. 

Burlington 814  ..  Built  1875.  Laid  up  at  League  Island. 

Cactus 176  1 Screw.  Purchased  1863-64.  Sold  20  June,  1865. 

Cairo 512  ..  Iron-clad.  Purchased  1861-62.  Western  Flotilla, 

sunk  by  torpedo,  12  December,  1862. 

Calhoun 508  4 Paddle.  Purchased  1861-62.  Sold  1865. 

Calypso ......  630  6 Screw.  Purchased  1863-64.  Sold  30  Nov.,  1865. 

Camanche 496  2 Iron-clad.  Built  1865.  Laid  up  at  Mare  Island, 

1874. 

Cambridge. 858  5 Screw.  Purchased  1861-62.  Sold  20  June,  1865. 

Camelia ..  198  2 Screw.  Purchased  1863-64.  Sold  15  Atg.,  1865. 

Canandaigua 955  10  Screw.  Built  1861-62.  Repairing,  New  York. 

Canonicus 550  2 Iron-clad.  Built  1861-62.  AtPensacola.  Laid  up. 

Canonicus 1034  2 Iron-clad.  Built  1864-65.  At  Pensacola,  1874. 

Carnation 82  2 Screw.  Purchased  1863-64.  S'dd  10  Aug.,  1865. 

Carondelet 512  13  Iron-clad.  Built  1861-62.  Western  Flotilla.  Sold 

30  November,  1865. 

Carrabasset 292  6 Paddle.  Purchased  1863-64.  Sold  15  Aug.,  1865. 

Casco ...  614  2 Iron-clad.  Built  1863-64.  Re-named  Hero  at 

Washington,  1874.  Broken  up  1875. 

Catalpa 1900  3 Screw.  Purchased  1864-65.  Yard  Tug,  New  York. 

Catawba ...1034  2 Iron-clad.  Built  1861-62. 

Catskill 496  2 Iron-clad.  Built  1861-62.  Brandon,  James  River. 

Cayuga 507  6 Screw.  Built  1861-62.  Sold  25  October,  1865. 

Ceres 144  1 Screw.  Purchased  1861-62.  Sold  25  Oct.,  1865. 

Champion 115  4 Paddle.  Purchased' 1863-64.  bold  22  Nov , 1861L- 

Chatham Paddle.  Purchased  1864-65.  Sold  2 Sept.,  1865. 

Chattanooga JWo'O  8 Screw.  Built  1863-64.  Sunk  by  ice  at  League 

Island,  and  sold  27  January,  1872. 

Chenango 974  8 Paddle.  Built  1861-62.  Sold. 

Cherokee 606  6 Screw.  Built  1863-64.  Sold  1 August,  1866. 

Chickasaw. 450  4 Iron-clad.  Built  1861-62.  Sold. 

Chicopee 974  8 Paddle.  Built  1861-62.  Sold  1867. 

Chillicothe 303  2 Iron-clad.  Built  1861-62.  Sold  29  Nov.,  1S65. 

OhiTiicothe 203  3 Iron-clad.  Built  1863-64.  Sold  29  Nov.,  1865. 

Chimo  614  2 Iron-clad.  Built  1863-64.  Re-named  Piscataqua, 

at  Washington,  1874. 

Chippewa 507  4 Screw.  Built  1861-62.  Sold  30  November,  1865. 

Choctaw 1000  ..  Paddle.  Purchased  1861-62.  Sold  1866,  at  New 

Orleans. 

Chocura 507  4 Screw.  Built  1861-62.  Sold  1867 

Cimarron 860  10  Paddle.  Built  1863-64.  Sold. 

Cimmerone 860  10  Paddle.  Built  1861—62.  Sold  1866. 

Cincinnati 512  . . Iron-clad.  Purchased  1861-62.  Sold  1866. 
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Dandelion . Ill  2 Screw.  Purchased  1SG2-68.  Sold  15  Aug.,  1865 

Darlington 800  . . Paddle.  Purchased  1861-62.  Sold, 

Dawn 891  3 Screw.  Purchased  1861-62.  Sold  1 Nov.,  1865. 

Daylight 682  4 Screw.  Purchased  1861-62.  Sold  25  Oct.,  1865. 

Delaware 857  3 Paddle.  Purchased  1861-62.  Sold  12  Sept.,  1865. 

Delta Screw.  Purchased  1864-65.  Sold  5 Sept.,  1868. 

DeSoto 1600  9 Paddle.  Purchased  1861-62.  Sold. 

Detroit ....1380  12  Screw.  Purchased  1864-65.  Not  built. 

Diana Screw.  Purchased  1862-63.  Captured  in  Archi- 

pelago River,  1863. 

Dictator 1750  2 Iron-clad.  Built  1861-62-64.  Laid  up,  League 

Island. 

Dispatch 558  ..  Screw.  Purchased  1855.  Sold. 

Dispatch 750  4 Screw.  Purchased  1873.  Special  service. 

Don 390  8 Screw.  Purchased  1864-65.  In  service. 

Donegal 1124  ..  Paddle.  Purchased  1864-65.  Sold  27  Sept.,  1868. 

Dragon 118  1 Paddle.  Purchased  1861-62.  Sold  20  July,  1868. 

Dunbarton 636  4 Paddle.  Purchased  1864-65.  Sold  1867. 

Dunderberg 5090  10  Iron-clad.  Built  1861-62.  Sold  by  contractor, 

1866,  to  French  Imperial  Government,  and  re- 
named the  Rochambeau. 

Eastport 700  8 Paddle.  Built  1861-62.  Grounded  and  destroyed, 

26  April,  1864. 

E.  B.  Hall 192  4 Screw.  Purchased  1861-62.  Sold  20  June,  1865. 

Edith 400  2 Screw.  Purchased  1847.  Lost  on  California  Coast. 

Elk 1,62  6 Paddle.  Purchased  1863-64.  Sold  24  Aug.,  1865. 

Ella 230  2 Paddle.  Purchased  1861-62.  Sold  15  Sejjt.,  1865. 

Ellen 341  4 Paddle.  Purchased  1861-62.  Sold  2 Sept.,  1865. 

Ellis 2 Paddle.  Purchased  1861-62.  Sold. 

Emerald 30  . . Screw.  Purchased  1864-65.  Ferry-boat  at  Navy 

Yard,  Portsmouth, %1 874. 

Emma . 350  8 Screw.  Purchased  1863-64.  Sold  1 Nov.,  1865. 

Emma  Henry 521  1 Paddle.  Purchased  1864-65.  Name  changed  to 

Wasp,  1865. 

Engineer 142  1 Paddle.  Purchased  1836.  Rebuilt  1855. 

Engineer 200  ' ..  Paddle.  Purchased  1855.  Sold. 

Enterprise 615-.  - ..  Screw.  Built  1874.  Repairing,  Washington. 

Eolus 344  3 Paddle.  Purchased  1864-65.  Sold  1 Aug.,  1865. 

Epervier 831  10  Screw.  Purchased  1864-65.  Not  built. 

Epsilon Screw.  Purchased  1864-65.  Sold  12  July,  1868. 

Essex 614  17  Iron-clad.  Purchased  1861-62.  Sold  29  Nov. 

1865. 

Essex 615  ..  Screw.  Built  1874.  Repairing,  League  Island. 

Estrella . . Screw.  Purchased  1864-65.  Sold  1867. 

Etlah 483  2 Iron-clad.  Built  1863-64-65.  Sold  1876. 

Eureka Screw.  Purchased  1862-63.  Sold  15  Sept.,  1868. 

Eutaw 974  8 Paddle.  Purchased  1861-62.  Sold  1867. 

Exchange 211  7 Paddle.  Purchased  1863-64.  Sold  17  Aug.,  1865. 

Fahkee.. 699  3 Screw.  Purchased  1863-64.  Sold  10  Aug.,  1865. 

Fairplay. 800  4 Screw.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

Fairy 173  8 Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1865. 

Fawn 174  7 Paddle.  Purchased  1863-64.  Sold  17  Aug.,  1865. 

Fern 2 Screw.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

Flag y . 963  9 Screw.  Purchased  1861-62.  Sold  12  July,  1865. 

Flambeau 900  2 Screw.  Purchased  1861-62.  Sold  12  July,  1865. 

Florida 1261  9 Paddle.  Purchased  1861-62.  Sold. 

Forest  Rose 203  6 Screw.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

Fort  Donelson 900  7 Paddle.  Purchased  1864-65.  Sold  25  Oct.,  1865. 
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Fort  Donelson 900  5 Paddle.  Purchased  1863-64.  Sold  25  Oct.,  1865. 

Fort  Gaines 80  4 Paddle.  Purchased  1864-65.  Sold  15  Aug.,  1865. 

Fort  Henry 519  6 Paddle.  Purchased  1861-62.  Sold  15  Aug.,  1865. 

Fort  Hindman 286  7 Paddle.  Purchased  1863-64.  Sold  17  Aug.,  1865. 

Fort  Jackson 1770  ..  Padclle.  Purchased  1862-63.  Sold  27  Sept.,  1865. 

Fort  Morgan 1248  5 Screw.  Purchased  1864-65.  Sold  5 Sept.,  1865. 

Fortune 306  2 Screw,  Built  1863-64.  Special  service.  Gulf  cl 

Mexico,  1874. 

Franklin 3680  51  Screw.  Built  1854.  Receiving  Ship. 

Frolic 614  ..  Paddle.  Purchased  as  A.  D.  Vance,  1864.  Laid 

up,  Washington. 

Fulton,  1st .2000  30  Paddle.  Built  1814.  Blew  up,  1829. 

Fulton,  2nd Paddle.  Built  1835.  Launched  1837. 

Fuschia 180  3 Screw.  Purchased  1863-64.  Sold  15  Sept.,  1868. 

Galatia 1?44  11  Screw.  Purchased  1863-64.  Sold  13  Oct.,  1865. 

Galena 910  8 Screw.  Built  1872-79.  European  Squadron. 

Gamage 187  6 Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1865. 

Gamma 1 Screw.  Purchased  1864-65.  Sold  25  Oct.,  1865. 

Gazelle 117  6 Paddle.  Purchased  1863-64.  Sold  17  Aug.,  1865. 

General  Bragg 700  2 Ram.  Captured  1861-62.  Western  Flotilla.  Sold 

1 September,  1865. 

General  Burnside ...  201  5 Paddle.  Purchased  1864-65.  Returned  to  War- 

Department,  1 June,  1868. 

General  Grant.  204  5 Paddle.  Purchased  1864-65.  Returned  to  War 

Department,  1865. 

General  Lyon 1200  1 Paddle.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

General  Pillow 500  2 Ram.  Captured  1861-62.  Western  Flotilla.  Sold 

29  November,  1865. 

General  Price 700  ..  Ram.  Captured  1861-62.  Western  Flotilla.  Sold 

30  September,  1865. 

General  Sherman 187  5 Paddle.  Purchased  1864-65.  Returned  to  War- 

Department,  1 Ju&&  1 868. 

General  Taylor. . ......  150  1 Paddle.  Built  184MB&>ld. 

General  Thomas. ...... . 184  5 Paddle.  PurchasJ^^Rd-Oo.  Returned  to  War 

Department,  1 J^®P§65. 

Genessee 803  4 Screw.  Built  186^1^  Sold  1867. 

Geranium..... 222  3 Paddle.  Purchased  1863-64.  Sold  16  Oct.,  1865. 

Gertrude 350  8 Screw.  Purchased  1863-64.  Sold  30  Nov.,  1885. 

Gettysburg. 518  2 Paddle.  Purchased  1863 — as  Margaret  and  Jessie. 

Sold  May,  1879. 

Gladiolus 97  3 Screw.  Purchased  1364-65.  Sold  15  Sept.,  1865. 

Glance 80  ..  Screw.  Purchased  1864-65.  Navy  Yard  Tug, 

League  Island. 

Glasgow 252  6 Paddle.  Purchased  18(13-64,  Sold  June,  1869. 

-’-5.. 1244  11  Screw.  Purchased  1863-64.  Sold  12  July,  1865. 

( Lie 232  6 Screw.  Purchased  1864-65.  Sold  15  Aug.,  1865. 

xiide..  137  6 Paddle.  Purchased  1862-63.  Destroyed  by  fire 

at  Cairo,  Illinois,  February,  1*868. 

lovernor  Buckingham..  886  6 Screw.  Purchased  1863-64.  Sold  12  July,:  1865/ 

<rampus 300  ..  Paddle.  Purchased  1863-64.  Originally  Ion.' Sold. 

: rand  Gulf ...1200  11  Screw.  Purchased  1863-64.  Sold  30  Nov.,  1865. 

Granite  City 315  7 Paddle.  Purchased  1863-64.  Captured  6 May, 

1864,  ’ 

Grave  Shot 26  ..  Screw.  Captured  1861.  Originally  Tag  New  York. 

Gx eat  Western . . ..  Purchased  1861-62.  Western  Flotilla.  (Sold  29 

November,  1865. 

Grossbeak. 196  6 Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1865. 

Guerriere 2200  20  Screw.  Built  1863-64,  Sold  1872. 
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Name. 

Harcourt 

Harriet  Lane 

Hartford 

Harvest  Moon. . . . 

Hassalo 

Hastings 

Hatteras 

Heliotrojre.  

Hendrick  Hudson 
Henry  Brinker . . . 
Hetzel 

Hibiscus 

Hollyhock 

Hollyhock. ...... 

Home 

Honduras 

Honeysuckle 

Housatonic 

Howquah 

Hoyt 

Hunchback 

Huntress  .... 

Huntsville 

Huron 

Huron 

Hyacinth 

Hydrangea  

Ibex 

Ida 

Idaho 

Illinois 

Indianola 

I.  N.  Seymour. . . . 

Intrepid 

Ion  

Iosco 

Iris 

Iris 

Iron  Age 

Iroquois 

Isaac  Smith. . . . 

Isonomia 

Itasca 

luka 

Ivy 

Jacob  Bell 

James  Adger 

Jasamine 


Tons. 
. 68 
. 619 

.2000 
. 546 

,2200 

293 

,1100 

, 288 
400 
103 
. 301 

406 

300 

300 

713 

376 

234 

1240 

397 

19 

517 

138 

817 

541 

507 

50 

224 


Guns.  Remarks. 

. . Screw.  Purchased  1864-65.  Sold  3 Oct.,  1867. 

4 Side- wheel.  Purchased  1861-62.  Captured  at 

Galveston,  Texas,  1 January,  1863. 

18  Screw.  Built  1858.  Repairing,  Boston. 

3 Paddle.  Purchased  1863-64.  Sunk  by  torpedo, 
1 March,  1865. 

8 Screw.  Purchased  1863-64.  Never  built. 

8 Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1805. 
3 Side-wheel.  Purchased  1861-62.  Sunk  by  Ala- 
bama, 11  January,  1863. 

1  Paddle.  Purchased  1863-64.  Sold  20  June,  I860. 
. . Screw.  Purchased  1862-68.  Sold  12  Sept.,  1865. 

1 Screw.  Purchased  1861-62.  Sold  20  July,  1865. 

2 Paddle.  Built  1861-62.  Returned  to  Coast  Sur- 

vey, 1S65. 

6 Screw.  Purchased  1864-65.  Sold. 

3 Paddle.  Purchased  1863-64.  Sold  5 Oct.,  1865. 

3 Paddle.  Purchased  1864-65.  Sold  5 Oct.,  1865. 

3 Screw.  Purchased  1863-64.  Sold  5 Sept.,  1865. 

3 Paddle.  Purchased  1863-64.  Sold  5 Sept.,  1865. 
2 Screw.  Purchased  1863-64.  Sold  15  Aug.,  1865. 

9 Screw.  Built  1861-62.  Sunk  off  Charleston  by 

torpedo,  17  February,  1864. 

4 Screw.  Purchased  1863-64.  Sold  10  Aug.,  1865. 

..  Screw.  Purchased  1864-65.  Sold  10  Aug.,  1865. 

4 Screw.  Purchased  1861-62.  Sold  12  July,  1865. 

6 Paddle.  Purchased  1S64-65.  Sold  17  Aug.,  1865. 
4 Screw.  Purchased  1861-62.  Sold  30  Nov.,  1865. 
. . Screw.  Built  1874.  Wrecked  1879. 

4 Screw.  Built  1861-62.  Sold  14  June,  1869. 

. . Screw.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

2 Screw.  Purchased  1863-64.  Sold  25  Oct.,  1865. 


6 

1 

8 

2200  20 
442  2 

133  2- 

330  .. 

230  .. 

974  8 

400  .. 

483  2 

828  8 

695  6 

453  9 

593  3 

. 507  4 

940  4 

. 50 


Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1865. 
Screw.  Purchased  1863-64.  Sunk  by  torpedo,  23 
April,  1865. 

Screw.  Built  1864-65.  Converted  into  sailing 
vessel  and  sold  in  East  Indies. 

Screw.  Built  1863-64. 

Iron-clad.  Built  1861-62.  Captured  24  Feb.,  1863. 
Paddle.  Purchased  1861-62.  Sold  20  June,  1865. 
Screw.  Built  1874.  Torpedo  boat. 

Paddle.  Purchased  1863-64.  Re-named  Grampus. 
Paddle.  Built  1861-62,  Sold. 

Paddle.  Built  1847.  Sold  1850. 

Screw.  Purchased  1863-64.  Originally  Shiloh. 
Sold  1874. 

Paddle.  Purchased  1861-62.  Destroyed  on  Coast 
of  North  Carolina,  11  January,  1864. 

Screw.  Built  1858.  Repairing  at  Mare  Island. 
Screw.  Purchased  1861-62.  Captured20  Jan.,  1863. 
Paddle.  Purchased  1864-65.  Sold  12  July,  1865. 
Screw.  Built  1861-62.  Sold  30  November,  1865. 
Screw.  Purchased  1863-64.  Sold  1 Aug.,  1865. 
Screw.  Purchased  1862-63.  Sold  17  Aug.,  1865. 


. 229  3 Paddle.  Purchased  1861-62.  Lost  6 Nov.,  1865. 

.1151  9 Paddle.  Purchased  1861-62. 

220  2 Screw.  Purchased  1863-64.  Sold  1866. 
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Leyden 806  . . Screw.  Built  1864-65.  Yard-tug,  Portsmouth. 

Lilac 129  2 Screw.  Purchased  1863-64.  Sold  12  July,  1865. 

Lilian 630  2 Paddle.  Built  1864-65.  Sold  30  Nov.,  1865. 

Lily 50  1 Screw.  Purchased  1862-63.  Sunk  by  collision, 

3 May,  1863. 

Linden 177  6 Screw.  Purchased  1862-63.  Snagged  and  sunk, 

22  February,  1864. 

Lioness Ram.  Purchased  1861-62.  Sold. 

Little  Ada 196  2 Screw.  Purchased  1864-65.  Sold  12  Aug.,  1865. 

Little  Rebel Ram.  Captured  1861-62.  Sold  29  Nov.,  1865. 

Lodona 860  7 Screw.  Purchased  1862-63.  Sold  20  June,  1865. 

Louisiana 295  4 Screw.  Purchased  1861-62.  Used  as  powder- 

boat  off  Fort  Fisher,  23  December,  1864. 

Louisville 468  13  Iron-clad.  Purchased  1861-62.  Sold. 

Lupin 68  ..  Screw.  Purchased  1863-64.  Sold  28  Oct.,  1865. 

Mackinaw 974  8 Paddle.  Built  1861-62.  Sold  1867. 

Madawasca 2840  23  Screw.  Built  1865.  Re-named  Tennessee.  Flag 

ship  North  Atlantic  Squadron. 

Madge 218  2 Screw.  Purchased  1861-62.  Sunk  off  Frying-Pan 

Shoals,  11  October,  1863. 

Magnolia 843  3 Paddle.  Purchased  1861-62.  Sold  12  Jan.,  1865. 

Mahaska 832  6 Paddle.  Built  1861-62.  Sold. 

Mahopac 580  2 Iron-clad.  Built  1861-62.  At  Brandon,  James 

River. 

Malvern , 627  3 Paddle.  Purchased  1863-64.  Sold  25  Oct.,  1868. 

Manayunk. 550  2 Iron-clad.  Built  1861-62.  Now  Ajax,  1874. 

Mahattan 550  - 2 Iron-clad.  Built  1861-62.  At  Brandon,  James 

River. 

Manitou 2000  15  Screw.  Built  1870.  Name  changed  to  Worcester. 

Laid  up,  Norfolk,  Va. 

Maratanza 786  6 Paddle.  Built  1861-62.  Sold. 

Marblehead 5 jQTJfe  4 Screw.  Built  1861-62.  Sold. 

Maria Screw.  Built  1863-64.  Sunk  by  collision,  186-. 

Marietta Iron-clad.  Built  1861-62.  Sold  17  April,  1873. 

Marietta Iron-clad.  Built  1863-64. 

Marigold 11^^^2  Screw.  Purchased  1863-64.  Sold  1866. 

Marion 910  8 Screw.  Built  1874.  South  Atlantic  Squadron. 

Marmora 207  8 Stern-wheel.  Purchased  1862-63.  Sold  17  Au- 

gust,.*^ i t t r 

Martin 25  ..  Screw.  Purchased  1864-65.  Sold  10  Aug.,  1865. 

Mary  Sanford 757  3 Screw.  Purchased  1863-64.  Sold  10  Aug.,  1868. 

Massachusetts 765  ,. . Screw.  Built  1848.  Transferred  from  War  De- 

partment. Re-named  Farralones  and  sold  1866. 

Massachusetts 2107  4.0  Screw.  Building  1866.  Originally  Passaconaway. 

On  the  stocks,  Portsmouth,  N.  Y. 

Massasoit 974  8 Paddle.  Built  1861-62.  Sold  1807. 

Mattahessett 974  8 Paddle.  Built  1861-62.  Sold  1867. 

Maumee 593  4 Screw.  Built  1861-62.  Sold  8 June,  1869. 

Mayflower 306  2 Screw.  Built  1863-64.  Practice-ship,  Cadet  En- 

gineers, 1874. 

Memphis 791  4 Screw.  Purchased  1861-62.  Sold  8 Jone,  1869. 

Mendota 974  8 Paddle.  Built  1861-62.  Sold  1867. 

Mercedita 770  7 Screw.  Purchased  1861-62.  Sold  28  Oct.,  1865. 

Mercury 187  2 Paddle.  Purchased  1861-62.  Sold  1873. 

Meredosia 1380  12  Screw.  Not  built. 

Merrimac 3200  40  Screw.  Built  1855.  Captured  at  Norfolk  by  the 

Rebels. 

Merrimac,  41h 684  6 Paddle.  Purchased  1863-64.  Foundered  Febru- 

ary, 1865- 
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Metacomet 974  8 Paddle.  Built  1861-62. 

Meteor 221  6 Paddle.  Purchased  1863-64.  Sold  5 Oct.,  1865. 

Miami 730  7 Paddle.  Built  1861-62.  Sold  10  Aug.,  1865. 

Miantonomoli 1225  4 Iron-clad.  Built  1861-62.  Rebuilding,  1874,  at 

Chelsea. 

Michigan 450  8 Paddle.  Built  1844.  On  Lake  Erie. 

Mignonnette 50  ..  Screw.  Purchased  1862-68.  Sold  17  April,  1873. 

Milwaukee ?....  970  4 Iron-clad.  Built  1861-62.  Sunk  by  torpedo,  28 

March,  1865. 

Milwaukee 970  4 Iron-clad.  Built  1864-65.  Sunk  by  torpedo,  2§ 

March,  1865. 

Mingo  ...974  8 ' Paddle.  Built  1861-62.  Sold  1867. 

Minnesota.  8200  40  Screw.  Built  1855.  Training  Ship. 

Minnetonka 2490  21'  Screw.  Built  1870.  Re-named  California.  Sold 

May,  1875. 

Mississippi ..  10  Paddle.  Built  1841.  Destroyed  at  Port  Hudson 

14  March,  1863. 

Missouri 1700  10  Paddle.  Built  1841.  Burned  at  Gibraltar,  1843 

Mist 233  7 Paddle.  Purchased  1864-65.  Sold. 

Mistletoe 50  ..  Screw.  Purchased  1862-63.  Sold  29  Nov.,  1865. 

Moccasin 192  3 Screw.  Purchased  1864-65.  Sold  5 Oct.,  1865. 

Modoc.. 483  1 Iron-clad.  Built  1865.  Broken  up,  1875. 

Mohawk 464  5 Screw.  Purchased  1858.  Sold  1864. 

Mohican 910  8 Screw.  Built  1858.  Rebuilding  at  Mare  Island. 

Mohongo .1084  10  Paddle.  Built  1863-64.  Sold  Noyember,  1870. 

Monadnock .......1091  4 Iron-clad.  Built  1861-62.  Laid  up,  Mare  Island. 

Rebuilding. 

Monarch ..  ..  Ram.  Purchased  1861-62.  Sold. 

Mondamin 2348  13  Screw:.  Purchased  1864-65.  Not  built. 

Monitor 776  2 Iron-clad.  Built  1861-62.  Original  type  of  tur- 

reted  vessels.  Foundered  otf  Cape  Hatteras,  21 
December,  1862. 

Monocacy 747  ..  Paddle.  Built  1864-65.  Asiatic  Station. 

Monongahela 960  11  Screw.  Built  1861-62.  Laid  up,  Mare  Island,  Cal. 

Montauk....  496  2 Iron-clad.  Built *1861-62.  Navy  Yard,  Wash- 
ington. ; • - 

Montauk 844  4 Iron-clad.  Built  1 86-bN/J.  Repairing  at  New 

Work,  1854c.'  " 

Monterey... , 1)2'  1 Screw.  Purchased  1863-64.  Yard-tug,  Mare  Island. 

Montgomery... ......  787  5 Screw.  Purchased  1861-62.  Sold  10  Aug.,  1865. 

Moificello 655  7 Screw.  Purchased  1861-62.  Sold  1 Nov.,  1865. 

Moodia 677  2 Iron-clad.  Built  1861-62.  Sold. 

Moose 189  6 Paddle.  Purchased  1863-64.  Sold  17  Aug.,  1865. 

Morse. ...  A 513  2 Paddle.  Purchased  1861-62.  Sold  20  July,  1865. 

Moshubi 2000  15  Screw.  Built  1867.  Re-named  Severn.  Sold  1877. 

Mound  City 512  13  Iron-clad.  Built  1861-62. 

Mount  Vernon 625  3 Screw.  Purchased  1861-62.  Sold  12  July,  1865. 

Mount  Washington Paddle.  Purchased  1861-62.  Sold  21  June,  1868. 

Mascoota 1030  10  Paddle.  Built  1863-64.  Sold  8 May,  1869. 

Mvrtle 50  ..  Screw.  Built  1862-63.  Sold  17  August,  1865. 

Mystic.V 464  5 Screw.  Purchased  1858.  Sold. 

Mystic. 541  7 Screw.  Purchased  1863-64.  Sold  20  June,  1868. 

Nab  ant 496  2 Iron-clad.  Built  1861- 62.  At  League  Island. 

Naiad 185  8 Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1868. 

Nansemond.. . . . 340  4 Paddle.  Purchased  1863-64.  Sold  12  Sept.,  1868. 

Nantasket... 523  7 Screw.  Built  1867.  Broken  up. 

Nantucket 496  2 Iron-clad,  Built  1861-62.  At  Annapolis. 

Napa 614  2 Iron-clad.  Built  1863-64.  Broken  up. 
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Primrose 94  2 Screw.  Purchased  1862-63.  Sold  17  March,  1871* 

Psincess  Royal 828  7 Screw.  Purchased  1863-64,  Sold  12  Sept.,  1865' 

Princeton,  1st 672  ..  Screw.  Built  1843.  First  screw  vessel  of  war  ever 

built.  Broken  up. 

Princeton,  2nd 10  Screw.  Built  1851.  Sold  9 October,  1866t 

Proteus. 1254  11  Screw.  Purchased  1863-64.  Sold  12  July,  1865. 

Pulaski 395  1 Paddle.  Purchased  1858.  Sold  at  Montevideo, 

1863. 

Puritan 1870  2 Iron-clad.  Built  1861-62.  Broken  up.  Rebuild- 

ing at  Chester. 

Pushmataha 2000  16  Screw.  Built  1867.  Re-named  Congress.  Ordi- 

nary, Kittery  Yard  , 

Quaker  City 1600  9 Paddle.  Purchased  1861-62.  Sold  20  June,  1865. 

Queen 630  7 Screw.  Purchased  1863-64.  Sold  13  Oct.,  1868. 

Queen  City ... .. 212  9 Paddle  Purchased  1863-64.  Captured  24  June, 

1864. 

Queen  of  the  West Ram.  Purchased  1861-62.  Grounded  and  cap- 

tured, 14  February,  1863. 

Quinnebaug 910  8 Screw.”  Built  1864-65  European  Squadron. 

Quinsigamond 2127  4 Iron-clad.  Built  1863-64.  Re-named  Oregon. 

On  the  stocks,  1874. 

Ranger 541  ..  Screw.  Built  1874.  Pacific. 

Rattler 165  6 Paddle.  Purchased  1862-63.  Wrecked  and  aban- 

doned, 30  December,  1864. 

Red  Rover 1 Paddle.  Purchased  1862-63.  Sold  29  Nov.,  1865. 

Reindeer 212  6 Paddle.  Purchased  1863-64.  Sold  17  Aug,,  1875. 

Reliance 90  1 Screw.  Purchased  1861-62.  Captured  23  Aug., 

1863. 

Republic 90  1 Screw.  Purchased  1864-65.  Sold  1 Aug.,  1865. 

Resaca 900  10  Screw.  Built  1864-65.  Sold  187- 

Rescue Ill  1 Screw.  Purchased  1861-62.  Fire-tug,  Washing- 

ton Navy  Yard,  1872. 

Resolute. 90  1 Screw.  Purchased  1861-62.  Sold  23  June,  1868. 

Rhode  Island 1517  7 Paddle.  Purchased  1861-62.  Sold  1867. 

Richmond 2000  14  Screw.  Built  1858.  Flag-ship,  Asiatic  Squadron. 

Rio  Bravo ....  , 325  ..  Paddle.  Purchased  1875.  Turned  over  to  War 

Department,  June,  1879. 

Roanoke 3400  40  Screw.  Built  1855.  Converted  into  a three  tur- 

reted  monitor.  Laid  up  at  New  York. 

Rocket 127  ..  Screw.  Purchased  1863-64.  Yard-tug,  New  York. 

Rpdolph 217  6 Paddle.  Purchased  1863-64.  Sunk  by  torpedo, 

1 April,  1865. 

Romeo 175  6 Paddle.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

Rose 62  1 Screw.  Purchased.  Yard-tug,  Pensacola. 

R.  R.  Cuyler 1202  8 Screw.  Purchased  1861-62.  Sold  15  Aug.,  1865. 

Sachem 197  5 Screw.  Purchased  1861-62.  Sold. 

Saco 410  3 Screw.  Built  1865.  Laid  up,  Mare  Island. 

Sacramento 1367  9 Screw.  Built  1801-62.  Wrecked  in  EasLT»di, 

19  June,  1867. 

Sagamore 507  4 Screw.  Built  1861-62.  Sold  1866. 

Saginaw 453  4 Paddle.  Built  1858.  Wrecked  in  Pacific,  29  Oc 

tober,  1870. 

Sampson 600  ..  Paddle.  Purchased  1861-62.  Sold  17  Aug.,  1865. 

Sandusky 479  2 Iron-clad.  Built  1861—62.  Sold  17  April,  1873. 

Sangamon 496  2 Screw.  Built  1861-62.  Re-named  Jason.  Ax 

Philadelphia. 
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San  Jacinto 6 Screw.  Built  1848.  Lost  in  West  Indies,  1 Janu- 

ary, 1865. 

Santiago  de  Cuba 1567  10  Paddfie.  Purchased  1861-62.  Sold  21  Sept.,  1865. 

Saranac 1288  11  Paddle.  Built  1848.  Sunk  June,  1875. 

Sassacus 974  8 Paddle.  Built  1 861-62.  Sold. 

Satelette 929  2 Paddle.  Purchased  1861-62.  Captured  23  Au- 

gust, 1868. 

Saugus • . 550  2 Iron-clad.  Purchased  1862-63.  Laid  up  at  Wash- 

ington. 

Scorpion,  2nd 339  3 Paddle.  Purchased  1846.  Sold  1848. 

Scotia 507  4 Screw.  Built  1861-62.  Sunk  by  torpedo,  14  April, 

1865.  Raised  and  sold  25  October  , 1865. 

Scourge,  3rd 230  3 Screw.  Purchased.  Sold  1848. 

Sea  Gull -150  3 Paddle.  Purchased  1822.  Sold  1840. 

Sebago. 832  6 Paddle.  Built  1861-62.  Sold. 

Selma 590  4 Paddle.  Purchased  1864-65.  Sold  18  Aug.,  1865. 

Seminole 801  3 Screw.  Built  1858.  Sold  20  July,  1870. 

Seneca. 507  4 Screw.  Built  1861 -62.  Sold. 

Serapis 1380  12  . Screw.  Not  built. 

Shakamaxon 3200  4 Screw.  Built  1863-64.  Re-named  Nebraska,  and 

broken  up  at  Philadelphia  Navy  Yard.  On  the 
. stocks,  1874. 

Shamokon 1030  10  Paddle.  Built  1863-64.  Sold  21  October,  1869. 

Shamrock 974  8 Paddle.  Built  1861-62.  Sold. 

Shawmut 410  3 Screw.  Built  1863.  Ijaid  up,  Norfolk. 

Shawmut 593  3 Screw.  Built  1864-65.  North  Atlantic  Squad- 

ron, 1874. 

Shawnee 483  2 Iron-clad.  Built  1863-64.  Broken  up,  1875. 

Shawsheen 180  2 Paddle.  Purchased  1861-62.  Sold. 

Shenandoah 929  11  Screw.  Built  1861-62.  Flag-ship,  South  Atlantic 

Squadron. 

Shiloh 614  2 Iron-clad.  Purchased  1863-64.  Re-named  Iris. 

At  New  Orleans,  1874. 

ShoL  ion 700  6 Paddle.  Purchased  1863-64.  Sold  25  Oct.,  1865. 

Sign?1 190  6 Stern-wheel.  Purchased  1882-63.  Captured  5 

May,  1864. 

Silver  Cloud 190  6 Paddle.  Purchased  1863-64.  Sold  17  Aug.,  1865. 

Silver  Lake. 212  6 Stern-wlieel.  Purchased  1862-CC.  Sold  17  Aug., 

1865. 

Siren 232  8 Paddle.  Purchased  1864-65.  Sold  17  Aug.,  1865. 

Snowdrop 125  2 Screw.  Purchased  1863-64.  Yard-tug,  Norfolk. 

Snowdrop 125  2 Screw.  Purch  *sed  1864-65. 

Somerset 521  6 Paddle.  Purchased  1861-62.  Sold. 

Sonoma 955  6 Paddle.  Purchased  1861-62.  Sold  1-8.87. 

Sorrel 68  . . Built  1863-^J  Laid  up  ?»81Lcagite  Island. 

Southfield.. ....‘451  4 Paddle.  Purchased  1861-62.  Sunk  by  Rebel  ram, 

19  April,  1864. 

South  Carolina. 165  6 Screw.  Purchased  1861-62.  Sold  1866. 

S,ovv~r<?ign 440  2 Paddle.  Purchased  1862-63.  Sold  29  Nov.,  1865. 

speedwell 806  2 Screw.  Built  1863-64.  Laid  up  at  Washington. 

Spirea. 406  6 Screw.  -Purchased  1864-65.  Sold  5 Oct.,  1866. 

Spitfire,  4th 228  3 Paddle.  Purchased  1846.  Sold  1848. 

Springfield 146  6 Paddle.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

Spuyten  Duyvil 116  ..  Screw.  Purchased  1864  65.  Broken  up,  New 

York. 

Squando  .... 614  2 Iron-clad.  Built  1863-64.  Re-named  Algoma, 

and  broken  -up,  1874. 

Standish 306  2 Screw.  Built  1863-64.  League  Island. 

Stars  and  Stripes 407  4 Screw.  Purchased  1861-62.  Sold  10  Aug.,  1865. 
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Weehawken 840  2 Iron-clad.  Built  1861--62.  Sunk  off  Morris  Island, 

0 December,  1863. 

Western  World 441  5 Screw.  Purchased  1861-62.  Sold  23  June,  1868. 

Westfield 891  6 Paddle.  Purchased  1861-62.  Blown  up  in  Gal- 

veston Bay,  1 January,  1863. 

W.  G.  Putnam. 149  2 Paddle.  Built  1861-62.  Sold  20  June,  1868. 

W.  N.  Brown 800  1 Paddle.  Purchased  1862-63.  Sold  17  Aug.,  1865. 

Whitehead 136  1 Screw.  Purchased  1861-62.  Sold  10  Aug.,  1868. 

Wilderness 390  3 Paddle.  Purchased  1864-65.  Sold  7 Sept.,  1865. 

Willamette ....2200  8 Screw.  Built  1863-64.  Sold. 

Winnebago 970  4 Iron-clad.  Built  1881-62.  Re-named  Tornado. 

Sold. 

Winnebago 540  4 Iron-clad.  Built  1863.  Sold  1874. 

Winnipec 1030  10  Paddle.  Built  1863-64.  Sold  17  June,  1869. 

Winona- 507  4 Screw.  Built  1861-62.  Sold  30  November,  1868. 

Winooski 974  8 Paddle.  Buill  1862-63.  Sold. 

Winooski 974  10  Paddle.  Built  1864-65.  Sold. 

Wissahickon 507  4 Screw.  Built  1861-62.  Sold  25  October,  1865. 

Wyalusing 974  8 Paddle,  Built  1861-62.  Sold  1867. 

Wyandank 399  2 Paddle.  Purchased  1861-62.  Store-hulk,  Naval 

Academy.  Broken  up. 

Wyandotte 550  2 Screw.  Purchased  1858.  Washington  Navy  Yard. 

Wyoming 726  6 Screw.  Built  1858.  European  Station. 

Yankee 328  3 Paddle.  Purchased  1861-62.  Sold  15  Sept.,  1865. 

Yantic 410  3 Screw.  Built  1864.  North  Atlantic  Squadron. 

Yazoo 483  2 Iron-clad.  Built  1863-64.  Sold  and  broken  up, 

1874. 

Young  America 173  1 Paddle.  Purchased  1861-62.  Sold  12  July,  1865. 

Young  Rover 418  5 Screw.  Purchased  1861-62.  Sold  22  June,  1865. 

Yucca 373  2 Screw.  Purchased  1864-65.  Sold. 

Yuma. 483  2 Iron-clad.  Built  1863-64.  Sold  at  New  Orleans, 

1874. 

Zeta Screw.  Purchased  1864-65.  Sold. 

Zouave.., 127  1 Screw.  Purchased  1861-62.  Sold  12  July,  1865. 


RECOGNITION  BY  CONGRESS 


O F 

GALLANT  SERVICES  OF  OFFICERS  AND  OTHERS 

OF  THE 

Navy  and  Marine  Corps. 


Resolution  requesting  the  President  to  present  a gold  medal  to  Captain  Thomas  Truxtun  ; 
and  respecting  the  conduct  of  Midshipman  James  Jarvis. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Thomas 
Truxtun,  a gold  medal,  emblematical  of  the  late  action  between  the  United  States’ 
frigate  Constellation,  of  thirty-eight  guns,  and  the  French  ship  of  war  La,  Vengeance, 
of  fifty-four;  in  testimony  of  the  high  sense  entertained  by  Congress  of  his  gallantry 
and  good  conduct  in  the  above  engagement,  wherein  an  example  was  exhibited  by  the 
captain,  officers,  sailors,  and  marines,  honorable  to  the  American  name,  and  instructive 
to  its  rising  navy. 

That  the  conduct  of  James  Jarvis,  a midshipman  in  said  frigate,  who  gloriously 
preferred  certain  death  to  an  abandonment  of  liis  post,  is  deserving  of  the  highest 
praise,  and  that  the  loss  of  so  promising  an  officer  is  a subject  of  national  regret. 

Approved  March  29,  1800. 


Resolution  expressing  the  sense  of  Congress  on  the  gallant  conduct  of  Lieutenant  Sterett, 
the  officers , and  crew  of  the  United  States ’ schooner  Enterprise. 

That  they  entertain  a high  sense  of  the  gallant  conduct  of  Lieutenant  Sterett,  and 
the  other  officers,  seamen,  and  marines,  on  board  the  schooner  Enterprise,  in  the  cap- 
ture of  a Tripolitan  corsair  of  fourteen  guns  and  eighty  men. 

That  the  President  of  the  United  States  be  requested  to  present  to  Lieutenant  Sterett 
a sword,  commemorative  of  the  aforesaid  heroic  action;  and  that  one  month’s  pay  be 
allowed  to  all  the  other  officers,  seamen,  and  marines,  who  were  on  board  the  Enter- 
prise when  the  aforesaid  action  took  place. 

Approved  February  3,  1802. 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Stephen 
Decatur,  the  officers,  and  crew  of  the  United  States'  ketch  Intrepid , in  attacking , in  the 
harbor  of  Tripoli , and  destroying,  a Tripolitan  frigate  of  forty-four  guns. 

That  the  President  of  the  United  States  be  requested  to  present,  in  the  name  of 
Congress,  to  Captain  Stephen  Decatur,  a sword,  and  to  each  of  the  officers  and  crew  of 
the  United  States’  ketch  Intrepid,  two  months’  pay,  as  testimony  of  the  high  sense 
entertained  by  Congress  of  the  gallantry,  good  conduct,  and  services  of  Captain 
Decatur,  the  officers  and  crew,  of  the  said  ketch  in  attacking,  in  the  harbor  of  Tripoli, 
and  destroying,  a Tripolitan  frigate  of  forty-four  guns. 

Approved  November  27,  1804. 
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An  act  rewarding  the  officers  and  crew  of  the  frigate  Constitution , and  the  officers  and  Grew 

of  the  Wasp. 

Be  it  enacted , &c .,  That  the  President  of  the  United  States  be,  and  he  is  hereby 
authorized  to  have  distributed,  as  prize  money,  to  Captain  Isaac  Hull,  of  the  frigate 
Constitution,  his  officers  and  crew,  the  sum  of  fifty  thousand  dollars,  for  the  capture 
and  destruction  of  the  British  frigate  Guerriere  : and  the  like  sum,  in  like  manner,  to 
Captain  William  Bainbridge,  his  officers  and  crew,  for  the  capture  and  destruction  of 
the  British  frigate  Java:  and  the  sum  of  twenty -five  thousand  dollars  in  like  manner, 

Captain  Jacob  Jones,  of  the  sloop  of  war  Wasp,  his  officers  and  crew,  for  the  cap- 
ture of  the  British  sloop  of  war  Frolic : and  that  the  sum  of  one  hundred  and  twenty- 
five  thousand  dollars,  out  of  any  money  in  the  treasury  not  otherwise  appropriated, 
be,  and  the  same  is  hereby,  appropriated  for  the  purposes  aforesaid. 

Approved  March  3,  1813. 


An  act  to  reward  the  officers  and  crew  of  the  sloop  of  war  Hornet,  and  Lieutenant  Elliott, 

and  his  officers  and  companions. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have 
distributed,  as  prize  money,  to  Captain  James  Lawrence,  late  of  the  sloop  of  war 
Hornet,  his  officers  and  crew,  or  their  widows  and  children,  the  sum  of  twenty-five 
thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig  Peacock;  and  to 
Lieutenant  Elliott,  and  his  officers  and  companions,  or  their  widows  and  children,  the 
sum  of  twelve  thousand  dollars,  for  the  capture  and  destruction  of  the  British  brig 
Detroit;  and  that  the  sum  of  thirty-seven  thousand  dollars  be,  and  the  same  is  hereby, 
appropriated  to  the  purpose  aforesaid,  to  be  j>aid  out  of  any  money  in  the  treasury  not 
otherwise  appropriated. 

Approved  July  13,  1813. 


Resolution  relative  to  the  brilliant  achievement  of  Lieutenants  Burrows  and  McCall. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Lieutenant  William  Burrows,  and  to  Lieutenant  Edward  R.  McCall,  of  the 
brig  Enterprise,  a gold  medal,  with  suitable  emblems  and  devices;  and  a silver  medal, 
with  like  emblems  and  devices,  to  each  of  the  commissioned  officers  of  the  aforesaid 
vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry  and 
good  conduct  of  the  officers  and  crew  in  the  conflict  with  the  British  sloop  Boxer,  on 
the  fourth  of  September,  in  the  year  eighteen  hundred  and  thirteen.  And  the  President 
is  also  requested  to  communicate  to  the  nearest  male  relative  of  Lieutenant  Burrows, 
the  deep  regret  which  Congress  feel  for  the  loss  of  that  valuable  officer,  who  died  in 
the  arms  of  victory,  nobly  contending  for  his  country’s  rights  and  fame. 

Approved  January  6,  1814. 


Resolution  directing  a sword  to  be  presented  to  the  nearest  male  relation  of  Midshipman 

John  Clark. 

That  the  President  of  the  United  States  be  requested  to  present  a sword  to  the 
nearest  male  relation  of  Midshipman  John  Clark,  who  was  slain  gallantly  combatting 
the  enemy  in  the  glorious  battle  gained  on  Lake  Erie,  under  the  command  of  Captain 
Perry,  and  to  communicate  to  him  the  deep  regret  which  Congress  feels  for  the  loss  of 
that  brave  officer. 

Approved  February  19,  1814. 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Thomas 
Macdonough,  the  officers , seamen,  marines,  and  infantry  serving  as  marines,  on  board  the 
United  States  squadron  on  Lake  Champlain. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Thomas  Macdonough,  and,  through  him,  to  the  officers,  petty  officers,  seamen,  marines 
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and  infantry  serving  as  marines,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  splendid  victory  gained  on  Lake  Champlain,  on  the  eleventh  of  Septem- 
ber, in  the  year  one  thousand  eight  hundred  and  fourteen,  over  a British  squadron  of 
superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  emblemetical  of  the  action  between  the  two  squadrons,  and  to  present  them 
to  Captain  Maedonough  and  Captain  Robert  Henley,  and  also  to  Lieutenant  Stephen 
Cassin,  in  such  manner  as  may  be  most  honorable  to  them ; and  that  the  President  be 
further  requested  to  present  a silver  medal,  with  suitable  emblems  and  devices,  to  each 
of  the  commissioned  officers  of  the  navy  and  army  serving  on  board,  and  a sword  to 
each  of  the  midshipmen  and  sailing-masters,  who  so  nobly  distinguished  themselves 
in  that  memorable  conflict. 

That  the  President  of  the  United  States  be  requested  to  present  a.  silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  Peter  Gamble, 
and  of  Lieutenant  John  Stansbury,  and  to  communicate  to  them  the  deep  regret 
which  Congress  feels  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the 
recollection  and  affection  of  a grateful  country. 

That  three  months’  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  marines,  who  so  gloriously 
supported  the  honor  of  the  American  flag  on  that  memorable  day. 

Approved  October  20,  1814. 


Resolutions  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Captain  Oliver  H 

Perry,  the  officers , seamen , marines , and  infantry  acting  as  such , on  board  his  squadron. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  presented  to  Captain 
Oliver  Hazard  Perry,  and  through  him  to  the  officers,  petty  officers  , seamen,  marines, 
and  infantry  serving  as  such,  attached  to  the  squadron  under  his  command,  for  the 
decisive  and  glorious  victory  gained  on  lake  Erie,  on  the  tenth  of  September,  in  the 
year  eighteen  hundred  and  thirteen,  over  a British  squadron  of  superior  force. 

That  the  President  of  the  United  States  be  requested  to  cause  gold  medals  to  be 
struck,  emblematical  of  the  action  between  the  two  squadrons,  and  to  present  them  to 
Captain  Perry  and  Captain  Jesse  D.  Elliott,  in  such  manner  as  will  be  most  honorable 
to  them ; and  that  the  President  be  further  requested  to  present  a silver  medal,  with 
suitable  emblems  and  devices,  to  each  of  the  commissioned  officers,  either  of  the  navy 
or  army,  serving  on  board,  and  a sword  to  each  of  the  midshipmen  and  sailing-masters 
who  so  nobly  distinguished  themselves  on  that  memorable  day. 

That  the  President  of  the  United  States  be  requested  to  present  a silver  medal,  with 
like  emblems  and  devices,  to  the  nearest  male  relative  of  Lieutenant  John  Brooks,  of 
the  marines,  and  a sword  to  the  nearest  male  relatives  of  Midshipman  Henry  Laub, 
and  Thomas  Claxton,  Jr.,  and  to  communicate  to  them  the  deep  regret  which  Congress 
feel  for  the  loss  of  those  gallant  men,  whose  names  ought  to  live  in  the  recollection 
and  affection  of  a grateful  country,  and  whose  conduct  ought  to  be  regarded  as  an 
example  to  future  generations. 

That  three  months’  pay  be  allowed,  exclusively  of  the  common  allowance,  to  all  the 
petty  officers,  seamen,  marines,  and  infantry  serving  as  such,  who  so  gloriously  sup- 
ported the  honor  of  the  American  flag,  under  the  orders  of  their  gallant  commander, 
on  that  signal  occasion. 

Approved  January  6,  1814. 


Resolution  relative  to  the  brilliant  achievement  of  Captain  James  Lawrence,  in  the  capture 
of  the  British  vessel  of  war , the  Peacock. 

That  the  President  of  the  United  States  be  requested  to  present  to  the  nearest  male 
relative  of  Captain  James  Lawrence,  a gold  medal,  and  a silver  medal  to  each  of  the 
commissioned  officers  who  served  under  him  in  the  sloop  of  war  Hornet,  in  her  conflict 
with  the  British  vessel  of  war,  the  Peacock,  in  testimony  of  the  high  sense  entertained 
by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and  crew  in  the  capture 
of  that  vessel;  and  the  President  is  also  requested  to  communicate  to  the  nearest  rela- 
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tive  of  Captain  Lawrence  the  sense  which  Congress  entertains  of  the  loss  which  the 
naval  service  of  the  United  States  has  since  sustained  in  the  death  of  that  distin- 
guished officer. 

Approved  January  11,  1814 


Resolutions  expressive  of  the  sense  of  Congress  relative  to  the  victory  of  the  Peacock,  ever 

the  Epervier. 

That  the  President  of  the  United  States  he  requested  to  present  to  Captain  Lewis 
Warrington,  of  the  sloop  of  war  Peacock,  a gold  medal,  with  suitable  emblems  and 
devices,  and  a silver  medal,  with  like  emblems  and  devices,  to  each  of  the  commis- 
sioned officers,  and  a sword  to  each  of  the  midshipmen,  and  to  the  sailing-master,  of 
the  said  vessel,  in  testimony  of  the  high  sense  entertained  by  Congress  of  the  gallantry 
and  good  c onduct  of  the  officers  and  crew,  in  the  action  with  the  British  brig  Epervier, 
on  the  twenty-ninth  day  of  April,  in  the  year  one  thousand  eight  hundred  and  fourteen, 
in  which  action  the  decisive  effect  and  great  superiority  of  the  American  gunnery  were 
so  signally  displayed. 

Approved  October  21, 1814. 


Resolution  expressive  of  the  sense  of  Congress  relative  to  the  capture  of  the  British  sloop 
Reindeer , by  the  American  sloop  Wasp. 

That  the  President  of  the  United  States  be  requested  to  present  to  Captain  Johnston 
Blakely,  of  the  sloop  Wasp,  a gold  medal,  with  suitable  devices,  and  a silver  medal, 
with  like  devices,  to  each  of  the  commissioned  officers,  and  also  a sword  to  each  of  the 
midshipmen,  and  the  sailing-master  of  the  aforesaid  vessel,  in  testimony  of  the  high 
sense  entertained  by  Congress  of  the  gallantry  and  good  conduct  of  the  officers  and 
crew,  in  the  action  with  the  British  sloop  of  war  Reindeer,  on  the  twenty-eighth  of 
June,  in  the  year  one  thousand  eight  hundred  and  fourteen,  in  which  action  determined 
bravery  and  cool  intrepidity,  in  nineteen  minutes  obtained  a decisive  victory,  by 
boarding. 

Approved  November  8,  1814. 


Resolutions  expressive  of  the  high  sense  entertained  by  Congress  of  the  gallantry  and  good 
conduct  of  Commodore  D.  T.  Patterson,  and  Major  D.  Carmack,  and  of  the  officers, 
seamen , and  marines , under  their  command , in  the  defence  of  New  Orleans. 

That  Congress  entertain  a high  sense  of  the  valor  and  good  conduct  of  Commodore 
D.  T.  Patterson,  of  the  officers,  petty  officers,  and  seamen,  attached  to  his  command, 
for  their  prompt  and  efficient  co-operation  with  General  Jackson,  in  the  late  gallant 
and  successful  defence  of  the  city  of  New  Orleans,  when  assailed  by  a poweiful  British 
force. 

That  Congress  entertain  a high  sense  of  the  valor  and  good  conduct  of  Major  Daniel 
Carmick,  of  the  officers,  non-commissioned  officers,  and  marines,  under  his  command, 
in  the  defence  of  the  said  city  on  the  late  memorable  occasion. 

Approved  February  22,  1815. 


Resolution  requesting  the  President  to  present  medals  to  Captain  James  Biddle,  and  the 
officers  of  the  sloop  of  war  Hornet. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present 
to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  a gold  medal,  with  suitable  em- 
blems and  devices,  and  a silver  medal,  with  suitable  emblems  and  devices,  to  each 
commissioned  officer  oi  the  said  sloop  of  war,  in  testimony  of  the  high  sense  enter- 
tained by  Congress  of  the  gallantry,  good  conduct,  and  services,  of  Captain  Biddle,  his 
officers  and  crew,  in  capturing  the  British  sloop  of  war  Penguin,  after  a brave  and 
skilful  combat. 

Approved  February  22,  1816. 
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Resolution  requesting  the  President  to  present  medals  to  Captain  Stewart  and  the  officer's  of 

the  frigate  Constitution. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to  present  to 
Captain  Charles  Stewart,  of  the  frigate  Constitution,  a gold  medal,  with  suitable  em- 
blems and  devices,  and  a silver  medal,  with  suitable  emblems  and  devices,  to  each  com- 
missioned officer  of  the  said  frigate,  in  testimony  of  the  high  sense  entertained  by  Con- 
gress of  the  gallantry,  good  conduct,  and  services,  of  Captain  Stewart,  his  officers  and 
crew,  in  the  capture  of  the*- British  vessels  of  war,  the  Cyane  and  the  Levant,  after  a 
brave  and  skilful  combat. 

Approved  February  22,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  sloop  of  war  Hornet , for  the  capture  and  de- 
struction of  the  British  sloop  of  war  Penguin. 

That  the  President  of  the  United  States  be,  and  he  is  hereby,  authorized  to  have  dis- 
tributed, as  prize-money,  to  Captain  James  Biddle,  of  the  sloop  of  war  Hornet,  his  offi- 
cers and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  the  capture  and  destruction 
of  the  British  sloop  of  war  Penguin ; and  that  the  sum  of  twenty -five  thousand  dollars, 
out  of  any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  here- 
by, appropriated  for  the  purpose  aforesaid. 

Approved  February  28,  1816. 


An  act  rewarding  the  officers  and  crew  of  the  Constitution  for  the  capture  of  the  British  sloop 

of  war  Levant. 

That  the  President  of  the  United  States  be,  and  he  hereby  is,  authorized  to  have  dis' 
tributed,  as  prize-money,  to  Captain  Charles  Stewart,  late  of  the  frigate  Constitution, 
his  officers  and  crew,  the  sum  of  twenty-five  thousand  dollars,  for  the  capture  of  the 
British  sloop  of  war  Levant ; and  that  the  sum  of  twenty-five  thousand  dollars,  out  of 
any  money  in  the  treasury  not  otherwise  appropriated,  be,  and  the  same  is  hereby,  ap- 
propriated for  the  purpose  aforesaid. 

Approved  April  26,  1816.  g 


Resolution  expressive  of  the  sense  of  Congress  of  the  gallant  conduct  of  Lieutenant  Duncan, 

of  the  United  States  Navy. 

That  the  provisions  of  the  joint  resolutions  of  Congress,  passed  October  twenty, 
eighteen  hundred  and  fourteen,  entitled  “ Resolutions  expressive  of  the  sense  of  Con- 
gress of  the  gallant  conduct  of  Captain  Thomas  Macdonough,  the  offieers,  seamen,  and 
marines,  and  infantry  serving  as  marines,  on  board  of  the  United  States  squadron  on 
lake  Champlain,”  be  so  construed  and  extended  as  to  include  the  name  of  Silas  Dun- 
can, a lieutenant  in  the  navy  of  the  United  States,  in  testimony  of  the  sense  which  is 
entertained  by  both  Houses  of  Congress,  of  the  distinguished  gallantry  and  good  con- 
duct of  the  said  Lieutenant  Duncan,  in  an  action  with  the  enemy’s  forces,  on  the  sixth 
of  September,  eighteen  hundred  and  fourteen,  on  the  same  lake. 

Approved  May  13,  1826. 


Joint  resolution  of  thanks  to  the  officers , sailors  and  marines  of  the  United  States  Navy. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered  to  the  officers,  sailors, 
and  marines  of  the  navy  of  the  United  States,  for  the  zeal  and  ability  with  which  their 
duty  during  the  late  war  with  Mexico,  and  especially  their  efficient  co-operation  with 
the  army  of  the  United  States  in  the  capture  of  Vera  Cruz  and  the  Castle  of  San  Juan 
de  Ulloa,  was  performed. 

That  the  President  of  the  United  States  be  requested  to  cause  the  foregoing  resolu- 
tion to  be  communicated  to  the  officers,  sailors,  and  marines  of  the  Navy  of  the  United 
States  in  such  terms  as  he  may  deem  best  calculated  to  give  effect  to  the  object 
thereof. 

Approved  August  7,  1848. 
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A joint  resolution  directing  the  presentation  of  a medal  to  Commander  Duncan  II.  Ingra- 
ham. 

That  the  President  of  the  United  States  be,  and  he  is  hereby  requested,  to  cause  to 
be  made  a medal,  with  suitable  devices,  and  presented  to  Commander  Duncan  N. 
Ingraham,  of  the  Navy  of  the  United  States,  as  a testimonial  of  the  high  sense  enter- 
tained by  Congress  of  his  gallant  and  judicious  conduct  on  the  second  of  July,  eight- 
een hundred  and  fifty-three,  in  extending  protection  to  Martin  Kos?ta,  by  rescuing  him 
from  illegal  seizure  and  imprisonment  on  board  the  Austrian  war-brig  Hussar. 

Approved  August  4,  1854. 


A resolution  conferring  the  rank  of  senior  fag -officer  on  the  active  service  list  of  the  United 
States  Navy  on  Captain  Charles  Stewart. 

That  the  President  of  the  United  States,  by  and  with  the  advice  and  consent  of  the 
Senate,  be,  and  he  is  hereby,  authorized  and  empowered  to  confer  on  Captain  Charles 
Stewart,  of  the  United  States  Navy,  in  recognition  of  his  distinguished  and  meritori- 
ous service,  the  commission  of  senior  flag  officer  of  the  United  States  Navy,  on  the 
active  service  list. 

Approved  March  2,  1859. 


A resolution  giving  the  thanks  of  Congress  to  the  officers , soldiers,  and  seamen  of  the  Army 
and  Navy  for  their  gallantry  in  the  recent  brilliant  victories  over  the  enemies  of  the  United 
States  and  the  Constitution. 

That  the  thanks  of  Congress  are  due  and  are  hereby  tendered,  to  the  officers,  sol- 
diers, and  seamen  of  the  Army  and  Navy  of  the  United  States,  for  the  heroic  gallantry, 
that  under  the  providence  of  Almighty  God,  has  won  the  recent  series  of  brilliant  vic- 
tories over  the  enemies  of  the  Union  and  the  Constitution. 

Approved  February  22,  1862. 


UPON'  RECOMMENDATION  OF  THE  PRESIDENT. 

A resolution  tendering  the  thanks  of  Congress  to  Captain  Samuel  F.  DuPont,  and  officers , 
petty  officers , seamen , and  marines  under  his  command,  for  the  victory  at  Port  Royal. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Samuel  F. 
DuPont,  and  through  M»m  to  the  officers,  petty  officers,  seamen,  and  marines  attached 
to  the  squadron  under  his  commnad,  for  the  decisive  and  splendid  victory  achieved  at 
Port  Royal  on  the  seventn  day  of  November  last. 

Approved  February  22,  1862. 


A resolution  expressive  of  the  thanks  of  Congress  to  Captain  A.  H.  Foote,  of  the  United 
States  Navy  and  to  the  officers  and  men  under  his  command  in  the  western  flotilla. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due,  and  are  hereby 
tendered  to  Captain  A.  H.  Foote  of  the  United  States  Navy,  and  to  the  officers  and  men 
of  the  western  flotilla  under  his  command,  for  the  great  gallantry  exhibited  by  them 
in  the  attack  upon  Forts  Henry  and  Donelson,  for  their  efficienry  in  opening  the  Ten- 
nessee, Cumberland,  and  Mississippi  rivers  to  the  pursuits  of  lawful  commerce,  and  for 
their  unwavering  devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest 
difficulties  and  dangers. 

Approved  March  19, 1862. 


A resolution  expressive  of  the  thanks  of  Congress  to  Lieutenant  J.  L.  Worden,  of  the 
United  States  Navy,  and  to  the  officers  and  men  under  his  command  in  the  Monitor. 

That  the  thanks  of  Congress  and  of  the  American  people  are  due  and  are  hereby  ten- 
dered to  Lieutenant  John  L.  Worden,  of  the  United  States  Navy,  and  to  the  officers  and 
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men  of  the  iron-clad  gunboat  Monitor,  under  his  command,  for  the  skill  and  gallantry 
exhibited  by  them  in  the  late  remarkable  battle  between  the  Monitor  and  the  rebel 
iron-clad  steamer  Merrimac. 

Sec.  2.  Be  it  further  resolved,  That  the  President  of  the  United  States  be  requested 
to  cause  this  resolution  to  be  communicated  to  Lieutenant  Worden,  and  through  him 
to  the  officers  and  men  under  his  command 
Approved  July  11,  1862. 


UPON  RECOMMENDATION  OF  THE  PRESIDENT. 

A resolution  of  thanks  to  Captain  David  G.  Farragut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command. 

That  the  thanks  of  the  people  and  of  the  Congress  of  the  United  States  are  due  and 
are  hereby  tendered  to  Captain  David  G.  Farragut,  of  the  United  States  Navy,  and  to 
the  officers  and  men  under  his  command,  composing  his  squadron  in  the  Gulf  of  Mex- 
ico, for  their  successful  operations  on  the  lower  Mississippi  river,  and  for  their  gallantry 
displayed  in  the  capture  of  Forts  Jackson  and  St.  Philip,  and  the  city  of  New  Orleans, 
and  in  the  destruction  of  the  enemy’s  gunboats  and  armed  flotilla. 

Sec.  2.  And  l)e  it  further  resolved,  That  the  Secretary  of  the  Navy  be  directed  to  com- 
municate this  resolution  to  Captain  Farragut,  and  through  him  to  the  officers  and  men 
under  his  command. 

Approved  July  11,  1862. 


UPON  recommendation  of  the  president. 

A resolution  tendering  the  thanks  of  Congress  to  Captain  Louis  M-  Goldsborough,  and 
officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  victory  at  Roanoke 
Island. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  Louis  M. 
Goldsborough,  and  through  him  to  the  officers,  petty  officers,  seamen,  and  marines  at- 
tached to  the  squadron  under  his  command,  for  the  brilliant  and  decisive  victory 
achieved  at  Roanoke  Island  on  the  seventh,  eighth,  and  tenth  days  of  February  last. 
Approved  July  11,  1862. 


UPON  RECOMMENDATION  OF  THE  PRESIDENT. 

Joint  resolution  tendering  the  thanks  of  Congress  to  Captain  Andrew  H.  Foote,  of  the 

United  States  Navy. 

That  the  thanks  of  Congress  be,  and  the  same  are  hereby,  tendered  to  Captain 
Andrew  H.  Foote,  of  the  United  States  Navy,  for  his  eminent  services  and  gallantry  at 
Fort  Henry,  Fort  Donelson,  and  Island  Number  Ten,  while  in  command  of  the  naval 
forces  of  the  United  States. 

Sec.  2.  That  the  President  of  the  United  States  be,  and  he  is  hereby,  requested  to 
transmit  a certified  copy  of  the  foregoing  resolution  to  Captain  Foote. 

Approved  July  16.  1862.  * 


Joint  resolution  tendering  the  thanks  of  Congress  to  Commander  John  L.  Worden,  of  the 

United  States  Navy. 

That  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  advance  Commander  John  L.  Whfden  one  grade,  in  pursuance  of  the 
ninth  section  of  the  act  of  Congress  of  sixteenth  <Uily,  eighteen  hundred  and  sixty-two, 
that  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Commander  John  L. 
Worden  for  highly  distinguished  conduct  in  conflict  with  the  enemy  in  the  remarkable 
battle  between  the  United  States  iron-clad  steamer  Monitor,  under  his  command,  and 
the  rebel  iron-clad  frigate  Merrimac,  in  March,  eighteen  hundred  and  sixty-two. 

Approved  February  3,  1863. 
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Joint  resolution  tendering  the  thanks  of  Congress  to  Commodore  Charles  Henry  Davis, 
and  other  officers  of  the  Navy , in  pursuance  of  the  recommendation  of  the  President  of  the 
United  States. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  given  to  the  following  officers 
of  the  United  States  Navy,  upon  the  recommendation  of  the  President  of  the  United 
states,  viz:  Commodore  Charles  Henry  Davis,  for  distinguished  services  in  conflict 
with  the  enemy  at  Fort  Pillow,  at  Memphis,  and  for  successful  operations  at  other 
points  in  the  waters  of  the  Mississippi  river;  Captain  John  A.  Dahlgren,  for  dis- 
tinguished service  in  the  line  of  his  profession,  improvements  in  ordnance,  and  zealous 
and  efficient  labors  in  the  ordnance  branch  of  the  service ; Captain  Stephen  C.  Rowan, 
for  distinguished  services  in  the  waters  of  North  Carolina,  and  particularly  in  the 
capture  of  Newbern,  being  in  chief  command  of  the  naval  forces  ; Commander  David 
D.  Porter,  for  the  bravery  and  skill  displayed  in  the  attack  on  the  post  of  Arkansas, 
which  surrendered  to  the  combined  military  and  naval  forces  on  the  tenth  of  January, 
eighteen  hundred  .and  sixty-three;  Rear  Admiral  Silas  H.  Stringham,  now  on  the 
retired  list,  for  distinguished  services  in  the  capture  of  Forts  Hatteras  and  Clark ; and 
that  a copy  of  this  resolution  be  forwarded  to  each  of  the  above  officers  by  the 
President  of  the  United  States. 

Approved  February  7,  1863. 


Joint  resolution  tendering  the  thanks  of  Congress  to  Captain  John  Rodgers,  of  the  United 
States  Navy  for  eminent  skill  and  zeal  in  the  discharge  of  his  duties. 

That,  in  pursuance  of  the  recommendation  of  the  President  of  the  United  States,  and 
to  enable  him  to  advanee  Captain  Rodgers  one  grade  in  pursuance  of  the  ninth  section 
of  the  act  of  Congress  of  sixteenth  July,  eighteen  hundred  and  sixty-two,  the  thanks 
of  Congress  be,  and  they  are  hereby,  tendered  to  Captain  John  Rodgers  for  the 
eminent  skill  and  gallantry  exhibited  by  him  in  the  engagement  with  the  rebel  armed 
iron-clad  steamer  “Fihgal,”  alias  “Atlanta,”  whilst  in  command  of  the  United  States 
iron-clad  steamer  ‘Weehawken,”  which  led  to  her  capture  on  June  seventeenth, 
eighteen  hundred  and  sixty-three ; and  also  for  the  zeal,  bravery,  and  general  good 
conduct  shown  by  this  officer  on  many  occasions. 

Approved  December  23, 1863. 


A resolution  of  thanks  of  Congress  to  Commodore  Cadwalader  Ringgold,  the  officers  and 
crew  of  the  United  States  ship  “ Sabine.  ” 

That  the  thanks  of  Congress  are  hereby  tendered  to  Commodore  Ringgold,  the 
officers,  petty  officers,  and  men  of  the  United  States  ship  “ Sabine,”  for  the  daring  and 
skill  displayed  in  rescuing  the  crew  of  the  steam  transport  “ Governor,”  wrecked  in  a 
gale  on  the  first  day  of  November,  eighteen  hundred  and  sixty-one,  having  on  board  a 
battalion  of  United  States  marines  under  the  command  of  Major  John  G.  Reynolds, 
and  in  the  search  for,  and  rescue  of,  the  United  States  line-of-battle  ship  “ Vermont,” 
disabled  in  a gale  upon  the  twenty-sixth  of  February  last,  ^ith  her  crew  and  freight. 

Sec.  2.  That  the  Secretary  of  the  Navy  be  directed  to  communicate  the  foregoing 
resolution  to  Commodore  Ringgold,  and  through  him  to  the  officers  and  men  under 
hi3  command. 

Approved  March  7,  1864. 


Joint  Resolution  tendering  th'ffthanks  of  Congress  to  Admiral  Porter. 

That  the  thanks  of  Congress  be,  and  they  are  hereby,  tendered  to  Admiral  David  D. 
Porter,  commanding  the  Mississippi  squadron,  for  the  eminent  skill,  endurance  and 
gallantry  exhibited  by  him  and  his  squadron,  in  co-operation  with  the  Army,  in  open- 
ing the  Mississippi  River. 

Approved  April  19,  1864. 
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A resolution  tendering  the  thanks  of  Congress  to  Captain  John  A.  Winslow,  United  States 
Navy,  and  to  the  officers  and  men  under  his  command,  on  board  the  United  States  steamer 
Kearsarge , in  her  conflict  with  the  piratical  craft  the  Alabama,  in  compliance  with  the 
President's  recommendation  to  Congress  of  the  fifth  of  December,  eighteen  hundred  and 

sixty -four. 

That  the  thanks  of  Congress  are  due,  and  are  hereby  tendered,  to  Captain  John  A. 
Winslow,  of  the  United  States  Navy,  and  to  the  officers,  petty  officers,  seamen  and 
marines  of  the  United  States  steamer  Kearsarge,  for  the  skill  and  gallantry  exhibited 
by  him  and  the  officers  and  men  under  his  command  in  the  brilliant  action  on  the 
nineteenth  of  June,  eighteen  hundred  and  sixty-four,  betweeruthat  ship  and  the  jrirat- 
ical  craft  Alabama,  a vessel  superior  to  his  own  in  tonnage,  in  guns,  and  in  the  number 
of  her  crew. 

Approved  December  20,  1864. 

A resolution  tendering  the  thanks  of  Congress  to  Lieutenant  William  B.  Cushing,  0/  the 
United  States  Navy,  and  to  the  officers  and  men  who  assisted  him  in  his  gallant  and  peril- 
ous achievement  in  destroying  the  rebel  steamer  Albermarle,  in  compliance  with  the  Presi- 
dent's recommendation  to  Congress  of  the  fifth  of  December , eighteen  hundred  and  sixty- 
four. 

That  the  thanks  ot  Congress  are  due,  and  are  hereby  tendered,  to  Lieutenant 
William  B.  Cushing,  of  the  United  States  Navy,  and  to  the  officers  and  men  under  his 
command,  for  the  skill  and  gallantry  exhibited  by  them  in  the  destruction  of  the  rebel 
iron-clad  gteamer  Albemarle,  at  Plymouth,  North  Carolina,  on  the  night  of  the  twenty- 
seventh  of  October,  eighteen  hundred  and  sixty-four. 

Approved  December  20,  1864. 


A resolution  tendering  the  thanks  of  Congress  to  Bear- Admiral  David  D.  Porter,  and  to 
the  officer  S'  petty  officers,  seamen,  and  marines  under  his  command,  for  their  gallantry  and 
good  conduct  in  the  recent  capture  of  Fort  Fisher. 

That  the  thanks  of  Congress  are  hereby  presented  to  Rear-Admiral  David  D.  Porter, 
and  to  the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  the  un- 
surpassed gallantry  and  skill  exhibited  by  them  in  the  attacks  upon  Fort  Fisher  and 
the  brilliant  and  decisive  victory  by  which  that  important  work  has  been  captured 
from  the  rebel  forces  and  placed  in  the  possession  and  under  the  authority  of  the 
United  States,  and  for  their  long  and  faithful  services  and  unwavering  devotion  to  the 
cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and  dangers. 

Sec.  2.  And  be  it  further  resolved,  That  the  President  of  the  United  States  be  requested 
to  communicate  this  resolution  to  Admiral  Porter,  and  through  him  to  the  officers,  sea- 
men, and  marines  under  his  command. 

Approved  January  24,  1865. 


A resolution  tendering  the  thanks  of  Congress  to  Vice-Admiral  David  G.  Farragut,  and 
to  the  officers,  petty  officers,  seamen,  and  marines  under  his  command,  for  their  gallantry 
and  good  conduct  in  the  action  in  Mobile  Bay  on  the  fifth  August,  1864. 

That  the  thanks  of  Congress  are  eminently  due,  and  are  hereby  tendered,  to  Vice- 
Admiral  David  G.  Farragut,  of  the  United  States  Navy,  and  to  the  officers,  petty  offi- 
cers, seamen,  and  marines  under  his  command,  for  the  unsurpassed  gallantry  and  skill 
exhibited  by  them  in  the  engagement  in  Mobile  Bay  on  the  fifth  day  of  August, 
eighteen  hundred  and  sixty-four,  and  for  their  long  and  faithful  services  and  unwaver- 
ing devotion  to  the  cause  of  the  country  in  the  midst  of  the  greatest  difficulties  and 
dangers. 

Sec.  2.  That  the  President  of  the  United  States  be  requested  to  communicate  this 
resolution  to  Vice-Admiral  Farragut,  and  that  the  Secretary  of  the  Navy  be  requested 
to  communicate  the  same  to  the  officers,  seamen,  and  marines  of  the  Navy  by  general 
order  of  his  department. 

Approved  February  10,  1866. 


PROMOTIONS,  RETIREMENTS  AND  CASUALTIES 

SINCE  JANUARY  1,  1880. 


PROMOTIONS. 


Abbott,  Jobe  8. 

Lieutenant,  27  July,  1881. 

Amory,  E.  E. 

Lieutenant-Commander,  22  Jan.,  1881. 
Arms,  Eymaaa. 

Master,  80  August,  1881. 

Auger,  Jobn  I®.  J. 

Lieutenant,  10  January,  1881. 

Hedger,  Oscar  C. 

Commodore,  15  November,  1881. 
Rates,  N © 3L« 

Medical  Inspector,  15  July,  1881. 

Beaumont,  J.  €. 

Rear-Admiral,  25  November,  1881c 
Beeson,  William  8. 

Ensign,  7 August,  1881. 

Book,  George  M. 

Lieutenant-Commander,  28  May,  1881. 

Bostwick,  F»  M. 

Ensign,  30  August,  1881 

Bowyer,  Jobn  M. 

Master,  28  May,  1881. 

Bradford,  B.  F. 

Captain,  15  November,  1881. 

Bronaogh,  William  N« 

Ensign,  7 August,  1881. 

Buford,  M.  B. 

Lieutenant-Commander,  30  Aug.,  1881. 

Bull,  James  U. 

Lieutenant,  22  April,  1881. 

Burdick,  William  E. 

Ensign,  27  July,  1881. 


Case,  Frank  B® 

Ensign,  15  November,  1881. 

Chapman,  James  H. 

Assistant  Paymaster,  22  March,  1881. 
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Chester,  C.  M. 

Commander,  15  November,  1881. 

Clark,  Eewis. 

Commander,  29  March,  1881. 

Cochran,  George. 

Pay  Inspector,  30  August,  1881. 

Colwell,  John  C. 

Master,  1 June,  1881. 

Constant,  W.  M. 

Ensign,  30  August,  1881. 

Conway,  William  C. 

Lieutenant,  12  March,  1881. 

Cook,  F.  A. 

Commander,  1 October,  1881. 
Cooper,  G.  H. 

Rear-Admiral,  15  November,  1881. 

Crosfoy,  Freeman  IS. 

Lieutenant,  7 August,  1881. 

Ban  a,  W.  S. 

Commander,  7 August,  1881. 

Benfield,  George  W® 

Ensign,  22  April,  1881. 

Bodd,  Arthur  W. 

Ensign,  29  March,  1881. 

Dombangh,  IS®  M. 

Ensign,  1 October,  1881. 

Born,  Edwin  J, 

Master,  7 August,  1881. 

Brury,  11. 

Passed  Assistant  Paymaster,  9 March, 
1881. 

Bunn,  Herber  O. 

Ensign,  12  March,  1881. 

Edes,  Benjamin  E. 

Lieutenant-Commander,  22  April, 
1881. 
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Emmons,  George  T. 

Master,  15  November,  1881. 

Fiske,  B.  A. 

Master,  2 February,  1881. 

Flynne,  SiUCian. 

Master,  22  April,  1881. 
Franklin,  Sjimwel  JR. 
Commodore,  28  May,  1881. 


GraiR,  Albert;  W. 

Ensign,  17  May,  1881® 


If  alpine,  N.  J.  E*  T® 

Ensign,  1 October,  1881. 

Harris,  II.  T.  B. 

Paymaster,  18  July,  1881. 

Harrington,  P.  F. 

Commander,  28  May,  1881. 

Harrison,  If.  W. 

Ensign,  11  June,  1881. 

If  calls,  Frank  B. 

Ensign,  28  May,  1881. 

Hal  burn,  William. 

Lieutenant,  14  September,  1881. 

Hodges,  Benjamin  W. 

Ensign,  24  February,  1881. 

Hoff,  William  B. 

Commander,  7 August,  1881. 

Holmes,  Frank  If® 

Master,  24  February,  1881. 

Houston,  E. 

Lieutenant-Commander,  29  March, 
1881. 

Ifoxsey,  T.  B. 

Passed  Assistant  Paymaster,  18  Jan., 
1881. 

Hunker,  Jacob  J. 

Lieutenant,  15  November,  1881. 

II litter,  George  E. 

Master,  27  July,  1881. 

Hutchins,  Hamilton. 

Master,  22  May,  1881. 


Ide,  George  E. 

Lieutenant-Commander,  1 Oct.,  1881. 

Impey,  R.  E. 

Lieutenant-Commander,  14  Sept.,  1881. 

Jeffries,  Alfred. 

Ensign,  7 August,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  18  March,  1881. 


Jouett,  E.  P. 

Lieutenant,  30  August,  1881. 

Krafft,  J.  €.  P.  de. 

Commodore,  1 October,  1881. 

Eansdale,  Pis  flip  V. 

Ensign,  1 June,  1881. 

Beach,  Boynton. 

Lieutenant,  7 August,  1881. 

Eittlcfield,  C.  W. 

Passed  Assistant  Paymaster,  14  July, 
1881. 

liOngnecker,  Edwin. 

Lieutenant-Commander,  7 Aug.,  1881. 

Eooanis,  J.  Porter. 

Paymaster,  30  August,  1881. 

knee,  Stephen  B. 

Commodore,  25  November,  1881. 

Eudlow,  Nicoll. 

Commander,  14  September,  1881. 

Lull,  E.  P. 

Captain,  14  September,  1881. 

Lyman,  C.  II. 

Lieutenant,  11  June,  1881. 

Machette,  Henry  C. 

Paymaster,  16  June,  1881. 

McCauley,  Edward  IT. 

Commodore,  7 August,  1881. 

Matthews,  E.  O. 

Captain,  7 August,  1881. 

Mead,  William  W. 

Lieutenant-Commander,  12  March* 
1881. 

Mentz,  George  W. 

Lieutenant,  25  November,  1881. 

Merriam,  G.  A. 

Lieutenant,  28  May,  1881. 

Milton,  John  R. 

Lieutenant,  30  August,  1881. 

Miller,  Jos.  N. 

Captain,  28  May,  1881. 

Moore,  Andrew  M. 

Surgeon,  1 April,  1881. 

Nieolson,  John  O. 

Master,  1 October,  1881. 

Nicholson,  J.  W.  A. 

Rear-Admiral,  1 October,  1881. 

Noel  I,  York. 

Master,  25  November,  1881. 

Norton,  Charles  S. 

Captain,  1 October,  1881. 
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logtrand,  W.  H. 

Master,  7 August,  1881. 

tfye,  H.  C.  T. 

Lieutenant,  1 October,  1881. 


Oliver,  lames  II. 

Ensign,  14  September,  1881. 


Parker,  James  P. 

Ensign,  10  January,  1881. 

Parker,  John  F. 

Master,  17  May,  1881. 

Peacock,  Bavid. 

Master,  14  September,  1881. 

Perry,  Tliomas. 

Lieutenant-Commander,  25  Nov.,  1881. 
Peters,  George  II. 

Master,  10  January,  1881. 

Peterson,  Arthur. 

Passed  Assistant  Paymaster,  1 Sept., 
1881. 

Ptaythain,  R.  I*. 

Captain,  25  November,  1881. 


May,  W.  P. 

Lieutenant,  21  February,  1881. 

Reainey,  Bazar  us  L. 

Lieutenanl,  2 February,  1881. 

Meicli,  Henry  F. 

Master,  29  March,  1881. 

Reynolds,  Edwin  B. 

Master,  1 October,  1881. 

Mooney,  William  R.  A. 

Master,  11  June,  1881. 

Ross,  John  W. 

Surgeon,  17  August,  1881. 

Rush,  William  R. 

Ensign,  25  November,  1881. 

Salter,  T.  G.  €. 

Lieutenant,  7 August,  1881. 


Carter,  S.  P. 

Commodore,  6 August,  1881. 

Cook,  T. 

11  October,  1881. 

Cutter,  George  E. 

Pay  Director,  Chief  Bureau  of  Revi- 
sions, 30  August,  1881. 

Mavis,  George  Leonard. 

Pay  Inspecior,  17  January,  1881. 


Sclienck,  Casper. 

Pay  Director,  30  August,  1881. 

Scott,  Bernard  ©• 

Master,  80  August,  1881. 

Selfridge,  Thomas  ©. 

Captain,  24  February,  1881. 

Sieard,  Montgomery. 

Captain,  7 August,  188.1. 

Smith,  Henry  II 

Passed  Assistant  Paymaster,  6 Dec., 
1880. 

Spotts,  James  H. 

Rear-Admiral,  28  May,  1881. 

Stewart,  J.  W. 

Master,  12  March,  1881. 

Tan  well,  William  G. 

Surgeon,  15  July,  1881. 

Thomas,  E.  B. 

Lieutenant-Communder,  7 Aug.,  1881. 

Toppan,  Francis  W. 

Lieutenant,  29  March,  1881. 

Tyler,  II.  R. 

Ensign,  22  May,  1881. 

Tail,  A.  II. 

Lieutenant-Commander,  15  Nov.,  1881. 


Wackenshaw,  H.  C. 

Ensign,  2 February,  1881. 

Wales,  P.  S. 

Medical  Director,  14  October,  1881. 

'Whitfield,  William  E. 

Master,  7 August,  1881. 

Winslow,  Francis. 

Lieutenant,  17  May,  1881. 

Wise,  William  C. 

Commander,  24  February,  1881. 

Wright,  A.  H. 

Commander,  25  November,  1881. 


D LIST. 

Fairfax,  I>.  McT. 

Rear-Admiral,  1 October,  1881, 

Fletcher,  Arthur  H. 

Lieutenant. 

Howell,  J.  C. 

Rear-Admiral,  25  November,  1881. 

Ring,  J.  W. 

Chief  Engineer,  26  August,  1881. 
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Lawton,  E. 

Chief  Engineer,  3 March,  1881. 

Nicholson,  Somervill. 

Commodore,  22  January,  1880.  Re- 
stored to  Active  List  next  after  Com- 
modore C.  H.  Wells.  Retired  7 
April,  1881,  after  40  yeals  service. 

Rodgers,  C.  E.  F. 

Rear-Admiral,  15  November,  1881. 


Safiord,  E.  T. 

11  October,  1881. 

Stevens,  Thomas  II. 

Rear-Admiral,  27  May,  1881. 

Taylor,  William  E. 

Medical  Inspector,  14  January,  1881. 

Whiting,  W.  I>. 

Captain,  7 August,  1881. 

Williams,  L.  J. 

Medical  Director,  14  October,  1881. 


deceased. 


Aston,  A. 

Chief  Engineer,  10  September,  1881. 

Breese,  II.  Randolph. 

Captain,  13  September,  1881. 

Browne,  Samuel  T. 

Paymaster-,  15  June,  1881. 

Edes,  Benjamin  E. 

Lieutenant-Commander.  Killed  by  ex- 
plosion at  Newport,  R.  I.,  29  Aug., 
1881. 


Grove,  Thomas  G, 

Lieutenant,  27  July,  1881. 

Mouse,  Jerome  R. 

Lieutenant,  9 January,  1881. 

Hunter,  Henry  C. 

Lieutenant,  10  June,  1881. 

Jones,  George  W. 

Assistant  Paymaster,  21  June,  1881. 

Tew  is,  Robert  F.  R. 

Captain,  23  February,  1881. 


Matthewrs,  E.  S. 

Surgeon,  16  August,  1881. 

McCrea,  Edward  P. 

Captain,  October,  1881. 

McBougal,  Charles  J. 

Commander,  28  March,  1881. 

Preston,  William  M. 

Passed  Assistant  Paymaster,  8 March, 
1881. 

Spalding,  Lyinan  G. 

Lieutenant.  Killed  by  explosion  of  a 
torpedo  at  Newport,  R.  I.,  29  Aug., 
1881. 

Sprague,  J.  P. 

Chief  Engineer,  15  September,  1881. 

Stevens,  If.  H.  • 

Assistant  Engineer,  24  April,  1881. 

Terrell,  Thomas  C. 

Lieutenant,  16  May,  1881. 

Thomson,  Curtis  II. 

Passed  Assistant  Paymaster,  13  July, 
1881. 

Whittaker,  J.  W. 

Chief  Engineer,  9 March,  1881. 


RESIGNED. 


Burnett,  John  C. 

Passed  Assistant  Paymaster,  3 Aug., 
1881. 

Rustoee,  Perrin. 

Master,  31  May,  1881. 


Gatewood,  R. 

Cadet  Engineer,  19  August,  1881. 


Michelson,  Albert  A. 

Master,  30  September,  1881. 


Peering,  Charles  W. 

Master,  21  May,  1881, 

Be  Blois,  Thomas  A. 

Lieutenant,  1 February,  1881. 


Shawr,  Samuel  F. 

Surgeon,  31  March,  1881. 
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MIDSHIPMEN.-  io  June,  1881. 


Except  otherwise  stated. 


Bell,  John  A. 
Blish,  John  B. 

Cahoon,  James  B* 
Chase,  Henry  S. 
Clements,  A.  B. 


Lopez,  Robert  F. 

Marsh,  C.  C. 
Menifee,  Daniel  P. 
Miner,  Randolph  H, 
Mndd,  John  A. 


Dougherty,  John  A. 
Drayton,  Perciral  L. 

Garrett,  Leigh  O. 
Garrett,  Eeroy  M. 
Gibbons,  John  M. 
Gibson,  John. 

Gill,  William  A. 

Hayden,  E.  E. 
Harlow,  Charles  H. 
Hood,  Johh. 


Pnreell,  John  L. 

Ripley,  Charles  $. 

Robinson,  Herbert  J. 

Schwerin,  Rennie  P. 

Sloan,  Robert  S. 

Snowden,  Thomas. 

Thom,  William  A. 

Tillman,  Edwin  H. 

Todd,  Wilson  I. 

4 June,  1880,  to  take  position  nexi 
after  J.  J.  Knapp. 


J ungen,  Charles  W. 
Kellogg,  F.  W- 


Winterhalter,  Albert  G. 

18  June,  1879,  to  take  position  next 
after  W.  G.  David. 


APPOINTED. 


Bennett,  F.  M. 

Assistant  Engineer,  10  June,  1881. 
Bevington,  Iff. 

Assistant  Engineer,  10  June,  1881. 
Bryan,  B.  C. 

Assistant  Engineer,  10  June,  1881. 
Bull,  G.  H. 

Assistant  Engineer,  20  June,  1880. 

Butter  worth,  James. 

Chief  Engineer,  10  March,  1881. 

Canaga,  A.  B. 

Passed  Assistant  Engineer,  10  March, 
1881. 

Carr,  C.  A. 

Assistant  Engineer,  10  June,  1881. 
Cooley,  M.  E. 

Assistant  Engineer,  20  June,  1881. 


Craig,  Thomas  C. 

Assistant  Surgeon,  9 July,  1881. 

Eaton,  W.  C. 

Passed  Assistant  Engineer,  22  March, 
1881. 

Edgar,  John  M. 

Assistant  Surgeon,  9 July,  1881. 

Gridin,  R.  S. 

Assistant  Engineer,  20  June,  1880. 

Hunt,  A.  M. 

Assistant  Engineer,  10  June,  1881. 


Isbester,  R.  T. 

Assistant  Engineer,  10  June,  1881. 
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Ivens,  N.  E. 

Assistant  Engineer,  10  June,  1881. 

Melville,  G.  N. 

Chief  Engineer,  4 Maich,  1881. 

Jaggard,  W.  M. 

Assistant  Surgeon,  9 July,  1881. 

Spangler,  11.  W. 

Assistant  Engineer,  20  June,  1880. 

ILeack,  Philip. 

Assistant  Surgeon,  9 July,  1881. 

McCartney,  J>.  I®. 

Chief  Engineer,  27  August,  1881. 

Whitaker,  Marry  W. 

Assistant  Surgeon,  9 July,  1881. 

THE  NAVY  OF  THE  UNITED  STATES. 


Condensed  from  the  Navy  Register  for  1881,  and  the  Annual  Report  of  the  Secretary  of  the  Navy, 

December,  1881. 

There  were  in  the  service  in  1881,  65  naval  steam  vessels,  all  screw  propellers  except 
six,  besides  28  wooden  sailing  vessels,  24  iron-clad  vessels,  two  torpedo  boats  and  25 
tugs.  Total  189,  of  which  about  57  were  in  efficient  service.  The  number  of  guns  is 
1,083. 

The  active  list  of  the  navy  is  composed  of  1 admiral,  1 vice-admiral,  12  rear-admirals, 
25  commodores,  50  captains,  90  commanders,  80  lieutenant-commanders,  280  lieu- 
tenants, 100  masters,  100  ensigns,  82  midshipmen,  130  cadet-midshipmen,  and  142 
cadet-midshipmen  on  probation  at  the  Naval  Academy,  all  of  whom  are  officers  of  the 
line. 

Of  the  staff  there  are  1 surgeon-general,  15  medical  directors,  14  medical  inspectors, 
50  surgeons,  79  passed  assistant  surgeons,  10  assistant  surgeons,  1 paymaster-general, 
12  pay  directors,  12  pay  inspectors,  49  paymasters,  29  passed  assistant  paymasters,  19 
assistant  paymasters,  1 engineer-in-chief,  69  chief  engineers,  100  passed  assistant  engi- 
neers, 35  assistant  engineers,  73  cadet  engineers,  an-d  79  cadet  engineers  on  probation 
at  the  Naval  Academy;  24  chaplains,  12  professors  ol  mathematics,  1 secretary  for  the 
admiral,  and  1 for  the  vice-admiral ; 1 chief  constructor,  10  naval  constructors,  5 assist- 
ant constructors,  and  10  civil  engineers. 

The  warrant  officers  consist  of  51  boatswains,  55  gunners,  53  carpenters,  42  sail- 
makers,  and  41  mates. 

The  retired  list  is  composed  of  officers  of  the  Tine  as  follows ; 42  rear-admirals,  20 
commodores,  12  captains,  10  commanders,  15  lieutenant-commanders,  8 lieutenants,  11 
masters,  5 ensigns,  2 midshipmen.  Staff  officers,  viz.:  2'2  medical  directors,  1 medical 
inspector,  2 surgeons,  5 passed  assistant  surgeons,  7 assistant  surgeons,  9 pay  directors, 
2 pay  inspectors,  3 paymasters,  2 passed  assistant  paymasters,  1 assistant  paymaster,  19 
chief  engineers,  19  passed  assistant  engineers,  24  assistant  engineers,  3 naval  con- 
structors, 8 chaplains,  7 professors  off  mathematics,  10  boatswains,  5 gunners,  13  car- 
penters, and  10  sailmakers. 

The  active  list  is  therefore  composed  of  1,103  officers  of  the  line,  693  officers  of  the 
staff,  and  242  warrant  officers — total  S,038  officers  of  all  grades. 

The  retired  list  is  composed  of  125  officers  off  the  line,  117  officers  of  the  staff,  38 
warrant  officers,  and  6 professors  of  mathematics. 

There  were,  July,  1881,  in  the  service,  provided  for  by  the  Navy  Appropriation  Act 
for  the  fiscal  year  1882,  7,500  enlisted  men  and  boys. 

The  Marine  Corps  consists  of  77  officers  and  1,500  enlisted  men. 
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PAY  TABLE  OE  THE  XAYY 


At  Sea. 


On  Shore 
Duty. 


On  Leave 
or  Waiting 
Orders. 


Admiral 

Vice-Admiral 

Rear-Admirals 

Commodores .... 

Captains 

Commanders 

Lieutenant-Commanders— 


$13,000 

9.000 

6.000 
6,000 
4,600 
3,500 


$13,000 

$13,000 

8,000 

6,000 

5,000 

4,000 

4,000 

3,000 

3,500 

2,800 

3,000 

2,300 

First  four  years  after  date  of  commission. , 
After  four  years  from  date  of  commission. 


2,800 

3,000 


2,400 

2,600 


2,000 

2,200 


Lieutenants — 


First  five  years 

After  five  years 

Masters — 

First  five  years 

After  five  years..., 

Ensigns— 

First  five  years 

After  five  years 

Midshipmen 

Cadet-Midshipmen 

Mates 

Medical  and  Pay  Directors  and  Medical  and  Pay  Inspectors  and  Chief 

Engineers,  having  the  same  rank  at  sea 

Fleet  Surgeons,  Fleet  Paymasters,  and  Fleet  Engineers 

Surgeons,  Paymasters,  and  Chief  .Engineers— 

First  five  years  after  date  of  commission 

Second  five  years. 

Third  five  years 

Fourth  five  years 

After  twenty  years 

Passed  Assistant  Surgeons,  Passed  Assistant  Paymasters,  and  Past 
Assistant  Engineers — 

First  five  years  after  date  of  appointment 

After  five  years 

Assistant  Surgeons,  Assistant  Paymasters,  and  Assistant  Engineers — 

First  five  years  after  date  of  appointment 

After  five  years 


2.400 
2,600 

1,800 

2,000 

1,200 

1.400 

1,000 

500 

900 

4.400 
4,400 

2,800 

3.200 
8,500 
3,700 

4.200 


2,000 

2,200 

1,700 

1,900 


2,000 

2,200 

1,500 

1,700 

1,000 

1,200 

800 

500 

700 


2,400 

2,800 

3,200 

3,600 

4,000 


1,800 

2,000 

1,400 

1,600 


1,600 

1,800 

1,200 

1,400 

800 

1,000 

600 

500 

500 


2,000 

2,400 

2,600 

2,800 

3,000 


1,500 

1,700 

1,000 

1,200 


Chaplains — 

First  five  years 

After  five  years 

Boatswains,  Gunners,  Carpenters  and  Sail-makers — 

First  three  years 

Second  three  years 

Third  three  years : 

Fourth  three-years 

After  twelve  years 

Cadet  Engineers  (after  examination) 

Naval  Constructors — 


2,500 

2,800 

1,200 

1,300 

1,400 

1,600 

1,800 

1,000 


2,000 

2.300 

900 

1,000 

1.300 
1,300 
1,600 

800 


1,600 

1,900 

700 

800 

900 

1,000 

1,200 

600 


First  five  years 

Second  five  years 

Third  five  years 

Fourth  five  years 

After  twenty  years 

Assistant  Naval  Constructors— 


3.200 
3,400 
3,700 
4,000 

4.200 


2,200 

2,400 

2,700 

3,000 

3,200 


First  four  years. .. 
Second  four  years. 
After  eight  years.. 


2,000 

2,200 

2,600 


1,500 

1,700 

1,900 


Secretary  to  Admiral  and  Vice-Admiral $2,500 

Secretaries  to  Commanders  of  Squadrons 2,000 

Secretary  to  Naval  Academy 1,800 

Clerks  to  Commanders  of  Squadrons  of  Vessels,  750 

First  Clerks  to  Commandants  of  Navy  Yards 1,500 

Second  Clerks  to  Commandants  of  Navy  Yards,  1,200 

Clerk,  Mare  Island  Navy  Yard 1,800 

Clerk  to  Commandants  Naval  Stations 1,500 


Clerks  to  Paymasters  at  Navy  Yards — 

Boston,  New  York,  Philadelphia  and  Wash- 


ington  $1,600 

Mare  Island 1,800 

Kittery,  Norfolk  and  Pensacola 1,400 

At  other  Stations 1,300 


The  pay  of  Seamen  is  $258,  and  of  ordinary  Seamen 
$210  per  annum. 


Note.— The  navy  ration  is  commuted  at  30  cents  per  day.  The  navy  spirit  ration  was  totally  abolished 
July  1, 1870. 

Navy  officers  are  retired  after  40  years  service,  on  their  own  application;  and  they  are  retired  in  any 
case  after  62  years  of  age,  with  some  exceptions.  The  compensation  of  retired  officers  is  75  per  cent,  of 
the  active  pay  of  the  same  rank,  or  50  per  cent,  (according  to  the  oauses  of  retirement.) 
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Abbott,  John  S.  Lt.,  27  July,  1881. 
Ackerman,  Albert  0.  Mid.,  22  June,  1882; 

Ensign,  26  June,  1884. 

Ackley,  Seth  M.  Lt.-Com.,  30  June,  1887. 
Agee,  Alfred  P.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1885. 

Agnew,  Richard.  Carp.  Died  8 Apr.,  1881, 
at  Yokohama,  Japan. 

Alexander,  Robert  C.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1885. 

Alger,  Philip  R.  Mid.,  22  June,  1882;  En- 
sign j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
18S4. 

Alderdice,  Winslow.  Ens.  Res.  31  Aug., 

1880. 

Alderdice,  W.  H.  Asst.  Eng.,  10  June,  1882. 
Allen,  Edwin  J.  Boats.  Died  Sept.  6,  1881, 
at  Phila.,  Pa. 

Allen,  George  M.  P.  A.  Paym.  Res.  1 Nov., 

1884. 

Allen,  Henry  A.  Nav.  Cadet,  4 Sep.,  1883. 
Allen,  Samuel  K.  1st  Lt.  M.  C.  Ret.  Died 
18  Feb.,  1884,  at  Greensboro,  N.  C. 
Allen,  William  H.  Lt.  j.  g.,  1 May,  1884. 
Ames,  Sullivan  D.  Com.  Died  22  Nov.,  1880, 
at  Providence,  R.  I. 

Almy,  Augustus  C.  Ens.  26  June,  1884. 
Ambler,  James  M.  P.  A.  Surg.  Died  1 July, 
1882,  in  Arctic  Regions. 

Amsden,  Charles  H.  Master,  4 Feb.,  1882  ; 
Lt.  j.  g.,  3 March,  1883.  Ret.  20 
May,  1887. 

Arnory,  Edward  L.  Lt.-Com.,  22  Jan.,  1881. 
Ret.  29  June,  1887. 

Anderson,  Edwin  A.  Nav.  Cadet,  5 Aug., 
1882.  Ens.,  1 July,  1884. 

Anderson,  George  E.  Carp.  Ret.  30  Nov., 

1885. 

Anderson,  Martin  A.  Cadet  Eng.,  10  June, 

1881. 

Anderson,  William.  Boats.,  12  Dec.,  1881. 
Andrade,  Cipriano.  Ch’f  En.,  11  Sept.,  1881. 
Andrews,  Philip.  Nav.  Cadet,  28  Sept.,  1882. 
Annan,  J.  W.  Asst.  Eng.,  10  June,  1881. 
Anthony,  Charles  M.  Lt.-Com.  Ret.  Died 
8 Nov.,  1885,  at  Portsmouth,  N.  H. 
Armistead,  Samuel  W.  Nav.  Cadet,  5 Aug., 
1882;  Ens.,  1 July,  1885;  Asst.  Nav. 
Const.,  1 July,  1887. 

Arms,  Lyman.  Ens.  Res.  31  Mar,,  1882. 
Arnold,  H.  N.  T.  Com.  Died  2 April,  1881, 
at  Washington,  D.  C. 

Arnold,  John  F.  Cadet,  Mid.  Res.  27  July, 

1882. 

Arnold,  Solon.  Cad.  Eng.,  10  June,  1881. 
Arthur,  George.  P.  A.  Surg.,  28  Apr.,  1881. 
Ashbridge,  Richard.  P.  A.  Surg.,  11  Oct., 
1881. 


Ashmore,  Henry  B.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26  June, 

1884. 

Aston,  Albert.  Ch’f  Eng.  Died  10  Sept., 
1881,  at  Portsmouth,  N.  H. 

Atlee,  Louis  W.  Asst.  Surg.,  29  Mar.,  1886. 
Atwater,  Charles  N.  Ens.,  20  June,  1882. 
Augur,  John  P.  J.  Lt.  Died  9 Jan.,  1884, 
at  New  York,  N.  Y. 

Aulick,  Hampton.  Surg.,  22  June,  1884. 
Auzal,  Ernest  W.  Asst.  Surg. , 22  Apr. , 1885. 

Babcock,  William  C.  Lt.,  3 Mar.,  1883. 
Baehe,  Benj.  F.  Med.  Dir.  Died  2 Nov., 
1881,  at  New  York,  N.  Y. 

Badger,  Charles  J.  Lt.,  9 Jan.,  1886. 
Badger,  Oscar  C.  Commodore,  15  Nov., 
1881.  Ret.  12  Aug.,  1885. 

Bagg,  John  S.  P.  A.  Surg.  Res.  1 June, 

1883. 

Bailey,  F.  H.  P.  A.  Eng.,  7 Oct.,  1884. 
Baker,  Asher  C.  Lt.,  10  Jan.,  1884. 

Baker,  Francis  H.  Capt.  Died  3 Mar., 
1880,  at  Norfolk,  Va. 

Baker,  John  H.  Asst.  Eng.,  10  June,  1881. 
Baker,  John  W.  P.  A.  Surg.,  30  July, 

1885. 

Baker,  Samuel  H.  Com.,  26  Dec.,  1884. 
Balch,  George  B.  Rear  Adm.  Ret.  3 Jan., 
1883. 

Baldwin,  Charles  H.  Rear  Adm.,  31  Jan., 
1883.  Ret.  3 Sept.,  1884. 

Ballard,  J.  M.  Gunner.  Ret.  28  Nov.,  1885. 
Ballentine,  Henry  L.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Ballinger,  James  G.  Nav.  Cadet,  6 Sept., 
1883. 

Balthis,  Henry  H.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1885. 

Bankson,  Lloyd.  Cadet  Eng.,  13  Sept.,  1877. 
Barkley,  Richard  W.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1885. 

Barker,  James  T.  Boats.  Died  16  Sept., 
1885,  at  Brooklyn,  N.  Y. 

Barber,  Joel  A.  Lt.  j.  g.  Res.  1 Aug.,  1883. 
Barnes,  Charles  E.  Cadet.  Eng.  Res.  14 
Nov.,  1881. 

Barnett,  George.  Nav.  Cadet,  5 Aug.,  1882  ; 

2d  Lt.  M.  Corps,  1 July,  1883. 
Barnicoat,  Edward  W.  Carp.  Ret.  Died 
12  Dec.,  1882,  at  Charlestown,  Mass. 
Barrett,  Edward.  Commodore.  Died  31 
Mar.,  1880,  at  New  York,  N.  Y. 
Bartleman,  Richard  M.  Ch’f  Eng.  Died  22 
Dec  , 1884,  at  Phila.,  Pa. 

Baughman,  George  E.  P.  A.  Paym.  Died 
4 Aug.,  1880,  at  sea  on  board  the 
‘ ‘ Alliance.  ” 
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Beale,  Joseph.  Mid.,  22  June,  1882;  Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Beach,  Robert  J.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Beardslee,  Lester  A.  Capt.,  26  Nov.,  1880. 
Beatty,  Frank  E.  Master,  19  June,  1882; 

' Lt.  j.  g.,  3 Mar.,  1883. 

Beaumont,  John  C.  Rear  Adm.  Ret.  Died 
2 Aug.,  1882,  at  Durham,  N.  H. 
Beaumont,  Horatio  N . Surg.  Died  30  Apr. , 
1887,  at  New  Hope,  Pa. 

Beckwith,  Henry  C.  P.  A.  Eng.  Ret.  Died 
12  July,  1885,  at  Amenia,  N.  Y. 
Beecher,  Albert  M.  Nav.  Cadet,  5 Aug., 
1882;  Ens.,  1 July,  1886. 

Beecher,  Mark  H.  Prof.  Ret.  Died  22 
May,  1882,  at  Albion,  N.  Y. 

Belknap,  Alfred  A.  Pay.  Dir.  Ret.  Died 
14  March,  1884,  at  Warwick,  N.  Y. 
Belknap,  George  E.  Commodore,  2 June, 

1885. 

Bell,  Thomas  G.  Boats.  Ret.  Died  10  Aug. , 

1883,  at  Sea  Cliff  (L.  I.),  N.  Y. 
Benham,  A.  E.  K.  Commodore,  30  Oct.,  1885. 
Benson,  William  S.  Ens.,  27  July,  1881. 
Bernadon,  John  B.  Mid.,  22  June,  1882; 

Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26  June, 

1884. 

Berrien,  John  M.  Commodore.  Ret.  Died 
21  Nov.,  1883,  at  Phila.,  Pa. 

Berry,  John  G.  Nav.  Cadet,  5 Aug.,  1882. 
Bertolette,  Levi  C.  Nav.  Cadet,  4 Sept.,  1883. 
Bibber,  Charles  J.  Mate.  Died  8 Oct.,  1883, 
at  Revere,  Mass. 

Biddle,  Spencer  F.  B.  Mid.  Res.  30  Dec., 
1881. 

Bielby,  Portius  P.  Asst.  Surg.  Died  1 Aug., 
1880,  at  Salem,  Mass. 

Billings,  C.  C.  Nav.  Cadet,  28  Sept. , 1882. 
Birdsell,  John  A.  Sailm.  Died  8 July,  1884, 
at  Kitterv,  Me. 

Bishop,  Henry  J.  Capt.  M.  C.  Died  22  Dec., 
1884,  at  Brooklyn,  N.  Y. 

Bishop,  Alex.  McC.  Paym.  Ret.  Died  23 
Apr.,  1885,  at  Trenton,  N.  J. 

Bispham,  H.  A.  Cad.  Eng.,  1 Oct.,  1881; 
Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 
July,  1887. 

Bissell,  Simon  B.  Commodore.  Ret.  Died 
18  Feb.,  1883,  at  Paris,  France. 

Bitler,  Reuben  O.  Mid.,  10  June,  1881 ; Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

Black,  Clarence  E.  P.  A.  Surg.  Drowned 
21  Aug.,  1884,  onboard  “ Tallapoosa.” 
Blake,  Homer  C.  Commodore.  Died  21  Jan., 
1880,  at  New  York. 

Blandin,  John  J.  Nav.  Cadet,  5 Aug.,  1882; 
Ens.,  1 July,  1884. 

Blish,  John  B.  Mid.,  10  June,  1881;  Ens. 

j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 1884. 
Boardman,  Charles.  Carp.  Ret.  Died  2 
Dec.,  1884,  at  Boston,  Mass. 

Boggs,  Charles  E.  Asst.  Paym.  Died  1 Oct., 
1880,  at  New  York,  N.  Y. 


Bonfils,  Thomas  L.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Bootes,  James  T.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1887. 

Bostick,  Edward  D.  Master,  9 Jan.,  1883; 
Lt.  j.  g.,  3 Mar.,  1883. 

Boush,  Clifford  J.  Lt.  j.  g.,  3 Nov.,  1884. 

Bowden,  Frank  W.  Ens.  Died  24  June, 
1884,  on  board  “ Trenton,”  Korea. 

Bowles,  Francis  T.  Cadet,  Eng.  Res.  31 
Oct.,  1881. 

Boyd,  Robert.  Capt.,  10  June,  1882. 

Boyd,  Arthur  A.  Lt.  Res.  1 Jan.,  1881. 

Bradford,  Robert  F.  Capt.,  15  Oct.,  1881. 

Brady,  William  M.  Lt.  j.  g.  Died  20  Feb., 
1887,  at  Darien,  Conn. 

Braine,  Daniel  L.  Commodore,  2 Mar.,  1885. 

Breese,  K.  Randolph.  Capt.  Died  13  Sept., 
1881,  at  Newport,  R.  I. 

Brinley,  Edward.  Ens.  Res.  25  Oct.,  1883. 

Bronaugh,  William  Y.  Ens.,  30  Aug.,  1881. 

Brosnahan,  John  G.  P.  A.  Eng.  Died  12 
Jan.,  1883,  at  New  York,  N.  Y. 

Brown,  Allan  D.  Com.,  22  Jan.,  1880. 

Brown,  Guy  W.  Mid.,  22  June,  1882  ; Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

Brown,  James  H.  H.  Chap.  Res.  1 Nov., 
1884. 

Brown,  James  S.  Mid.,  22  June,  1882;  Ens. 
j.  g.,  3 Mar.,  1883  ; Ens.,  26  June,  1884. 

Brown,  Thomas  W.  Boats.  Died  5 Apr., 
1885,  at  Huntington,  N.  Y. 

Brown,  S.  Augustine.  P.  A.  Surg.  Res.  7 
Oct.,  1884. 

Brown,  Samuel  T.  Paym.  Died  15  June, 
1881,  at  Newport,  R.  I. 

Brown,  Zachary  T.  P.  A.  Paym.  Died  29 
Aug.,  1883,  at  Navy  Yard,  Pensacola, 
Fla. 

Brownson,  Willard  H.  Lt.-Com.,  14  Dec., 
1880. 

Brunby,  Thomas M.  Lt.  j.  g.,  21  Apr.,  1887. 

Bruns,  Christopher  L.  Lt.  j.  g.,  3 Mar., 
1883.  Ret.  15  June,  1884. 

Bryan,  Joseph  H.  P.  A.  Surg.  Res.  10 
Apr.,  1885. 

Bryan,  Samuel.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1883. 

Buchanan,  Wilson  W.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Buck,  Guy  M.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1883. 

Bullitt,  Howard  H.  Cadet.  Mid.  Res.  10 
Oct.,  1882. 

Bunce,  Francis  N.  Capt.,  11  Jan.,  1883. 

Burbank,  Charles  H.  Med.  Insp.  Died  30 
Jan.,  1885,  at  Portsmouth,  N.  H. 

Burdick,  William  L.  Ens.,  28  Nov..  1882. 

Burleigh,  Daniel  C.  P.  A.  Surg.  Ret.  Died 
10  Jan.,  1884,  at  Dresden,  Saxony. 

Burnstine,  Albert.  Nav.  Cadet.  Hon.  Dis. 
CO  June,  1887. 

Burnet,  John  C.  P.  A.  Paym.  Res.  31  Aug., 
1881. 
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Burrage,  Guy  H.  Nay.  Cadet,  6 Sept.,  1883. 
Busbee,  Perrin.  Master.  Res.  31  May,  1881. 
Butland,  Francis.  Boats.  Died  20  Feb., 

1881,  at  Nav.  Hos.,  Mare  Island,  Cal. 
Butler,  George.  Maj.  M.  C.  Died  23  Feb., 

1884,  at  Portsmouth,  N.  H. 

Byrne,  James  E.  Cadet  Eng.,  10  June,  1881. 
Blue,  Victor.  Nav.  Cadet,  6 Sept.,  1883. 
Boughter,  Francis.  Nav.  Cadet;  17  May,  1883. 
Breed,  George.  Nav.  Cadet,  5 Aug.,  1882. 
Brice,  Jonathan  K.  Mid.  Res.  22  June,  1880. 
Bristol,  Mark  L.  Nav.  Cadet,  19  May,  1883. 
Brown,  Ford  H.  Nav.  Cadet,  17  May,  1883. 
Brown,  Calvin.  Civ.  Eng.  Ret.  15  Oct., 

1881. 

Bullard,  VV.  H.  G.  Nav.  Cadet,  28  Sept., 

1882. 

Bunts,  Frank  E.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Bush,  Arthur  R.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Burke,  Walter  S.  Nav.  Cadet,  12  May,  1883. 
Burrows,  John.  Boats.  Het.  30  Jan.,  1880. 
Bryson,  Andrew.  Rear  Adm.,  25  Mar.,  1880. 
Ret.  30  Jan.,  1883. 

Bridge,  E.  W.  Lt.  Ret.  29  June,  1887. 
Berwind,  Edward  J.  Lt.,  3 Mar.,  1883. 
Bennett,  Rudolph  T.  P.  A.  Eng.  Ret.  21 
May,  1880. 

Bissett,  John  J.  P.  A.  Eng.  Ret.  21  Oct., 1882. 
Bailie,  William  L.  P.  A.  Eng.  Ret.  30  June, 
1875 

Bennett,  Thomas.  Boats.,  30  Oct.,  1883. 
Burnham,  John  W.  Carp.,  18  Dec.,  1880. 
Bates,  Geo.  T.  1st  Lt.  M.  C.,  12  May,  1888. 
Benson,  Geo.  R.  1st  Lt.  M.  C.,  5 June,  1800. 

Cabell,  Arthur  G.  P.  A.  Surg.,  Apr.  21, 1881. 
Cahoon,  James  B.  Mid.,  10  June,  1881; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  20 
June,  1884. 

Caldwell,  Albert  G.  Lt.-Com.  Res.  7 Nov., 
1884. 

Caldwell,  Jos.  H.  Nav.  Cad.  Hon.  Dis.  30 
June,  1883. 

Caldwell,  William  H.  Nav.  Cadet,  28  Sept., 

1882. 

Calhoun,  Boardley  F.  Vice- Adm.’s  Secretary. 
Died  12  Apr.,  1887,  at  Washington, 
D.  C. 

Calkins;  Carlos  G.  Lt.,  17  Nov.,  1882. 
Calvert,  Madison  R.  Asst.  Paym.,  Oct.  29, 

1881. 

Canaga,  Alfred  B.  P.  A.  Eng.,  10  Mar., 
1881. 

Capehart,  Edward  E.  Nav.  Cadet,  5 Aug., 
1882  ; Ens.  j,  g.,  1 July,  1883;  Ens., 
26  June,  1884. 

Caperton.  William  B.  Lt.  j.  g.,  13  Oct., 

1883. 

Capps,  Washington  L.  Nav.  Cadet,  5 Aug., 
1882  ; Ens.,  1 July,  1886. 

Carpenter,  Charles  C.  Capt.,  25  Mar.,  1880. 
Carpenter,  John  S.  Asst.  Paym.,  29  Oct., 
1881. 

Carr,  Clarence  A.  Asst.  Eng.,  10  June,  1881. 


Carroll,  Eugene.  Nav.  Cadet.  Hon.  Dis  30 
June,  1883. 

Carter,  Fidelio  S.  Master,  10  Mar.,  1882; 

Lt.  j.  g.,  3 Mar.,  1883. 

Carter,  Samuel  P.  Rear  Adm.  Ret.  6 Aug., 
1881. 

Carter,  Thomas  F.  Asst.  Eng.,  10  June, 
1881. 

Carter,  Wm.  Carpenter.  Died  14 Mar.,  1880, 
at  Phila. , Pa. 

Case,  Frank  B.  Mid.  Wholly  Ret.  18  Dec., 

1882. 

Case,  Aug.  L.  Master.  Res.  7 April,  18b2. 
Cassiday,  Felix.  Gun.  Died  8 June,  1884, 
at  Charlestown,  Mass. 

Caswell,  Thomas  T.  Pay  Ins.,  18  Jan.,  1881. 
Castillo,  Joaquin  D.  Asst.  Surg.  Res.  3 Oct., 

1883. 

Cathcart,  William  L.  P.  A.  Eng.,  24  Dec., 

1884. 

Cavendy,  Edw.  Boat.  Died  7 June,  1880, 
at  Portsmouth,  Va. 

Chadwick,  French  E.  Com.,  12  Dec.,  1884. 
Chambers,  Wm.  H.  Nav.  Cadet,  5 Aug., 
1882;  Asst.  Eng.,  1 July,  1884. 
Chambers,  Wash.  I.  Lt.  j.  g.,  1 Jan.,  1886. 
Chandler,  Ralph  R.  Commodore,  1 Mar., 
1884;  Rear  Adm.,  7 Oct.,  1886. 

Chapin,  Fred  L.  Nav.  Cadet,  5 Aug.,  1882; 
Ens.,  1 July,  1885. 

Chapman,  James  H.  Asst.  Paym.,  22  Mar., 
1881. 

Chappel,  Roten  N.  Nav.  Cadet.  Res.  15 
Feb.,  1887. 

Chase,  Henry  S.  Mid. . 10  June,  1881 ; Ens.  j. 

g..  3 Mar.,  1883;  Ens.,  26  June,  1884. 
Chase,  Volney  O.  Ens.,  Nav.  Cadet,  5 Aug., 
1882;  Ens.,  1 July,  1887. 

Chester,  Colby  M.  Com.,  15  Oct.,  1881. 
Childs,  James  R.  Sailmaker.  Died  5 Aug., 
1881,  at  Brooklyn,  N.  Y. 

Chipp,  Chas.  W.  Lt.  Died  1 Jan.,  1883, 
in  the  Arctic  Regions. 

Churchill,  Creighton.  Nav.  Cadet,  4 Sept., 

1883. 

Clark,  Ambrose  J.  Pay  Insp. . 9 Mar. , 1880. 
Clark,  Charles  E.  Com.,  15  Nov.,  1881. 
Clark,  Frank H.  P.  A.  Paym.,  3 Apr.,  1880. 
Clark,  George  R.  Mid.,  4 June,  1880;  Ens. 

j.  g.,3  Mar.,  1883;  Ens.,  24  Aug.,  1883. 
Clark,  John  H.  Med.  Insp..  8 Jan..  1885. 
Clark,  Lewis  G.  Mid.,  22  June,  1882;  Ens. 

j.g.,  3 Mar.,  1883;  Ens.,  26  June,  1884. 
Clarke,  Lewis.  Com.  Died  7 June,  1885, 
onboard  U.  S.  S.  “ Alliance.” 

Clarke,  George.  Nav.  Cadet.  Hon.  Dis.,  30 
June,  1883. 

Clarke,  Arthur  IT.  2d  Lt.  M.  C.  Died  7 
May,  1887.  on  board  the  “ Iroquois.” 
Clarkson,  Sam.  F.  Lt.  Died  at  Nice,  France, 
■Jan.,  1883. 

Clay,  Geo.  G.  Lt.  Res.  30  Nov.,  1881. 
Clason,  Wm.  P.  Lt.,  1 Feb.,  1883. 

Clements,  Abner  B.  Mid , 10  June,  1881; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 
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Olitz,  John  M.  B.  Rear  Adm.,  13  Mar., 

1880.  Ret.  16  Oct.,  1883. 

Cloke,  Wm.  S.  Nav.  Cadet,  17  May,  1883. 
Clymer,  Geo.  Med.  Director  Died  14  Apr., 

1881,  at  Washington,  D.  C. 

Cobb,  Alphonse  H.  Lt.  j.  g.,  3 Mar.,  1883. 
Cochran,  ClaudeS.  Nav.  Cadet,  4 Sept.,  1883. 
Cochran,  George.  Pay  Insp. , 6 Dee. , 1880. 
Cockle,  Rudolphus  R.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1883. 

Codwise,  George  W.  Med.  Dir.  Ret.  Died 
20  May,  1884.  at  Wesley  Hills,  Mass. 
Coffin,  Frederick  W.  Lt.  j.  g.,  21  July,  1883. 
Coffman,  DeWitt.  Lt.  j.  g\,  19  April,  1886. 
Coghlan,  Joseph  B.  Com.,  4 Feb.,  1882. 
Cohen,  Harry  R.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Coley,  Frederick  E.  Nav.  Cadet.  Died  19 
Dec.,  1883,  on  board  U.  S.  S.  “On- 
ward.” 

Coleman,  Boss.  Nav.  Cadet,  19  May,  1883. 
Colvin,  Frank  R.  Nav.  Cadet.  Hon.  Dis. 
30  June.  1885. 

Colhoun,  Edmund  R.  Rear  Adm.  Ret.  3 
Dee.,  1882. 

Colhoun,  Samuel  R.  Paym.,  16  June,  1886. 
Collins,  Fredk.  Lt.  Died  27  Oct.,  1881,  at 
Washington,  D.  C. 

Colwell,  John  C.  Master,  1 June,  1881;  Lt. 

j.  g.,  3 Mar.  1883;  Lt.,  30  June,  1887. 
Conant,  Frank  H.  Cadet  Eng.,  10  June,  1882. 
Constant,  Walter  M.  Ens.,  14  Sept.,  1881. 
Conway,  Wm.  P.  Lt.,  12  Mar.,  1881. 

Cook.  Francis  A.  Com.,  12  Oct.,  1881. 
Corbin,  Clarence  A.  Ens.  Discharged  27 
Nov.,  1882. 

Cook,  Simon.  Ens.,  15  Nov.,  1881. 

Cooke,  Augustus  P.  Capt.,  25  Nov.,  1885. 
Cooley,  Mortimer  E.  Asst.  Eng.  Res.  1 
Jan.,  1886. 

Coontz,  Robert  E.  Cadet  Mid.,  22  Sept., 
1882;  Naval  Cadet,  5 Aug.,  1882;  Ens., 
1 July,  1887. 

Cooper,  George  F.  Cadet  Mid.,  17  June, 
1882;  Nav.  Cadet,  5 Aug.,  1882. 
Cooper.  George  H.  Rear  Adm.,  15  Nov., 
1881.  Ret.  27  July,  1884. 

Cordeiro,  Frederick  J.  B.  Asst.  Surg.,  26 
June,  1884. 

Corrie,  Frederick  H.  Capt.  M.  C.  Ret.  18 
Dec.,  1885. 

Corwin,  John.  P.  A.  Paym.,  2 Nov.,  1885. 
Corpening,  Chas.  M.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1887. 

Cottman,  Vinc’n  L.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.  8 Jan.,  1885. 

Courtis,  Frank.  Lt.  Com.,  11  Mar.,  1885. 
Cowie,  Thomas  J.  Ass’t  Paym.,  16  June, 
1880. 

Cowles.  Walter  C.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.,  1 Dec.,  1885. 

Cowles,  Wm.  Asst.  Eng.  Res.  31  Mar., 
1880. 

Craig,  Colon  S.  Nav.  Cadet,  17  May,  1883. 
Craig,  Philip  S.  Carp.  Died  1 Aug.,  1881, 
at  Washington,  D.  C. 


Craig,  Thomas  C.  Asst.  Surg.,  9 July,  1881; 

P.  A.  Surg  , 3 July.  1884. 

Craven,  Charles  H.  Lt.-Com.  Ret.  21  Apr., 
1881. 

Craven,  John  E.  Mid.,  4 June,  1880;  Ens.  j. 

g.,  3 Mar.,  1883:  Ens.,  26  June,  1884. 
Craven,  McDonough.  Nav,  Cadet.  Hon.  Dis. 
30  June.  1883. 

Crawford,  Millard  H.  P.  A.  Surg.,  27  Apr., 
1881. 

Creighton,  J.  Blakely.  Rear  Adm.  Ret. 

Died  13  Nov.,  1883,  at  Morristown,  N.  J. 
Crenshaw,  Jas.  D.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Cresap,  James  C.  Lt.  j.  g.,  3 Mar.,  1883;  Lt., 
1 Dec.,  1883. 

Christopher,  Chas.  W.  Lt.  Ret.  Died  7 
June,  1884,  at  Harjin  Springs,  Cal. 
Crocker,  Frederick  W.  Lt.  Com.,  17  Jan., 
1886. 

Crosby,  Freeman  H.  Lt.,  30  Aug  , 1881. 
Crosby,  Peirce.  Rear  Adm.,  10  Mar.,  1882. 
Ret.  29  Oct.,  1883. 

Crowell,  Isaiah  E.  Sailmaker.  Dismissed  10 
Apr.,  1882. 

Crowninshield,  A.  S.  Com.,  25  Mar.,  1880. 
Culver,  Abraham  E.  Lt.  j.  g.,  28  Dec.,  1884. 
Cunningham,  A.  C.  Ens.  Res.  1 Feb.,  1884. 
Cunningham  J.  S.  Pay  Dir.  Ret.  23  Dec., 
1886. 

Curtis,  Lloyd  W.  Asst.  Surg..  6 July,  1882; 

P.  A.  Surg.,  31  Dec.,  1885. 

Cushman.  Chas.  H.  Com.  Ret.  Died  11 
Nov.,  1883,  at  Buffalo,  N.  H. 

Cutler,  Wm.  G.  Master,  1 Dec.,  1881;  Lt.  j. 
g..3Mar.,  1883. 

Cutter,' George  F.  Pay  Dir.,  30  Aug.,  1881. 

Dabney,  Albert  J.  Lt.,  16  Feb.,  1882.  Ret. 
. 30  June,  1885. 

Dana,  William  S.  Com.,  14  Sept.,  1881. 
Danenhower,  John  W.  Lt.  Died  20  Apr., 
1887,  at  Annapolis,  Aid. 

Daniels,  David.  Master,  17  Nov.,  1882  ; Lt. 
j.  g.,  3 March,  1883. 

Darrah.  Wm.  F.  Nav.  Cad.,  5 Aug.,  1882; 

Asst.  Eng.,  1 July,  1885. 

Dashiell,  Robert  B.  Nav.  Cad.,  5 Aug., 
1882;  Ens.  j.  g.,  1 July,  1883  ; Ens., 
26  June,  1884. 

David,  Wm.  G.  Ens.  Resigned  23  Aug., 
1884. 

Davids,  Henry  S.  Chf.Eng.  Ret.  7 June,  1884. 
Davis,  Archibald  II.  Nav.  Cad.,  17  May, 
1883. 

Davis,  Charles  H.  Com.,  30  October,  1885. 
Davis,  Daniel  W.  Lt.  Dismissed  12  Oct., 
1883. 

Davis,  George  T.  Com.,  1 Feb.,  1883. 

Davis,  George  L.  Pay  bps.  Ret.  Died  3 
Dec.,  1884,  at  Brooklyn,  N.  Y. 

Davis,  John  Lee.  Commodore,  4 Feb.,  18S2  ; 

Rear  Adm.,  30  Oct.,  1885. 

Dawson,  Lucien.  Major  M.  C.  Resigned 
Dec.  20,  1880. 

Day,  Willis  B.  Cadet  Eng.,  10  June. 
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Dayton,  James  H.  Lt.-Com.,  8 Nov.,  1884. 
Dean,  Richard  C.  Med.  Insp.,  10  June,  1880. 
Deane,  Cunningham  W.  P.  A.  Surg.,  80 
Apr.,  1880. 

Dearborne,  Frederick  M.  Surg.  Died  24 
Apr.,  1887,  at  New  York. 

De  Blois,  Thos.  A.  Lt.  Resigned  1 Feb., 

1881. 

Deaver,  James  A.  Asst.  Eng.  Ret.  Died 
10  Feb.,  1887,  at  Washington,  D.C. 
Decker,  Benton  C.  Nav.  Cad.,  17  May,  1883. 
Decker,  Corbin  J.  Asst.  Surg.,  17  June,  1886. 
Deering,  Chas.  W.  Master.  Resigned  21 
May,  1881. 

D’Hervilly,  Jos.  2d  Lt.  M.  C.  Resigned  May 
1, 1880. 

Delahay,  Wm.  E.  B.  Lt.  Ret.  22  May,  1886. 
Delano,  Benj  F.  Nav.  Con.  Ret.  Died  30 
Apr , 1882,  at  Brooklyn,  N.  Y. 

De  Long,  Geo.  W.  Lt.  -Com.  Died  1 July, 

1882.  in  the  Arctic  Regions. 

Dell,  Frank  C.  P.  A.  Surg.  Resigned  4 
Feb.,  1884. 

Denfeld,  Geo.  W.  Ens.,  22  Apr.,  1881. 
Denig,  Robert  G.  P.  A.  Eng.,  25  Mar.,  1880. 
Denniston,  Henry  M.  Pay  Dir.,  31  July, 
1884. 

Denny,  Frank  L.  2dLt.  M.  C.,  16  June,  1880; 

1st  Lt.  M.  C.,  23  Dec.,  1884. 

Dent,  Baine  C.  Mid.,  4 June,  1880  ; Ens.  j. 

g.,  3 Mar.,  1883.  Ens.,  26  June,  1884. 
Derby,  Richard  C.  Lt.  Resigned  26  Aug., 

1884. 

Devlan,  Wm.  T.  Gunner.  Ret.  10  Dec., 

1883. 

Dewey,  George.  Capt. , 27  Sept. , 1884. 
Dewey,  Theodore  G.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Dibble,  Jonas.  Carp.  Ret.  Died  4 Feb., 

1885.  at  Phila.,  Pa. 

Dickens,  Francis  W.  Com.,  23  Sept.,  1885. 
Dickens,  Randolph.  1st  Lt.  M.  C.,  2 Mar. 

1884. 

Diehl,  Oliver.  Asst.  Surg.,  6 July,  1880;  P. 

A.  Surg.,  3 July,  1884. 

Diehl,  Samuel  B.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.,  9 Jan.,  1886. 

Dieffenbach,  Albert  C.  Cad.  Eng.,  1 Oct., 
1881;  Nav.  Cad.,  5 Aug.,  1882;  Ens.,  1 
July,  1885. 

Dillingham,  Albert  C.  Lt.,  14  Dec.,  1880. 
Dixon,  John  A.  Carp.  Ret.  30  June,  1885. 
Dixon,  Wm.  S.  Surg.,  19  June,  1884. 

Dodd,  Arthur  W.  Ens.,  29  Mar.,  1881. 

Dodd,  Willard  L.  Nav.  Cad.,  28  Sept.,  1882. 
Dodge,  Omenzo  G.  Ens.,  25  Mar.,  1880 ; 

Lt.  j.  g.,  13  Dec.,  1886. 

Dombaugh,  Harry  M.  Ens.,  12  Oct.,  1881. 
Donelley,  Michael  J.  Nav.  Cad.  Hon.  Dis. 
June  30,  1883. 

Doran,  Edw.  C.  Pay  Dir.  Ret.  Died  30 
Oct.,  1883,  at  Nice,  France. 

Dorn,  Edward  J.  Master,  30  Aug.,  1881 ; Lt. 

j.  g.,  3 Mar.,  1883  ; Lt.,  30  June,  1887. 
Doty,  Webster.  Lt.  Ret.  28  Feb.,  1887. 


Dougherty,  John  A.  Mid.,  10  June,  1881; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

Downes,  John.  Lt.,  11  May,  1882. 

Doyen,  Charles  A.  Nav.  Cad.,  5 Aug.,  1882  ; 

2d  Lt.  M.  C.,  1 July,  1883. 

Doyle,  Jacob  D.  P.  A.  Paym.,  28  July,  1886. 
Doyle,  James  G.  Nav.  Cad.,  5 xAug.,  1882  ; 
Ens.,  1 July,  1884. 

Doyle,  Robert  M.  Master,  9 Jan.,  1883 ; 

Lt.  j.  g.,  3 Mar.,  1883. 

Drake,  James  C.  Mid.,  22  June,  1882;  Ens. 

j.  g.,  3 Mar.,  1883;  Ens.,  26  June,  1884. 
Drake,  Nelson  H.  P.  A.  Surg.,  6 July,  1880. 
Draper,  Herbert  L.  Nav.  Cad.,  6 Sept.,  1883. 
Dresel  Herman  G.  Mid.,  22  June,  1882 ; Ens. 

j.  g.,  3 Mar.,  1883;  Ens.,  26  June,  1884. 
Dresser,  Jas.  W.  Nav.  Cad.  Hon.  Dis., 
June  30,  1883. 

Drury,  Hiram  E.  P.  A.  Surg.,  30  Jan.,  1882. 
Du  Bose,  Wm.  R.  P.  A.  Surg.,  30  Apr., 
1880. 

Dunn,  Geo.  Gunner.  Wholly  Ret.  Dec.  10, 

1883. 

Dungan,  Jacob  S.  Med.  Dir.  Ret.  11  Jan., 
1887. 

Duvall,  Marius.  Med.  Dir.  Ret.  9 June, 
1880. 

Dunn,  Herbert  O.  Ens.,  12  Mar.,  1881 ; Lt. 
j.  g.,  1 July,  1887. 

Dutton,  Arthur  H.  Nav.  Cad.  Hon.  Dis. 
30  June,  1887. 

Dyson,  Charles  W.  Nav.  Cad.,  5 Aug.,  1882; 

Asst.  Eng.,  1 July,  1885. 

Durell,  Edward  H.  Nav.  Cad.,  17  May,  1883. 
Dyer,  N.  Mayo.  Com.,  23  Apr.,  1883. 

Eames,  Harold  Id.  Nav.  Cad.,  5 Aug.,  1882; 
Ens.,  1 July,  1884. 

Eagle,  Henry.  Commodore.  Ret.  Died  26 
Nov.,  1882,  at  New  York  City. 

Eaton,  Charles  P.  Nav.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1885. 

Eldridge,  Houston.  Nav.  Cad.,  5 Aug.,  1882; 
Ens.  j.  g.,  1 July,  1883;  Ens.,  26  June, 

1884. 

Ellicott,  John  M.  Nav.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1885. 

Eyre,  Manning  K.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

Easby,  John  W.  Nav.  Const.  Ret.  13  Dec., 
1881. 

Eastman.  Thomas  H.  Com.  Ret.  29  June, 
1883. 

Eaton,  Wm.  C.  P.  A.  Eng.,  4 Mar.,  1881. 
Edwards,  John  R.  P.  A.  Eng.,  11  Sept., 
1881. 

Eberle,  Edward  W.  Cad.  Mid.,  22  Sept., 
1881  Nav.  Cad.,  5 Aug.,  1882  ; Ens., 
1 July,  1887. 

Edes,  Benj.  L.  Lt.-Com.  Killed  29  Aug., 
1881,  at  Newport,  R.  I. 

Evans,  Geo.  R.  Cadet  Eng.,  1 Oct.,  1881; 
Nav.  Cad.,  5 Aug.,  1882;  Ens.,  1 July, 
1887. 
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Eckstein,  Henry  C.  Surg.,  14  Mar.,  1883. 
Edgar,  John  M.  Asst.  Surg.,  9 July,  1881; 

P.  A.  Surg.,  1 May,  1884. 

Eldridge,  Charles  H.  Pay.  Dir.,  31  Aug., 

1881. 

Edgar,  Webster  A.  Cad.  Mid.,  28  Sept., 
1881 ; Nav.  Cad.,  5 Aug.  1882. 
Edmonds,  Samuel  P.  Nav.  Cad.,  19  May, 
1883. 

Eldridge,  Jos.  C.  Pay.  Dir.  Died  14  Aug., 

1881,  at  Brooklyn,  N.  Y. 

Eldridge,  Frank  H.  P.  A.  Eng.,  5 Apr., 

1887. 

Ellery,  Frank.  Master.  Resigned  31  Dee., 
1880. 

Elliott,  Wm.  P.  Lt.,  20  June,  1882. 

Ellison,  Francis  B.  Commodore.  Bet.  Died 
25  Jan.,  1884,  at  Boston,  Mass. 
Emerson,  Wm.  H.  Ens.  Res.  4 Oct.,  1884. 
Emmerick,  Charles  F.  Lt.,  6 Nov.,  1881. 
Elmer,  Horace.  Com.,  2 Mar.,  1885. 

Emmet,  'Wm.  L.  Nay.  Cad.  Hon.  Dis. 
Lt.  June  30,  1883. 

Emmons,  George  T.  Master,  15  Oct.,  1881  ; 
j.  g.,  3 Mar.,  1883. 

Emmons,  Geo.  F.  R.  Ad.  Ret.  Died  July 
23,  1884,  at  Princeton,  N.  J. 

Emory,  Wm.  H.  Lt.-Com.,  26  May,  1887. 
English,  Earle.  Commodore,  25  Mar.,  1880; 
Bear  Adm.,  4 Sept.,  1884.  Ret.  18 
Feb.,  1886. 

Entwistle,  James.  Chf.  Eng.,  1 July,  1887. 

Fahs,  Charles  M.  Cadet  Eng.,  1 Oct.,  1880; 
Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 July, 
1886. 

Fillmore,  John  H.  Mid.,  4 June,  1880  ; Ens., 
25  Nov.,  1881. 

French,  George  R.  Mid.,  26  June,  1882; 
Ens.  j.  g.,  3 March,  1883;  Ens.,  26 
June,  1884. 

Fletcher,  Wm.  B.  Nav.  Cadet,  5 Aug.,  1882; 
Ens.,  1 July,  1884. 

Field,  Edward  A.  Lt.  Died  24  Dec.,  1884, 
at  Boston,  Mass. 

Field,  Wiley  R.  M.  Nav.  Cadet,  5 Aug., 
1882  ; Ens.,  1 July,  1884. 

Field,  Harry  A.  Nav.  Cadet,  5 Aug.,  1882  ; 
Ens.,  1 July,  1885. 

Fenton,  Theodore  C.  Cadet  Eng.,  1 Oct., 
1881 ; Nav.  Cadet,  5 Aug. , 1882 ; Ens. , 
1 July,  1887. 

Fairfax,  Donald  McN.  R.  Rear  Adm.,  11 
July,  1880.  Ret.  30  Sept.,  1881. 
Farenholt,  Oscar  W.  Lt.-Com.,  11  May, 

1882. 

Farquhar,  Norman  H.  Capt.,  4 March,  1886. 
Farwell,  William  G.  Surg.,  15  Jan.,  1881. 
Ferebbee,  Nelson  McP.  Surg.,  12  Mar.,  1886. 
Febiger,  John  C.  Rear  Adm.,  4 Feb.,  1882. 
Ret.  1 July,  1882. 

Fechteler,  Aug.  F.  Ens.,  23  Nov.,  1880; 

Lt.  j.  g.,  6 Mar.,  1887. 

Ferguson,  Wm.  J.  Gunner.  Ret.  16  Nov. 

1883. 

Fitz,  Jos.  M.  Asst.  Eng.  Res.  80  June,  1885. 


Fletcher,  Joseph  B.  Carp.,  5 Feb.,  1885. 
Fichbohm,  Herman  F.  Lt.,  24  Feb.,  1880. 
Foster,  Charles  A.  Lt.,  j.  g.,  3 Mar.,  1883; 
Lt.,  24  Aug.,  1883. 

Fox,  Charles  E.  Lt.  j.  g.,  3 Mar.,  1883;  Lt., 
2 Aug.,  1884. 

Fremont,  John  C.,  Jr.  Lt.  j.  g.,  3 Mar., 
1883;  Lt.,  2 Sept.,  1884. 

Fitts,  Henry  B.  Asst.  Surg.  ,6  July,  1882; 

P.  A.  Surg.,  25  Mar.,  1887. 

Field,  James  G.,  Jr.  Asst.  Surg.,  23  May, 
1887. 

Field,  Thomas  Y.  Col.  M.  C.,  18  Apr., 
1880. 

Fisher,  Elston  N.  Ens.  Res.,  15  Jan.,  1885. 
Fillette,  T.  Glover.  2 Lt.  M.  C.,  1(>  June, 
1880;  1 Lt.  M.  C.,  16  July,  1886. 
Fillebrown,  T.  Scott.  Comm.  Died  26 
Sept.,  1884,  at  New  York  City. 

Fiske,  Bradley  A.  Master,  2 Feb. , 1881 ; Lt. 

j.  g.,  3 Mar.,  1883;  Lt.,  26  Jan.,  1887. 
Flynne,  Lucian.  Master,  22  Apr. , 1881 ; Lt. 

j.  g.,  3 Mar.,  1883;  Lt.,  6 Mar.,  1887. 
Fithian,  Edwin.  Chf.  Eng.  Ret.  13  Dec., 
1882. 

Fitzsimons,  Paul.  Surg.,  4 Mar,,  1884. 
Fletcher,  Arthur  H.  Lt.  Ret.  11  Oct.,  1881. 
Fletcher,  Frank  F.  Master,  1 Apr.,  1882; 
Lt.  j.  g.,  3 Mar.,  1883. 

Flourney,  Wm.  F.  Nav.  Cad.  Hon.  Dis. 
June  30,  1883. 

Foulk,  George  C.  Lt.  j.  g.,  1 May,  1884. 
Fullam,  Wm.  F.  Ens.,  13  Mar.,  1880;  Lt. 
j.  g.,  7 Oct.,  1886. 

Folger,  William  M.  Com.,  1 Mar.,  1885. 
Ford,  Wm.  G.  Nav.  Cad.  Hon.  Dis.  June 
30,  1883. 

Forney,  James.  Maj.  M.  C.,  24  Feb.,  1884. 
Fortune,  Thos.  H.  Gunner.  Died  16  Dee., 
1882,  at  Portsmouth,  N.  H. 

Forshew,  Robert  P.  Nav.  Cad.  Hon.  Dis. 
June  30,  1883. 

Foust,  William  H.  Nav.  Cadet,  22  Sept., 
1882. 

Frankland,  Henry  W.  Gunner.  Ret.  1 Oct., 
1884. 

Franklin,  James.  Lt.  Bet.  9 Mar.,  1880. 
Franklin,  Samuel  R.  Commodore,  28  May, 
1881  ; Bear  Adm.,  24  Jan.,  1885. 
Frazier,  Robert  T.  Nav.  Cadet.  Hon.  Dis. 
June  30,  1885. 

Fulmer,  David  M.  P.  A.  Eng.  Ret.  26 
April,  1884. 

Freeman,  Albert  F.  Lt.  Died  11  Oct.,  1883, 
at  Camden,  N.  J. 

Freeman,  Edward  R.  P.  A.  Eng.,  26  Jan., 
1886. 

Freeman,  Julius  C.  Lt.  j.  g.,  3 Mar.,  1883. 
Ret.  23  April,  1884. 

Frick,  Horace  E.  P.  A Eng.,  3 Mar.,  1882. 

Gainsford,  Chas.  Mate.  Died  29  May,  1880, 
at  New  York  City. 

Gardner,  James  E.  P.  A.  Surg.,  6 July,  1880. 
Griffith,  Samuel  H.  P.  A.  Surg.,  11  Oct., 
1881. 
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Guiteras,  Daniel  M.  P.  A.  Surg.,  27  June, 
1882. 

Gatewood,  James  D.  Ass’t  Surg.,  6 July, 
1880  ; P.  A.  Surg.,  6 July,  1888. 
Gatewood.  Richard.  Cadet  Eng.,  15  Sept., 
1875;  Asst.  Nav.  Con.,  20  Aug.,  1881. 
Graham,  Samuel  L.  Lt.,  26  Nov  , 1880. 
Greene,  Harry  L.  Lt.  Died  7 July,  1883,  at 
Annapolis,  Md. 

Greene.  Francis  E.  Lt.,  2 July,  1882. 
Galloway,  Charles  D.  Lt.  j.  g.,  3 Mar.,  1883  ; 
Lt.,  25  June,  1883. 

Galt,  Roger  H.  Lt.  j.  g.,  3 March,  1883  ; 
Lt.,  3 Nov.,  1884. 

Galt,  William  W.  P.  A.  Paym.,  15  Oct., 
1881. 

Gibbs, Benj.  F.  Med.  Ins.  Died  9 Sept.,  1882, 
at  Trieste,  Austria. 

Gill,  Clifford  B.  Lt.  Res.  19  June,  1882. 
Greenleaf',  Frederick  W.  Lt.  Ret.  30  April, 

1884. 

Grimes,  James  W.  Lt.  Ret.  22  May,  1886. 
Grant,  Albert  W.  Ens.,  17  May,  1881. 
Glennon,  James  H.  Mid.,  4 June,  1880;  Ens., 
1 Feb.,  1882. 

Garrett,  Leroy  M.  Mid.,  10  June,  1881 ; Ens. 
j.  g.,  3 March,  1883;  Ens.,  26  June, 
1884. 

Gill,  William  A.  Mid.,  10  June,  1881;  Ens. 
j.  g.,  3 March,  1883;  Ens.,  26  June, 
1884. 

Gibson,  John.  Mid.,  10  June,  1881;  Ens. 
j.  g.,  3 March,  1883  ; Ens.,  26  June, 
1884. 

Gibbons,  John  H.  Mid.,  10  June,  1881; 
Ens.  j.  g.,  3 March,  1883;  Ens.,  26 
June,  1884. 

Glasson,  John  J.  Commodore.  Ret.  Died 
12  March,  1882,  at  New  York  City. 
Gorgas,  Miles  C.  Mid.,  22  June,  1882;  Ens. 
j.  g.,  3 March,  1883;  Ens.,  26  June, 
1884. 

Greene,  S.  Dana.  Nav.  Cadet,  5 Aug.,  1882; 
Ens.,  1 July,  1885. 

George,  Harry,  Nav.  Cadet,  5 Aug.,  1882 ; 
Ens.,  1 July,  1885. 

Gilmer,  William  W.  Cadet  Mid.,  11  June, 
1880;  Nav.  Cadet,  5 Aug.,  1882;  Ens., 
1 July,  1887. 

Gartleg,  William  H.  Nav.  Cadet.  Hon. 
Dis.  June  30,  1883. 

George,  Charles  P.  Nav.  Cadet.  Hon.  Dis. 
June  30,  1883. 

Graydon,  James  W.  lit.  Res.  15  Sept.,  1884. 
Gray,  James.  Ens.  Res.  31  March,  1884. 
Greene,  S.  Dana.  Com.  Died  11  Dec.,  1884, 
at  Portsmouth,  N.  H. 

Glidden,  George  DeB.  Lt  -Com.  Died  23 
Jan. . 1885,  at  Boston,  Mass. 

Gulick,  John  S.  Pay.  Dir.  Ret.  Died  6 
Nov.,  1884,  at  Princeton,  N.  J. 
Garnett,  Leigh  O.  Ens.,  8 Aug.,  1884. 
Gwyn,  Lawrence  S.  Nav.  Cad.  Hon.  Dis. 
30  June,  1884. 

Gilman,  Augustus  H.  Pay.  Dir.  Ret.  9 
Aug.,  1886. 


Garvin,  Benjamin  F.  Chf.  Eng.  Ret.  14 
Feb.,  1885. 

Given,  Robert.  Chap.  Ret.  10  Apr.,  1881. 
Greenleaf,  Charles  H.  P.  A.  Eng.  Ret.  18 
July,  1885. 

Gates,  George  S.  P.  A.  Eng.  Ret.  7 June, 

1884. 

Gearing,  Henry  C.  Lt.  j.  g.,  11  Dec.,  1883. 
Gillmore,  James  C.  Lt.  j.  g.,  17  Jan.,  1886. 
Gorringe,  Henry  H.  Lt.-Com.  Res.  21 
Feb.,  1887. 

Gove,  Charles  A.  Lt.  j.  g.,  4 Mar.,  1886. 
Griffen,  Thomas  D.  Lt.  j.  g.,  19  May,  1886. 
Gleaves,  Albert.  Ens.,  1 Jan.,  1881 ; Lt.  j.  g., 
26  May,  1887. 

Gherardi,  Bancroft.  Commodore,  3 Nov., 1884. 
Greer,  James  A.  Commodore,  19  May,  1886. 
Grover,  Thos.  G.  Lt.  Died  26  July,  1881,  at 
Pensacola,  Fla. 

Gillis,  James  A.  Commodore,  29  Jan.,  1887. 
Goodrell,  Mancil  C.  Capt.  M.  C.,  16  July, 
1886. 

Gibson,  William.  Com.  Ret.,  25  May,  1887. 
Gibson,  William  C.  Lt.-Com.,  13  July,  1884. 
Gorgas,  Albert  C.  Med.  Dir.,  4 Mar.,  1884. 
Gulick,  Louis  J.  1st  Lt.  M.  C.,  21  Dec.,  1880. 
Gilman,  Howard  K.  2d  Lt.  M.  C.,  16  June, 
1880  ; 1st  Lt.,  19  Dec.,  1885. 
Gilpatrick,  William  W.  Lt.-Com.,  1 July, 
1887. 

Glynn,  John  J.  Boats.,  13  May,  1887. 

Green,  Francis  M.  Com.,  7 July,  1883. 
Goodrich,  Casper  F.  Com.,  27  Sept.,  1884. 
Green,  James  G.  Com.,  6 Mar.,  1887. 
Gowing.  B.  C.  Chf.  Eng.,  15  Feb.,  1886. 
Grace,  Henry  P.  Boats.  Ret.  19  Sept.,  1882. 
Gravatt,  Charles  U.  Surg.,  21  Nov.,  1883. 
Green,  Charles.  Commodore.  Ret.  Died  7 
Apr.,  1887,  at  Providence,  R.  I. 
Griswold,  John  N.  Nav.  Cadet,  30  Sept., 
1882. 

Guild,  Charles  F.  Pay  Insp  , 16  July,  1886. 
Gridley,  Charles  Y.  Com.,  10  Mar.,  1882. 
Gsenter,  Otto  C.  Nav.  Cad.,  Hon.  Dis.  30 
June,  1884. 

Grambs,  Wm.  J.  Nav.  Cad.  Hon.  Dis.  30 
June,  1884. 

Guertin,  Frank.  Lt.  J.  G.  Resigned  1 Aug. 

1885. 

Gragg,  Sam,  P.  A.  Eng.  Ret.  Died  25 
Dec.,  1885,  at  Reading,  Pa. 

Giguilliatte,  Thos.  H.  Nav.  Cad.  Hon.  Dis. 
June  30,  1885. 

Gray,  Willie  T.  Nav.  Cad.  Hon.  Dis.  June 
30,  1885. 

Hager,  Elijah  W.  Chap.  Died  7 July,  1880, 
at  Chicago,  111. 

Hall,  George  W.  Chf.  Eng.,  15  Feb.,  1885. 
Heaton,  William  W.  Chf.  Eng.,  26  Jan., 

1886. — 

Hall,  John.  Boats.  Died  22  Feb.,  1880,  at 
Washington,  D C. 

Hall,  Reynold  T.  Asst  Eng. , 22  Apr. , 1880. 
Hanscom,  Isaiah.  Nav.  Con.  Died  5 Mch., 
1880,  at  Washington,  D.  C. 
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Hanscom,  Wm.  L.  Nav.  Con.  Died  3 Sept., 
1831,  at  Malden,  Mass. 

Hunt,  Andrew  M.  Asst.  Eng.,  10  June, 

1881. 

Hasson,  Wm.  F.  C.  Asst.  Eng.,  10  June, 

1882. 

Hall,  Harry.  Asst.  Eng.,  10  June,  1882. 
Herbert,  Wm.  C.  Nav.  Cad..  5 Aug.,  1882  ; 

Asst.  Eng.,  1 July,  1885. 

Hide,  Fred’k  G.  Lt.  Resigned  24  June, 

1883. 

Halstead,  Alex.  S.  Hay.  Cad.,  5 Aug,,  1882; 

Asst.  Eng.,  1 July,  1885. 

Hunker,  John  J.  Lt  -Com.,  2 Oct.,  1885. 
Hanford,  Franklin.  Lt.-Com.,  30  Oct.,  1885. 
Hendrix,  Fremont  M.  Master.  Died  11  June, 

1880,  at  Fayette,  Mo. 

Hemphill,  Joseph  N.  Lt.-Com.,  26  Jan., 
1887. 

Hutchins,  Charles  T.  Lt.-Com.,  30  June, 1887. 
Hobson,  Jos.  B.  Lt.  Resigned  10  Oct.,  1880. 
Holden,  Edw.  S.  Prof.  Resigned  1 June, 

1882. 

Hodgson,  Albon  C.  Master,  15  Nov.,  1881; 

Lt.  j.  g.,  3 Mar.,  1883. 

House,  Jerome  B.  Lt.  Died  9 Jan.,  1881,  at 
Georgetown,  Col. 

Helm,  James  M.  Master,  25  Nov.,  1881  ; Lt. 
j.  g.,  3 Mar.,  1883. 

Hughes,  Walter  S.  Master,  16  Feb.,  1882  ; 
Lt.  j.  g.,  3 Mar.,  1883. 

Hobbie,  Jas.  M.  P.  A.  Eng.  Ret.  Died  17 
Nov.,  1882,  at  New  Boston,  N.  H. 
Hosley,  Harry  H.  Master,  2 June,  1882  ; Lt. 
j.  g.,  3 Mar.,  1883. 

Hodges,  Harry  M.  Lt.  j.  g.,  24  Aug.,  1883. 
Humphreys,  Charles  F.  Car.  Died  8 Jan., 

1883.  at  Camden,  N.  J. 

Hunt,  Ridgeley.  Lt.  j.  g.,  1 Dec.,  1883. 
Hopkins,  Alfred.  Capt.  Dismissed  21  Nov., 
1882. 

Hunter,  Henry  C.  Lt.  Died  10  June,  1881, 
on  board  the  “ Alert,”  Asiatic  Station. 
Hannum,  Wm.  G.  Lt.  j.  g.,  6 May,  1886. 
Henderson,  Richard.  Lt.  j.  g.,  13  May,  1886. 
Hogg,  Wm.  S.  Ens.,  10  Mar.,  1880  ; Lt.-j. 
g. , 5 Aug.  1886. 

Hodges,  Benj.  W.  Ens.,  24  Feb.,  1881  ; Lt. 
j.  g.,  30  June,  1887. 

Hilton,  Osgood  H.  Carp.,  5 Feb.,  1886. 
Hopkins,  Wm.  E.  Commodore.  Ret.  10 
Jan  , 1883. 

Hooker,  Edward.  Com.,  9 Feb.,  1884.  Ret. 
25  Dec.,  1884. 

Horwitz,  Phineas  J.  Med.  Dir.  Ret.  3 Mar., 

1884. 

Harmony,  David  B.  Commodore,  23  Sept., 

1885. 

Houston,  George  P.  Maj.  M.  C.,  21  Dec., 
1880. 

Harrington,  Francis  H.  Capt.  M.  C.,  4 May, 
1885. 

Harrington,  Purnell  F.  Com.,  28  May, 1881. 
Hoff,  Wm.  Bainbridge.  Com.,  7 Aug., 1881. 
Harris,  Wm.  A.  P.  A.  Surg.  Died  25 Oct., 

1881,  at  Catonsville,  Md. 


Harris,  H.  T.  B.  Paym.,  18  Jan.,  1881. 
Hoxsey,  Thomas  D.,  Jr.  P.  A.  Paym.,  18 
Jan.,  1881. 

Harvey,  Henry  P.  Surg.,  18  Dec.,  1886. 
Hines,  Harold  K.  Nav.  Cad.,  2 Oct.,  1882. 
Hawk,  George  F.  Cad.  Mid.,  17  June,  1882; 

Nav.  Cad.,  5 Aug.,  1882. 

Herwig,  Henry.  P.  A.  Eng.,  22  May,  1880. 
Hoffman,  Frank  J.  P.  A.  Eng.,  16  Sept.. 
1881. 

Heath,  Frank  R.  Ens.,  28  May,  1881. 
Harrison,  Horace  W.  Ens..  11  June,  1881. 
Halpine,  Nicholas  J.  L.  T.  Ens.,  1 Oct.,  1881. 
Hall,  Alfred  L.  Ens.,  28  Oct.,  1881. 

Huse,  Harry  M(?L.  P.  Mid.,  4 June,  1880; 
Ens.,  2 June,  1882. 

Hughes,  Richard  M.  Mid.,  4 June,  1880; 
Ens.,  19  June.  1882. 

Holcombe,  John  H.  L.  Mid.,  4 June,  1880  ; 
Ens.,  1 July,  1882. 

Hetherington,  J.  H.  Mid.,  4 June,  1880  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Hood,  John.  Mid.,  10  June,  1881  ; Ens.  j.  g., 
3 Mar.,  1883  ; Ens.,  26  June,  1884. 
Harlow.  Charles  H.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Hourigan,  Patrick  W.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Haeseler,  Francis  J.  Mid.,  22  June,  1882  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

Hoogewerff,  John  A.  Nav.  Cad.,  5 Aug., 
1882;  Ens.  j.  g.,  1 July,  1883;  Ens.,  26 
June,  1884. 

Howard,  Wm.  L.  Nav.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1884. 

Huntoon,  Fitz  Aubert.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Hewes,  Charles  H.  Nav.  Cad.,  5 Aug.,  1882; 
Ens.,  1 July,  1886. 

Hoggatt,  Will'ord  B.  Nav.  Cad.,  5 Aug., 
1882  ; Ens.,  1 July,  1886. 

Hill,  Frank  K.  Nav.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1886. 

Hulme,  Walter  O.  Nav.  Cad.,  5 Aug., 
1882  ; Ens.,  1 July,  1886. 

Holman,  George F.  W.  Lt.,  1 Jan.,  1881. 
Hunker,  Jacob  J.  Lt.,  15  Oct.,  1881. 

Hanus,  Gustavus  C.  Lt.,  19  June,  1882. 
Howard,  Thomas  B.  Lt.  j.  g.,  3 Mar.,  1883  ; 
Lt.,  7 Nov.,  1885. 

Halsey,  Wm.  F.  Master,  18  Mar.,  1880; 
Lt.  j.  g.,  3 Mar.,  1883  ; Lt.,  4 Feb.. 

1886. 

Holmes,  Frank  H.  Master,  24  Feb.,  1881. ; 
Lt.  j.  g.,  3 Mar.,  1883;  Lt.,  29  Jan., 

1887. 

Hutchins,  Hamilton.  Master,  22  May,  1881; 
Lt.  j.  g.,  3 Mar.,  1883;  Lt.,  21  May, 
1887. 

Hazlett,  Isaac.  Lt.-Com.,  21  Dec.,  1881.  Ret. 
8 Nov.,  1886. 
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Haines,  Henry  C.  Nav.  Cad.,  5 Aug.,  1882  ; 

2d  Lt,  M.  C.,  1 July,  1883. 

Hill,  Wm.  L.  Boats.,  19  Sept.,  1881. 

Hibbett,  Charles  T.  P.  A.  Surg.,  30  Apr., 

1880. 

Hesler,  Frederick  A.  Asst.  Surg.,  3 June, 

1884. 

Henry,  Charles  P.  Asst.  Surg.,  18  May,  1886. 
Harris,  Hatton  N.  T.  Asst.  Surg.,  13  June, 
1887. 

Hine,  Robert  B.  Chf.  Eng.,  14  Bee.,  1882. 
Harris,  Wm.  H.  Chf.  Eng.,  27 Dec.,  1883. 
Hibbs,  Frank  W.  Nay.  Cad.,  4 Sept.,  1883. 
Hurlbut,  Samuel  R.  Nav.  Cad.,  4 Sept., 
1883. 

Hudson,  Charles  E.  N%v.  Cadet,  4 Sept., 
1883. 

Haxton,  Milton.  Capt.  Ret.  7 Feb.,  1883. 
Haycock,  George  B.  Capt.  M.  C.  Ret.  19 
Mar.,  1883. 

Hayden,  Edward  E.  Mid.,  10  June,  1881; 
Ens.  j,  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 1 Ret.  30  June,  1885. 

Hiland,  Thomas.  Surg.  Ret.  13  Mar.,  1883. 
Hugg,  Joseph.  Surg.  Ret.  17  Mar.,  1887. 
Heap,  S.  Lawrence.  Asst.  Paym.,  1 Apr., 
1882. 

Hunt,  Livingston.  Asst.  Paym.,  29  Oct., 

1881. 

Hebb,  Clement  D.  Lt.-Col.  M.  C.,  18  Apr., 
1880. 

Henderson,  John  A.  Asst.  Eng.  Ret.  20 
Nov.,  1884. 

Hughes,  Edward.  Boats.  Ret.  14  June, 

1882. 

Heron,  James.  Boats.  Ret.  30  June,  1885. 
Heyerman,  Oscar  F.  Com.  19  May,  1886. 
Heyl,  Theodore  C.  Surg.,  15  Oct.,  1881. 
Hoes,  R Randall.  Chap.,  26  July,  1882. 
Higgins,  Robert  B.  Cad.  Eng.,  10  June, 
1882. 

Hutchinson,  James.  Gunner.  Ret.  5 Nov., 

1883. 

Hill,  Bichard  J.  Gunner.  Ret.  19  Feb., 
1883. 

Hogg,  James  M.  Gunner.  Ret.  17  Mar., 

■ 1887. 

Howells,  Wm,.  M.  Sailmaker.  Ret.  20  Nov.,' 
1883. 

Howell,  John  C.  Rear  Adm.  Ret.  24  Nov., 
1881. 

Hughes,  Aaron  K.  Rear  Adm.,  2 July,  1882. 
Ret.  31  Mar.,  1884. 

Hitchcock,  Roswell  D.  Lt.-Com.,  26  Nov., 
1880. 

Houston,  Edwin  S.  Lt.-Com.,  29  Mar.,  1881. 
Hudson,  Adrian.  Med.  Insp.,  10  June,  1S80. 
Hoehling,  Adolph  A.  Med.  Insp.,  31  Jan., 

1885. 

Howell,  John  A.  Capt.,  1 Mar.,  1884. 
Howison,  Henry  L.  Capt.,  2 Mar.,  1885. 
Hoy,  James.  Pay.  Insp.,  29  May,  1882. 
Hunt,  George  P.  Chf.  Eng.  Died  5 Apr., 
1887,  on  board  the  steamer  “ Cata- 
lonia” (Cunard  Line). 

Hutter,  George  E.  Ens.  Ret.  3 Feb.,  1882. 


Hunter,  Lewis  B.  Med.  Dir.  Ret.  Died 
24  June,  1887,  at  Philadelphia,  Pa. 
Haskell,  Porter  D.  Ens.  j.  g.  Resigned  18 
Sept.,  1873. 

Hunt,  Timothy  A.  Commo.  Ret.  Died  21 
Jan.,  1884,  at  New  Haven,  Conn. 

Hartt,  Edw.  Nav.  Com.  Died  12  Sept.,  1883, 
at  Watsessing,  N.  J. 

Humphreys,  Chas.  P.  Carp.  Died  8 June, 

1883,  at  Camden,  N.  J. 

Hogan,  Thomas  J.  Nav.  Cad.  Hon.  Dis. 
June  30, 1888. 

Haines,  Robt.  P.  Nav.  Cad.  Hon.  Dis. 

June  30»  1883. 

Harrison,  Edw.  H.  Nav.  Cad.  Hon.  Dis. 
June  30,  1883. 

Harmon,  Eugene  M.  Nav.  Cad.  Hon.  Dis. 
June  30,  1883. 

Hasson,  Alex.  R.  Nav.  Cad.  Hon.  Dis. 

June  30,  1883. 

Ilunsicker,  Jos.  L.  Lt.  Resigned  1 Sept., 

1884. 

Hill,  Charles  H.  Ens.  Resigned  30  June, 

1884. 

Harwood,  Andrew  A.  Rear  Ad.  Ret.  Died 
28  Aug.,  1884,  at  Marion,  Mass. 

Handy,  Robert.  Commo.  Ret.  Died  7; 

June,  1884,  at  Jamaica  Plains,  Mass. 
Handy,  Henry  C.  Lt.  Died  23  Dec.,  1884,, 
at  Washington,  D.  C. 

Hines,  Samuel  D.  Gunner.  Ret.  Died  25  , 
Oct.,  1884.  at  Edenton,  N.  C. 
Hawthorne,  Henry  L.  Nav.  Cad.  Hon. . 
Dis.  June  30,  1884. 

Howland,  Charles  H.  Nav.  Cad.  Hon.  Dis. 
June  30,  1884. 

Harding,  Jeremiah.  Boat.  Died  27  June,, 

1885,  at  St.  Helena,  Cal. 

Hotchkin,  Frank  S.  Lt.  j.  g.  Wholly  Ret.. 

16  June,  1885. 

Ide,  George  E.  Lt.-Com.,  12  Oct.,  1881. 
Impney,  Robert  E.  Lt.-Com.,  1 Oct.,  1882., 
Irwin,  John.  Commo.,  4 Mar.,  1886. 

Irwin,  William  M.  Lt.,  2 June,  1882. 

Ivers,  Henry  K.  Asst.  Eng.  Resigned  1 
July,  1885. 

Isbester,  Richard  T.  Asst.  Eng.  Wholly  Ret. 
7 June,  1886. 

Isherwood,  Benj.  F.  Chf.  Eng.  Ret.  6 
June,  1884. 

Iverson,  Andrew  J.  Lt.-Com.,  19  June,  1882. 

Jackson,  Calvin  C.  Pay.  Dir.  Ret.  Died; 

27  June,  1883,  at  Detroit,  Mich. 
Jackson,  Richard  M.  Nav.  Cad.,  4 June, 
1883. 

Jackson,  Samuel  L.  2d  Lt.  M.  C.,  16  June, 
1880, 

Jacob,  Edwin  S.  Lt.  Ret.  7 Jan.,  1885. 
Jacoby,  Harry  M.  Lt.,  11  July,  1880.  Ret. 
16  Nov.,  1883. 

Jarboe,  Chas.  W.  Lt  Died  17  Mar.,  1880, 
onboard  the  “ Hassler,”  Vallejo,  Cal. 
Jardine,  Aug.  C.  Ens.  j.  g.  Wholly  Ret. . 
31  Dec.,  1883. 


10 


NAVY  REGISTER,  1881-1887. 


Jayne,  Joseph  L.  Nay.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1884. 

Jeffers,  YVm.  N.  Commodore.  Died  23  July, 
1883,  at  Washington,  D.  C. 

Jeffries,  Alfred.  Ens.  Dismissed  16  July, 
1885. 

Jenkins,  Friend  W.  Nav.  Cad.,  28  Sept., 

1882. 

Jewell,  Theodore  F.  Com.,  26  Jan.,  1885. 
Johnson,  Andrew  W.  Capt.  Ret.  Died  14 
June,  1887,  at  Washington,  D.  C. 
Johnson,  Edwin  V.  D.  Cad.  Mid.,  17  June, 
1882  ; Nav.  Cad.,  5 Aug.,  1882. 
Johnson,  Henry  A.  Mid.  Resigned  30  Apr., 

1881. 

Johnson,  Marbury.  Nav.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1884. 

Johnson,  Peter.  Boats.  Ret.  30  June,  1885. 
Johnston,  Thomas  M.  Boats.,  13  May,  1887. 
Johnston,  Charles  E.  Nav.  Cad.,  17  May, 

1883. 

Jones,  Geo.  W.  Asst.  Paym.  Died  21 
June,  1881,  at  Washington.  D.  C. 
Jones,  H.  P.  Cadet  Mid.,  22  Sept.,  1880; 
Nav.  Cad.,  5 Aug,  1882  ; Ens.,  1 July, 
1885. 

Jones,  Joseph  E.  Lt.  Ret.  21  May,  1883. 
Jones,  Meredith  D.  P.  A.  Surg.  Resigned 
15  June,  1885. 

Jones,  Wm.  Boats.  Ret.  10  Dec.,  1883. 
Jones,  James  H.  Col.  M.  C.  Died  17  Apr., 

1880,  at  Boston,  Mass. 

Jordan,  John  N.  Ens.,  11  Oct.,  1880  ; Lt. 
j.  g.,  1 Mar.,  1887. 

Jouett,  James  E.  Commodore,  11  Jan.,  1883; 

Rear  Adm.,  19  Feb.,  1886. 

Jouett,  Landon  P.  Lt.,  10  Oct.,  1881. 
Joynes,  Walker  W.  Nav.  Cad.  Hon.  Dis. 
80  June,  1887. 

Judd,  Charles  H.  Lt.  Ret.  18  Dec.,  1885. 
Jungen,  Charles  W.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Kammerling,  Gustave.  Cad.  Eng.,  10  June, 

1881. 

Kane,  Theodore  F.  Capt.,  19  May,  1886. 
Kase,  Spencer  M.  Nav.  Cad.  Hon.  Dis. 
30  June,  1883. 

Karmany,  Lincoln.  Nav.  Cad.,  5 Aug.,  1882  ; 

2d  Lt.  M.  C.,  1 July,  1883. 

Katz,  Edw.  M.  Ens.  Resigned  1 Aug., 

1884. 

Kautz,  Albert.  Capt.,  2 June,  1885. 

Keeler,  John  D.  Lt.  Resigned  15  June, 

1885. 

Keating,  John.  Boats.  Died  23  July,  1881, 
on  board  the  U.  S.  S.  “ Alaska.” 

Keith,  A.  S.  Ens.  Ret.  10  Feb.,  1887. 
Kellogg,  Augustus  G.  Com.,  11  July,  1880. 
Kellogg,  Frank  W.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Kelley,  John  P.  Chf.  Eng.,  12  Mar.,  1883. 
Kennedy,  Chas.  W.  Lt.-Com.  Died  30 
Nov.,  1883,  at  Las  Vegas,  N.  M. 


Kennedy,  Stephen  D.  Med.  Ins.  Dismissed 

20  Nov.,  1883. 

Kennett,  John  C.  Lt.-Com.  Resigned  31 
Dec.,  1880. 

Kent,  George  E.  Nav.  Cad.  Hon.  Dis.  30 
June,  1884. 

Kenny,  A.  S.  Pay  Insp. . 31  July,  1884. 
Kenny,  Edward.  Boats.  Ret.  11  Mar., 
1881. 

Kenyon,  Albert  J.  Chief  Eng.,  7 Oct.,  1884. 
Key,  Albert  L.  Nav.  Cad.,  5 Aug.,  1882  ; 
Ens.,  1 July,  1884. 

Keyser,  Edw.  S.  "Lt.-Com.  Died  11  Mar., 

1881,  at  New  York  City. 

Kidder,  Benj.  H.  Med.  Insp.,  30  Jan.,  1887. 
Kilburn,  Wm.  Lt,,  12  Oct.,  1881. 

Kimball,  John  A."  Nav.  Cad.  Hon.  Dis. 
30  June,  1883. 

Kimberly,  Lewis  A.  Commodore,  27  Sept., 
1884  ; Rear  Adm.,  26  Jan.,  1887. 
Kimmell,  Harry.  Mid.,  4 Jan.,  1880  ; Ens., 
19  Dec.,  1882. 

Kindleberger,  David.  Med.  Dir.,  30  Jan., 
1887. 

King,  Charles  A.  E.  Asst.  Eng.,  10  June, 

1882. 

King,  James  W.  Chief  Eng.  Ret.  26  Aug., 
1881. 

King,  Wm.  H.  Chief  Eng.  Died  11  Mar., 

1883,  at  San  Francisco,  Cal. 

King,  Wm.  M.  Med.  Ins.  Died  14  Mar., 
1880,  at  Philadelphia,  Pa. 

King,  Wm.  R.  P.  A.  Eng.,  17  Mar.,  1887. 
Kingsley,  Louis.  Lt.-Com.,  25  Nov.,  1881. 
Kinkaid,  Thomas  W.  Asst.  Eng.,  10  June, 

1882. 

Kirby,  Absalom.  Chief  Eng.,  2 Dec.,  1886. 
Kirkland,  Wm.  A.  Capt.,  1 Apr.,  1880. 
Kite,  Isaac  W.  Asst.  Surg.,  1 Apr.,  1886. 
Kleckner,  Chas.  C.  P.  A.  Eng.,  30  June, 
1887. 

Kline,  George  W.  Cad.  Eng.,  1 Oct.,  1881  ; 
Nav.  Cad.,  5 Aug.,  1882;  Ens.,  1 July, 
1887. 

Knapp,  Harry  S.  Mid.,  4 June,  1880;  Ens., 
16  Feb.,  1882. 

Knapp,  John  J.  Mid.,  4 June,  1880  ; Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Knepper,  Chester  M.  Nav.  Cad.,  5 Aug., 
1882  ; Ens.,  1 July,  1886. 

Knight,  Austin  M.  Lt.  j.  g.,  3 Mar.,  1883  ; 
Lt.,  19  Dec.,  1885. 

Knox,  Samuel  R.  Capt.  Ret.  Died  21 
Nov.,  1883,  at  Everett,  Mass. 

Kress,  Frederick  N.  Nav.  (’ad.,  3 Oct., 
1882. 

Lackey.  Oscar  H.  Chief  Eng.  Ret.  Died 

21  May,  1883,  at  Washington,  D.  C. 
Laird,  Charles.  Master,  1 Feb.,  1882;  Lt. 

j.  g.,  3 Mar.,  1883. 

Lamberton,  Benj.  P.  Com.,  2 June,  1885. 
Lamdin,  Nicholas  H.  P.  A.  Eng.  Died  15 
Nov.,  1885,  on  board  the  U.  S.  S. 
‘‘Adam,”  at  Navy  Yard,  Cal. 
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Lam  din,  William  J.  Chief  Eng.  Ret.  29 
June,  1887. 

Lane,  Moses  A.  Gunner.  Ret.  11  Jan., 

1885. 

Lardner,  Jos.  L.  R.  Ad.  Died  12  Apr., 

1881,  at  Philadelphia,  Pa. 

Lansdale,  Philip  V.  Ens.,  1 June,  1881. 
Lasher,  Oren  E.  Lt.  j.  g.,  8 Mar.,  1883;  Lt., 

2 Mar.,  1885. 

Lauchheimer,  Chas.  H.  Nav.  Cad.,  5 Aug., 
1882  ; 2d  Lt.  M.  C.,  1 July,  1883. 

Law,  Homer  L.  Surg.,  28  Aug.,  1884.  Ret. 
17  Dec.,  1886. 

Law,  Richard  L.  Capt.  Ret.  13  Dec.^  1886. 
Lawrence,  J.  P.  Stewart.  P.  A.  Eng.,  16 
June,  1883. 

Lawton,  Elbridge.  Chief  Eng.  Ret.  3 Mar., 

1881. 

Leach,  Boynton.  Lt.  Wholly  Ret.  1 Apr., 
1884. 

Leach,  Philip.  Asst.  Surg.,  9 July,  1881 ; 

P.  A.  Surg.,  3 July,  1884. 

Leach,  Thomas  Walter.  Med.  Insp.  Ret. 
17  Jan.,  1885. 

Leary,  Richard  P.  Com.,  2 June.  1887. 
Ledbetter,  Wm.  H.  Nay.  Cad.  Hon.  Dis. 
30  June,  1885. 

Lee,  Larkin  F.  Mate.  Ap.  revoked  16  Feb., 

1882. 

Lefavor,  Fred’k  II.  Lt.  j.  g.,  3 Mar.,  1883  ; 
Lt.,  8 July,  1883. 

Legre,  Alexander  B.  Nay.  Cad.  Hon.  Dis. 
30  June,  1885. 

Lerch,  Rob.  L.  Nav.  Cad.  Hon.  Dis.  30 
June,  1885. 

Leiper,  Edward  F.  Mid.,  10  June,  1882  ; 
Ens.  j.  g.,  3 Mar.,  1883 ; Ens.,  26 
June,  1884. 

Lemly,  Samuel  C.  Master,  24  Feb.,  1880; 
Lt.  j.  g , 3 Mar.,  1883  ; Lt.,  20  Jan., 

1886. 

Lenthall,  John.  Nav.  Con.  Ret.  Died  11 
Apr..  1882,  at  Washington,  D.  C. 
Leonald,  John  C.  Cadet  Eng.,  10  June, 

1882. 

Leopold,  Harry  C.  Cad.  Eng.,  10  June,  1882. 
* Leonard,  Samuel  H.,  Jr.  Asst.  Eng.,  21 
Oct.,  1881. 

Le  Roy,  Wm.  E.  Rear  Adm.  Ret.  24  Mar., 

1880. 

Leslie,  Henry  C.  Carp.  Ret.  Died  20 
May,  1887,  at  Elkton.  Md. 

Lewis,  Callender  I.  P.  A.  Paym.  Died  8 
Aug. , 1883,  at  Frankfort,  Ky. 

Lewis,  Francis  A.  Cad.  Mid.,  17  June,  1882; 

Nav.  Cad.,  5 Aug.,  1882. 

Lewis,  Robt.  F.  R.  Capt.  Died  23  Feb.,  1881, 
at  sea. 

Lillie,  Abraham  B.  H.  Lt.-Com.,  29  Jan., 

1887. 

Linnard,  Joseph  H.  Nav.  Cad..  5 Aug., 
1882  ; Asst.  Nav.  Constructor,  1 July, 

1883. 

Lippincott,  George  C.  P.  A.  Surg.  Ret. 
17  Dec.,  1888. 

Lisle,  R.  Mason.  Lt.  Ret.  24  Jan.,  1883, 


Little,  Wm.  McC.  Lt.  Ret.  16  May,  1884. 
Little,  Wm.  N.  P.  A.  Surg.,  17  Oct.,  1885. 
Littlefield,  Chas.  W.  P.  A.  Paym.,  16  June, 

1881. 

Littlehale.  Geo.  M.  Nav.  Cad.  Hon.  Dis. 
30  June,  1885. 

Livermore,  Charles  W.  Asst.  Eng.  Ret. 
16  June,  1882. 

Livingston,  John  W.  Rear  Adm.  Ret.  Died 
10  Sept.,  1885,  at  New  York  City. 
Livingston,  George  B.  Lt.-Com.,  4 Feb., 

1882. 

Lloyd,  Edward,  Jr.  Mid.,  4 June,  1880; 
Ens.,  11  May,  1882. 

Logan,  George  W.  Nav.  Cad.,  23  Sept., 

1883. 

Logan,  Samuel  J.  1st  Lt.  M.  C.  Ret.  25 
Sept.,  1885. 

Long,  Andrew  I.  Nav.  Cad.,  17  May,  1883. 
Long,  John  A.  Sailm.,  2 Apr.,  1881. 

Long,  John  H.  Chief  Eng.  Died  2 Mar., 
1882,  at  Astoria,  N.  Y. 

Long,  Wm.  Boats.  Ret.  29  Oct.,  1883. 
Longnecker,  Edwin.  Lt.-Com.,  30  Aug., 
1881. 

Longnecker,  H.  C.  Ens,  j.  g.,  3 Mar.,  1883 ; 

Ens.,  26  June,  1884.  Ret.  26  June,  1884. 
Lombard,  Benj.  N.  H.  Nav.  Cad.  Hon. 
Dis.  30  June,  1887. 

Loomis,  F.  J.  Cad.  Eng.,  1 Oct.,  1880;  Nav. 
Cad.,  5 Aug.,  1882  ; Ens.,  1 July, 
1886. 

Loomis,  J.  Porter.  Paym.,  1 Dec.,  1880. 
Lopez,  Robert  F.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Lovell,  John  Q Asst.  Paym.,  26  July,  1882. 
Lowe,  John.  Chief  Eng.,  16  June,  1883. 
Lowndes,  Charles.  Commodore.  Ret.  Died 
14  Dec.,  1885,  at  Easton,  Md. 

Lowrv,  H.  B.  Major  and  Quar.  M.  C.,  4 May, 
' 1885. 

Lowrv,  Oswin  W.  Lt.  j.  g.,  3 Mar.,  1883  ; 
Lt. , 26  Dec.,  1884. 

Lowry,  Reigart  B.  Commodore.  Died  25 
Nov.,  1880,  at  New  York  City. 

Luby,  John  F.  Mid.,  26  June,  1882  ; Ens. 

j.  g.,  3 Mar.,  18S3  ; Ens.  26  June, 1884. 
Luce,  Stephen  B.  Com.,  25  Nov.,  1881; 

Rear  Adm.,  5 Oct.,  1885. 

Ludlow,  Nicoll.  Com.,  1 Oct. , 1881. 

Lull,  Edward  P.  Capt.  Died  5 Mar.,  1887, 
at  Navy  Yard,  Pensacola,  Fla. 
Lumsden,  George  P.  P.  A.  Surg.,  6 July, 
1880. 

Lyeth,  Clinton  H.  Lt.  j.  g.  Ret.  20  May, 
1887.  • 

Lyman,  Charles  H.  Lt.,  11  June,  1881. 
Lynch,  Dominick.  Capt.  Ret.  Died  10  Oct., 

1884.  at  Brooklyn,  N.  Y. 

Lynch,  Nicholas.  Sailm.  Ret.  12  May,  1884. 
Lyon,  Henry  W.  Lt.-Com.,  3 Nov.,  1884. 

Maccarty,  G.  M.  L.  Chf.  Eng.,  16  Sept.,  1881. 
MacConnell,  Charles  J.  Chf.  Eng.,  2 Dec., 

1885. 


12 


NAVY  REGISTER,  1881-1887. 


Machette,  Henry  C.  Paym.,  16  June,  1881. 
MacKenzie,  M.  R.  S.  Lt.-Com.,  26  Dec., 
1884. 

Maddox,  Wm.  A.  T.  Capt.  M.  C.  Ret.  3 
June,  1880. 

Magaw,  Sam.  Com.  Ret.  Died  19  May, 

1884,  at  Washington,  D.  C. 

Magruder,  Alexander  P.  Surg.,  8 Jan.,  1885. 
Mahan,  Alfred  T.  Capt.,  23  Sept.,  1885. 
Mahoney,  James  E.  Nav.  Cadet,  5 Aug., 

1882  ; 2d  Lt.  M.  C.,  1 July,  1883. 
Mahony,  Kaen  M.  A.  Carp  , 8 Jan.,  1881. 
Mallett,  George  E.  Nav.  Con.  Died  1 Jan., 
1886,  at  Norfolk,  Va. 

Manley,  H.  de  Haven.  Com.  Ret.  31  Jan., 

1883. 

Maney,  Henry  M.  Lt.-Com.,  7 Oct.,  1886. 
Manning,  Chas.  E.  Asst.  Eng.,  10  June,  1882. 
Manning,  Charles  H.  P.  A.  Eng.  Ret.  14 
June,  1884. 

Mannix,  D.  Pratt.  Capt.  M.  C.,  19  Dec., 

1885. 

Maples,  Wm.  L.  Carp.,  18  Dec.,  1880. 
Markham,  Benj.  Carp.,  8 Jan.,  1881. 

Marsh,  Charles  C.  Mid..  10  June,  1881;  Ens. 
j.  g.,  3 Mar.,  1883  ; Ens.,  26  June, 

1884. 

Marshall,  Wm.  A.  Lt.,  15  Apr.,  1882. 
Marsteller,  Emlyn  II.  P.  A.  Surg.,  11  Oct., 
1880. 

Marston,  John.  Rear  Adm.  Ret.  Died  8 
Apr.,  1885,  at  Phila.,  Pa. 

Marston,  Ward.  Lt.-Col.  M.  C.  Ret.  Died 
17  Apr.,  1882,  at  Boston,  Mass.  . 
Marthon,  Joseph.  Lt  -Com.,  1 July,  1882. 
Martin,  Charles.  Med.  Dir.  Bet.  21  Aug., 
1884. 

Martin,  Henry  M.  Surg.,  24  Apr.,  1884. 
Martin,  John  R.  P.  A.  Paym.,  30  Jan.,  1882. 
Martin,  Wm.  Asst.  Surg.,  14  Apr.,  1882. 
Mathews,  Clarence  H.  Cadet  Eng.,  10  June, 
1881. 

Matthews,  Edw.  S.  Surg.  Died  16  Aug., 

1881,  at  Rhode  Island  Hospital. 
Matthews,  E.  O.  Capt.,  14  Sept.,  1881. 
Mattice,  Asa  M.  P.  A.  Eng.,  31  May,  1880. 
Maull,  Wm.  N.  Sailmaker.  Ret.  Died  24 

Jan.,  1881,  at  Carversville,  Pa. 

Maxson,  Frank  O.  Civ.  Eng.,  26  Oct.,  1881. 
Maxwell,  Wm.  J.  Mid.,  22  June,  1882;  Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

May,  Edward.  Pay  Dir.,  24  Dec.,  1883. 
Mayer,  Augustus  N.  Mid.,  22  June,  1882 ; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Maynard,  Washburn.  Lt.-Com.,  27  Sept., 
1884. 

Mayo,  Henry  T.  Lt.  j.  g.,  25  Feb.,  1885. 
Mayo,  William  K.  Commodore,  2 July,  1882. 
Ret.  18  May,  1886. 

McAllister,  Andrew.  Cadet  Eng.,  10  June, 

1882. 

Me  Alpine,  Kenneth.  Cadet  Eng.,  10  June, 
1881. 

McCalla,  Bowman  H.  Com.,  3 Nov.,  1884. 


McCann,  Wm.  P.  Commodore,  26  Jan., 
1887. 

McCarteney,  Charles  M.  Master,  20  June, 
1882  ; Lt.  j.  g.,  3 Mar..  Ib83. 

McCarthy,  Stephen.  Boats.,  13  May,  1887. 

McCartney,  Daniel  P.  Chf.  Eng.,  22  Aug., 
1881. 

McCauley,  Edward  Y.  Commodore,  7 Aug., 
1881;  Rear  Adm.,  2 Mar.,  1885.  Ret. 
25  Jan.,  1887. 

McCollam,  T C.  civ.  Eng.,  26  Oct.,  1881. 

McCormick,  Charles  M.  Cadet  Eng.,  1 Oct., 
1881;  Nav.  Cadet,  5 Aug.,  1882;  Ens., 
1 July,  1887. 

McCrea.  Alex.  S.  Nav.  Cad.  Hon.  Dis.  30 
June,  1883. 

McCrea,  Henry.  Lt.  j.  g.,  3 Mar.,  1883  ; Lt., 
16  Nov. , 1883. 

McCrea,  Edw.  P.  Capt.  Died  14  Oct.,  1881, 
on  board  U.  S.  S.  “Dispatch.” 

McCully,  Newton  A.,  Jr.  Nav.  Cadet,  19 
May.  1883. 

McCuriey,  Felix.  Com.,  26  Jan.,  1887. 

McDonnell,  John  E.  Ens.  Res.  Mch.  1, 
1884. 

McDonald,  Edwin  A.  Gunner.  Drowned 
15  June,  1885,  at  Navy  Yard,  Mare 
Island,  Cal. 

McDonald,  John  D.  Cadet  Mid..  6 Oct., 
1880  ; Nav.  Cadet,  5 Aug.,  1882  ; Ens., 
1 July,  1886. 

^McDonald,  Joseph.  Boats.  Ret.  23  Apr., 1884. 

McDonald,  Charles.  P.  A.  Paym.,  29  May, 
1882. 

McDougal,  Chas.  J.  Com.  Drowned  28 
Mch.,  1^81,  at  Cape  Mendecino,  Cal. 

McDougall,  David.  R.  Ad.  Ret.  Died  7 
Aug. . 1 882,  at  San  Francisco,  Cal. 

McEwan,  Henry  D.  Chf.  Eng.,  3 Mar., 
1882. 

McGowan,  John,  Jr.  Com.,  29  Jan.,  1887. 

McGiffin,  Philo  N.  Nav.  Cad.  Hon.  Dis.  30 
June.  1884. 

McGuinness,  John  P.  Cadet  Mid.,  21  Sept., 
1881 ; Nav.  Cadet,  5 Aug.,  1882;  Ens  , 
1 July,  1887. 

McIntosh.  Horace  P.  Lt.,  22  Oct.,  1882. 

Mcllvaine,  Bloomfield.  Lt.  Ret.  Died  16 
Apr.,  1884.  at  Phila.,  Pa. 

McJunkin,  Ira.  Nav.  Cad.  Hon.  Dis.  30 
June,  1883. 

McKay,  Wm.  Nav.  Cadet.  Hon  Dis.  30 
June,  18S7. 

McKee.  Llewelyn  T.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

McLaughlin,  John.  Boats.,  18  Nov.,  1881. 

McLean,  Robert  H.  Lt.  j.  g.,  3 March,  1883; 
Lt.,  13  July,  1884. 

McLean,  Walter.  Lt.  j.  g.,  1 Dec.,  1885. 

McMechan,  Andrew C.  Lt.  Ret.  9 Oct.,  1883. 

McMillan  John  T.  Cadet  Mid.,  17  June, 
1882;  Nav.  Cadet,  5 Aug.,  1882. 

McRitchie,  David  G.  Lt.  Ret.  14  June, 
1884. 

McWhorter,  Jacob  G.  Nav.  Cadet,  5 Aug., 
1882 ; 2d  Lt.,  1 July,  1884. 
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Mead,  Win.  W.  Lt.-Com. , 12  March,  1881. 
Mead,  Richard  W.  Capt.,  13  March,  1880. 
Means,  Victor  C.  B.  Asst.  Surg.,  3 June, 
18S4. 

Melville,  George  W.  Chf.  Eng.,  4 March, 
1881. 

Menefee,  Daniel  P.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 March,  1883;  Ens.,  20 
June,  1884. 

Mentz,  George  W.  Lt.,  28  Oct  , 1881. 
Mercer,  Carroll.  2d  Lt.  M.  C.,  16  June,  1880; 

2d  Lt.  M C..  25  Feb.,  18s7. 

Merriam,  Greenlief  A.  Lt.,  28  May,  1881. 
Merry,  John  F.  Lt.-Com.,  1 Dec.,  1883. 
Mertz,  Albert.  Lt.  j.  g.,  3 March,  1883;  Lt., 
27  Sept. , 1884. 

Michelson,  Albert  A.  Master.  Res.  30  Sept., 

1881. 

Michler,  A.  K.  P.  A.  Paym.,  1 Sept.,  1881. 
Middleton,  Edw.  Rear  Ad.  Ret.  Died  27 
Apr  , 1883,  at  Washington,  D. 

Miles,  Charles  R.  Lt.  j.  g.,  3 March,  1883; 
Lt.,  12  Dec.,  1884. 

Miller,  Charles.  Boats.  Ret.  Died  30  June, 
1887,  at  Philadelphia,  Pa. 

Miller,  Fred’k  A.  Lt.-Com.,  15  April,  1882. 
Ret.  30  Nov.,  1885. 

Miller,  Joseph  N.  Capt.,  28  May,  1881. 
Miller,  Philip.  Nav.  Cadet.  Died  3 April, 

1883,  on  board  the  U.  S.  S.  “ Tennes- 
see.” 

Miller,  Win.  G.  Cadet  Eng.,  1 Oct.,  1881  ; 
Nav.  Cadet,  5 Aug.,  18t>2;  Ens.,  1 July, 
1887. 

Milligan,  Frank  J.  Master,  G Nov.,  1881; 

Lt.  j,  g.,  3 March,  1883. 

Mitchell,  Sidney  Z.  Hon.  Bis.  30  June, 
1885. 

Milton,  John  B.  Lt.,  14  Sept.,  1881. 

Miner,  Leo  D.  Asst.  Eng.,  10  June,  1882. 
Miner,  Randolph  H.  Mid.,  lo  June,  1881; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1881. 

Minett,  Henry.  Lt.  j.  g.,  23  May,  1886. 
Minter,  Charles  E.  Sailm. , 2 April,  1881. 
Moale,  Edward,  Jr.  Cadet  Mid.,  17  June, 
1882;  Nav.  Cadet,  5 Aug.,  1882. 

Moore,  Andrew  M.  Surg.,  1 April,  1881. 
Moore,  Charles  13.  T.  Master,  14  Dec.,  1880. 
Morgan,  Daniel.  Nav.  Cadet.  Hon.  Dis  3 ) 
June,  1883. 

Morgan,  Stokely.  Mid  , 22  June,  1882;  Ens. 
j.  g.,  3'  March,  1883:  Ens.,  26  June, 

1884. 

Morgan,  William  A.  Lt.-Com.,  28  July, 
1884. 

Moritz,  Albert.  Cadet  Eng.,  10  June,  1881. 
Morley,  Albert  W.  Chf.  Eng.,  17 Nov.,  1882. 
Morong,  JohnC.  Lt.-Com.,  5 June,  1884. 
Morrell,  Henry.  Master,  11  Oct.,  1880  ; Id. 

j.  g.,  3 March,  1883;  Lt.,  23  May,  1886. 
Morris.  Charles  V.  Lt.  j.  g.  Died  10  April, 
1887,  at  Sackett’s  Harbor.  N.  Y. 
Morris,  Francis.  Com.  Died  12  Feb.,  1883,  at 
Newport,  R.  I. 

Morrison,  William  F.  Chap.,  5 May,  1881, 


Moseley,  Nathaniel  S.  Cadet  Mid.,  22  Mar., 
1880;  Nav.  Cadet,  5 Aug.,  1882;  Ens., 
1 July,  1886. 

Moseley,  William  B.  Nav.  Cadet,  6 Sept., 

1883. 

Moses,  Franklin  J.  Nav.  Cadet,  5 Aug., 
1882;  2d  Lt.  M.  G,  1 July,  1883. 

Much,  George  W.  Naval  Constructor.  Ret. 

‘ 22  June,  1887. 

Mudd,  John  A.  Asst.  P? ym.,  29  Oct.,  1881. 
Muir  William  C.  P.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Mullan,  Dennis  W.  Com.,  3 July,  1882. 
Mullan,  Horace  E.  Comdr.  Dis.  6 July, 
1883. 

Muilany,  Frank  A.  1st  Lt.  M.  C.  Res.  11 
May,  1880. 

Mulligan,  Richard  T.  Ens.,  2 Jan.,  1880; 

Lt.  j.  g , 23  May,  1886. 

Murdock,  Joseph  B.  Lt.,  10  Mar.  ,1880. 
Murphy,  Patrick.  Boats.,  23  June,  1882. 

' Ret.  15  June.  1885. 

Murphy.  Paul  St.  ,C.  1st  Lt.  M.  C.,  18  April, 
1880. 

Murray,  James  M.  P.  A.  Surg.  Res.  1 
June,  1886. 

Murrey,  Alex.  Rear  Adm.  Ret.  Died  10 
Nov.,  1884,  at  Washington,  D.  C. 
Muse,  William  S.  Capt.  M.  C.,  21  Dec., 
1880. 

Myers,  Talleyrand  D.  P.  A.  Surg.  Ret.  7 
Dec.,  1882. 

Nabor,  Frank  W.  Lt.  Died  23  Aug.,  1883, 
at  Pasadena,  Cal. 

Nash,  Edwin  W.  Ens.  j.  g.  Res.  24  Dec., 

1883. 

Nash,  Francis  S.  P.  A.  Surg.,  5 May,  1882. 
Neilson,  John  L.  Surg.,  22  Oct.,  1882. 
Nelson,  Henry  C.  Med.  Insp.  Ret.  23  Apr., 

1884. 

Nelson,  Thomas.  Com.,  13  Dec.,  1886. 
Nelson,  Valentine  S.  Ens.,  14  Dec.,  1880; 

Lt.  j.  g.,  21  May,  1887. 

Nes,  David  S.  Cadet  Mid.,  13  June,  1881; 
Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 July, 
1887. 

Newell,  Harman.  Chf.  Eng.  Died  24  Mar., 

1880,  at  Norfolk,  Va. 

Newell,  John  S.  Lt-Com.,  22  Jan.,  1880. 
Newman.  William  B.  Lt.-Com.,  2 June, 
1882. 

Newton,  John  T.  Lt.  j.  g.,  16  June,  1885. 
Niblack,  Albert  P.  Mid.,  22  June,  1882;  Ens. 

j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 1884. 
Nichols,  Henry  E.  Lt.-Com.,  1 Jan.,  1881. 
Nichols,  Smith  W.  Com.  Ret.  14  April, 
1882. 

Nicholson,  J.  W.  A.  Rear  Adm.,  10  Oct., 

1881.  Ret.  10  March,  1883. 

Nicholson,  Jesup.  1st  Lt.  M.  C.,  12  May, 

1880.  Ret.  24  Feb.,  1887. 

Nicholson,  Reginald  F.  Master,  22  Jan., 
1880;  Lt.  j.  g.,  3 Mar.,  1883;  Lt.,  17 
Jan.,  1886. 
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Nicholson,  Somerville.  Commodore,  22  Jan., 

1880.  Ret.  7 April,  1881. 

Nicoll,  William  L.  Chf.  Eng  , 17  Oct.,  1885. 
Nicolson,  John  0.  Master,  12  Oct.,  1881; 

Lt.  j.  g.,  8 March.  1883. 

Melds.  Henry  C.  Lt -Com.  Died  13  Dec., 

1880,  at  Westchester,  Pa. 

Mxon,  Lewis.  Naval  Cadet,  5 Aug.,  1882; 

Asst.  Naval  Constructor.  1 July,  1884. 
Noble,  Mason.  Chap.  Died  24  Oct.,  1881,  at 
Washington,  D.  C. 

Noel,  Jacob  E.  Lt.-Com.  Res.  30  June, 
1887. 

Noel,  York.  Master,  28  Oct.,  1881;  Lt.  j.  g., 
3 Mar.,  1883. 

Nokes,  Norval  L.  Capt.  M.  C.  Died  7 Oct., 
1883,  on  board  the  “ Hartford  ” at  Co- 
rinto,  Nicaragua. 

Norris,  George  A.  Lt.-Com.,  13  Dec.,  1886. 
Norton,  Charles  S.  Capt.,  12  Oct.,  1881. 
Norton,  Oliver  D.  Asst.  Surg.,  22  April,  1885. 
Nourse,  Charles  J.  Asst.  Surg.  Died  23 
July,  1880,  at  Hartmansville,  W.  Va. 
Nourse  Joseph  E.  Prof.  Ret.  17  April,  1881. 
Noyes,  Boutelle.  Lt.  Killed  29  Aug.,  1883, 
on  board  the  “ Richmond,”  Asiatic 
Squadron. 

Nye,  Haile  C.  T.  Lt.  Died  30  July,  1885, 
at  Lima,  Peru. 

Oberly,  Aaron  S.  Med.  Insp.,  4 Mar.,  1884. 
Odendhal,  John.  Mate.  App’t  Revoked,  4 
Jan.,  1883. 

Ogden,  Frederick  N.  Asst.  Surg.,  9 Jan., 
1885. 

O’Halloran,  Thomas  M.  Nav.  Cadet,  17 
May,  1883. 

O’Kane,  James.  Capt.,  29  Jan.,  1887. 
O’Leary,  Timothy  S.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1885. 

Olcott,  Frederick  W.  Asst.  Surg.,  21  Jan., 
1887. 

Oliphant,  Alexander  C.  Nav.  Cadet.  Hon. 

Dis.  30  June,  1883. 

Oliver,  James  H.  Ens.,  1 Oct.,  1881. 

Oliver,  Marshall.  Prof,  of  Math.,  20  May, 

1881. 

Oman,  Joseph.  Cadet  Mid.,  17  June,  1882  ; 

Nav.  Cadet,  5 Aug.,  1882. 

Omenseter,  George  W.  Gunner.  Res.  27 
Mar.,  1883. 

O’Neil,  Charles.  Com.,  28  July,  1884. 
Orchard,  John  M.  Ens.,  11  July,  1880;  Lt. 
j.  g.,  26  Jan.,  1887. 

Ormsby,  George  F.  Mid.,  4 June,  1880  ; 
Ens.,  2 July,  1882. 

Osterhaus,  Hugo.  Lt. , 13  Mar.,  1880. 

Owen,  Alfred  M.  Sq.rg.  Died  22  Aug.,  1883, 
at  Navy  Yard,  Pensacola,  Fla. 

Owens,  Thpmas.  Asst-.  Surg.,  3 Apr.,  1882. 

Palmer,  James.  C.  Med.  Dir.  Ret.  Died  24 
' J1'  Apr.,  1883,  at  Washington,  D.  C. 
X^Palmer,  James  E.  Nav.  Cadet.  Hon.  Dis. 
> 30  June,  1885. 

Paine,  Frederick  H.  Lt.  Res.  1 Aug.,  1884. 


Paine,  Walter  T.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1884. 

Paris,  Russel  C.  Mid.  Res.  1 Dec.,  1880. 
Parker,  Felton.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1884. 

Parker,  James  P.  Ens.,  10  Jan.,  1881;  Lt.  j. 
g.,  80  June,  1887. 

Parke,  Thomas  A.  Ens.  Died  13  Oct , 1885, 
at  Union,  W.  Va. 

Parker,  John  F.  Master,  17  May,  1881  ; Lt. 
j.  g.,  3 Mar.,  1883  ; Ens.,  21  Apr., 
1887. 

Parker,  William  A.  Capt.  Ret.  Died  24  Oct., 

1882,  at  East  Boston,  Mass. 

Parker,  William  H.  Lt.-Com.,  14  Dec., 
1886. 

Parks,  Rufus.  Pay  Dir.,  10  Aug.,  1886. 
Parks,  Wythe  M.  P.  A.  Eng.,  22  June,  1884. 
Parmenter,  Henry  E.  Cadet  Eng.,  1 Oct., 
1880;  Nav.  Cadet,  5 Aug.,  1882;  Ens., 
1 July,  1886. 

Parsons,  Arthur  C.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Parsons,  Isaac  B.  Cadet  Eng.,  10  June, 

1881. 

Patterson,  Samuel  A.  W.  Nav.  Cadet. 

Hon.  Dis.  30  June,  1884. 

Patterson,  Thomas  H.  Rear  Adm.  Ret.  10 
May,  1882. 

Pattison,  Thomas.  Rear  Adm.,  INov.,  1883; 
Ret.  4 Feb.,  1884. 

Peacock,  David.  Master,  14  Sept.,  1881;  Lt. 
j.  g.,  3 Mar..  1883. 

Pearson,  Frederick.  Com.  Res.  1 Oct., 

1885. 

Peary,  Robert  E.  Civ.  Eng.,  26  Oct.,  1881. 
Peck,  Ransome  B.  Lt.  Died  6 Nov.,  1885, 
en  route  to  Honolulu. 

Peckham,  Henry  L.  Nav.  Cadet,  17  May, 

1883. 

Pendleton,  Joseph  H.  Nav.  Cadet,  5 Aug., 
1882;  2d  Lt.  M.  C.,  1 July,  1884. 
Pentz,  George  M.  Cadet,  Mid.  Res.  14  June, 

1882. 

Percy,  Henry  T.  P.  A.  Surg.,  6 July,  1883. 
Perkins,  C.  Marst.  Nav.  Cadet,  5 Aug., 
1882;  2d  Lt.  M.  C.,  1 July,  1884. 
Perkins,  George  H.  Capt.,  10  Mar.,  1882. 
Perkins,  Lyman  B.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Perry,  George  E.  Nav.  Cadet.  Hon.  Dis.  80 
June,  1883. 

Perry,  Roger.  Capt.  Died  5 Nov.,  1880,  at 
Cumberland,  Md. 

Perry,  Thomas.  Lt.-Com.,  6 Nov.,  1881. 
Persons,  Remus  C.  Surg.,  7 Feb.,  1885. 
Peters,  George  H.  Master,  10  Jan.,  1881; 
Lt.  j.  g. , 3 Mar.,  1883;  Lt.,  14  Dec., 

1886. 

Peterson,  Arthur.  P.  A.  Paym.,  14  July.  1881. 
Pettit,  Harry  C.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1885. 

Phelps,  Harry.  Mid.,  22  June,  1882;  Ens. 

j.  g.,  3 Mar.,  1883;  Ens.,  26  June,  1884. 
Phelps,  Thomas  S.  Rear  Adm.,  1 Mar  , 1884; 
Ret.  2 Nov.,  1884. 
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Philbin,  Patrick  H.  Nav.  Cadet.  Hon.  Dis. 
80  June,  1885 

Phillippi,  Edwin  T.  P.  A.  Eng.  Ret.  21 
June,  1884. 

Phillips,  Jas.  S.  Asst.  Paym.,  21  Oct.,  1882. 
Phythian,  Robert  L.  Capt.,  15  Nov.,  1881. 
Pickrell,  James  L.  Asst.  Eng.,  10  June,  1881. 
Piepmeyer,  Louis  VV.  Lt.  j.  g.,  4 Feb.,  1886. 
Pigman,  George  W.  Com.,  7 Oct.,  1886. 
Pigott,  Michael  R.  Nav.  Cadet,  20  Sept., 

1883. 

Platt,  Robert.  Lt.  j.  g.,  4 Mar.,  1883. 
Plunkett,  Charles  P.  Nav.  Cadet,  5 Aug, 
1883;  Ens.,  1 July,  1886. 

Plunkett,  Frank.  P.  A.  Paym.  Dismissed  14 
Oct.,  1881. 

Plunket,  Thomas  S.  Master.  Died  31  Jan., 

1882,  at  Erie,  Pa. 

Poe,  Charles  (’.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1887. 

Pomeroy,  A.  M.  Boats.  Ret.  22  June,  1885. 
Pond,  Charles  F.  Lt.  j.  g.,  2 Oct.,  1885. 
Poor.  Charles  H.  Rear  Adm.  Ret.  Died  5 
Nov.,  1882,  at  Washington,  D.  C. 
Potter,  Edward  E.  Capt.,  11  July,  1880. 
Potts,  Stacy.  P.  A.  Eng  , 12  Oct.,  1881. 
Potts,  Templin  M.  Lt.  j.  g.,  9 Feb.,  1884. 
Poundstone,  Homer  C.  Mid.,  22  June,  1882; 
Ens.  j.g.  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Powell,  Levin  M.  Rear  Adm.  Ret.  Died  15 
Jan.,  1885,  at  Washington,  D.  C. 
Power,  John  M.  Nav.  Cadet,  5 Aug.,  1882: 
Ens.,  1 July,  1884. 

Preble,  George  H.  Rear  Adm.  Ret.  Died  1 
Nov.,  1885,  at  Brookline,  Mass. 
Preston,  William  M.  P.  A.  Paym.  Died  8 
Mar.,  1881,  at  Terre  Haute,  Ind. 
Prince,  Thomas  C.  Nav.  Cadet,  5 Aug., 
1882;  2d  Lt.  M.  C.,  1 July,  1884. 
Printup,  David  L.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Pritchard,  Arthur  J.  Pay  Insp.,  24  Dec., 

1883. 

Prud’homme,  L.  F.  Prof,  of  Math.,  20  May, 
1881. 

Purcell,  John  L.  Mid.,  10  June,  1881;  Ens. 

j.g.,  3 Mar.,  1883;  Ens.,  26  June,  1884. 
Purviance,  Hugh  Y.  Rear  Adm.  Ret.  Died 
21  Oct.,  1882,  at  Baltimore,  Md. 

Purse,  Wilson  K.  P.  A.  Eng.  Ret.  Died  30 
Dec.,  1883,  at  Philadelphia,  Pa. 
Putnam,  Charles  F.  Master.  Died  1 Jan., 
1883,  in  Arctic  Regions. 

Quackenbush,  S.  P.  Commodore,  13  Mar., 
1880  ; Rear  Adm.,  28  July,  1884.  Ret. 
23  June,  1885. 

Qualtrough,  Edw.  F.  Lieut,  j.  g.,  3 Mar., 
1883  ; Lt.,  24  Nov.,  1883. 

Queen,  Walter  W.  Commodore,  9 Feb.,  1884  ; 
Rear  Adm.,  28  Aug.,  1886.  Ret.  6 
Oct.,  1886. 

Quigley,  Massa  T.  Carp.,  14  Oct.,  1881. 
Quinby,  John  G.  Mid.,  4 June,  1880.  Ens., 
1 Feb.,  1882. 


Rand,  Stephen,  Jr.  Paym.,  31  July,  1884. 
Randall,  William  P.  Lt.,  15  Feb.,  1882  ; 

Lt.  Com.  Ret.  6 Aug.,  1886. 

Ransom,  George  B.  B.  P.  Eng.,  4 July,  1880. 
Ransom,  George  M.  Commodore.  Ret.  18 
June,  1882. 

Ray,  Charles  M.  P.  A.  Paym.,  2 Apr.,  1882. 
Ray,  Robert  C.  Ens.  Ret.  25  Oct.,  1883. 
Ray,  Whitmul  P.  Lt.,  24  Feb.,  1881. 

Read,  George  H.  Paym.,  31  Aug.,  1881. 
Read,  Maurice  L.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Reamey,  Lazarus  L.  Lt.,  2 Feb.,  1881. 
Redgrave,  De  Witt  C.  Cadet  Eng.,  10  June, 
1881. 

Reed,  Allen  V.  Capt.,  28  July,  1884. 

Rees,  Corwin  P.  Lt.,  11  Oct.,  1880. 

Reeves,  Isaac  S.  K.  P.  A.  Eng.,  16  Sept., 
1883. 

Reich,  Henry  F.  Master,  29  Mar.,  1881  ; Lt. 

j.  g.,  3 Mar.,  1883.  Ret.  5 June,  1885. 
Reid,  George  C.  Capt.  M.  C.,  2 Apr.,  1884. 
Reid,  Joseph.  Mate.  Died  8 Dec.,  1882,  at 
Somerville,  Mass. 

Beisinger,  William  W.  Lt.-Com.,  2 June, 

1885. 

Reiter,  George  C.  Lt.-Com.,  23  Nov.,  1880. 
Remey,  Edward  W.  Lt.  (disappeared),  17 
Feb.,  1885.  Supposed  to  be  dead. 
Remey,  George  C.  Capt.,  30  Oct.,  1885. 
Reynolds,  Alfred.  Master,  1 Jan.,  1881  ; Lt. 

j.  g.,  3 Mar.,  1883  ; Lt.,  9 Nov.,  1886. 
Reynolds,  Lovell  K.  Lt.  j.  g.,  9 Jan.,  1886. 
Rhind,  Alexander  C.  Rear  Adm.,  30  Oct., 

1883.  Ret.  31  Oct.,  1883. 

Rhoades,  William  W.  Lt.-Com.,  9 Feb., 

1884. 

Rich,  Charles  E.  Boats.  Died  3 May,  1880, 
at  New  York,  N.  Y. 

Rich,  John  C.  Lt.-Com.,  8 June,  1885. 
Richardson,  Walt.  G.  Mid.,  22  June,  1882  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 
1884. 

Rider,  Frederick  C.  Asst.  Eng.  Died  10 
Sept.,  1885,  on  board  the  “ Swatara.” 
Rinehart,  Benj.  F.  Lt.  j.  g.  Ret.  Died  29 
Dec.,  1884,  at  Waynesburg,  Pa. 

Ripley,  Charles  S.  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Robinett,  David.  Carp.  Died  15  Nov.,  1880, 
at  Philadelphia,  Pa. 

Robinson,  Erastus  R.  Capt.  M.  C.,  23  Dec., 
1884. 

Robinson,  Herbert  J.  Ens.  Died  19  June, 
1883,  at  Naval  Hospital,  Chelsea,  Mass. 
Robinson,  J.  Marshall.  Master,  2 Jan.,  1881; 
Lt.  j.  g.,  3 Mar.,  1883  ; Lt.,  13  Dec , 

1886. 

Robinson,  Leonidas  L.  Cadet  Mid.  (dropped), 
17  June,  1882. 

Robinson,  Lewis  W.  Chf.  Eng.,  19  Aug., 
1883. 

Robinson,  Thomas.  Gunner.  Ret.  Died  13 
Dec.,  1882,  at  Portsmouth,  Va. 
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Robinson,  William  M.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1883. 

Rodgers,  C.  P.  R.  Rear  Adm.  Ret.  14 Nov., 
1881. 

Rodgers,  John.  Rear  Adm.  Died  5 May,  1882, 
at  Washington,  D.  C. 

Rodgers,  Thomas  S.  Mid.,  4 June,  1880  ; 
Ens.,  1 Dee.,  1881. 

Rodgers,  William  L.  Mid.,  4 June,  1880  ; 
Ens.,  1 Apr.,  1882. 

Rodman,  Hugh.  Mid.,  22  June,  1882  ; Ens., 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Roe,  David  A.  Gunner.  Ret.  15  Mar.,  1882. 
Roe,  Francis  A.  Commodore,  26  Nov.,  1880; 
Rear  Adm.,  3 Nov.,  1884.  Ret.  4 Oct., 

1885. 

Rogers,  Allen  G.  Mid.,  4 June,  1880  ; Ens. 

j.  g.,  3 Mar.,  1883  ; Ens.,  1 Dec.,  1883. 
Rogers,  Benj.  F.  Surg.,  30  Jan.  , 1837. 
Rogers,  Charles  C.  Lt.  j.  g.,  2 June,  1885. 
Rogers,  Eustace  B.  P.  A.  Paym.,  2 Nov., 
1884. 

Rogers,  Guy  G.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1883. 

Rogers,  William.  Sailm.  Ret.  Died  20  Feb., 
1883,  at  Brooklyn,  N.  Y. 

Rohrbacher,  Jos.  H.  Mid.,  22  June,  1882  ; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,1  26 
June,  1884. 

Roller,  John  E.  Lt.,  1 July,  1882. 

Rommell,  Charles  E.  Asst.  Eng.,  5 Aug., 
1882  ; P.  A.  Eng.,  1 July,  1885. 
Rooney,  William  R.  A.  Master,  11  June, 
1881  ; Lt.  j.  g.,  3 Mar.,  1883  ; Lt., 

30  June,  1887. 

Roper,  Jesse  M.  Lt  j.  g. , 3 Mar.,  1883  ; 
Lt.,  5 June,  1884. 

Rose,  WaldemarD.  Lt.  j.  g.,  2 Aug.,  1885. 
Ross,  J.  W.  Surg.,  17  Aug.,  1881. 

Ross,  Nelson.  Asst.  Eng.  Ret.  Died  6 Aug., 
1883,  at  Fort  Covington,  N.  Y. 

Royce,  Alfred  Lee.  Chap.,  18  Feb.,  1881. 
Ruiz,  Alberto  De.  Asst.  Eng.  Wholly  Ret. 

31  Dec.,  1885. 

Rumsey,  Harry  E.  Nav.  Cadet,  28  Sept.,  1882. 
Rush,  Charles  W.  P.  A.  Surg.,  6 July,  1883. 
Rush,  William  H.  P.  A.  Surg.,  28  Apr., 
1881. 

Rush,  William  R.  Ens.,  15  Oct.,  1881. 
Russell,  Averley  C.  H.  P.  A.  Surg.,  30 
June,  1882. 

Russell,  Alexander  W.  Pay  Dir.  Ret.  4 
Feb.,  1886. 

Russell,  Frank  M Nav.  Cadet,  19  May,  1883. 
Russell,  John  H.  Commodore,  30  Oct.,  1883  ; 
Rear.  Adm.,  4 Mar.,  1«86.  Ret.  27 
Aug.,  1886. 

Russell,  Robert  L.  Cadet  Mid.,  14  June, 
1881  ; Nav.  Cad.,  5 Aug,  1SS2  ; Ens., 
1 July,  1887. 

Rust,  Armistead.  Cadet  Eng..  1 Oct.,  1S81 ; 
Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 
July,  1887. 

Ryan,  Philip  J.  Nav.  Cadet.  Hon.  Dis.  30 
June,  1885. 


Ryan,  Thomas  W.  Mid.,  4 June,  1880  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  2 May, 
1884. 

Salford,  Levi  T.  P.  A.  Eng.  Ret.  11  Oct., 
1881. 

Salford,  William  E.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Salisbury,  George  R.  Ass’t  Eng,,  10  June, 
1881. 

Salter,  Timothy  G.  C.  Lt.,  30  Aug.,  1881. 

Sample,  Winfield  S.  Asst.  Eng.  Res.  27 
June,  1887. 

Sampson,  Bias  C.  Cadet  Eng.,  10  June, 
1881. 

Sands,  James  II.  Com.,  23  Nov.,  1880. 

Sands,  Joshua  R.  Rear  Adm.  Ret.  Died 
2 Oct. , 1883,  at  Baltimore,  Md. 

Sanger,  William  P.  S.  Civ.  Eng.  Ret.  15 
Oct.,  1881. 

Sargent,  Nathan.  Lt.,  2 Jan.,  1881. 

Savage,  Thomas.  Boats.  Ret.  8 Nov.,  1886. 

Saville,  John  W.  P.  A.  Eng.  Ret.  19  June, 
1884. 

Sawyer,  Frank  E.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.,  16  June,  1885. 

Sayre,  John  S.  Asst.  Surg.,  24  June,  1884. 

Scales.  Archibald  H.  Nav.  Cadet,  19  May, 
1883. 

Schenck,  Casper.  Pay  Dir.,  6 Dec.,  1880. 

Schenck,  James  F.  Rear  Adm.  Ret.  Died 
21  Dec , 1882,  at  Dayton,  Ohio. 

Schenck,  Wooclhull  S.  Asst.  Quar.  M.  C., 
4 Jan. , 1880. 

Schoonmaker,  C.  M.  Capt.,  7 Oct.,  1886. 

Schouler,  John.  Com.,  8 June,  1885. 

Schuntz,  Charles  F.  Lt.-Com.  Died  20 
May,  1883,  at  Navy  Yard,  Mare  Island, 
Cal. 

Schuetze,  William  H.  Lt.  j.  g.,  3 Mar., 
1883  ; Lt.,  2 Oct.,  1885. 

Scliwenk,  Milton  K.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.,  31  July,  1885. 

Schwerin,  Rennie  P,  Mid.,  10  June,  1881  ; 
Ens.  j.  g.,  3 Mar.,  1883  ; Ens.,  26 
June,  1884. 

Scofield,  Walter  K.  Med.  Insp.,  21  Nov., 
1883. 

Scot,  John  A.  Ch’f  Eng.,  6 July,  1885. 

Scott,  Bernard  O.  Master.  14  Sept.,  1881; 
Lt.  j.  g.,  3 Mar.,  1883;  Lt.,  1 July, 
1887. 

Scott,  Frank,  1 Lt.  M.  C.  Res.  30  June, 
1883. 

Scott,  Horace  B.  Asst.  Surg.,  11  July,  1883. 

Scott,  William  S.  Cadet  Mid.  Res.  14  June, 
1882. 

Scribner,  Edward  H.  Asst.  Eng.,  10  June, 
1881. 

Seabury,  Samuel.  Lt.,  9 Jan.,  1883. 

Sears,  James  H.  Lt.  j.  g.,  2 Dec.,  1884. 

Seely,  Henry  B.  Capt.,  13  Dec.,  1886. 

Selfredge,  Thomas  O.  Capt.,  24  Feb  , 1881. 

Selmer,"  John  A.  Boats.  Died  14  Dec.,  1880, 
at  New  London,  Conn, 
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Semmes,  Alexander  A.  Commodore.  Died 
17  May,  1885,  at  New  London,  Conn. 
Semple,  Lorenzo.  Nav.  Cadet,  5 Aug. , 1883 ; 
Ens.,  1 July,  1884. 

Sensner,  George  W.  Ch’f  Eng.  Ret.  25 
Jan.,  1886. 

Sewell,  George.  Ch’f  Eng.  Ret.  17  Dec., 

1885. 

Sewell,  William  E.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.,  13  Oct.,  1883. 

Seymour,  Charles.  Lt.  Died  12  Mar.,  1883, 
at  Charlestown,  Mass. 

Seymour,  Isaac  K.  Cadet  Mid.,  22  Sept., 
1880;  Nav.  Cadet,  5 Aug.,  1882  ; Ens., 
1 July,  1886. 

Seymour,  William  C.  Gunner.  Ret.  23 
Nov.,  1883. 

Shafer,  Joseph.  Asst.  Surg.,  12  June,  1885. 
Shallenberger,  Oliver  B.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1883. 

Sharp,  Alexander,  Jr.  Master,  8 Apr.,  1882  ; 

Lt.  j.  g.,  3 Mar.,  1883. 

Shaw,  Charles  P.  Lt.  Ret.  4 June,  1883. 
Shearman,  John  A.  Master,  28  Nov.,  1882; 

Lt.  j.  g.,  3 Mar..  1883. 

Sheppard,  Frank  S.  Carp.,  14  Oct.,  1881. 
Sheppard,  James.  Boats.  Died  29  June, 

1883,  at  Navy  Yard,  Pensacola,  Fla. 
Sherman,  Francis  H.  Ens.,  24  Feb.,  1880; 

Lt.  j.  g.,  1 July,  1886. 

Shewell,  Walter.  Asst.  Eng.  Died  30  Nov., 
1881,  at  New  Britain,  Pa. 

Shindal,  James  E.  Cadet  Mid.,  13  June, 
1881  ; Nav.  Cadet,  5 Aug.,  1882  ; Ens., 
1 July,  1887. 

Shipley,  John  H.  Mid.,  4 June,  1880;  Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  16  Apr., 

1884. 

Shock,  John  L.  Asst.  Nav.  Constr.  Died 
23  May,  1885,  at  Greenwich,  England. 
Shock,  Thomas  A.  W.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1885. 

Shock,  William  H.  Ch’f  Eng.,  15  June, 

1883. 

Shoemaker,  William  R.  Cadet  Mid.,  11 
June,  1880  ; Nav.  Cadet,  5 Aug.,  1882  ; 
Ens.,  1 July,  1886. 

Shufeldt,  Mason  A.  Master,  26  Nov.,  1880; 
Lt.  j.  g.,  3 Mar.,  1883 ; Lt.,  26  June, 

1886. 

Shufeldt,  Robert  W.  Rear  Adm.,  7 May, 
1883.  Ret'.  21  Feb.,  1884. 

Siegfried,  Charles  A.  Surg.,  31  Jan.,  1885. 
Sicard,  Montgomery.  Capt.,  7 Aug.,  1881. 
Sigsbee,  Charles  D.  Com.,  11  May,  1882. 
Simpson,  Edward.  Rear  Adm.,  9 Feb., 

1881.  Ret,  3 Mar.,  1886. 

Simpson,  Edward,  Jr.  Mid.,  22  June,  1882  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Simpson,  George  W.  Asst.  Paym.,  1 April, 

1882. 

Simpson,  Henry  L.  Cadet  Eng.  Res.  28 
Feb.,  1881. 

Sims,  William  S.  Mid.,  22  June,  1882  ; Ens. 
j.  g , 3 Mar.,  1883  ; Ens.,  26  June,  1884. 
2 


Sirian,  George.  Gunner.  Ret.  1 5 Dec. , 1880. 
Slack,  William  H.  Lt.  j.  g.  Res.  20  July, 

1883. 

Slack,  William  B.  2d  Lt.  M.  C.  Ret.  3 
May,  1885. 

Slade,  Thomas  B.  Nav.  Cad.  • Hon.  Dis. 
30  June,  1887. 

Sloan,  Roberts.  Mid.  Res.  7 Sept.,  1882. 
Sloane,  John  D.  Asst.  Eng.  Ret.  t>0  June, 

1885. 

Slocum,  George  R.  Cadet  Mid.,  22  Sept., 
1881  ; Naval  Cadet,  5 Aug.,  1882  ; 
Ens.,  1 July,  1887. 

Slosson,  Henry  L.  P.  A.  Eng.  Res.  15  Sept., 

1883. 

Smies,  Frederick  A.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1883. 

Smith,  Howard.  Surg.,  11  Dec.,  1883. 

Smith,  Henry  R.  P.  A.  Paym.,  6 Dec.,  1880. 
Smith,  James  T.  Lt.  j.  g.,  16  Nov.,  1883. 
Smith,  John  D.  Asst.  Surg.  Ret.  Died 
26  Apr.,  1884,  at  Bridgewater,  Conn. 
Smith,  Roy  Campbell.  Mid.,  4 June,  1880 ; 
Ens.,  8 April,  1882. 

Smith,  Sidney  L.  P.  A.  Eng.  Res.  29  Aug., 

1884. 

Smith,  Thomas.  Boats.  Died  11  April, 

1885.  at  Boston,  Mass. 

Smith,  Walter  D.  Chief  Eng.,  25  Mar.,  1880. 
Ret.  16  March,  1887. 

Smith,  William  S.  Asst.  Eng.,  10  June, 
1882. 

Smith,  Wm.  S.  Cadet  Eng,  10  June,  1881. 
Snow,  Albert  S.  Lt.-Com.,  11  July,  1880. 
Snow,  Elliot.  Nav.  Cadet,  4 Sept.,  1883. 
Snowdon,  Thomas.  Mid.,  10  June,  1881  ; 
Ens.,  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Snyder,  George  W.  Asst.  Eng.  Died  27 
Dec.,  1884,  Asiatic  Station. 

Snyder.  Henry  L.  Chief  Eng.  Died  30  June, 
1887,  at  Washington,  D.  C. 

Soley,  John  B.  Lt.  Ret.  24  Feb.,  1885. 
Southerland,  W.  H.  H.  Lt.  j.  g.,  3 Mar., 
1883  ; Lt.,  9 Feb.,  1884. 

Spalding,  Lyman  G.  Lt.  Killed  at  New- 
port, R.  1. 

Sparhawk,  George.  Mid.  Died  7 July,  1882, 
at  Lisbon,  Portugal. 

Sperry,  Charles  S.  Lt.  Com.,  1 March,  1885. 
Spicer,  William  F.  1st  Lt.  M.  C.,  4 Jan., 
1880. 

Spotts,  James  H.  Rear  Adm.  Died  9 Mar., 
1882,  on  board  the  “ Brooklyn,”  Port 
Stanley,  Falkland  Islands. 

Sprague,  Frank  J.  Res.  15  April,  1884. 
Sprague,  James  P.  Chief  Eng.  Died  15 
Sept.,  1881,  at  Rochester,  N.  Y. 
Stafford,  George  H.  Mid.,  4 June.  1880  ; 
Ens.  j.  g\,  3 Mar.,  1883  ; Ens.  13 
Oct.,  1883. 

Stahl,  Albert  W.  Asst.  Eng.,  10  June,  1882. 
Stahl,  Frederick  H.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1884. 

Stancliff,  H.  Trumbull.  Paym.,  2 April, 
1882. 
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Stanly,  Fabius.  Rear  Adm.  Ret.  Died  5 
Dec.,  1882,  at  Washington,  D.  C. 

Stan  worth,  Charles  S.  Cadet  Eng.,  1 Oct., 
1881 ; Nay.  Cadet,  5 Aug.,  1882;  Ens., 

I July,  1887. 

Staunton,  Sidney  A.  Lt.,  15  Nov.,  1881. 
Stayton,  William  H.  Nav.  Cadet,  5 Aug., 
1882  ; 2d  Lt.  M.  C.,  1 July.  1883. 
Stearns,  Benj.  W.  Nav.  Cadet,  .17  May, 
1883. 

Steele,  John  M.  P.  A.  Surg.,  30  April,  1880. 
Stephens,  Alex.  W.  Sailm.  Ret.  10  Dec., 
1883. 

Stevens,  Jacob.  Sailm.  Ret.  Died  13  Oct., 

1881. 

Stevens,  George  A.  Capt.,  2 July,  1882.  Ret. 
24  Nov.,  1883. 

Stevens,  R.  R.  W.  B.  Cadet  Mid.  Res.  14 
June,  1882. 

Stevens,  R.  W.  Vice  Adm.  Sec’ry,  16 
April,  1887. 

Stevens.  Thomas  H.  Rear.  Adm.  Ret.  27 
May,  1881. 

Stevenson,  John  H.  Pay.  Insp.,  18  Jan., 
1881. 

Stewart,  Charles  W.  Nav.  Cadet.  Hon. 
Dis.  30  June,  1883. 

Stewart,  Henry.  Surg.  Ret.  10  April,  1884. 
Stewart,  Henry  H.  Chief  Eng.  Ret.  6 Sept., 
1885. 

Stewart,  John  W.  Master,  12  Mar.,  1881  ; 
Lt.  j.  g.,  3 Mar.,  1883  ; Lt.,  1 Mar., 
1887. 

Stewart,  Robert,  Jr.  Cadet  Eng.,  10  June, 
1881. 

Stirling,  Yates.  Com.,  26  Nov.,  1880. 
Stivers,  George  W.  Chief  Eng.,  18  Dec., 

1883. 

Stivers,  Henry  II.  Asst.  Eng.  Died  24 
April,  1881,  at  Washington,  D.  C. 
Stocker,  Henry  T.  Sailm.  Ret.  24  Dec., 

1884. 

Stocker,  Robert.  Nav.  Cadet,  4 Sept.,  1883. 
Stockton,  Charles  H.  Lt.-Com.,  15 Nov., 1881. 
Stone,  Clarence  M.  Nav.  Cadet,  25  Sept., 

1883. 

Stone,  Eugene  P.  Asst.  Surg.,  5 Aug.,  1886. 
Stoney,  George  M.  Lt.  j.  g.,  25  June,  1883. 
Stout,  George  C.  Nav.  Cadet4  Hon.  Dis. 
30  June,  1885. 

Stratton,  Norman.  Civ.  Eng.  Ret.  Died 

II  Mar.,  1882,  at  Brooklyn,  N.  Y. 
Strauss,  Joseph.  Cadet  Eng.,  1 Oct.,  1881 ; 

Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 
July,  1887. 

Street,  George  W.  Nav.  Cadet,  5 Aug., 
1882;  Ens.,  1 July,  1885. 

Streets,  Thomas  II.  Surg.,  1 May,  1887. 
Stribling,  Cornelius.  Rear  Adm.  Died  17 
Jan.,  1880,  at  Martinsburg,  Ya. 
Strickland,  George  D.  P.  A.  Eng.,  28  Apr., 

1884. 

Strite,  Samuel  M.  Nav.  Cadet,  28  Sept.,  1882. 
Strong,  Edward  T.  Lt.-Com.,  2 July,  1882. 
Strong,  James  II.  Rear  Adm.  Ret.  Died 
28  Nov.,  1882,  at  Columbia,  S,  C. 


Sullivan,  Harry  P.  Asst.  Paym.,  16  June, 
1880. 

Sullivan,  John  T.  Lt.  Ret.  12  May,  1886. 
Sutphen,  Edson  W.  Nav.  Cadet,  5 Aug., 
1882  ; Ens.,  1 July,  1884. 

Sutton,  Francis  E.  Nav.  Cadet,  5 Aug., 
1882  ; 2d  Lt.  M.  C.,  1 July,  1883. 
Sutton.  John.  Boats.,  23  June,  1882. 

Swan,  Francis  H.  Pay.  Insp.,  5 Feb.,  1886. 
Ret.  15  July,  1886. 

Swanstrom,  Frederick  E.  Nav.  Cadet,  6 
Sept.,  1883. 

Sweeting,  Charles  E.  Nav.  Cadet,  5 Aug., 
1882;  Ens.,  1 July,  1885. 

Swift,  Franklin.  Mid.,  22  June,  1882  ; Ens. 
j.  g.,  3 Mar.,  1883 ; Ens.,  26  June, 
1884. 

Swinburne,  William  T,  Lt  -Com.,  6 Mar., 
1887. 

Talcott,  Chas.  G.  Asst.  Eng.,  10  June,  1881. 
Talcott,  George.  Lt.-Com.  Res.  15  Feb., 
1883. 

Tanner,  John  A.  P.  A.  Surg.  Res.  11  Aug., 

1882. 

Tanner,  Z.  L.  Lt.-Com.,  22  Feb.,  1883. 
Tappan,  Benjamin.  Lt.  j.  g.,  20  Jan.,  1886. 
Tarbox,  Glennie.  Cadet  Mid.,  22  Sept..  1881 ; 
Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 July, 
1887. 

Tatem,  Robert.  Sailm.  Dismissed  24  Nov., 
1880. 

Tawresey,  JohnG.  Cadet  Eng.,  1 Oct.,  1881; 
Nav.  Cadet,  5 Aug.,  1882;  Ens.,  1 
July,  1887. 

Taylor,  A.  S.  Capt.  M.  C.,  12  Dec.,  1883. 
Taylor,  Bushrod  B.  Capt.  Died  22  April, 

1883,  at  Washington,  D.  C. 

Taylor,  David  W.  Naval  Cadet,  5 Aug., 
1882;  Asst.  Naval  Constr.,  14  Aug., 
1886. 

Taylor,  Hiero.  Ens.,  1 Sept.,  1880;  Lt.  j.  g., 
29  Jan.,  1887. 

Taylor,  J.  Wlnthrop.  Med.  Dir.  Died  17 
Jan.,  1880,  at  Boston,  Mass. 

Taylor,  William  E.  Med.  Insp.  Ret.  14  Jan., 
1881. 

Temple,  William  G.  Rear  Adm.,  22  Feb., 

1884.  Ret.  29 Feb.,  1884. 

Terrell,  Douglass  F.  Cadet  Mid.,  22  Sept., 
1880;  Naval  Cadet,  5 Aug.,  1882;  Ens. 
1 July,  1886. 

Terrell.  Francis  A.  P.  A.  Surg.  Res.  24 
April,  1884. 

Terrell,  Thomas  C.  Lt.  Died  16  May,  1881, 
at  Navy  Yard,  Pensacola.  Fla. 

Terry,  Edward.  Com.  Died  1 June.  1882, 
on  cars  from  Manitou  Springs,  Colo. 
Thatcher,  Henry  K.  Rear  Admiral.  Died  5 
April,  1880,  at  Boston,  Mass. 

Thackara,  Alex.  M.  Lt.  Res.  24  Oct,  1882. 
Theiss,  Emil.  Naval  Cadet,  5 Aug.,  188.2; 

Asst.  Eng.,  1 July,  1884. 

Thomas,  Chauncey.  Lt.,  10  March,  1882. 
Thomas,  Charles  M.  Lt.-Com.,  1 April, 
1880. 
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Thomas,  Eugene  B.  Lt.-Com.,  7 Aug.,  1881'. 
Ret.  29  June,  1887. 

Thompson,  Alexander.  Cad.  Mid.,  23  Sept., 

1881  ; Nav.  Cad.,  5 Aug.,  1882. 
Thompson,  August  F.  Gunner.  Ret.  3 Dec  , 

1881. 

Thompson,  Egbert.  Capt.  Died  5 January, 

1881,  at  Washington,  D.  C. 

Thompson,  Frank.  Chap.,  16  May,  1881. 
Thomson,  Curtis  H.  P.  A.  Paym.  Died 

13  July,  1881,  at  Baltimore,  Md. 
Thornton,  Gilbert  E.  Pay  Director,  29  May, 

1882. 

Thurston,  Benj.  E.  Nav.  Cadet,  5 August, 

1882  ; Ens.,  1 July,  1885. 

Tillman,  Edwin  H.  Mid.,  10  June,  1881; 
Ens.  j.  g.,  3 March,  1883;  Ens.,  16 
June,  1884. 

Tisdale,  Rylands  D.  Naval  Cadet,  28  Sept., 

1882. 

Todd,  Chapman  C.  Lt.-Com.,  9 Nov.,  1886. 
Todd,  Wilson  L.  Ens.  Res.  1 July,  1885. 
Tol free,  James  E.  Pay  Inspector,  10  Aug., 
1886. 

Tompkins,  William  G.  Boats.  Died  3 July, 

1885,  at  New  York,  N.  Y. 

Toppan,  F.  W.  Ens.,  22  May,  1881.  Ret. 
29  June,  1887. 

Totten,  George  M.  Lt  -Com.,  26  June,  1885. 
Touey,  Tremlet  Y.  Nav.  Cad.  Died  29  Dec., 
1884,  at  Nagasaka,  Japan. 

Tower,  George  E.  Chf.  Eng.,  80  June,  1887. 
Townley,  Richard  H.  Master,  2 July,  1882 ; 
Lt.  j.  g.,  3 Mar.,  1883.  Ret.  29  June, 
1887. 

Tracy,  Elmer  C.  Asst  Surg.,  28  March,  1886. 
Train,  Charles  J.  Com.,  17  Jan.,  1886. 
Trenchard,  Stephen  D.  Rear  Adm.  Ret. 
Died  15  November,  1883,  at  New  York, 
N.  Y. 

Truxton,  William.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883 ; Ens.,  26  June, 
1884. 

Truxton,  William  T.  Commodore.  Died  25 
Feb.,  1887,  at  Norfolk,  Ya. 

Turner,  James  A.  2d  Lt.  M.  C.,  16  June, 
1880  ; 1st  Lt.,  4 May,  1885. 

Turner,  Thomas.  Rear  Adm.  Ret.  Died 
24  March,  1883,  at  Glen  Mills,  Pa. 
Turner,  William  C.  IstLt.  M.  C.,  8 October, 

1883. 

Tyler,  Frederick  H.  Master,  11  June,  1880; 
Lt.  j.  g.,  3 March,  1883 ; Lt.,  19  May, 

1886. 

Tyler,  Hanson  R.  Lt.,  29  March,  1881. 

Underwood,  Edmund  B.  Master,  10  March, 
1880;  Lt.  j.  g. , 3 March,  1883  ; Lt.,  4 
Feb.,  1886. 

Upsher,  John  H.  Commodore,  11  July, 
1880;  Rear  Adm.,  1 Oct.,  1884.  Ret. 
1 June,  1885. 

Urquhart,  Richard  A.  P.  A.  Surg.  Res.  27 
April,  1884. 

Usher,  Nathaniel  R.  Master,  4 Feb.,  1882  ; 
Lt.  j.  g.,  3 March,  1883. 


Yail,  George  A.  Mid.  Died  7 August,  1881, 
at  Buffalo,  N.  Y. 

Yail,  Holman.  Lt.-Com.,  15  Oct.,  1881. 
Yance,  Zebulon  B.  Nav.  Cad.  Hon.  Dis.  30 
June,  1883. 

Yan  Duser,  Louis  S.  Mid.,  22  June,  1882  ; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Yan  Hovenburg,  John.  Chf.  Eng.  Died  16 
Oct.,  1885,  at  Paita,  Peru. 

Yan  Meter,  John  B.  Chaplain.  Res.  1 July, 
1882. 

Van  Voorhis,  Richard.  Sailm.  Died  12  Apr., 

1880,  at  Washington,  D.  C. 

Yarnum.  William  L,  Ens.  Ret.  20  Nov., 

1884. 

Yedder,  T.  E.  D.  W.  Master,  1 Jan  , 1881  ; 
Lt.  j.  g.,  3 March,  1883;  Lt.,  7 Oct., 
1886. 

Yer  Meulen,  Edmund  C.  Surg.  Ret.  21 
October,  1882. 

Yery,  Edward  W.  Lt.  Res.  30  April,  1885. 
Very,  Samuel  W.  Lt.-Com.,  4 March,  1886. 
Vinton,  Frederick  B.  Ens.  Res.  20  Sept., 

1883. 

Yreeland,  Charles  E.  Lt.,  25  March,  1880. 

Wade,  Thomas  F.  Lt.-Com.  Ret.  Died  20 
Mar.,  1885,  at  Malden,  Mass. 
Wadleigh,  George  H.  Com.,  13  Mar.,  1880. 
Waggener,  James  R.  Surg.,  18  Mar.,  1887. 
Wakenshaw,  H.  C.  Ens.,  2 Feb.,  1881 ; Lt. 
j.  g.,  30  June,  1887. 

Wales,  Philip  S.  Med.  Dir.,  15  Oct.,  1881. 
Walke,  Henry.  Rear  Adm.  Ret.,  26  April, 

1881. 

Walker,  Asa.  Lt.-Com.,  12  Dec.,  1884. 
Walker,  James.  Boats.  Ret.  Died  21  May, 

1884,  at  Everett,  Mass. 

Wall,  Francis  R.  Mid.,  22  June,  1S82  ; Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Wallace,  Rush  R.  Capt. , 4 Feb.,  1882. 
Wallace,  William.  Capt.  M.  C.  Died  11 
Dec.,  1883,  at  Philadelphia,  Pa. 
Wallach,  Cuthbert  P,  Pay  Dir.,  9 Mar., 
1880. 

Wnller,  Littleton  W.  T.  2d  Lt.  M.  C.,  16 
June,  1880  ; 1st  Lt.,  26  Sept.,  1885. 
Walling,  Burns  T.  Lt.  j.  g.,  2 Sept.,  1884. 
Wallis,  John  P.  Lt.  Died  23  Feb  , 1880,  on 
board  the  “ Marion,”  S.  A.  Station. 
Walsh,  William.  Gunner,  12  Oct.,  1882. 
Walton,  James  C.  Boats.  Ret.  Died  30 
June,  1887,  at  Atlantic  City,  N.  J. 
Ward,  Aaron.  Lt.,  25  Nov.,  1881. 

Ward,  Thomas.  Sailm.  Resigned,  7 Jan., 

1882. 

WTaring,  Howard  S.  Lt.  j.  g.,  3 Mar.,  1883  ; 
Lt.,  2 June,  1885. 

Warren,  Augustus  A.  Sailm.  Died  24  Mar., 

1885.  at  Kittery,  Me. 

Washburn,  Israel  H.  Capt.  M.  C.,  20  Mar., 
1883.  Ret.  15  July,  1886. 

Washington,  Richard.  Pay  Dir.,  5 Feb., 

1886. 
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Washington,  Thomas.  Nav.  Cad-.,  17  May, 
1888. 

Watmough,  James  H.  Pay  Dir.  Ret.  30 
July,  1884. 

Watson,  Arthur  L.  1 Lt.  M.  C.  Ret.  Died 
30  June,  1882,  at  Charlestown,  Mass. 
Watson,  Eugene  W.  Lt.-Com.,  16  Nov , 

1883. 

Watson,  John  Lee.  Chap.  Ret.  Died  12 
Aug.,  1884,  at  Orange,  N.  J. 

Watson,  J.  Crittenden.  Capt.,  6 Mar.,  1887.  j 
Watters,  John  S.  Mid.,  22  June,  1882  ; Ens. 
j.  g.,  3 Mar.,  1883;  Ens.,  26  June, 

1884. 

Watts,  William.  Lt.  Ret.  31  Jan.,  1883. 
Waugh,  Edward  J.  Gunner.  Dismissed  7 
Apr , 1880. 

Weaver,  Aaron  W.  Commo.,  7 Oct.,  1886. 
Weaver,  William  D.  Asst.  Eng.,  10  June, 
1883. 

Webb,  William  H.  Lt.-Com.,  8 July,  1882. 
Webber,  William  E.  Gunner.  Ret.  29  June, 
1887. 

Weber,  Robert  L.  Surgeon.  Ret.  Died  18 
Dec. . 1884,  at  Philadelphia,  Pa. 
Webster,  Charles  F.  Nav.  Cad.  Hon.  Dis. 
30  June,  1885. 

Webster,  Edwin  B.  Asst.  Paym.,  29  Oct., 
1881. 

Webster,  Frank  D.  Capt.  M.  C.,  8 Oct.,  1883. 
Ret.  1 April,  1884. 

Webster,  Leroy  C.  1st  Lt.  M.  C.,  1 July, 
1883. 

Webster,  William  T.  Nav.  Cad.  Hon.  Dis. 
5 Oct.,  1883. 

Wedderburn,  Lawrence  G.  Cadet  Eng.  Died 
27  April,  1882,  at  Annapolis,  Md, 
Weeks,  John  W.  Nav,  Cad.  Hon.  Dis.  80 
June,  1883. 

Weller,  Ovington  E.  Nav.  Cad.  Hon.  Dis. 
30  June,  1883. 

Wells,  Benj.  W.,  jr.  Nav.  Cad.,  17  May, 

1883. 

Wells,  Clark  H.  Commo.,  20  Jan.,  1880; 
Rear  Adm.,  1 April,  1884.  Ret.  30 
Sept.,  1 884. 

Wells,  C.  J.  Stuart.  Surg.  Died  1 Jan.,  1881, 
at  Washington,  D.  C. 

Wells,  Edwin.  Chf.  Eng.,  31  May,  1880. 
Wells,  George  M.  1st  Lt.  M.  0.  Died  18 
Oct.,  1883,  at  Fort  Dodge,  Iowa. 

Wells,  Henry  M.  Med.  Insp.,  22  Aug.,  1881. 
Wells,  Roger,  Jr.  Cad.  Mid.,  22  Sept.,  1880  ; 
Nav.  Cad.,  5 Aug.,  1882;  Ens.,  1 July, 
1886. 

Welsh,  George  S.  Cad.  Mid.  Resigned  13 
Oct.,  1882. 

Wentworth,  Andrew  R.  Asst.  Surg.,  22  Apr., 

1885. 

Werlich,  Pereival  J.  Ens.,  6 Nov.,  1881. 
West,  George  E.  Ens.  j.  g.  Resigned  4 
Oct.,  1883. 

West,  Nathaniel  T.  Com.  Died  31  Oct.,  1881, 
at  Insane  Asylum,  Washington,  D.  C. 
Whipple,  David.  1 Lt.  M.  C.  Died  1 Mar., 

1884,  at  Norfolk,  Ya. 


Whitaker,  Henry  W.  Asst.  Surg.,  9 July, 
1881;  P.  A.  Surg.,  14  July,  1886. 

White,  Edwin.  Com.,  4 Mar.,  1886. 

White,  George  B.  t apt.,  3 Nov.,  1884. 

White,  George  M.  Capt.  Ret.  Died  24 

May,  1882,  at  Somerville,  Mass.  t] 

White,  Harry  K.  Nav.  Cad.,  5 Aug.,  1882  ; 

2 Lt.  M.  C.,  1 July,  1883. 

White,  Henry  C.  Lt.-Com.  Res.  1 June, 

1884.  k 

White,  Stephen  S.  Asst.  Surg.,  19  May, 
1887. 

White,  William  P.  Mid.,  4 June,  1880; 
Ens.  j.  g.,  3 Mar.,  1S83  ; Ens.,  9 Feb., 
1884. 

White.  William  W.  Cad.  Eng.,  10  June, 
1881. 

Whitfield.  Wm.  F.  Master,  30  Aug.,  1881; 

Lt.  j.  g.,  3 Mar.,  1883.  Ret.  10  Dec.,  f 
1883. 

Whiting,  Henry.  1st  Lt.  M.  C.,  20  Mar., 

1883. 

Whiting,  William  B.  Commo.  Ret.  Died 
16  Dec.,  1888,  at  Milwaukee,  Wis. 
Whiting,  William  D.  Commo.,  12  Oct., 

1881.  Ret.  12  Oct.,  1881. 

Whiting,  William  H.  Com.,  2 July,  1882. 
Whittaker,  James  W.  Chief  Eng.  Died  9 

Mar.,  1881,  at  Brooklyn,  N.  Y. 

Whittelsey,  William  B.  Nav.  Cad.,  5 Aug.,  ] 
1882  ; Ens.,  1 July,  1884. 

Whittle,  Llewellyn  F.  Cad.  Eng.  Died  23  . j 
July,  1880,  at  Naval  Hospital,  Phila-  1 
delphia,  Pa. 

Whittlesey,  Humes  H.  Cad.  Eng.,  1 Oct., 
1880  ; Nav.  Cad.,  5 Aug,.  1882;  Ens., 

1 July,  1886. 

Wieber,  Francis  W.  F.  Asst.  Surg.,  3 Nov., 

1884. 

Wight,  Charles  L.  Cad.  Eng.  lies.  1 July, 

1882. 

Wight,  Danforth  P.  Pavm.  Ret.  12  Dec., 

1885. 

Wilcox,  Willis  B.  Asst.  Paym.,  29  Oct., 
1881. 

Wike,  Harry.  Cad.  Mid.  Died  24  Feb., 

1880,  on  board  the  “Marion,”  S.  A. 
station. 

Wilde,  George  F.  F.  Com.,  2 Oct , 1885. 
Wildes,  Frank.  Com.,  1 Apr.,  1880. 

Wilkes,  Gilbert.  Nav.  Cad.,  5 Aug.,  1882; 
Ens.  j.  g.,  1 July,  1883  ; Ens.,  26  . 
June,  1884. 

Wilkins,  George  F.  Lt.  Ret.  Died  25 
June,  1882,  at  Brooklyn,  N.  Y. 

Wilkinson,  Ernest.  Mid.,  22  June,  1882; 
Ens.  j.  g.,  3 Mar.,  1883;  Ens.,  26 
June,  1884. 

Williams,  Charles  S.  Asst.  Paym.,  16  June, 
1880. 

Williams,  Clarence  S.  Cad.  Mid.,  22  Sept.,  , 
1880  ; Nav.  Cad.,  5 Aug.,  1882  ; Ens. 

1 July,  1886.  '% 

Williams,  Henry.  Carp.,  1 June,  1880. 
Williams,  Lewis  J.  Med.  Dir.  Ret.  14  Oct.,  $ 

1881. 
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Williams,  William  W.  Pay  Dir.,  26  Dec., 
1882. 

Willis,  Clarence C.  Cad.  Eng.,  10  June,  1881. 
Willis,  George  R.  Boats.  Bet.  Died  7 
Dec.,  1884.  at  Worcester,  Mass. 

Willits,  Albert  B.  P.  A.  Eng.,  12  Oct.,  1881. 
Willits,  George  S.  P.  A.  Eng.,  1 July,  1885. 
Willson,  William  G.  G.  P.  A.  Surg.,  6 July, 

1880. 

Wilner,  Frank  A.  Master,  25  Mar.,  1880; 
Lt.  j.  g.,  3 Mar.,  1883;  Lt.,  13  May, 
1886. 

Wilson,  Byron.  Capt.,  23  April,  1883. 
Wilson,  Downs  L.  Lt.  j.  g.,  3 Mar.,  1883; 
Lt.,  1 Dec.,  1881. 

Wilson,  Henry  B.  Nav..  Cad.,  5 Aug.,  1882; 
Ens  j.  g.,  1 July,  1883  ; Ens.,  28  June, 
1884. 

Wilson,  Joseph.  Med.  Dir.  Ret.  Died  1 
Mar  , 1887,  at  Philadelphia,  Pa. 
Wilson,  William  J.  Nav.  Cad.  Hon.  Dis. 
30  June,  1885. 

Wiltse,  Gilbert  C,  Capt.,  26  Jan.,  1887. 
Winch  ell,  Ward  P.  Cad.  Eng.,  10  June, 
1882. 

Winder,  William.  Master,  23  Nov.,  1880  ; 
Lt.  j g.,  3 Mar.,  lt>83  ; Lt.,  23  May, 
1886. 

Wingate,  George  E.  Com.,  26  May,  1887. 
Winram,  Samuel  B.  Cadet  Mid.,  17  June, 
1882  ; Nav.  Cadet,  5 Aug.,  1882. 
Winslow,  ('am  McR.  Master,  21  Dec.,  1881; 

Lt.  j.  g.,  3 Mar.,  1883. 

Winslow,  Francis.  Lt.,  17  May,  1881. 
Winterhalter.  Albert  G.  Ens.,  11  July, 
1880;  Lt.  j.  g.,  14  Dec.,  1886. 

Wise,  Edward  E.  Mid.  Res.  1 Sept.,  1880. 
Wise,  John  C.  Surg.,  10  Sept.,  1882. 

Wise,  William  C.  Com.,  24  Feb.,  1881. 
Witherspoon.  Edward  T.  Nav.  Cadet,  28 
Sept.,  1882. 

Witherspoon,  Thomas  A.  Nay.  Cadet.  Hon. 
Dis.  30  June,  1885. 

Witzel,  Horace  M.  Ens.,  18  Mar.,  1880; 
Lt.  j.  g.,  9 Nov.,  1886. 

Wolcott.  Chris.  C.  Civ.  Eng.,  26  Oct.,  1881. 
Wood,  Albert  N.  Mid.,  4 June,  1880  ; Ens., 
15  April,  1882. 

Wood,  Benj.  F.  Chief  Eng.,  14  Dec.,  1883. 
Wood,  Joseph  L.  Asst.  Eng.,  10  June,  1882. 
Wood,  Moses  L.  Master,  1 July,  1882  ; Lt. 
1.  g.,  3 Mar.,  18S3. 

Wood,  Spencer  S.  Nav.  Cadet,  5 Aug.,  1882  ; 
Ens.,  1 July,  1884. 

Wood,  Theodore  T.  Lt.  Died  8 Jan.,  1886, 
at  Norfolk,  Va. 

Wood,  Thomas  N.  1st  Lt.  M.  C.,  2 April, 
1884. 

Wood,  William  M.  Med.  Dir.  Died  1 
Mar.,  1880,  at  Owings  Mills,  Md. 
Wood,  W.  W.  W.  Chief  Eng.  Ret. 
Drowned  31  Aug.,  1882,  St.  Mary’s 
River. 

Woods,  Arthur  T.  Asst.  Eng.,  10  June,  1882. 
Wools,  Robert  W.  Nav.  Cadet.  Hon.  Dis. 
30  June,  1885. 


Woodrow,  David  C.  Lt.  Com.  Ret.  4 June, 
1884. 

Woodruff,  Charles  E.  Asst.  Surg.  Res.  19 
April,  1887. 

Woodward,  Jos.  B.  Nav.  Cad.,  5 Aug.,  1882; 

Asst.  Naval  Constr.,  1 July,  1883. 
Woodworth,  S.  E.  Ens.,  2 Jan.,  1881  ; Lt.  j. 
g.,  30  June,  3887. 

Wooster,  Lucius  W.  P.  A.  Eng.  Ret.  29 
June,  1887. 

Worcester,  George  H.  Lt.  j.  g.  Res.  1 Dec., 

1884. 

Worden,  John  L.  Rear  Adm.  Ret.  23  Dec., 
1886. 

Worthington,  John  L.  Cadet  Eng.  Died  14 
July,  1881,  at  Baltimore,  Md. 
Worthington,  Walt.  F.  P.  A.  Eng.,  19  July, 

1885. 

Wright,  Arthur  H.  Lt.-Com.  Died  5 Nov., 

1881,  at  Key  West,  Fla. 

Wright,  Benj.  Cadet  Mid.,  21  Sept..  1881; 
Nav.  Cadet,  5 Aug.,  1882 ; Ens.,  1 
July,  1887. 

Wright,  Carroll  Q.  Chap.,  3 March.  1885. 
Wright,  Edward E.  Ens  , 1 Jan.,  1881  ; Lt. 
j.  g.,  21  May,  1887. 

Wright,  M.  Fisher.  Lt  , 1 April,  1880. 
Wright,  Robert  K.  Ens.  Res.  1 May,  1884. 
Wright.  Silas  H.  Nav.  Cadet.  Hon.  Dis.  5 
Oct  , 1883. 

Wyman,  Robert  H.  Rear  Adm.  Died  2 
Dec»,  1882,  at  Washington,  D.  C. 

Yancey,  Charles  K.  P.  A.  Surg.  Ret.  21 
May,  1880. 

Yates,  Arthur  R.  Capt.,  9 Feb.,  1834.  ' • 
Yates,  Isaac  I.  Lt.  Res.  23  Nov.,  1883. 
Yewell,  Horace  R.  Gunner,  23  Aug.,  1886. 
Yorke.  Louis  A.  P.  A.  Paymaster.  Dis.  24 
Feb.,  1887. 

Young,  Albert  O.  Asst.  Eng., 10  June,  1882. 
Young,  Carrington  A.  Gunner.  Ret.  29 
June,  1887. 

Young,  David  M.  Naval  Cadet,  28  Sept., 

1882. 

Young,  James  M.  T.  Capt.  M.  C.,  24  Sept., 

1884. 

Young,  Jonathan.  Commodore.  Died  17 
May,  1885.  at  New  London,  Conn. 
Young,  Louis  C.  S.  Nav.  Cadet,  6 Sept., 
1883. 

Young,  Lucien.  Lt.  j.  g.,  3 March,  1883;  Lt., 
1 May,  1884. 

Young,  Stephen.  Gunner.  Ret.  8 Nov., 

1883. 

Zane,  Abraham  V.  P.  A.  Eng.,  27  Aug., 
1881. 

Zeigler,  J.  Q.  A.  Chief  Eng.  Died  6 July, 

1885,  at  Philadelphia,  Pa. 

Zellin,  Jacob.  Brig. -Gen.  M.  C.  Died  18 
Nov.,  1880,  at  Washington,  D.  C. 
Zeilin,  William  F.  1st  Lt.  M.  C.  Died  4 
June,  1880,  at  Norfolk,  Va. 

Zeller,  Theodore.  Chief  Eng,  Ret.  1 Dec., 

. 1885. 


